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DEPARTMENT OF HEALTH 


AGENCY DESCRIPTION 


Description and organization. 

State Environmental Policy Act—Guidelines. 

Local public health—Guidelines. 

Practice and procedure. 

Administrative procedure—Adjudicative pro- 
ceedings. 

Model procedural rules for boards. 

Whistleblower complaints in health care set- 
tings. 

Coordinated quality improvement program. 


COMMUNICABLE DISEASES 


Communicable and certain other diseases, 
Contagious disease—School districts and day 
care centers. 
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Human immunodeficiency virus (HIV) infec- 
tion interventions. 


TUBERCULOSIS 


Tuberculosis—Prevention, treatment, and 
control. 
Tuberculosis—Financial responsibility. 


ENVIRONMENTAL HEALTH 


General sanitation. 
Decontamination of illegal drug manufacturing 
or storage sites. 


FOOD HANDLING 


Food service. 
Food worker permits. 


RADIATION 


Radiation protection—General provisions. 

Radiation protection standards. 

Radiation protection—Worker rights. 

Radiation protection—Machine assembly and 
registration. 

Radiation protection—X-rays in the healing 
arts. 

Radiation protection—Industrial x-ray. 

Radiation protection—Analytical x-ray equip- 
ment. 

Radiation protection—Particle accelerators. 

Radioactive material—Licensing applicability. 

Radioactive materials—General licenses. 

Radioactive materials—Specific licenses. 

Radiation protection—Nuclear medicine. 

Radiation protection—Medical therapy. 


246-243 Radiation protection—Industrial radiography. 

246-244 Radiation protection—Wireline services. 

246-247 Radiation protection—Air emissions. 

246-249 Radioactive waste—Use of the commercial 
disposal site. 

246-250 Radioactive waste—Licensing land disposal. 

246-252 Radiation protection—Uranium and/or thori- 
um milling. 

246-254 Radiation protection—Fees. 


RECREATIONAL WATER 


246-260 Water recreation facilities. 
246-262 Recreational water contact facilities. 


SEWER SYSTEMS 


246-270 Sewer systems—Certification of necessity for 
water district involvement. 

246-271 Public sewage. 

246-272  On-site sewage systems. 

246-273  On-site sewage system additives. 


SHELLFISH 


246-280 Recreational shellfish beaches. 
246-282 Sanitary control of shellfish. 


WATER SYSTEMS 


246-290 Public water supplies. 

246-291 Group B public water systems. 
246-292 Water works operator certification. 
246-293 Water System Coordination Act. 
246-294 Drinking water operating permits. 
246-295 Satellite system management agencies. 


FACILITY STANDARDS AND LICENSING 


246-310 Certificate of need. 

246-314 Facility construction review. 

246-316 Boarding homes. 

246-318 Hospitals. 

246-321 Hospice care center. 

246-322 Private psychiatric and alcoholism hospitals. 

246-323 Residential treatment facilities for psychiatri- 
cally impaired children and youth. 

246-324 Private alcohol and chemical dependency 
hospitals. 

246-325 Adult residential rehabilitation centers and 
private adult treatment homes. 

246-326 Alcoholism treatment facilities. 

246-327 Home health agencies. 

246-328 Adult family home resident managers and 
providers. 

246-329  Childbirth centers. 

246-331 Hospice agencies. 

246-333 Approval of eye banks. 

246-336 Home care agency rules. 
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Medical test site rules. 

Second trimester abortion facilities. 
Temporary worker housing. 

Transient accommodations. 

Primary and secondary schools. 
Outdoor music festivals. 

Camps. 

State institutional survey program. 
Rural health care facility licensing rules. 
Drinking water certification rules. 


HEALTH INFORMATION 


Sentinel birth defects. 

Cancer reporting. 

Hospitals—Assessments and related reports. 

Hospital charity care. 

Hospitals—System of accounting, financial 
reporting, budgeting, cost allocation. 

Hospital patient discharge information report- 
ing. 

Vital statistics. 

Vital statistics—Certificates. 


HEALTH PROMOTION AND CHRONIC DISEASE 
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PREVENTION 


Standards for community health clinics. 
Rural health system project. 


LABORATORY 


Newborn screening. 
Prenatal tests—Congenital and heritable disor- 
ders, 


PARENT/CHILD HEALTH 


Coordinated children’s services. 

Auditory and visual standards—School dis- 
tricts. 

Scoliosis screening—School districts. 

Farmers! market nutrition program. 

Special supplemental food program for wom- 
en, infants, and children (WIC). 


PROFESSIONAL STANDARDS AND LICENSING 
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General provisions—Professionals. 
Acupuncturists. 

Chiropractic quality assurance commission. 
Counselors. 

Board of denture technology. 

Dental hygienists. 

Dental quality assurance commission. 
Dieticians or nutritionists. 
Dispensing opticians. 

Health care assistants. 

Hearing aid fitters and dispensers. 
Massage practitioners. 

Midwives. 

Naturopathic physicians. 

Practical nurses. 

Registered nurses. 
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Practical and registered nursing. 

Nursing assistants. 

Nursing assistants—Nursing homes—Nursing 
assistants training program. 

Nursing home administrators. 

Nursing pool. 

Occupational therapists. 

Ocularists. I 

Optometrists. 

Consumer access to vision care. 

Osteopathic physicians and surgeons. 

Osteopathic physicians’ assistants. 

Osteopathic physicians’ acupuncture assistants. 

Board of pharmacy—General. 

Pharmacists—Internship requirements. 

Pharmacists—Professional pharmaceutical 
education. 

Pharmacists—Licensing. 

Pharmaceutical services—Extended care facili- 
ty. 

Impaired pharmacist rehabilitation. 

Pharmacy licensing. 

Pharmaceutical—Parenternal products for 
nonhospitalized patients. 

Pharmacy—Hospital standards. 

Pharmacy—Patient medication record systems. 

Pharmaceutical—Sales prohibited. 

Good compounding practices. 

Pharmaceutical wholesalers. 

Pharmacy—Prescription drug price advertis- 
ing. 

Pharmaceutical—Sales requiring prescriptions. 

Pharmacy—Identification, imprints, markings, 
and labeling of legend drugs. 

Animal control—Legend drugs. 

Pharmacy—Regulations implementing the 
Uniform Controlled Substances Act. 

Pharmaceutical—Precursor substance control. 

Pharmacy—Prophylactics. 

Pharmacy—Public records access pursuant to 
Initiative 276. 

Pharmacy—Good manufacturing practice for 
finished pharmaceuticals. 

Pharmacy—Drug availability. 

Pharmaceutical—Drug product substitution. 

Pharmacy assistants. 

Nuclear pharmacies and pharmacists. 

Health care entities. 

Pharmacy—Home dialysis program. 

Pharmaceutical licensing periods and fees. 

Physical therapists. 

Physician assistants—Medical quality assur- 
ance commission. 

Medical quality assurance commission. 

Podiatric physicians and surgeons. 

Psychologists. 

Radiological technologists. 

Respiratory care practitioners. 

Sex offender treatment provider. 

Veterinarians—Veterinary board. 
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246-935 Veterinary animal technicians. 
246-937 Certified veterinary medication clerks. 


TRAUMA/EMERGENCY MEDICAL SERVICES 


246-976 Emergency medical services and trauma care 


systems. 


DISPOSITION OF CHAPTERS FORMERLY 


246-09-060 


CODIFIED IN THIS TITLE 


Chapter 246-09 
REFUND OF FEES 


Refund of fees. [Statutory Authority: RCW 43.01.072. 
90-08-003 (Order 044), § 246-09-060, filed 3/22/90, 
effective 4/22/90.] Decodified by 91-02-049 (Order 121), 
filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 43.70.040. Recodified as WAC 246-08-560. 


Chapter 246-132 


CLASS IV HIV HEALTH INSURANCE ELIGIBILITY 


246-132-020 


246-132-030 


246-201-001 


246-201-020 


246-201-030 


246-201-040 


246-201-050 


246-201-060 
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Class IV human immunodeficiency virus (HIV) insurance 
program. [Statutory Authority: RCW 70.24.130 and 
70.24.440. 92-02-018 (Order 224), 8 246-132-020, filed 
12/23/91, effective 1/23/92. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
132-020, filed 12/27/90, effective 1/31/91. Statutory 
Authority: Chapter 70.24 RCW and 1989 c 260 § 3. 90- 
03-052 (Order 020), § 248-180-010, filed 1/16/90, effec- 
tive 2/16/90.] Repealed by 94-06-048, filed 3/1/94, 
effective 4/1/94. Statutory Authority: RCW 70.24.130 
and 70.24.440. 

Eligibility. [Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-132-030, filed 
12/27/90, effective 1/31/91. Statutory Authority: Chapter 
70.24 RCW and 1989 с 260 $ 3. 90-03-052 (Order 020), 
§ 248-180-020, filed 1/16/90, effective 2/16/90.] Repealed 
by 94-06-048, filed 3/1/94, effective 4/1/94. Statutory 
Authority: RCW 70.24.130 and 70.24.440. 


Chapter 246-201 
BASIC PLUMBING PRINCIPLES 


Purpose and nature of regulations. [Statutory Authority: 
RCW 43.20.050. 91-02-051 (Order 124B), recodified as 
§ 246-201-001, filed 12/27/90, effective 1/31/91; Regula- 
tion .94,001, effective 3/11/60.] Repealed by 96-19-043, 
filed 9/12/96, effective 10/13/96. Statutory Authority: 
RCW 43.20.050. 

Water supply requirements. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 
201-020, filed 12/27/90, effective 1/31/91; Regulation 
.94.010, effective 3/11/60.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. 

Volume of flow. (Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as $ 246-201-030, 
filed 12/27/90, effective 1/31/91; Regulation .94.020, 
effective 3/11/60.] Repealed by 96-19-043, filed 9/12/96, 
effective 10/13/96. Statutory Authority: RCW 43.20.050. 
Size of pipes. [Statutory Authority; RCW 43 20.050. 91- 
02-051 (Order 124B), recodified as $ 246-201-040, filed 
12/27/90, effective 1/31/91; Regulation .94.030, effective 
3/11/60.] Repealed by 96-19-043, filed 9/12/96, effective 
10/13/96. Statutory Authority: RCW 43.20.050. 
Boilers and hot water tanks. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 
201-050, filed 12/27/90, effective 1/31/91; Regulation 
.94.040, effective 3/11/60.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. 

Sewage connection. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 
201-060, filed 12/27/90, effective 1/31/91; Regulation 
.94.050, effective 3/11/60.] Repealed by 96-19-043, filed 
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9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. 

Water closets—Multiple dwellings. [Statutory Authority: 
RCW 43.20.050. 91-02-051 (Order 124B), recodified as 
§ 246-201-070, filed 12/27/90, effective 1/31/91; Regula- 
tion .94.060, effective 3/11/60.] Repealed by 96-19-043, 
filed 9/12/96, effective 10/13/96. Statutory Authority: 
RCW 43.20.050. 

Plumbing fixtures. [Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as $ 246-201-080, 
filed 12/27/90, effective 1/31/91; Regulation .94.070, 
effective 3/11/60.] Repealed by 96-19-043, filed 9/12/96, 
effective 10/13/96. Statutory Authority: RCW 43.20.050. 
Drainage systems. [Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as § 246-201-090, 
filed 12/27/90, effective 1/31/91; Regulation .94.080, 
effective 3/11/60.] Repealed by 96-19-043, filed 9/12/96, 
effective 10/13/96. Statutory Authority: RCW 43.20.050. 
Drainage pipes. [Statutory Authority: RCW 43.20.050, 
91-02-051 (Order 124B), recodified as § 246-201-100, 
filed 12/27/90, effective 1/31/91; Regulation .94.090, 
effective 3/11/60.] Repealed by 96-19-043, filed 9/12/96, 
effective 10/13/96. Statutory Authority: RCW 43.20.050. 
Cleanouts. [Statutory Authority: RCW 43.20.050. 91-02- 
051 (Order 124B), recodified as § 246-201-110, filed 
12/27/90, effective 1/31/91; Regulation .94.100, effective 
3/11/60.] Repealed by 96-19-043, filed 9/12/96, effective 
10/13/96. Statutory Authority: RCW 43.20.050. 

Traps. [Statutory Authority: RCW 43.20.050. 91-02-051 
(Order 124B), recodified as § 246-201-120, filed 12/27/90, 
effective 1/31/91; Regulation .94.110, effective 3/11/60.] 
Repealed by 96-19-043, filed 9/12/96, effective 10/13/96. 
Statutory Authority: RCW 43.20.050. 

Pipes—Adequate air circulation. [Statutory Authority: 
RCW 43.20.050. 91-02-051 (Order 124B), recodified as 
§ 246-201-130, filed 12/27/90, effective 1/31/91; Regula- 
tion .94.120, effective 3/11/60.) Repealed by 96-19-043, 
filed 9/12/96, effective 10/13/96. Statutory Authority: 
RCW 43.20.050. 

Soil stacks. (Statutory Authority: RCW 43.20.050. 91- 
02-051 (Order 124B), recodified as § 246-201-140, filed 
12/27/90, effective 1/31/91; Regulation .94.130, effective 
3/11/60.] Repealed by 96-19-043, filed 9/12/96, effective 
10/13/96. Statutory Authority: RCW 43.20.050. 

Water and air pressure tests. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as § 246- 
201-150, filed 12/27/90, effective 1/31/91; Regulation 
.94,140, effective 3/11/60.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. 

Clogging substances. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as § 246- 
201-160, filed 12/27/90, effective 1/31/91; Regulation 
.94.150, effective 3/11/60.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. 

Food receptacles and the drainage system, [Statutory 
Authority; RCW 43.20.050. 91-02-051 (Order 124B), 
recodified as § 246-201-170, filed 12/27/90, effective 
1/31/91; Regulation .94.160, effective 3/11/60.] Repealed 
by 96-19-043, filed 9/12/96, effective 10/13/96. Statutory 
Authority: RCW 43.20.050. 

Location of water closets. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as § 246- 
201-180, filed 12/27/90, effective 1/31/91; Regulation 
.94.170, effective 3/11/60.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. 

Disposal where no sewers. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as 5 246- 
201-190, filed 12/27/90, effective 1/31/91; Regulation 
.94.180, effective 3/11/60.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. 

Backflow requirements. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified ав § 246- 
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201-200, filed 12/27/90, effective 1/31/91; Regulation 
.94.190, effective 3/11/60.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. ; 

Sanitary maintenance. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as 8 246- 
201-210, filed 12/27/90, effective 1/31/91; Regulation 
.94.200, effective 3/11/60.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. 


Chapter 246-255 
RADIATION PROTECTION—FORMS 


Forms. [Forms set forth within chapter 402-990 WAC 
were filed January 8, 1969, entitled "Instructions for 
preparation of application for radioactive material license," 
(Forms RHF-1, RHF-2, RHF-3, RHF-4, RHF-5, RHF-14- 
1, RHF-14-2). Chapter 402-990 WAC was recodified as 
chapter 246-255 by WSR 91-02-049 (Order 121), filed 
December 27, 1990, effective January 31, 1991. Statutory 
Authority: RCW 43,70.040.] Repealed by 96-19-041, 
filed 9/12/96, effective 10/13/96, Statutory Authority: 
RCW 43.70.040. 


Chapter 246-264 


WATER SAFETY TEACHING STATIONS 


Definitions. [Statutory Authority: RCW 43.20.050. 91- 
02-051 (Order 124B), recodified as 8 246-264-010, filed 
12/27/90, effective 1/31/91; Order 34, § 248-132-010, filed 
6/26/70.] Repealed by 96-19-043, filed 9/12/96, effective 
10/13/96. Statutory Authority: RCW 43.20.050. 

Scope of chapter—Size and depth. [Statutory Authority: 
RCW 43.20.050. 92-02-020 (Order 226B), 5 246-264- 
020, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 
124B), recodified as 8 246-264-020, filed 12/27/90, 
effective 1/31/91; Order 34, § 248-132-020, filed 6/26/70.] 
Repealed by 96-19-043, filed 9/12/96, effective 10/13/96. 
Statutory Authority: RCW 43.20.050. 

Approval for construction. [Statutory Authority: RCW 
43.20.050. 92-02-020 (Order 226B), $ 246-264-030, filed 
12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 
recodified as $ 246-264-030, filed 12/27/90, effective 
1/31/91; Order 34, § 248-132-030, filed 6/26/70.] Re- 
pealed by 96-19-043, filed 9/12/96, effective 10/13/96. 
Statutory Authority: RCW 43.20.050. 

Drinking fountain. [Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as § 246-264-040, 
filed 12/27/90, effective 1/31/91; Order 34, § 248-132-040, 
filed 6/26/70.] Repealed by 96-19-043, filed 9/12/96, 
effective 10/13/96. Statutory Authority: RCW 43.20.050. 
Plans and specifications—Approval—Notice to local 
health officer. [Statutory Authority: RCW 43.20.050. 
92-02-020 (Order 226B), § 246-264-050, filed 12/23/91, 
effective 1/23/92; 91-02-051 (Order 124B), recodified as 
§ 246-264-050, filed 12/27/90, effective 1/31/91; Order 34, 
$ 248-132-050, filed 6/26/70.] Repealed by 96-19-043, 


. filed 9/12/96, effective 10/13/96. Statutory Authority: 


RCW 43.20.050. 

Toilet facilities. [Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as § 246-264-060, 
filed 12/27/90, effective 1/31/91; Order 34, § 248-132-060, 
filed 6/26/70.] Repealed by 96-19-043, filed 9/12/96, 
effective 10/13/96. Statutory Authority: RCW 43.20.050. 
Location. [Statutory Authority: RCW 43.20.050. 91-02- 
051 (Order 124B), recodified as § 246-264-070, filed 
12/27/90, effective 1/31/91; Order 34, § 248-132-070, filed 
6/26/70.] Repealed by 96-19-043, filed 9/12/96, effective 
10/13/96. Statutory Authority: RCW 43.20.050. 
Enclosure and cover. [Statutory Authority: RCW 
43.20.050. 92-02-020 (Order 226B), $ 246-264-080, filed 
12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 
recodified as § 246-264-080, filed 12/27/90, effective 
1/31/91; Order 34, § 248-132-080, filed 6/26/70.] Re- 
pealed by 96-19-043, filed 9/12/96, effective 10/13/96. 
Statutory Authority; RCW 43.20.050. 
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246-264-090 


246-264-100 
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246-264-120 


246-264-130 


246-264-140 


246-264-150 


246-264-160 


246-264-170 


246-264-180 


246-264-190 


246-264-200 


Rinsing shower. [Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as § 246-264-090, 
filed 12/27/90, effective 1/31/91; Order 34, 8 248-132-090, 
filed 6/26/70.] Repealed by 96- 19-043, filed 9/12/96, 
effective 10/13/96. Statutory Authority: RCW 43.20.050. 
Foot rinse. [Statutory Authority: RCW 43.20.050. 91- 
02-051 (Order 124B), recodified as § 246-264-100, filed 
12/27/90, effective 1/31/91; Order 34, § 248-132-100, filed 
6/26/70.] Repealed by 96-19-043, filed 9/12/96, effective 
10/13/96. Statutory Authority: RCW 43.20.050. 
Number of bathers permitted. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as § 246- 
264-110, filed 12/27/90, effective 1/31/91; Order 34, § 
248-132-110, filed 6/26/70.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. 

Water quality. [Statutory Authority: RCW 43.20.050. 
92-02-020 (Order 226B), $ 246-264-120, filed 12/23/91, 
effective 1/23/92; 91-02-051 (Order 124B), recodified as 
§ 246-264-120, filed 12/27/90, effective 1/31/91; Order 34, 
§ 248-132-120, filed 6/26/70.] Repealed by 96-19-043, 
filed 9/12/96, effective 10/13/96. Statutory Authority: 
RCW 43.20.050. 

Chlorine content. [Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as § 246-264-130, 
filed 12/27/90, effective 1/31/91; Order 34, § 248-132-130, 
filed 6/26/70.] Repealed by 96-19-043, filed 9/12/96, 
effective 10/13/96. Statutory Authority: RCW 43.20.050. 
Water recirculation. [Statutory Authority: RCW 
43.20.050. 92-02-020 (Order 226B), $ 246-264-140, filed 
12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 
recodified as § 246-264-140, filed 12/27/90, effective 
1/31/91; Order 34, § 248-132-140, filed 6/26/70.] Re- 
pealed by 96-19-043, filed 9/12/96, effective 10/13/96. 
Statutory Authority: RCW 43.20.050. 

Operation and sanitary control. [Statutory Authority: 
RCW 43.20.050. 92-02-020 (Order 226B), § 246-264- 
150, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 
124B), recodified as § 246-264-150, filed 12/27/90, 
effective 1/31/91; Order 34, § 248-132-150, filed 6/26/70.] 
Repealed by 96-19-043, filed 9/12/96, effective 10/13/96. 
Statutory Authority: RCW 43.20.050. 

Bath house, [Statutory Authority: RCW 43.20.050. 91- 
02-051 (Order 124B), recodified as § 246-264-160, filed 
12/27/90, effective 1/31/91; Order 34, § 248-132-160, filed 
6/26/70.] Repealed by 96-19-043, filed 9/12/96, effective 
10/13/96. Statutory Authority: RCW 43.20.050. 

First aid. [Statutory Authority: RCW 43.20.050. 91-02- 
051 (Order 124B), recodified as § 246-264-170, filed 
12/27/90, effective 1/31/91; Order 34, § 248-132-170, filed 
6/26/70.] Repealed by 96-19-043, filed 9/12/96, effective 
10/13/96. Statutory Authority: RCW 43.20.050. 
Emergency telephone list. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 
264-180, filed 12/27/90, effective 1/31/91; Order 34, $ 
248-132-180, filed 6/26/70.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. 

Telephone required, [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 
264-190, filed 12/27/90, effective 1/31/91; Order 34, $ 
248-132-190, filed 6/26/70.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. 

Health menace prohibited. [Statutory Authority: RCW 
43.20.050. 92-02-020 (Order 226B), § 246-264-200, filed 
12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 
recodified as § 246-264-200, filed 12/27/90, effective 
1/31/91; Order 34, § 248-132-200, filed 6/26/70.] Re- 
pealed by 96-19-043, filed 9/12/96, effective 10/13/96. 
Statutory Authority: RCW 43.20.050. 
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Chapter 246-334 
DISPOSITION OF HUMAN REMAINS 


Definitions. [Statutory Authority: RCW 43.20.050. 91- 
02-051 (Order 124B), recodified as § 246-334-010, filed 
12/27/90, effective 1/31/91; Regulation .112.010, filed 
2/18/66.] Repealed by 92-02-019 (Order 225B), filed 
12/23/91, effective 1/23/92. Statutory Authority: RCW 
43.20.050. 

Approval required for tissue preservation. [Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), 
recodified as § 246-334-020, filed 12/27/90, effective 
1/31/91; Regulation .112.020, filed 2/18/66.] Repealed by 
92-02-019 (Order 225B), filed 12/23/91, effective 1/23/92. 
Statutory Authority: RCW 43.20.050. 

Approval required for tissue preservation— Provisions for 
approval. [Statutory Authority: RCW 43.20.050. 91-02- 
051 (Order 124B), recodified as § 246-334-030, filed 
12/27/90, effective 1/31/91; Regulation .112.030, filed 
2/18/66.] Repealed by 92-02-019 (Order 225B), filed 
12/23/91, effective 1/23/92. Statutory Authority: RCW 
43.20.050. 

Approval required for tissue preservation —Exemptions 
from approval. [Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as § 246-334-040, 
filed 12/27/90, effective 1/31/91; Regulation .112.040, 
filed 2/18/66.] Repealed by 92-02-019 (Order 225B), filed 
12/23/91, effective 1/23/92. Statutory Authority: RCW 
43.20.050. 

Records. [Statutory Authority: RCW 43.20.050. 91-02- 
051 (Order 124B), recodified as $ 246-334-050, filed 
12/27/90, effective 1/31/91; Regulation .112.050, filed 
2/18/66.] Repealed by 92-02-019 (Order 225B), filed 
12/23/91, effective 1/23/92. Statutory Authority: RCW 
43.20.050. 

Labels. [Statutory Authority: RCW 43.20.050. 91-02- 
051 (Order 124B), recodified as $ 246-334-060, filed 
12/27/90, effective 1/31/91; Regulation .112.060, filed 
2/18/66.] Repealed by 92-02-019 (Order 225B), filed 
12/23/91, effective 1/23/92. Statutory Authority: RCW 
43.20.050. 


Chapter 246-378 
MOBILE HOME PARKS 


Definition. [Statutory Authority: RCW 43.20.050. 91- 
02-051 (Order 124B), recodified as § 246-378-010, filed 
12/27/90, effective 1/31/91. Statutory Authority: 1981 с 
304. 81-24-056 (Order 220), § 248-75-010, filed 12/1/81.] 
Repealed by 96-19-043, filed 9/12/96, effective 10/13/96. 
Statutory Authority: RCW 43.20.050. 

Sewage disposal. [Statutory Authority: RCW 43.20.050 
and 59.20.190. 92-02-019 (Order 225B), 5 246-378-020, 
filed 12/23/91, effective 1/23/92. Statutory Authority: 
RCW 43.20.050. 91-02-051 (Order 124B), recodified as 
§ 246-378-020, filed 12/27/90, effective 1/31/91. Statuto- 
ry Authority: 1981 c 304. 81-24-056 (Order 220), 8 248- 
75-020, filed 12/1/81.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. 

Water supply. [Statutory Authority: RCW 43.20.050 and 
59.20.190. 92-02-019 (Order 225B), $ 246-378-030, filed 
12/23/91, effective 1/23/92. Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 
378-030, filed 12/27/90, effective 1/31/91. Statutory 
Authority: 1981 c 304. 81-24-056 (Order 220), $ 248-75- 
030, filed 12/1/81.] Repealed by 96-19-043, filed 9/12/96, 
effective 10/13/96. Statutory Authority: RCW 43.20.050. 
Refuse disposal [Statutory Authority: RCW 43.20.050 
and 59.20.190. 92-02-019 (Order 225B), 8 246-378-040, 
filed 12/23/91, effective 1/23/92. Statutory Authority: 
RCW 43.20.050. 91-02-051 (Order 124B), recodified as 
§ 246-378-040, filed 12/27/90, effective 1/31/91. Statuto- 
ry Authority: 1981 c 304. 81-24-056 (Order 220), 8 248- 
75-040, filed 12/1/81.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. 
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General sanitation. [Statutory Authority: RCW 43.20.050 
and 59.20.190. 92-02-019 (Order 225B), $ 246-378-050, 
filed 12/23/91, effective 1/23/92. Statutory Authority: 
RCW 43.20.050. 91-02-051 (Order 124B), recodified as 
§ 246-378-050, filed 12/27/90, effective 1/31/91. Statuto- 
ry Authority: 1981 c 304. 81-24-056 (Order 220), § 248- 
75-050, filed 12/1/81.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority: RCW 
43.20.050. 


Chapter 246-450 


HOSPITAL DATA—PUBLIC RECORDS 


Purpose. [Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as § 246-450-001, filed 
12/27/90, effective 1/31/91; Order 73-01, 8 261-06-010, 
filed 1/11/74.] Repealed by 94-12-089, filed 6/1/94, 
effective 7/2/94. Statutory Authority: Chapters 43.070 
[43.70] and 70.170 RCW. 

Definitions. [Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-450-010, filed 
12/27/90, effective 1/31/91. Statutory Authority: Chapter 
770.39 RCW. 83-06-036 (Order 83-02, Resolution No. 83- 
02), $ 261-06-020, filed 2/28/83; Order 73-01, $ 261-06- 
020, filed 1/11/74.] Repealed by 94-12-089, filed 6/1/94, 
effective 7/2/94. Statutory Authority: Chapters 43.070 
[43.70] and 70.170 RCW. s 
Public records available. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
450-020, filed 12/27/90, effective 1/31/91. Statutory 
Authority: Chapter 70.39 RCW. 84-20-066 (Order 84-05, 
Resolution No. 84-05), § 261-06-030, filed 10/1/84; 83- 
06-036 (Order 83-02, Resolution No. 83-02), 8 261-06- 
030, filed 2/28/83; Order 73-01, § 261-06-030, filed 
1/11/74.] Repealed by 94-12-089, filed 6/1/94, effective 
7/2/94. Statutory Authority: Chapters 43.070 [43.70] and 
70.170 RCW. 

Public records officer. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
450-030, filed 12/27/90, effective 1/31/91. Statutory 
Authority: Chapter 70.39 RCW. 84-20-066 (Order 84-05, 
Resolution No. 84-05), § 261-06-040, filed 10/1/84; Order 
73-01, § 261-06-040, filed 1/11/74.] Repealed by 94-12- 
089, filed 6/1/94, effective 7/2/94, Statutory Authority: 
Chapters 43.070 [43.70] and 70.170 RCW. 

Office hours. [Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-450-040, filed 
12/27/90, effective 1/31/91. Statutory Authority: Chapter 
70,39 RCW. 83-06-036 (Order 83-02, Resolution No, 83- 
02), § 261-06-050, filed 2/28/83; Order 73-01, § 261-06- 
050, filed 1/11/74.] Repealed by 94-12-089, filed 6/1/94, 
effective 7/2/94, Statutory Authority: Chapters 43.070 
[43.70] and 70.170 RCW. 

Requests for public records. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
450-050, filed 12/27/90, effective 1/31/91. Statutory 
Authority: Chapter 70.39 RCW. 83-06-036 (Order 83-02, 
Resolution No. 83-02), § 261-06-060, filed 2/28/83; Order 
73-01, § 261-06-060, filed 1/11/74.] Repealed by 94-12- 
089, filed 6/1/94, effective 7/2/94. Statutory Authority: 
Chapters 43,070 [43.70] and 70.170 RCW. 

Inspection and copying. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
450-060, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 42.17.250 through 42.17.340 and chapter 
70.39 RCW. 87-22-005 (Order 87-03, Resolution No. 87- 
03), § 261-06-070, filed 10/23/87. Statutory Authority: 
Chapter 70.39 RCW. 83-06-036 (Order 83-02, Resolution 
No. 83-02), § 261-06-070, filed 2/28/83; Order 73-01, § 
261-06-070, filed 1/11/74.] Repealed by 94-12-089, filed 
6/1/94, effective 7/2/94, Statutory Authority: Chapters 
43.070 [43.70] and 70.170 RCW. 

Exemptions. [Statutory Authority; RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-450-070, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
42.17.250 through 42.17.340 and chapter 70.39 RCW. 87- 
22-005 (Order 87-03, Resolution No. 87-03), § 261-06- 
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080, filed 10/23/87. Statutory Authority: Chapter 70.39 
RCW. 83-06-036 (Order 83-02, Resolution No. 83-02), § 
261-06-080, filed 2/28/83; Order 73-01, § 261-06-080, 
filed 1/11/74.] Repealed by 94-12-089, filed 6/1/94, 
effective 7/2/94. Statutory Authority: Chapters 43.070 
[43.70] and 70.170 RCW. 

Review of denials of public records requests. [Statutory 
Authority; RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-450-080, filed 12/27/90, effective 
1/31/91. Statutory Authority; RCW 42.17.250 through 
42.17.340 and chapter 70.39 RCW. 87-22-005 (Order 87- 
03, Resolution No. 87-03), § 261-06-090, filed 10/23/87. 
Statutory Authority: Chapter 70.39 RCW. 83-06-036 
(Order 83-02, Resolution No. 83-02), § 261-06-090, filed 
2/28/83; Order 73-01, $ 261-06-090, filed 1/11/74.] 
Repealed by 94-12-089, filed 6/1/94, effective 7/2/94. 
Statutory Authority: Chapters 43.070 [43.70] and 70.170 
RCW. 

Protection of public records. [Statutory Authority; RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
450-090, filed 12/27/90, effective 1/31/91. Statutory 
Authority: Chapter 70.39 RCW. 83-06-036 (Order 83-02, 
Resolution No. 83-02), § 261-06-100, filed 2/28/83; Order 
73-01, § 261-06-100, filed 1/11/74.] Repealed by 94-12- 
089, filed 6/1/94, effective 7/2/94. Statutory Authority: 
Chapters 43.070 [43.70] and 70.170 RCW. 

Records index. [Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-450-100, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
42.17.250 through 42.17,340 and chapter 70.39 RCW. 87- 
22-005 (Order 87-03, Resolution No. 87-03), § 261-06- 
110, filed 10/23/87; Order 73-01, § 261-06-110, filed 
1/11/74.] Repealed by 94-12-089, filed 6/1/94, effective 
7/2/04, Statutory Authority: Chapters 43.070 [43.70] and 
70.170 RCW. 


Chapter 246-452 


HOSPITAL PRICE INFORMATION REPORTING 
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Purpose. [Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as 8 246-452-001, filed 
12/27/90, effective 1/31/91; Order 76-01, $ 261-12-010, 
filed 2/13/76; Order 74-07, $ 261-12-010, filed 5/10/74] 
Repealed by 94-12-089, filed 6/1/94, effective 7/2/94. 
Statutory Authority: Chapters 43.070 [43.70] and 70.170 
RCW, 

Definitions. . [Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-452-010, filed 
12/27/90, effective 1/31/91. Statutory Authority: Chapter 
70,39 RCW, 84-20-066 (Order 84-05, Resolution No. 84- 
05), § 261-12-020, filed 10/1/84; Order 76-01, § 261-12- 
020, filed 2/13/76; Order 74-07, § 261-12-020, filed 
5/10/74.] Repealed by 94-12-089, filed 6/1/94, effective 
7/2/94, Statutory Authority: Chapters 43.070 [43.70] and 
70.170 RCW. 

Report of changes in or new prices—Reporting form. 
[Statutory Authority: RCW 43.70.040, 91-02-049 (Order 
121), recodified as § 246-452-020, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: Chapter 70.39 RCW. 
83-06-036 (Order 83-02, Resolution No. 83-02), § 261-12- 
040, filed 2/28/83; Order 76-01, § 261-12-040, filed 
2/13/76; Order 74-07, § 261-12-040, filed 5/10/74.] 
Repealed by 94-12-089, filed 6/1/94, effective 7/2/94. 
Statutory Authority: Chapters 43.070 [43.70] and 70.170 
RCW. 

Information regarding pricing policy. [Statutory Authori- 
ty: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-452-030, filed 12/27/90, effective 1/31/91. 
Statutory Authority: Chapter 70.39 RCW. 83-06-036 
(Order 83-02, Resolution No. 83-02), § 261-12-050, filed 
2/28/83; Order 76-01, § 261-12-050, filed 2/13/76; Order 
74-07, § 261-12-050, filed 5/10/74.] Repealed by 94-12- 
089, filed 6/1/94, effective 7/2/94. Statutory Authority: 
Chapters 43.070 [43.70] and 70.170 RCW. 

Time deadline for submission of report. [Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-452-040, filed 12/27/90, effective 
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1/31/91. Statutory Authority: Chapter 70.39 RCW. 83- 
06-036 (Order 83-02, Resolution No. 83-02), § 261-12- 
055, filed 2/28/83; Order 76-01, § 261-12-055, filed 
2/13/76.] Repealed by 94-12-089, filed 6/1/94, effective 
7/2/94. Statutory Authority: Chapters 43.070 [43.70] and 
70.170 RCW. 

Changes in contracts, [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
452-050, filed 12/27/90, effective 1/31/91; Order 74-07, § 
261-12-060, filed 5/10/74.] Repealed by 94-12-089, filed 
6/1/94, effective 7/2/94. Statutory Authority: Chapters 
43.070 [43.70] and 70.170 RCW. 

Additional information request. [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as Š 
246-452-060, filed 12/27/90, effective 1/31/91; Order 76- 
01, 8 261-12-070, filed 2/13/76.] Repealed by 94-12-089, 
filed 6/1/94, effective 7/2/94. Statutory Authority: 
Chapters 43.070 [43.70] and 70.170 RCW. 

Commission review and response to reports. [Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-452-070, filed 12/27/90, effective 
1/31/91; Order 76-01, § 261-12-080, filed 2/13/76.] 
Repealed by 94-12-089, filed 6/1/94, effective 7/2/94. 
Statutory Authority: Chapters 43.070 [43.70] and 70.170 
RCW. 

Penalties for violation. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
452-080, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.39.180. 86-11-041 (Order 86-01, 
Resolution No. 86-01), § 261-12-090, filed 5/16/86.] 
Repealed by 94-12-089, filed 6/1/94, effective 7/2/94. 
Statutory Authority: Chapters 43.070 [43.70] and 70.170 
RCW. 


Chapter 246-520 
KIDNEY CENTERS 


Purpose. [Statutory Authority; RCW 43.20.050. 92-02- 
019 (Order 225B), § 246-520-001, filed 12/23/91, effective 
1/23/92; 91-02-051 (Order 124B), recodified as § 246-520- 
001, filed 12/27/90, effective 1/31/91; 80-06-065 (Order 
198), 8 248-30-070, filed 5/22/80.] Repealed by 94-05- 
052, filed 2/10/94, effective 3/13/94, Statutory Authority: 
RCW 43.20.050 

Definitions. [Statutory Authority: RCW 43.20.050, 92- 
02-019 (Order 225B), 8 246-520-010, filed 12/23/91, 
effective 1/23/92; 91-02-051 (Order 124B), recodified as 
$ 246-520-010, filed 12/27/90, effective 1/31/91; 85-03- 
063 (Order 279), § 248-30-080, filed 1/15/85; 83-18-002 
(Order 265), $ 248-30-080, filed 8/25/83; 80-06-065 
(Order 198), 8 248-30-080, filed 5/22/80.] Repealed by 
94-05-052, filed 2/10/94, effective 3/13/94. Statutory 
Authority: RCW 43.20.050 

Services. [Statutory Authority: RCW 43.20.050. 92-02- 
019 (Order 225B), § 246-520-020, filed 12/23/91, effective 
1/23/92; 91-02-051 (Order 124B), recodified as § 246-520- 
020, filed 12/27/90, effective: 1/31/91; 80-06-065 (Order 
198), $ 248-30-090, filed 5/22/80.] Repealed by 94-05- 
052, filed 2/10/94, effective 3/13/94. Statutory Authority: 
RCW 43.20.050 

Reimbursement. [Statutory Authority: RCW 43.20.050. 
92-02-019 (Order 225B), § 246-520-030, filed 12/23/91, 
effective 1/23/92; 91-02-051 (Order 124B), recodified as 
8 246-520-030, filed 12/27/90, effective 1/31/91; 83-18- 
002 (Order 265), 8 248-30-100, filed 8/25/83; 80-06-065 
(Order 198), § 248-30-100, filed 5/22/80.] Repealed by 
94-05-052, filed 2/10/94, effective 3/13/94. Statutory 
Authority: RCW 43.20.050 

Eligibility. [Statutory Authority: RCW 43.20.050. 92- 
02-019 (Order 225B), § 246-520-040, filed 12/23/91, 
effective 1/23/92; 91-02-051 (Order 124B), recodified as 
§ 246-520-040, filed 12/27/90, effective 1/31/91; 85-03- 
063 (Order 279), § 248-30-110, filed 1/15/85; 83-18-002 
(Order 265), § 248-30-110, filed 8/25/83. Statutory 
Authority: RCW 43.20.050 and SB 5021. 82-19-070 
(Order 243), § 248-30-110, filed 9/20/82. Statutory 
Authority: RCW 43.20.050. 80-06-065 (Order 198), § 
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248-30-110, filed 5/22/80.] Repealed by 94-05-052, filed 
2/10/94, effective 3/13/94. Statutory Authority: RCW 
43.20.050 

Transfer of resources without adequate consideration. 
(Statutory Authority: RCW 43.20.050. 92-02-019 (Order 
225B), § 246-520-050, filed 12/23/91, effective 1/23/92; 
91-02-051 (Order 124B), recodified as § 246-520-050, 
filed 12/27/90, effective 1/31/91; 85-03-063 (Order 279), 
§ 248-30-115, filed 1/15/85.] Repealed by 94-05-052, 
filed 2/10/94, effective 3/13/94. Statutory Authority: 
RCW 43.20.050 

Fiscal information. [Statutory Authority: RCW 
43.20.050. 92-02-019 (Order 225B), § 246-520-060, filed 
12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 
recodified as $ 246-520-060, filed 12/27/90, effective 
1/31/91; 80-06-065 (Order 198), § 248-30-120, filed 
5/22/80.] Repealed by 94-05-052, filed 2/10/94, effective 
3/13/94. Statutory Authority: RCW 43.20.050 
Procedures for eligibility determination. [Statutory 
Authority: RCW 43.20.050. 92-02-019 (Order 225B), § 
246-520-070, filed 12/23/91, effective 1/23/92; 91-02-051 
(Order 124B), recodified as $ 246-520-070, filed 12/27/90, 
effective 1/31/91; 85-03-063 (Order 279), § 248-30-130, 
filed 1/15/85; 83-18-002 (Order 265), § 248-30-130, filed 
8/25/83.] Repealed by 94-05-052, filed 2/10/94, effective 
3/13/94. Statutory Authority: RCW 43.20.050 


Chapter 246-610 


CYTOGENETIC LABORATORY SERVICES 
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Definitions. [Statutory Authority: RCW 43.20.050. 91- 
02-051 (Order 124B), recodified as § 246-610-010, filed 
12/27/90, effective 1/31/91; 83-12-049 (Order 258), § 248- 
160-010, filed 6/1/83.] Repealed by 96-19-043, filed 
9/12/96, effective 10/13/96. Statutory Authority; RCW 
43.20.050. 

Performance of cytogenetic laboratory procedures. 
[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 
124B), recodified as $ 246-610-020, filed 12/27/90, 
effective 1/31/91; 83-12-049 (Order 258), § 248-160-020, 
filed 6/1/83.] Repealed by 96-19-043, filed 9/12/96, 
effective 10/13/96. Statutory Authority: RCW 43.20.050. 
Fees. [Statutory Authority: RCW 43.20.050. 91-02-051 
(Order 124B), recodified as § 246-610-030, filed 12/27/90, 
effective 1/31/91; 83-12-049 (Order 258), $ 248-160-030, 
filed 6/1/83.] Repealed by 96-19-043, filed 9/12/96, 
effective 10/13/96. Statutory Authority: RCW 43.20.050. 
Eligibility for reduced fee or no-fee services. [Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), 
recodified as § 246-610-040, filed 12/27/90, effective 
1/31/91; 83-12-049 (Order 258), § 248-160-040, filed 
6/1/83.] Repealed by 96-19-043, filed 9/12/96, effective 
10/13/96. Statutory Authority: RCW 43.20.050. 
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246-806-010 


246-806-020 


246-806-030 


(1997 Ed.) 


EXAMINERS 


Definitions. [Statutory Authority: RCW 18.25.017. 91- 
05-026 (Order 111B), recodified as $ 246-806-010, filed 
2/12/91, effective 3/15/91. Statutory Authority; RCW 
18.25.025. 81-05-004 (Order PL 371), $ 114-12-021, filed 
2/6/81.] Repealed by 96-16-074, filed 8/6/96, effective 
9/6/96. Statutory Authority: Chapter 18.25 RCW. 
Colleges—Policy. [Statutory Authority: RCW 18.25.017. 
91-05-026 (Order 111B), recodified as $ 246-806-020, 
filed 2/12/91, effective 3/15/91. Statutory Authority: 
RCW 18.25.025. 81-05-004 (Order PL 371), 8 114-12- 
011, filed 2/6/81.] Repealed by 96-16-074, filed 8/6/96, 
effective 9/6/96. Statutory Authority: Chapter 18.25 
RCW. 

Accreditation of colleges—Procedure. [Statutory Authori- 
ty: RCW 18.25.017. 91-05-026 (Order 111B), recodified 
as $ 246-806-030, filed 2/12/91, effective 3/15/91. 
Statutory Authority: RCW 18.25.025. 81-05-004 (Order 
PL 371), $ 114-12-031, filed 2/6/81.] Repealed by 96-16- 
074, filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 
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Colleges—Educational standards required for accreditation. 
[Statutory Authority: RCW 18.25.017. 91-05-026 (Order 
111B), recodified as $ 246-806-040, filed 2/12/91, effec- 
tive 3/15/91; 87-24-063 (Order PM 692), § 114-12-041, 
filed 12/1/87. Statutory Authority: RCW 18.25.025. 83- ” 
01-028 (Order PL 414), 8 114-12-041, filed 12/8/82; 81- 
22-078 (Order PL 385), § 114-12-041, filed 11/4/81; 81- 
05-004 (Order PL 371), 8 114-12-041, filed 2/6/81] 
Repealed by 96-16-074, filed 8/6/96, effective 9/6/96. 
Statutory Authority: Chapter 18.25 RCW. 

Examination review and appeal procedures. [Statutory 
Authority: RCW 18.25.017. 91-05-026 (Order 111B), 
recodified as $ 246-806-050, filed 2/12/91, effective 
3/15/91; 86-06-043 (Order PL 582), § 114-12-115, filed 
3/4/86.] Repealed by 92-17-026 (Order 297B), filed 
8/11/92, effective 9/11/92. Statutory Authority: RCW 
18.25.017. 

Examinations. [Statutory Authority: RCW 18.25.017. 
92-17-026 (Order 297B), § 246-806-060, filed 8/11/92, 
effective 9/11/92; 91-05-026 (Order 111B), recodified as 
§ 246-806-060, filed 2/12/91, effective 3/15/91; 89-18-085 
(Order PM 861), § 114-12-126, filed 9/6/89, effective 
10/7/89.] Repealed by 96-16-074, filed 8/6/96, effective 
9/6/96. Statutory Authority: Chapter 18.25 RCW. 
Chiropractic examination scores. [Statutory Authority: 
RCW 18.25.017. 92-17-026 (Order 297В), $ 246-806- 
070, filed 8/11/92, effective 9/11/92; 91-05-026 (Order 
111B), recodified as § 246-806-070, filed 2/12/91, effec- 
tive 3/15/91; 89-21-058, § 114-12-132, filed 10/16/89, 
effective 11/16/89; 87-24-063 (Order PM 692), § 114-12- 
132, filed 12/1/87.] Repealed by 96-16-074, filed 8/6/96, 
effective 9/6/96. Statutory Authority: Chapter 18.25 
RCW. 

Adjudicative proceedings—Procedural rules for the board 
of chiropractic examiners. [Statutory Authority; RCW 
18.25.017 and 18.25.020. 93-20-061, $ 246-806-075, filed 
10/1/93, effective 11/1/93.] Repealed by 96-16-074, filed 
8/6/96, effective 9/6/96. Statutory Authority: Chapter 
18.25 RCW. 

Licensees residing and practicing out-of-state—Continuing 
education requirements. [Statutory Authority: RCW 
18.25.017. 91-05-026 (Order 111B), recodified as § 246- 
806-080, filed 2/12/91, effective 3/15/91. Statutory 
Authority: RCW 18.25.017 and 18.25.070. 80-11-073 
(Order PL 355), 8 114-12-150, filed 8/20/80.] Repealed 
by 96-16-074, filed 8/6/96, effective 9/6/96. Statutory 
Authority: Chapter 18.25 RCW. 

Thirty-day permit. [Statutory Authority: RCW 18.25.017. 
92-17-026 (Order 297B), § 246-806-085, filed 8/11/92, 
effective 9/11/92.] Repealed by 96-16-074, filed 8/6/96, 
effective 9/6/96, Statutory Authority: Chapter 18.25 
RCW. 

Board approved continuing education. [Statutory Authori- 
ty: RCW 18.25.017. 92-17-026 (Order 297B), § 246- 
806-090, filed 8/11/92, effective 9/11/92; 91-05-026 
(Order 111B), recodified as § 246-806-090, filed 2/12/91, 
effective 3/15/91. Statutory Authority: RCW 18.25.070 
and 18.25.075. 90-22-036 (Order 096B), 8 114-12-155, 
filed 11/1/90, effective 12/2/90. Statutory Authority: 
RCW 18.25.017. 89-18-086, 5 114-12-155, filed 9/6/89, 
effective 10/7/89; 86-06-043 (Order PL 582), 8 114-12- 
155, filed 3/4/86.] Repealed by 96-16-074, filed 8/6/96, 
effective 9/6/96. Statutory Authority: Chapter 18.25 
RCW. 

Prior approval not required. [Statutory Authority: RCW 
18.25.017 and 18.25.020. 93-09-055 (Order 356B), 8 246- 
806-100, filed 4/19/93, effective 5/20/93. Statutory 
Authority: RCW 18.25.017. 91-05-026 (Order 111B), 
recodified as § 246-806-100, filed 2/12/91, effective 
3/15/91; 89-18-085 (Order PM 861), § 114-12-164, filed 
9/6/89, effective 10/7/89.] Repealed by 96-16-074, filed 
8/6/96, effective 9/6/96. Statutory Authority: Chapter 
18.25 RCW. 

License renewal—Affidavit of compliance with continuing 
education requirements. [Statutory Authority: RCW 
18.25.017 and 18.25.020. 93-09-055 (Order 356B), $ 246- 


[Title 246 WAC—page 7] 


Title 246 


246-806-120 


246-806-130 


246-806-140 


246-806-150 


246-806-160 


246-806-170 


246-806-180 


246-806-190 


246-806-990 


Title 246 WAC: Department of Health 


806-110, filed 4/19/93, effective 5/20/93. Statutory 
Authority: RCW 18.25.017. 91-05-026 (Order 111B), 
recodified as $ 246-806-110, filed 2/12/91, effective 
3/15/91; 89-18-085 (Order PM 861), § 114-12-170, filed 
9/6/89, effective 10/7/89; 88-17-084 (Order PM 764), 8 
114-12-170, filed 8/22/88. Statutory Authority: RCW 
18.25.017 and 18.25.070. 80-11-073 (Order PL 355), $ 
114-12-170, filed 8/20/80.] Repealed by 96-16-074, filed 
8/6/96, effective 9/6/96. Statutory Authority: Chapter 
18.25 RCW. 

Exemptions. [Statutory Authority: RCW 18.25.017. 91- 
05-026 (Order 111B), recodified as § 246-806-120, filed 
2/12/91, effective 3/15/91; 80-17-019 (Order PL 362), $ 
114-12-180, filed 11/13/80.] Repealed by 96-16-074, filed 
8/6/96, effective 9/6/96. Statutory Authority: Chapter 
18.25 RCW. 

Lapsed and inactive licenses—Requirements for reinstating 
or activating a license. [Statutory Authority: RCW 
18.25.017 and 18.25.020. 93-09-055 (Order 356B), § 246- 
806-130, filed 4/19/93, effective 5/20/93. Statutory 
Authority: RCW 18.25.017. 91-05-026 (Order 111B), 
recodified as § 246-806-130, filed 2/12/91, effective 
3/15/91. Statutory Authority: RCW 18.25.070 and 
18.25.075. 90-22-036 (Order 096B), § 114-12-190, filed 
11/1/90, effective 12/2/90. Statutory Authority: RCW 
18.25.017. 89-18-085 (Order PM 861), § 114-12-190, 
filed 9/6/89, effective 10/7/89.] Repealed by 96-16-074, 
filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

AIDS prevention and information education requirements. 
[Statutory Authority: RCW 18.25.017 and 18.25.020. 93- 
09-055 (Order 356B), $ 246-806-140, filed 4/19/93, 
effective 5/20/93. Statutory Authority: RCW 18.25.017. 
91-05-026 (Order 111B), recodified as § 246-806-140, 
filed 2/12/91, effective 3/15/91. Statutory Authority: 
RCW 70.24.270. 88-23-060 (Order PM 799), § 114-12- 
200, filed 11/15/88.] Repealed by 96-16-074, filed 8/6/96, 
effective 9/6/96. Statutory Authority: Chapter 18.25 
RCW. 

Temporary permits—Recognized jurisdictions. [Statutory 
Authority: RCW 18.26.110. 92-02-022 (Order 229В), $ 
246-806-150, filed 12/23/91, effective 1/23/92.] Repealed 
by 93-09-055 (Order 356B), filed 4/19/93, effective 
5/20/93. Statutory Authority: RCW 18.25.017 and 
18.25.020. 

Temporary permits—Issuance and duration. [Statutory 
Authority: RCW 18.25.017 and 18.25.020. 93-09-055 
(Order 356B), 8 246-806-160, filed 4/19/93, effective 
5/20/93. Statutory Authority: RCW 18.26.110. 92-02- 
022 (Order 229B), § 246-806-160, filed 12/23/91, effective 
1/23/92.] Repealed by 96-16-074, filed 8/6/96, effective 
9/6/96. Statutory Authority: Chapter 18.25 RCW. 
Licensure by endorsement. [Statutory Authority: RCW 
18.26.110, 92-02-022 (Order 229B), 8 246-806-170, filed 
12/23/91, effective 1/23/92.] Repealed by 96-16-074, filed 
8/6/96, effective 9/6/96. Statutory Authority: Chapter 
18.25 RCW. 

Preceptor or direct supervisory doctor. [Statutory Authori- 
ty: RCW 18.25.017. 92-17-026 (Order 297B), § 246- 
806-180, filed 8/11/92, effective 9/11/92. Statutory 
Authority: RCW 18.26.110. 92-02-022 (Order 229B), § 
246-806-180, filed 12/23/91, effective 1/23/92.] Repealed 
by 96-16-074, filed 8/6/96, effective 9/6/96. Statutory 
Authority: Chapter 18.25 RCW. 

Registration of chiropractic x-ray technicians. [Statutory 
Authority: RCW 18.25.017 and 18.25.020. 93-09-055 
(Order 356B), § 246-806-190, filed 4/19/93, effective 
5/20/93. Statutory Authority: RCW 18.26.110. 92-02- 
022 (Order 229B), § 246-806-190, filed 12/23/91, effective 
1/23/92.] Repealed by 96-16-074, filed 8/6/96, effective 
9/6/96. Statutory Authority: Chapter 18.25 RCW. 
Chiropractic fees. [Statutory Authority: RCW 43.70.250. 
92-07-017 (Order 251), 8 246-806-990, filed 3/9/92, 
effective 4/9/92; 91-21-096 (Order 207), § 246-806-990, 
filed 10/21/91, effective 11/21/91. Statutory Authority: 
RCW 43.70.040. 91-05-031 (Order 136), recodified as § 


[Title 246 WAC—page 8] 


246-806-990, filed 2/12/91, effective 3/15/91. Statutory 
Authority: RCW 43.70.250. 90-04-094 (Order 029), 8 
114-12-136, filed 2/7/90, effective 3/10/90. Statutory 
Authority: RCW 43.24.086. 87-10-028 (Order PM 650), 
§ 114-12-136, filed 5/1/87; 83-22-060 (Order PL 446), § 
114-12-136, filed 11/2/83. Formerly WAC 114-12-135.] 
Repealed by 96-16-074, filed 8/6/96, effective 9/6/96. 
Statutory Authority: Chapter 18.25 RCW. 
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Privileged communications. [Statutory Authority: RCW 
18.26.110. 91-05-095 (Order 110B), recodified as $ 246- 
807-020, filed 2/20/91, effective 3/23/91; Order PL 235, 
§ 113-10-010, filed 12/31/75.] Repealed by 96-16-074, 
filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Patient abandonment. [Statutory Authority: RCW 
18.26.110. 91-05-095 (Order 110B), recodified as § 246- 
807-030, filed 2/20/91, effective 3/23/91; Order PL 235, 
§ 113-10-020, filed 12/31/75.] Repealed by 96-16-074, 
filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Consultation. [Statutory Authority: RCW 18.26.110. 91- 
05-095 (Order 110B), recodified as § 246-807-040, filed 
2/20/91, effective 3/23/91; Order PL 235, § 113-10-030, 
filed 12/31/75.] Repealed by 96-16-074, filed 8/6/96, 
effective 9/6/96. Statutory Authority: Chapter 18.25 
RCW. 

Unethical requests. [Statutory Authority: RCW 
18.26.110. 91-05-095 (Order 110B), recodified as § 246- 
807-050, filed 2/20/91, effective 3/23/91; Order PL 235, 
§ 113-10-040, filed 12/31/75.] Repealed by 96-16-074, 
filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Patient welfare. [Statutory Authority: RCW 18.26.110. 
91-05-095 (Order 110B), recodified as $ 246-807-060, 
filed 2/20/91, effective 3/23/91; Order PL 235, § 113-10- 
050, filed 12/31/75.] Repealed by 96-16-074, filed 8/6/96, 
effective 9/6/96. Statutory Authority: Chapter 18.25 
RCW. 

Patient disclosure. [Statutory Authority: RCW 18.26.110. 
91-05-095 (Order 110B), recodified as § 246-807-070, 
filed 2/20/91, effective 3/23/91; Order PL 235, § 113-10- 
060, filed 12/31/75.] Repealed by 96-16-074, filed 8/6/96, 
effective 9/6/96, Statutory Authority: Chapter 18.25 
RCW. 

Degree of skill. [Statutory Authority: RCW 18.26.110. 
91-05-095 (Order 110B), recodified as § 246-807-080, 
filed 2/20/91, effective 3/23/91; Order PL 235, § 113-10- 
070, filed 12/31/75.] Repealed by 96-16-074, filed 8/6/96, 
effective 9/6/96, Statutory Authority: Chapter 18.25 
RCW. 

Illegal practitioners. [Statutory Authority: RCW 
18.26.110. 91-05-095 (Order 110B), recodified as $ 246- 
807-090, filed 2/20/91, effective 3/23/91; Order PL 235, 
§ 113-10-090, filed 12/31/75.] Repealed by 96-16-074, 
filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Excessive professional charges. [Statutory Authority: 
RCW 18.26.110. 91-05-095 (Order 110B), recodified as 
$ 246-807-100, filed 2/20/91, effective 3/23/91; 84-01-054 
(Order PL 453), § 113-10-100, filed 12/16/83; Order PL 
235, § 113-10-100, filed 12/31/75.] Repealed by 96-16- 
074, filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Disparaging other practitioners. [Statutory Authority: 
RCW 18.26.110. 91-05-095 (Order 110B), recodified as 
§ 246-807-110, filed 2/20/91, effective 3/23/91; Order PL 
235, 8 113-10-110, filed 12/31/75.] Repealed by 96-16- 
074, filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Adjudicative proceedings—Procedural rules for the 
chiropractic disciplinary board. [Statutory Authority: 
RCW 18.26.110. 94-08-053, 8 246-807-115, filed 4/1/94, 
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effective 5/2/94.] Repealed by 96-16-074, filed 8/6/96, 
effective 9/6/96. Statutory Authority: Chapter 18.25 
RCW. 

Identification. [Statutory Authority: RCW 18.26.110. 
91-05-095 (Order 110B), recodified as § 246-807-120, 
filed 2/20/91, effective 3/23/91; 84-01-054 (Order PL 
453), § 113-12-010, filed 12/16/83; Order PL-137, § 113- 
12-010, filed 11/13/72; Order 8, § 113-12-010, filed 
9/9/68.] Repealed by 96-16-074, filed 8/6/96, effective 
9/6/96. Statutory Authority: Chapter 18.25 RCW. 
License renewal form. [Statutory Authority: RCW 
18.26.110. 94-16-012, § 246-807-125, filed 7/21/94, 
effective 8/21/94.] Repealed by 96-16-074, filed 8/6/96, 
effective 9/6/96. Statutory Authority: Chapter 18.25 
RCW. 

Health food store ownership. {Statutory Authority: RCW 
18.26.110. 91-05-095 (Order 110B), recodified as § 246- 
807-130, filed 2/20/91, effective 3/23/91; 86-10-039 
(Order PL 591), § 113-12-075, filed 5/5/86.] Repealed by 
96-16-074, filed 8/6/96, effective 9/6/96. Statutory 
Authority: Chapter 18.25 RCW. 

Cooperation with investigation. [Statutory Authority: 
RCW 18.26.110. 94-16-012, § 246-807-135, filed 
7/21/94, effective 8/21/94.] Repealed by 96-16-074, filed 
8/6/96, effective 9/6/96. Statutory Authority: Chapter 
18.25 RCW. 

Vitamins, minerals and food supplements. [Statutory 
Authority: RCW 18.26.110. 91-05-095 (Order 110B), 
recodified as § 246-807-140, filed 2/20/91, effective 
3/23/91; 86-10-039 (Order PL 591), § 113-12-080, filed 
5/5/86. Statutory Authority: RCW 18.26.110(2). 84-23- 
033 (Order PL 497), § 113-12-080, filed 11/15/84; Order 
8, § 113-12-080, filed 9/9/68.] Repealed by 96-16-074, 
filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Pelvic or prostate examination prohibited. [Statutory 
Authority: RCW 18.26.110. 91-05-095 (Order 110B), 
recodified as § 246-807-150, filed 2/20/91, effective 
3/23/91; 84-01-054 (Order PL 453), § 113-12-085, filed 
12/16/83.] Repealed by 96-16-074, filed 8/6/96, effective 
9/6/96. Statutory Authority: Chapter 18.25 RCW. 
Intravaginal adjustment restricted. [Statutory Authority: 
RCW 18.26.110. 91-05-095 (Order 110B), recodified as 
§ 246-807-160, filed 2/20/91, effective 3/23/91. Statutory 
Authority: RCW 18.130.050(1). 87-05-064 (Order PM 
640), § 113-12-087, filed 2/18/87.] Repealed by 96-16- 
074, filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Billing. [Statutory Authority; RCW 18.26.110. 91-05- 
095 (Order 110B), recodified as § 246-807-170, filed 
2/20/91, effective 3/23/91; 89-01-017 (Order PM 806), § 
113-12-101, filed 12/9/88, effective 2/1/89.] Repealed by 
91-10-051 (Order 162B), filed 4/26/91, effective 5/27/91. 
Statutory Authority: RCW 18.26.110 and 18.130.050. 
Billing. [Statutory Authority: RCW 18.26.110 and 
18.130.050. 91-10-051 (Order 162В), $ 246-807-171, 
filed 4/26/91, effective 5/27/91.] Repealed by 96-16-074, 
filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Documentation of care. [Statutory Authority; RCW 
18.26.110. 94-16-012, § 246-807-173, filed 7/21/94, 
effective 8/21/94. Statutory Authority: RCW 18.26.110 
and 18.130.050. 91-10-051 (Order 162B), 8 246-807-173, 
filed 4/26/91, effective 5/27/91.] Repealed by 96-16-074, 
filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Radiographic standards. [Statutory Authority: RCW 
18.26.110. 91-24-052 (Order 220B), $ 246-807-180, filed 
11/27/91, effective 12/28/91; 91-05-095 (Order 110B), 
recodified as $ 246-807-180, filed 2/20/91, effective 
3/23/91; 89-01-017 (Order PM 806), § 113-12-103, filed 
12/9/88, effective 2/1/89.] Repealed by 96-16-074, filed 
8/6/96, effective 9/6/96. Statutory Authority: Chapter 
18.25 RCW. 

Delegation of services to auxiliary staff and graduate 
doctors of chiropractic. [Statutory Authority: RCW 
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18.26.110. 91-05-095 (Order 110B), recodified as § 246- . 
807-190, filed 2/20/91, effective 3/23/91. Statutory 
Authority: RCW 18.26.110 and 18.130.050. 90-22-037 
(Order 097B), § 113-12-104, filed 11/1/90, effective 
12/2/90.] Repealed by 96-16-074, filed 8/6/96, effective 
9/6/96. Statutory Authority: Chapter 18.25 RCW. 
Acupuncture. [Statutory Authority: RCW 18.26.110. 91- 
05-095 (Order 110B), recodified as § 246-807-200, filed 
2/20/91, effective 3/23/91. Statutory Authority: RCW 
18.130.050(1). 87-05-064 (Order PM 640), § 113-12-115, 
filed 2/18/87; Order PL 235, $ 113-12-115, filed 12/31/75. 
Formerly WAC 113-12-110.] Repealed by 96-16-074, 
filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Future care contracts prohibited. [Statutory Authority: 
RCW 18.26.110. 91-05-095 (Order 110B), recodified as 
8 246-807-210, filed 2/20/91, effective 3/23/91; 84-01-054 
(Order PL 453), § 113-12-120, filed 12/16/83. Statutory 
Authority: RCW 18.26.110 (1) and (2). 79-10-099 (Order 
PL 315), § 113-12-120, filed 9/25/79; Order PL-145, § 
113-12-120, filed 6/6/73.] Repealed by 96-16-074, filed 
8/6/96, effective 9/6/96. Statutory Authority: Chapter 
18.25 RCW. 

Ethical standards—Prohibited publicity and advertising. 
[Statutory Authority: RCW 18.26.110. 91-05-095 (Order 
110B), recodified as $ 246-807-220, filed 2/20/91, effec- 
tive 3/23/91; 87-24-064 (Order PM 693), 8 113-12-150, 
filed 12/1/87; 84-01-054 (Order PL 453), 8 113-12-150, 
filed 12/16/83; 80-11-043 (Order PL-352, Resolution No. 
8-80), 8 113-12-150, filed 8/18/80. Statutory Authority: 
RCW 18.26.110 (1) and (2). 79-10-099 (Order PL 315), 
8 113-12-150, filed 9/25/79. Statutory Authority; RCW 
18.26.110(2). 78-05-052 (Order PL 287, Resolution No. 
78-142), $ 113-12-150, filed 4/25/78.] Repealed by 96- 
16-074, filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Ethical standards—Honoring of publicity and advertise- 
ments. [Statutory Authority: RCW 18.26.110. 91-24-052 
(Order 220B), § 246-807-230, filed 11/27/91, effective 
12/28/91; 91-05-095 (Order 110B), recodified as $ 246- 
807-230, filed 2/20/91, effective 3/23/91. Statutory 
Authority: RCW 18.26.110(2). 78-05-052 (Order PL 287, 
Resolution 78-142), $ 113-12-165, filed 4/25/78.] Re- 
pealed by 96-16-074, filed 8/6/96, effective 9/6/96. 
Statutory Authority: Chapter 18.25 RCW. 

Ethical standards— Prohibited transactions. [Statutory 
Authority: RCW 18.26.110. 91-05-095 (Order 110B), 
recodified as § 246-807-240, filed 2/20/91, effective 
3/23/91. Statutory Authority: RCW 18.26.110(2). 78-05- 
052 (Order PL 287, Resolution 78-142), $ 113-12-170, 
filed 4/25/78.] Repealed by 96-16-074, filed 8/6/96, 
effective 9/6/96. Statutory Authority: Chapter 18.25 
RCW. 

Ethical standards— Professional notices, letterheads, cards, 
and mailings. [Statutory Authority: RCW 18.26.110. 91- 
24-052 (Order 220B), 8 246-807-250, filed 11/27/91, 
effective 12/28/91; 91-05-095 (Order 110B), recodified as 
§ 246-807-250, filed 2/20/91, effective 3/23/91. Statutory 
Authority: RCW 18.26.110(2). 78-05-052 (Order PL 287, 
Resolution 78-142), § 113-12-175, filed 4/25/78.] Re- 
pealed by 96-16-074, filed 8/6/96, effective 9/6/96. 
Statutory Authority: Chapter 18.25 RCW. 

Ethical standards—Suggestion of need of chiropractic 
services. [Statutory Authority: RCW 18.26.110. 91-05- 
095 (Order 110B), recodified as $ 246-807-260, filed 
2/20/91, effective 3/23/91. Statutory Authority: RCW 
18.26.110(2). 78-05-052 (Order PL 287, Resolution 78- 
142), § 113-12-180, filed 4/25/78.] Repealed by 96-16- 
074, filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Public testimonial advertising. [Statutory Authority: 
RCW 18.26.110. 91-05-095 (Order 110B), recodified as 
§ 246-807-270, filed 2/20/91, effective 3/23/91. Statutory 
Authority: RCW 18.26.110(2). 84-23-033 (Order PL 
497), $ 113-12-190, filed 11/15/84.] Repealed by 96-16- 
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074, filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Full disclosure of cost of services. [Statutory Authority: 
RCW 18.26.110 and chapter 18.26 RCW. 93-24-107, § 
246-807-280, filed 12/1/93, effective 1/1/94. Statutory 
Authority; RCW 18.26.110. 91-05-095 (Order 110B), 
recodified as § 246-807-280, filed 2/20/91, effective 
3/23/91; 89-16-095 (Order PM 852), § 113-12-195, filed 
8/2/89, effective 9/2/89; 87-24-064 (Order PM 693), § 
113-12-195, filed 12/1/87. Statutory Authority: RCW 
18.130.050(1). 87-05-064 (Order PM 640), § 113-12-195, 
filed 2/18/87. Statutory Authority: RCW 18.26.110(2). 
84-23-033 (Order PL 497), § 113-12-195, filed 11/15/84.] 
Repealed by 96-16-074, filed 8/6/96, effective 9/6/96. 
Statutory Authority: Chapter 18.25 RCW. 

Improper billing practices. [Statutory Authority: RCW 
18.26.110 and chapter 18.26 RCW.. 93-24-107, § 246- 
807-290, filed 12/1/93, effective 1/1/94, Statutory Author- 
Шу: RCW 18.26.110. 91-05-095 (Order 110B), recodified 
as § 246-807-290, filed 2/20/91, effective 3/23/91. 
Statutory Authority: RCW 18.130.050(1). 87-05-064 
(Order PM 640), § 113-12-197, filed 2/18/87.] Repealed 
by 96-16-074, filed 8/6/96, effective 9/6/96. Statutory 
Authority: Chapter 18.25 RCW. 

Scope of practice—Revocation or suspension of license 
authorized for practice outside scope. [Statutory Authori- 
ty: RCW 18.26.110. 94-16-012, § 246-807-300, filed 
7/21/94, effective 8/21/94; 92-24-042 (Order 319B), § 
246-807-300, filed 11/25/92, effective 12/26/92; 91-05-095 
(Order 110B), recodified as § 246-807-300, filed 2/20/91, 
effective 3/23/91; 90-16-059 (Order 077) § 113-12-200, 
filed 7/27/90, effective 8/27/90; 88-17-100 (Order PM 
765), § 113-12-200, filed 8/23/88; 87-24-064 (Order PM 
693), § 113-12-200, filed 12/1/87. Statutory Authority: 
RCW 18.26.110(2). 84-23-033 (Order PL 497), 8 113-12- 
200, filed 11/15/84. Statutory Authority: RCW 
18.26.110. 81-13-002 (Order PL 380), $ 113-12-200, filed 
6/4/81.] Repealed by 96-16-074, filed 8/6/96, effective 
9/6/96. Statutory Authority: Chapter 18.25 RCW. 
Clinically necessary x-rays. [Statutory Authority; RCW 
18.26.110. 91-05-095 (Order 110B), recodified as 5 246- 


. 807-310, filed 2/20/91, effective 3/23/91. Statutory 


Authority: RCW 18.26.110(2). 84-23-033 (Order PL 
497), § 113-12-210, filed 11/15/84.] Repealed by 96-16- 
074, filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Sexual misconduct. [Statutory Authority: RCW 
18.26.110 and chapter 18.26 RCW. 93-24-107, § 246- 
807-311, filed 12/1/93, effective 1/1/94.] Repealed by 96- 
16-074, filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Records and x-rays and withdrawal from practice— 
Maintenance and retention of patient records. [Statutory 
Authority: RCW 18.26.110 and chapter 18.26 RCW. 93- 
24-107, § 246-807-320, filed 12/1/93, effective 1/1/94. 
Statutory Authority: RCW 18.26.110. 91-05-095 (Order 
110B), recodified as § 246-807-320, filed 2/20/91, effec- 
tive 3/23/91; 89-01-017 (Order PM 806), § 113-12-220, 
filed 12/9/88, effective 2/1/89.) Repealed by 96-16-074, 
filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Duties of a chiropractor who retires or withdraws from 
practice. [Statutory Authority: RCW 18.26.110. 91-05- 
095 (Order 110B), recodified as § 246-807-330, filed 
2/20/91, effective 3/23/91; 89-01-017 (Order PM 806), § 
113-12-230, filed 12/9/88, effective 2/1/89.] Repealed by 
96-16-074, filed 8/6/96, effective 9/6/96. Statutory 
Authority: Chapter 18.25 RCW. 

Mandatory reporting definitions. [Statutory Authority: 
RCW 18.26.110. 91-24-052 (Order 220B), § 246-807- 
340, filed 11/27/91, effective 12/28/91; 91-05-095 (Order 
110B), recodified as § 246-807-340, filed 2/20/91, effec- 
tive 3/23/91; 87-24-064 (Order PM 693), § 113-12-300, 
filed 12/1/87.] Repealed by 96-16-074, filed 8/6/96, 
effective 9/6/96. Statutory Authority: Chapter 18.25 
RCW. 
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Mandatory reporting. [Statutory Authority: RCW 
18.26.110. 91-05-095 (Order 110B), recodified as § 246- 
807-350, filed 2/20/91, effective 3/23/91; 87-24-064 
(Order PM 693), § 113-12-310, filed 12/1/87.] Repealed 
by 96-16-074, filed 8/6/96, effective 9/6/96. Statutory 
Authority: Chapter 18.25 RCW. . 
Chiropractic associations or societies. [Statutory Authori- 
ty: RCW 18.26.110. 91-05-095 (Order 110B), recodified 
as § 246-807-360, filed 2/20/91, effective 3/23/91; 87-24- 
064 (Order PM 693), § 113-12-320, filed 12/1/87.] 
Repealed by 96-16-074, filed 8/6/96, effective 9/6/96. 
Statutory Authority: Chapter 18.25 RCW. 

Insurance carriers. [Statutory Authority: RCW 18.26.110. 
91-05-095 (Order 110B), recodified as § 246-807-370, 
filed 2/20/91, effective 3/23/91; 87-24-064 (Order PM 
693), § 113-12-330, filed 12/1/87.] Repealed by 96-16- 
074, filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Professional liability carriers. [Statutory Authority: RCW 
18.26.110. 91-05-095 (Order 110B), recodified as § 246- 
807-380, filed 2/20/91, effective 3/23/91; 87-24-064 
(Order PM 693), 8 113-12-340, filed 12/1/87.] Repealed 
by 96-16-074, filed 8/6/96, effective 9/6/96. Statutory 
Authority: Chapter 18.25 RCW. 

Courts. [Statutory Authority: RCW 18.26.110. 91-05- 
095 (Order 110B), recodified as $ 246-807-390, filed 
2/20/91, effective 3/23/91. Statutory Authority; RCW 
18.130.070. 87-24-064 (Order PM 693), $ 113-12-350, 
filed 12/1/87.] Repealed by 96-16-074, filed 8/6/96, 
effective 9/6/96. Statutory Authority: Chapter 18.25 
RCW. 

State and federal agencies. [Statutory Authority: RCW 
18.26.110 and chapter 18.26 RCW. 93-24-107, § 246- 
807-395, filed 12/1/93, effective 1/1/94.] Repealed by 96- 
16-074, filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Professional standards review organizations. [Statutory 
Authority: RCW 18.26.110 and chapter 18.26 RCW. 93- 
24-107, § 246-807-396, filed 12/1/93, effective 1/1/94.] 
Repealed by 96-16-074, filed 8/6/96, effective 9/6/96. 
Statutory Authority: Chapter 18.25 RCW. 

Peer review membership. [Statutory Authority: RCW 
18.26.110. 92-01-070 (Order 227B), $ 246-807-400, filed 
12/16/91, effective 1/16/92.] Repealed by 96-16-074, filed 
8/6/96, effective 9/6/96. Statutory Authority: Chapter 
18.25 RCW. 

Classification of chiropractic procedures and instrumenta- 
tion. [Statutory Authority: RCW 18.26.110 and 
18.130.050. 91-10-051 (Order 162B), § 246-807-410, 
filed 4/26/91, effective 5/27/91.] Repealed by 96-16-074, 
filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Peer review qualifications for appointment. [Statutory 
Authority: RCW 18.26.110. 92-01-070 (Order 227B), § 
246-807-420, filed 12/16/91, effective 1/16/92.] Repealed 
by 96-16-074, filed 8/6/96, effective 9/6/96. Statutory 
Authority: Chapter 18.25 RCW. 

Peer review conflict of interest. [Statutory Authority: 
RCW 18.26.110. 92-01-070 (Order 227B), 8 246-807- 
430, filed 12/16/91, effective 1/16/92.] Repealed by 96- 
16-074, filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Peer review quorum. [Statutory Authority: RCW 
18.26.110. 92-01-070 (Order 227B), § 246-807-440, filed 
12/16/91, effective 1/16/92.] Repealed by 96-16-074, filed 
8/6/96, effective 9/6/96. Statutory Authority: Chapter 
18,25 RCW. 

Peer review conduct of reviews. [Statutory Authority: 
RCW 18.26.110. 92-01-070 (Order 227B), § 246-807- 
450, filed 12/16/91, effective 1/16/92.] Repealed by 96- 
16-074, filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Mediation. [Statutory Authority: RCW 18.26.110. 92- 
01-070 (Order 227B), 8 246-807-460, filed 12/16/91, 
effective 1/16/92.] Repealed by 96-16-074, filed 8/6/96, 
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effective 9/6/96. Statutory Authority: Chapter 18.25 
RCW. 

Disciplinary board conflict of interest. [Statutory Authori- 
ty: RCW 18.26.110. 92-01-070 (Order 227B), § 246- 
807-470, filed 12/16/91, effective 1/16/92.] Repealed by 
96-16-074, filed 8/6/96, effective 9/6/96. Statutory 
Authority: Chapter 18.25 RCW. 

Peer review fees. [Statutory Authority: RCW 18.26.110 
and 18.26.340. 92-11-009 (Order 270B), § 246-807-480, 
filed 5/11/92, effective 6/11/92.] Repealed by 96-16-074, 
filed 8/6/96, effective 9/6/96. Statutory Authority: 
Chapter 18.25 RCW. 

Philosophy governing voluntary substance abuse monitor- 
ing programs. [Statutory Authority: RCW 18.26.110 and 
chapter 18.26 RCW. 93-24-107, § 246-807-500, filed 
12/1/93, effective 1/1/94.] Repealed by 96-16-074, filed 
8/6/96, effective 9/6/96. Statutory Authority: Chapter 
18.25 RCW. 

Terms used in WAC 246-807-500 through 246-807-530. 
[Statutory Authority: RCW 18.26.110 and chapter 18.26 
RCW. 93-24-107, § 246-807-510, filed 12/1/93, effective 
1/1/94.] Repealed by 96-16-074, filed 8/6/96, effective 
9/6/96. Statutory Authority: Chapter 18.25 RCW. 
Approval of substance abuse monitoring programs. 
[Statutory Authority: RCW 18.26.110 and chapter 18.26 
RCW. 93-24-107, § 246-807-520, filed 12/1/93, effective 
1/1/94.] Repealed by 96-16-074, filed 8/6/96, effective 
9/6/96. Statutory Authority: Chapter 18.25 RCW. 
Participation in approved substance abuse monitoring 
program. [Statutory Authority: RCW 18.26.110 and 
chapter 18.26 RCW. 93-24-107, § 246-807-530, filed 
12/1/93, effective 1/1/94.] Repealed by 96-16-074, filed 
8/6/96, effective 9/6/96. Statutory Authority: Chapter 
18.25 RCW. 
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Adjudicative proceedings—Procedural rules for the dental 
disciplinary board. [Statutory Authority: RCW 18.32.640. 
94-12-038, § 246-816-015, filed 5/25/94, effective 
6/25/94.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96. Statutory Authority: RCW 18.32.035. 
Display of licenses. [Statutory Authority: RCW 
18.32.640. 91-02-048 (Order 106B), recodified as $ 246- 
816-020, filed 12/27/90, effective 1/31/91; 81-06-013 
(Order PL 373), § 308-37-100, filed 2/20/81.] Repealed 
by 96-01-083, filed 12/18/95, effective 1/18/96, Statutory 
Authority: RCW 18.32.035. 

Maintenance and retention of patient records. [Statutory 
Authority; RCW 18.32.640. 91-02-048 (Order 106B), 
recodified as § 246-816-030, filed 12/27/90, effective 
1/31/91; 82-07-043 (Order PL 392), § 308-37-110, filed 
3/17/82; 81-06-013 (Order PL 373), § 308-37-110, filed 
2/20/81.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96. Statutory Authority: RCW 18.32.035. 

Report of patient injury or mortality. [Statutory Authority: 
RCW 18.32.640. 91-02-048 (Order 106B), recodified as 
§ 246-816-040, filed 12/27/90, effective 1/31/91; 81-06- 
013 (Order PL 373), § 308-37-120, filed 2/20/81.] 
Repealed by 96-01-083, filed 12/18/95, effective 1/18/96. 
Statutory Authority: RCW 18.32.035. 

Recording requirements for all prescription drugs. [Statu- 
tory Authority: RCW 18.32.640 and 18.130.050. 92-05- 
012 (Order 243B), $ 246-816-050, filed 2/7/92, effective 
3/9/92. Statutory Authority: RCW 18.32.640. 91-02-048 
(Order 106B), recodified as $ 246-816-050, filed 12/27/90, 
effective 1/31/91. Statutory Authority: RCW 
18.32.640(1). 83-04-050 (Order PL 423), § 308-37-130, 
filed 2/1/83; 81-06-013 (Order PL 373), § 308-37-130, 
filed 2/20/81.] Repealed by 96-01-083, filed 12/18/95, 
effective 1/18/96. Statutory Authority: RCW 18.32.035. 
Recording requirement for scheduled drugs. [Statutory 
Authority: RCW 18.32.640. 91-02-048 (Order 106B), 
recodified as § 246-816-060, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 18.32.640(1). 83-04- 
050 (Order PL 423), § 308-37-135, filed 2/1/83.] Re- 
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pealed by 96-01-083, filed 12/18/95, effective 1/18/96. 
Statutory Authority: RCW 18.32.035. 

Prescribing, dispensing or distributing drugs. [Statutory 
Authority: RCW 18.32.640. 91-02-048 (Order 106В), 
recodified as $ 246-816-070, filed 12/27/90, effective 
1/31/91; 81-06-013 (Order PL 373), $ 308-37-140, filed 
2/20/81.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96. Statutory Authority: RCW 18.32.035. 
Nondiscrimination. [Statutory Authority: RCW 
18.32.640, 18.130.050(12) and 18.130.040 (3)(b)(iii). 91- 
03-109 (Order 127B), § 246-816-075, filed 1/22/91, 
effective 2/22/91.] Repealed by 96-01-083, filed 12/18/95, 
effective 1/18/96. Statutory Authority: RCW 18.32.035. 
Patient abandonment. [Statutory Authority: RCW 
18.32.640. 91-02-048 (Order 106B), recodified as § 246- 
816-080, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.32.640(1). 84-21-072 (Order PL 
490), § 308-37-150, filed 10/17/84; 84-05-070 (Order PL 
460), § 308-37-150, filed 2/22/84.] Repealed by 96-01- 
083, filed 12/18/95, effective 1/18/96. Statutory Authori- 
ty: RCW 18.32.035. 

Representation of care, fees, and records. [Statutory 
Authority: RCW 18.32.640. 91-02-048 (Order 106B), 
recodified as § 246-816-090, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 18.32.640(1). 85-05- 
040 (Order PL 520), 8 308-37-160, filed 2/19/85.] 
Repealed by 96-01-083, filed 12/18/95, effective 1/18/96. 
Statutory Authority: RCW 18.32.035. 

Disclosure of provider services. [Statutory Authority: 
RCW 18.32.640. 91-02-048 (Order 106B), recodified as 
8 246-816-100, filed 12/27/90, effective 1/31/91. Statuto- 
ry Authority: RCW 18.32.640(1). 85-05-040 (Order PL 
520), 8 308-37-170, filed 2/19/85.] Repealed by 96-01- 
083, filed 12/18/95, effective 1/18/96. Statutory Authori- 
ty: RCW 18.32.035. 

Disclosure of membership affiliation. [Statutory Authori- 
ty: RCW 18.32.640. 91-02-048 (Order 106B), recodified 
as § 246-816-110, filed 12/27/90, effective 1/31/91. 
Statutory Authority: RCW 18.32.640(1). 85-05-040 
(Order PL 520), § 308-37-180, filed 2/19/85.] Repealed 
by 96-01-083, filed 12/18/95, effective 1/18/96. Statutory 
Authority: RCW 18.32.035. 

Specialty representation. [Statutory Authority: RCW 
18.32.640. 91-02-048 (Order 106B), recodified as $ 246- 
816-120, filed 12/27/90, effective 1/31/91; 89-08-095 
(Order PM 826), § 308-37-190, filed 4/5/89. Statutory 
Authority: RCW 18,32.640(1). 85-05-040 (Order PL 
520), $ 308-37-190, filed 2/19/85.] . Repealed by 96-01- 
083, filed 12/18/95, effective 1/18/96. Statutory Authori- 
ty: RCW 18.32.035. 

Maintenance of records. [Statutory Authority: RCW 
18.32.640. 91-02-048 (Order 106B), recodified as $ 246- 
816-130, filed 12/27/90, effective 1/31/91; Order, 8 1, 
filed 3/23/60.] Repealed by 96-01-083, filed 12/18/95, 
effective 1/18/96, Statutory Authority: RCW 18.32.035. 
Prescriptions. [Statutory Authority: RCW 18.32.640. 91- 
02-048 (Order 106B), recodified as § 246-816-140, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
18.32.040. 82-04-024 (Order PL 391), 8 308-40-020, filed 
1/26/82; Order, § 2, filed 3/23/60.] Repealed by 96-01- 
083, filed 12/18/95, effective 1/18/96. Statutory Authori- 
ty: RCW 18.32.035. 

A rule applicable to dental technicians. [Statutory Author- 
ity: RCW 18.32.640. 91-02-048 (Order 106B), recodified 
as § 246-816-150, filed 12/27/90, effective 1/31/91; Order, 
filed 3/23/60.] Repealed by 96-01-083, filed 12/18/95, 
effective 1/18/96. Statutory Authority: RCW 18.32.035. 
Purpose. [Statutory Authority: RCW 18.32.640 and 
18.130.050. 92-05-012 (Order 243B), 8 246-816-201, 
filed 2/7/92, effective 3/9/92. Statutory Authority: RCW 
18.32.640. 91-02-048 (Order 106B), recodified as $ 246- 
816-201, filed 12/27/90, effective 1/31/91; 81-17-054 
(Order PL 382), $ 308-38-100, filed 8/18/81.] Repealed 
by 96-01-083, filed 12/18/95, effective 1/18/96. Statutory 
Authority: RCW 18.32.035. з 
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Definitions for WAC 246-816-201 through 246-816-260. 
[Statutory Authority: RCW 18.32.640 and 18.130.050. 
92-05-012 (Order 243B), § 246-816-210, filed 2/7/92, 
effective 3/9/92. Statutory Authority: RCW 18.32.640. 
91-02-048 (Order 106B), recodified as § 246-816-210, 
filed 12/27/90, effective 1/31/91; 81-17-054 (Order PL 
382), § 308-38-110, filed 8/18/81.] Repealed by 96-01- 
083, filed 12/18/95, effective 1/18/96. Statutory Authori- 
ty: RCW 18,32.035. 

Acts that may be performed by unlicensed persons. 
[Statutory Authority: RCW 18.32.640. 91-02-048 (Order 
106B), recodified as § 246-816-220, filed 12/27/90, 
effective 1/31/91; 81-17-054 (Order PL 382), § 308-38- 
120, filed 8/18/81.] Repealed by 96-01-083, filed 
12/18/95, effective 1/18/96. Statutory Authority: RCW 
18.32.035. 

An act that may be performed by unlicensed persons 
outside the treatment facility. [Statutory Authority: RCW 
18.32.640, 18.32.020 and 18.32.030. 93-19-111 (Order 
400B), § 246-816-225, filed 9/20/93, effective 10/21/93.] 
Repealed by 96-01-083, filed 12/18/95, effective 1/18/96. 
Statutory Authority: RCW 18.32.035. 

Acts that may not be performed by unlicensed persons. 
[Statutory Authority: RCW 18.32.640 and 18.130.050. 
92-05-012 (Order 243B), 8 246-816-230, filed 2/7/92, 
effective 3/9/92. Statutory Authority: RCW 18.32.640. 
91-02-048 (Order 106B), recodified as § 246-816-230, 
filed 12/27/90, effective 1/31/91; 81-17-054 (Order PL 
382), § 308-38-130, filed 8/18/81.] Repealed by 96-01- 
083, filed 12/18/95, effective 1/18/96. Statutory Authori- 
ty: RCW 18.32.035. 

Acts that may be performed by licensed dental hygienists 
under general supervision. [Statutory Authority: RCW 
18.32.640. 92-20-036 (Order 307B), § 246-816-240, filed 
9/29/92, effective 10/30/92; 91-02-048 (Order 106B), 
recodified as § 246-816-240, filed 12/27/90, effective 
1/31/91; 81-17-054 (Order PL 382), § 308-38-140, filed 
8/18/81.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96. Statutory Authority: RCW 18.32.035. 

Acts that may be performed by licensed dental hygienists 
under close supervision. [Statutory Authority: RCW 
18.32.640. 92-20-036 (Order 307B), $ 246-816-250, filed 
9/29/92, effective 10/30/92. Statutory Authority: RCW 
18.32.640 and 18.130.050. 92-05-012 (Order 243В), $ 
246-816-250, filed 2/7/92, effective 3/9/92. Statutory 
Authority: RCW 18.32.640. 91-02-048 (Order 106B), 
recodified as § 246-816-250, filed 12/27/90, effective 
1/31/91; 81-17-054 (Order PL 382), § 308-38-150, filed 
8/18/81.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96, Statutory Authority: RCW 18.32.035. 

Acts that may not be performed by dental hygienists. 
[Statutory Authority; RCW 18.32.640 and 18.130.050. 
92-05-012 (Order 243B), § 246-816-260, filed 2/7/92, 
effective 3/9/92. Statutory Authority: RCW 18.32.640. 
91-02-048 (Order 106B), recodified as § 246-816-260, 
filed 12/27/90, effective 1/31/91; 81-17-054 (Order PL 
382), § 308-38-160, filed 8/18/81.] Repealed by 96-01- 
083, filed 12/18/95, effective 1/18/96. Statutory Authori- 
ty: RCW 18.32.035. 

Purpose. [Statutory Authority: RCW 18.32.640 and 
18.130.050. 92-05-012 (Order 243B), $ 246-816-301, 
filed 2/7/92, effective 3/9/92. Statutory Authority: RCW 
18.32.640. 91-02-048 (Order 106B), recodified as § 246- 
816-301, filed 12/27/90, effective 1/31/91; 90-18-042 
(Order 088), § 308-39-100, filed 8/29/90, effective 


. 10/1/90; 81-06-013 (Order PL 373), $ 308-39-100, filed 


2/20/81.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96. Statutory Authority: RCW 18.32.035. 

Definitions for WAC 246-816-301 through 246-816-410. 
[Statutory Authority: RCW 18.32.640 and 18.130.050. 
92-05-012 (Order 243B), 8 246-816-310, filed 2/7/92, 
effective 3/9/92. Statutory Authority: RCW 18.32.640. 
91-02-048 (Order 106B), recodified as § 246-816-310, 
filed 12/27/90, effective 1/31/91; 90-18-042 (Order 088), 
§ 308-39-110, filed 8/29/90, effective 10/1/90. Statutory 
Authority: RCW 18.32.640(1). 82-16-087 (Order PL 
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403), $ 308-39-110, filed 8/4/82. Statutory Authority: 
RCW 18.32.640. 81-06-013 (Order PL 373), $ 308-39- 
110, filed 2/20/81.] Repealed by 96-01-083, filed 
12/18/95, effective 1/18/96. Statutory Authority: RCW 
18.32.035. 

Basic life support requirements. [Statutory Authority: 
RCW 18.32.640. 91-02-048 (Order 106B), recodified as 
§ 246-816-320, filed 12/27/90, effective 1/31/91; 90-18- 
042 (Order 088), $ 308-39-125, filed 8/29/90, effective 
10/1/90.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96. Statutory Authority: RCW 18.32.035. 

Local anesthesia. [Statutory Authority: RCW 18.32.640. 
91-02-048 (Order 106B), recodified as $ 246-816-330, 
filed 12/27/90, effective 1/31/91; 90-18-042 (Order 088), 
§ 308-39-130, filed 8/29/90, effective 10/1/90.] Repealed 
by 96-01-083, filed 12/18/95, effective 1/18/96. Statutory 
Authority: RCW 18.32.035. 

Nitrous oxide/oxygen sedation. [Statutory Authority: 
RCW 18.32.640. 91-02-048 (Order 106B), recodified as 
8 246-816-340, filed 12/27/90, effective 1/31/91; 90-18- 
042 (Order 088), § 308-39-140, filed 8/29/90, effective 
10/1/90] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96. Statutory Authority: RCW 18.32.035. 
Conscious sedation with an oral agent. [Statutory Authori- 
ty: RCW 18.32.640. 91-02-048 (Order 106B), recodified 
as $ 246-816-350, filed 12/27/90, effective 1/31/91; 90-18- 
041 (Order 087), § 308-39-150, filed 8/29/90, effective 
10/1/90.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96. Statutory Authority: RCW 18.32.035. 
Conscious sedation with parenteral or multiple oral agents. 
[Statutory Authority: RCW 18.32.640 and 18.130.050. 
92-05-012 (Order 243B), 8 246-816-360, filed 2/7/92, 
effective 3/9/92. Statutory Authority: RCW 18.32.640. 
91-02-048 (Order 106B), recodified as § 246-816-360, 
filed 12/27/90, effective 1/31/91; 90-18-041 (Order 087), 
§ 308-39-160, filed 8/29/90, effective 10/1/90.] Repealed 
by 96-01-083, filed 12/18/95, effective 1/18/96. Statutory 
Authority: RCW 18.32.035. 

General anesthesia (including deep sedation). [Statutory 
Authority: RCW 18.32.640. 93-19-112 (Order 399В), $ 
246-816-370, filed 9/20/93, effective 10/21/93. Statutory 
Authority: RCW 18.32.640 and 18.130.050. 92-05-012 
(Order 243B), § 246-816-370, filed 2/7/92, effective 
3/9/92. Statutory Authority: RCW 18.32.640. 91-02-048 
(Order 106B), recodified as $ 246-816-370, filed 12/27/90, 
effective 1/31/91; 90-18-041 (Order 087), 8 308-39-170, 
filed 8/29/90, effective 10/1/90.] Repealed by 96-01-083, 
filed 12/18/95, effective 1/18/96. Statutory Authority: 
RCW 18.32.035. 

Mandatory reporting of death or significant complication. 
[Statutory Authority: RCW 18.32.640. 91-02-048 (Order 
106B), recodified as $ 246-816-380, filed 12/27/90, 
effective 1/31/91; 90-18-041 (Order 087), § 308-39-180, 
filed 8/29/90, effective 10/1/90.] Repealed by 96-01-083, 
filed 12/18/95, effective 1/18/96. Statutory Authority: 
RCW 18.32.035. 

Applications—Permits—Renewals for the administration 
of conscious sedation with multiple oral or parenteral 
agents or general anesthesia (including deep sedation). 
[Statutory Authority: RCW 18.32.640 and 18.130.050. 
92-05-012 (Order 243B), § 246-816-390, filed 2/7/92, 
effective 3/9/92.. Statutory Authority: RCW 18.32.640. 
91-02-048 (Order 106B), recodified as 8 246-816-390, 
filed 12/27/90, effective 1/31/91; 90-18-041 (Order 087), 
§ 308-39-190, filed 8/29/90, effective 10/1/90.] Repealed 
by 96-01-083, filed 12/18/95, effective 1/18/96. Statutory 
Authority: RCW 18.32.035. 

Application of chapter 18.130 RCW. [Statutory Authority: 
RCW 18.32.640. 91-02-048 (Order 106B), recodified as 
$ 246-816-400, filed 12/27/90, effective 1/31/91; 90-18- 
041 (Order 087), § 308-39-200, filed 8/29/90, effective 
10/1/90.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96. Statutory Authority: RCW 18.32.035. 
Effective date. [Statutory Authority: RCW 18.32.640 and 
18.130.050. 92-05-012 (Order 243B), 5 246-816-410, 
filed 2/7/92, effective 3/9/92. Statutory Authority; RCW 
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18.32.640. 91-02-048 (Order 106B), recodified as § 246- 
816-410, filed 12/27/90, effective 1/31/91; 90-18-041 
(Order 087), § 308-39-210, filed 8/29/90, effective 
10/1/90.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96, Statutory Authority: RCW 18.32.035. 

Intent. [Statutory Authority: RCW 18.32.640. 91-02-048 
(Order 106B), recodified as § 246-816-501, filed 12/27/90, 
effective 1/31/91. Statutory Authority: RCW 18.130.175 
and 18.32.534. 90-16-099 (Order 076), 8 308-25-290, 
filed 8/1/90, effective 9/1/90.] Repealed by 96-01-083, 
filed 12/18/95, effective 1/18/96. Statutory Authority: 
RCW 18.32.035. 

Terms used in WAC 246-816-501 through 246-816-530. 
[Statutory Authority: RCW 18.32.640 and 18.130.050. 
92-05-012 (Order 243B), $ 246-816-510, filed 2/7/92, 
effective 3/9/92. Statutory Authority: RCW 18.32.640. 
91-02-048 (Order 106B), recodified as § 246-816-510, 
filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 18.130.175 and 18.32.534. 90-16-099 (Order 076), 
§ 308-25-310, filed 8/1/90, effective 9/1/90.] Repealed by 
96-01-083, filed 12/18/95, effective 1/18/96. Statutory 
Authority: RCW 18.32.035. 

Approval of substance abuse monitoring programs. 
[Statutory Authority: RCW 18.32.640. 91-02-048 (Order 
106B), recodified as § 246-816-520, filed 12/27/90, 
effective 1/31/91. Statutory Authority: RCW 18.130.175 
and 18.32.534. 90-16-099 (Order 076), $ 308-25-320, 
filed 8/1/90, effective 9/1/90.] Repealed by 96-01-083, 
filed 12/18/95, effective 1/18/96. Statutory Authority: 
RCW 18.32.035. 

Participation in approved substance abuse monitoring 
program. [Statutory Authority: RCW 18.32.640. 91-02- 
048 (Order 106B), recodified as § 246-816-530, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
18.130.175 and 18.32.534. 90-16-099 (Order 076), § 308- 
25-330, filed 8/1/90, effective 9/1/90.] Repealed by 96- 
01-083, filed 12/18/95, effective 1/18/96. Statutory 
Authority: RCW 18.32.035. 

Purpose. [Statutory Authority: RCW 18.32.640. 92-09- 
069 (Order 263B), § 246-816-701, filed 4/14/92, effective 
5/15/92.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96. Statutory Authority: RCW 18.32.035. 
Definitions. [Statutory Authority: RCW 18.32.640. 92- 
09-069 (Order 263B), 8 246-816-710, filed 4/14/92, 
effective 5/15/92.] Repealed by 96-01-083, filed 12/18/95, 
effective 1/18/96. Statutory Authority: RCW 18.32.035. 
Use of barriers and sterilization techniques. [Statutory 
Authority: RCW 18.32.640. 92-09-069 (Order 263B), $ 
246-816-720, filed 4/14/92, effective 5/15/92.] Repealed 
by 96-01-083, filed 12/18/95, effective 1/18/96. Statutory 
Authority: RCW 18.32.035. 

Management of single use items. [Statutory Authority: 
RCW 18.32.640. 92-09-069 (Order 263B), § 246-816- 
730, filed 4/14/92, effective 5/15/92.] Repealed by 96-01- 
083, filed 12/18/95, effective 1/18/96. Statutory Authori- 
ty: RCW 18.32.035. 


. Effective date. [Statutory Authority: RCW 18.32.640. 


92-09-069 (Order 263B), § 246-816-740, filed 4/14/92, 
effective 5/15/92.] Repealed by 96-01-083, filed 12/18/95, 
effective 1/18/96. Statutory Authority: RCW 18.32.035. 
Dental anesthesia permit fees. [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 
246-816-990, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 43.70.250. 90-18-040 (Order 086), § 
308-39-220, filed 8/29/90, effective 10/1/90.] Repealed by 
95-16-122 and 96-01-083, filed 8/2/95 and 12/18/95, 
effective 9/1/95 and 1/18/96. Statutory Authority: RCW 
43.70.040 and 18.32.035. 


Reviser’s note: Later promulgation, see chapter 246-817 WAC. 


(1997 Ed.) 


Title 246 


Chapter 246-818 


DENTISTS—BOARD OF DENTAL EXAMINERS 


246-818-015 


246-818-020 


246-818-030 


246-818-040 


246-818-050 


246-818-060 


Adjudicative proceedings—Procedural rules for the board 
of dental examiners. [Statutory Authority: RCW 
18,32.035. 94-08-011, § 246-818-015, filed 3/28/94, 
effective 4/28/94.] Repealed by 96-01-083, filed 12/18/95, 
effective 1/18/96. Statutory Authority: RCW 18.32.035. 
Examination eligibility and application. [Statutory 
Authority: RCW 18.32.035. 94-11-088, § 246-818-020, 
filed 5/17/94, effective 6/17/94; 92-01-122 (Order 228B), 
§ 246-818-020, filed 12/19/91, effective 1/19/92; 91-01- 
007 (Order 101B), recodified as § 246-818-020, filed 
12/6/90, effective 1/31/91. Statutory Authority: RCW 
18.32.040 and 18.130.050. 88-13-131 (Order PM 740), $ 
308-40-101, filed 6/22/88. Statutory Authority: RCW 
18.32.040. 82-04-024 (Order PL 391), 5 308-40-101, filed 
1/26/82. Statutory Authority: RCW 18.29.030 and 
18.32.040. 81-08-043 (Order PL 374), 5 308-40-101, filed 
3/31/81; 80-05-063 (Order PL 342), 8 308-40-101, filed 
4/22/80. Statutory Authority: RCW 18.32.040. 79-04- 
011 (Order 295, Resolution No. 295), § 308-40-101, filed 
3/13/79.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96. Statutory Authority: RCW 18.32.035. 
Examination content. [Statutory Authority: RCW 
18.32.035. 91-01-007 (Order 101B), recodified as 8 246- 
818-030, filed 12/6/90, effective 1/31/91. Statutory 
Authority: RCW 18.32.040(4) and 18.32.120. 89-06-075 
(Order PM 819), $ 308-40-102, filed 3/1/89. Statutory 
Authority: RCW 18.32.040 and 18.130.050. 88-13-131 
(Order PM 740), 8 308-40-102, filed 6/22/88. Statutory 
Authority: RCW 18.32.040, 87-09-097 (Order PM 649), 
8 308-40-102, filed 4/22/87; 86-08-046 (Order PL 583), $ 
308-40-102, filed 3/27/86; 84-07-050 (Order PL 462), $ 
308-40-102, filed 3/21/84; 83-08-021 (Order PL 431), $ 
308-40-102, filed 3/29/83; 82-04-024 (Order PL 391), § 
308-40-102, filed 1/26/82; 79-04-011 (Order 295, Resolu- 
tion No. 295), § 308-40-102, filed 3/13/79.] Repealed by 
96-01-083, filed 12/18/95, effective 1/18/96. Statutory 
Authority: RCW 18.32.035. 

Dismissal from examination. [Statutory Authority: RCW 
18.32.035. 91-01-007 (Order 101B), recodified as 5 246- 
818-040, filed 12/6/90, effective 1/31/91. Statutory 
Authority: RCW 18.32.040 and 18.130.050. 88-13-131 
(Order PM 740), § 308-40-103, filed 6/22/88. Statutory 
Authority: RCW 18.32.040. 82-04-024 (Order PL 391), 
8 308-40-103, filed 1/26/82.] Repealed by 96-01-083, 
filed 12/18/95, effective 1/18/96. Statutory Authority: 
RCW 18.32.035. 

Examination results. [Statutory Authority: RCW 
18.32.120. 91-14-087 (Order 180B), $ 246-818-050, filed 
7/1/91, effective 8/1/91. Statutory Authority; RCW 
18.32.035. 91-01-007 (Order 101B), recodified as § 246- 
818-050, filed 12/6/90, effective 1/31/91. Statutory 
Authority; RCW 18.32.640. 89-01-083 (Order PM 809), 
§ 308-40-104, filed 12/20/88. Statutory Authority: RCW 
18,32.040, 85-16-113 (Order PL 547), § 308-40-104, filed 
8/7/85; 84-11-025 (Order PL 467), § 308-40-104, filed 
5/11/84; 82-04-024 (Order PL 391), § 308-40-104, filed 
1/26/82.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96. Statutory Authority: RCW 18.32.035. 
Practical examination review procedures. [Statutory 
Authority: RCW 18.32.035. 92-01-122 (Order 228В), $ 
246-818-060, filed 12/19/91, effective 1/19/92; 91-01-007 
(Order 101B), recodified as $ 246-818-060, filed 12/6/90, 
effective 1/31/91. Statutory Authority: RCW 18.32.040 
and 18.32.120. 89-13-052 (Order РМ 834), § 308-40-105, 
filed 6/19/89. Statutory Authority: RCW 18.32.040 and 
18.130.050. 88-13-131 (Order PM 740), $ 308-40-105, 
filed 6/22/88. Statutory Authority: RCW 18.32.040. 87- 
09-097 (Order PM 649), § 308-40-105, filed 4/22/87; 82- 
04-024 (Order PL 391), § 308-40-105, filed 1/26/82. 
Statutory Authority: RCW 18.29.030 and 18.32.040. 80- 
18-009 (Order 363), § 308-40-105, filed 11/24/80; 80-05- 
063 (Order PL 342), 8 308-40-105, filed 4/22/80.] 
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Repealed by 96-01-083, filed 12/18/95, effective 1/18/96. 
Statutory Authority: RCW 18.32.035. 

Written examination review procedures. [Statutory 
Authority: RCW 18.32.035. 92-01-122 (Order 228B), § 
246-818-070, filed 12/19/91, effective 1/19/92; 91-01-007 
(Order 101B), recodified as § 246-818-070, filed 12/6/90, 
effective 1/31/91. Statutory Authority: RCW 18.32.040 
and 18.32.120. 89-13-052 (Order PM 834), 5 308-40-106, 
filed 6/19/89.] Repealed by 96-01-083, filed 12/18/95, 
effective 1/18/96. Statutory Authority: RCW 18.32.035. 
Application for licensure—AIDS education requirements. 
[Statutory Authority: RCW 18.32.035. 92-01-122 (Order 
228B), § 246-818-080, filed 12/19/91, effective 1/19/92. 
91-01-007 (Order 101B), recodified as § 246-818-080, 
filed 12/6/90, effective 1/31/91. Statutory Authority: 
RCW 70.24.270. 90-08-011, § 308-40-107, filed 3/26/90, 
effective 4/26/90.] Repealed by 96-01-083, filed 12/18/95, 
effective 1/18/96. Statutory Authority: RCW 18.32.035. 
Graduates of nonaccredited schools, [Statutory Authority: 
RCW 18.32.035. 92-01-122 (Order 228B), $ 246-818- 
090, filed 12/19/91, effective 1/19/92; 91-01-007 (Order 
101B), recodified as § 246-818-090, filed 12/6/90, effec- 
tive 1/31/91. Statutory Authority: RCW 18.32.040. 84- 
23-062 (Order PL 496), § 308-40-110, filed 11/21/84; 83- 
08-021 (Order PL 431), § 308-40-110, filed 3/29/83; 82- 
04-024 (Order PL 391), § 308-40-110, filed 1/26/82; 
Order PL 253, § 308-40-110, filed 7/13/76; Order PL 194, 
§ 308-40-110, filed 7/2/75.] Repealed by 96-01-083, filed 
12/18/95, effective 1/18/96. Statutory Authority: RCW 
18.32.035. 

Licenses— Persons licensed or qualified out-of-state who 
are faculty at school of dentistry—Conditions. [Statutory 
Authority: RCW 18.32.035. 91-01-007 (Order 101B), 
recodified as $ 246-818-100, filed 12/6/90, effective 
1/31/91. Statutory Authority: RCW 18.32.035 and 
18.32.195. 90-11-083 (Order 057), 8 308-40-115, filed 
5/17/90, effective 6/17/90.] Repealed by 96-01-083, filed 
12/18/95, effective 1/18/96. Statutory Authority: RCW 
18.32.035. 

AIDS prevention and information education requirements. 
[Statutory Authority: RCW 18,32.035. 91-01-007 (Order 
101B), recodified as § 246-818-110, filed 12/6/90, effec- 
tive 1/31/91. Statutory Authority: 1988 c 206 § 604. 89- 
11-053 (Order PM 837), § 308-40-140, filed 5/17/89.] 
Repealed by 92-01-122 (Order 228B), filed 12/19/91, 
effective 1/19/92. Statutory Authority: RCW 18.32.035. 
Licensure without examination for dentists—Eligibility. 
[Statutory Authority: RCW 18.32.035. 93-07-108 (Order 
350B), § 246-818-120, filed 3/23/93, effective 4/23/93; 92- 
01-122 (Order 228B), § 246-818-120, filed 12/19/91, 
effective 1/19/92; 91-01-007 (Order 101B), recodified as 
§ 246-818-120, filed 12/6/90, effective 1/31/91; 90-18-038 
(Order 085), § 308-40-150, filed 8/28/90, effective 
9/28/90.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96. Statutory Authority: RCW 18.32.035. 
Licensure without examination for dentists—Application 
procedure. [Statutory Authority: RCW 18.32.035. 93-12- 
005 (Order 363B), $ 246-818-130, filed 5/19/93, effective 
6/19/93; 92-01-122 (Order 228B), § 246-818-130, filed 
12/19/91, effective 1/19/92; 91-01-007 (Order 101B), 
recodified as § 246-818-130, filed 12/6/90, effective 
1/31/91; 90-18-038 (Order 085), § 308-40-151, filed 
8/28/90, effective 9/28/90.] Repealed by 96-01-083, filed 
12/18/95, effective 1/18/96. Statutory Authority: RCW 
18.32.035. 

Licensure without examination for dentists—Licensing 
examination standards. [Statutory Authority: RCW 
18.32.035. 93-07-108 (Order 350B), 5 246-818-140, filed 
3/23/93, effective 4/23/93; 91-01-007 (Order 101B), 
recodified as $ 246-818-140, filed 12/6/90, effective 
1/31/91; 90-18-038 (Order 085), § 308-40-152, filed 
8/28/90, effective 9/28/90.] Repealed by 96-01-083, filed 
12/18/95, effective 1/18/96. Statutory Authority: RCW 
18.32.035. 

Temporary practice permits—Eligibility. [Statutory 
Authority: RCW 18.32.0365 and 18.130.075. 94-22-072, 
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$ 246-818-142, filed 11/2/94, effective 12/3/94.] Repealed 
by 96-01-083, filed 12/18/95, effective 1/18/96. Statutory 
Authority: RCW 18.32.035. 

Temporary practice permits—Issuance and duration. 
[Statutory Authority: RCW 18.32.0365 and 18.130.075. 
94-22-072, § 246-818-143, filed 11/2/94, effective 
12/3/94.] Repealed by 96-01-083, filed 12/18/95, effective 
1/18/96. Statutory Authority: RCW 18.32.035. 
Renewal of licenses. [Statutory Authority: RCW 
18.32.035. 91-01-007 (Order 101B), recodified as $ 246- 
818-150, filed 12/6/90, effective 1/31/91, Statutory 
Authority: 1989 c 202 § 22. 90-05-039 (Order 036), § 
308-40-135, filed 2/14/90, effective 3/1/90.] Repealed by 
96-01-083, filed 12/18/95, effective 1/18/96. Statutory 
Authority: RCW 18.32.035. 

Dentist fees. [Statutory Authority: RCW 43.70.040. 92- 
17-059 (Order 298), $ 246-818-990, filed 8/18/92, effec- 
tive 9/18/92; 91-02-049 (Order 121), recodified as § 246- 
818-990, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 43.70.250. 90-04-094 (Order 029), $ 
308-40-125, filed 2/7/90, effective 3/10/90. Statutory 
Authority: RCW 43.24.086. 87-18-031 (Order PM 667), 
$ 308-40-125, filed 8/27/87. Statutory Authority: 1983 c 
168 5 12. 83-17-031 (Order PL 442), $ 308-40-125, filed 
8/10/83. Formerly WAC 308-40-120.] Repealed by 94- 
02-058, filed 1/3/94, effective 3/1/94. Statutory Authority: 
RCW 43.70.040. 

Dentist fees. [Statutory Authority: RCW 43.70.040. 94- 
02-058, § 246-818-991, filed 1/3/94, effective 3/1/94.] 
Repealed by 95-16-122 and 96-01-083, filed 8/2/95 and 
12/18/95, effective 9/1/95 and 1/18/96. Statutory Authori- 
ty: RCW 43.70.040 and 18.32.035. 
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Practice and procedure—Adoption by reference. [Statuto- 
ry Authority: RCW 18.64.005 and 34.05.220. 92-12-035 
(Order 277B), § 246-857-020, filed 5/28/92, effective 
6/28/92. Statutory Authority: RCW 18.64.005 and 
chapter 18.64А RCW. 91-18-057 (Order 191B), recodi- 
fied as § 246-857-020, filed 8/30/91, effective 9/30/91. 
Statutory Authority: RCW 18.64.005. 88-06-026 (Order 
210), § 360-08-005, filed 2/25/88.] Repealed by 93-04- 
017 (Order 330B), filed 1/25/93, effective 2/25/93. 
Statutory Authority: RCW 18.64.005. 

Appearance and practice before board—Who may appear. 
[Statutory Authority: RCW 18.64.005 and chapter 18.64A 
RCW. 91-18-057 (Order 191B), recodified as § 246-857- 
030, filed 8/30/91, effective 9/30/91; Regulation .08.010, 
filed 1/10/63; Regulation .08.010, filed 3/23/60.] Re- 
pealed by 93-04-017 (Order 330B), filed 1/25/93, effective 
2/25/93. Statutory Authority: RCW 18.64.005. 
Appearance and practice before board—Standards of 
ethical conduct. [Statutory Authority: RCW 18.64.005 
and chapter 18.64А RCW. 91-18-057 (Order 191B), 
recodified as § 246-857-040, filed 8/30/91, effective 
9/30/91; Regulation .08.030, filed 1/10/63; Regulation 
.08.040, filed 3/23/60.] Repealed by 93-04-017 (Order 
330B), filed 1/25/93, effective 2/25/93. Statutory Authori- 
ty: RCW 18.64.005. 

Appearance and practice before board—Appearance by 
former employee of board or former member of attorney 
general’s staff. [Statutory Authority: RCW 18.64.005 and 
chapter 18.64А RCW. 91-18-057 (Order 191B), recodi- 
fied as § 246-857-050, filed 8/30/91, effective 9/30/91; 
Regulation .08.040, filed 1/10/63; Regulation .08.050, filed 
3/23/60.] Repealed by 93-04-017 (Order 330B), filed 
1/25/93, effective 2/25/93. Statutory Authority: RCW 
18.64.005. 

Appearance and practice before board—Former employee 
as expert witness. [Statutory Authority: RCW 18.64.005 
and chapter 18.64А RCW. 91-18-057 (Order 191B), 
recodified as $ 246-857-060, filed 8/30/91, effective 
9/30/91; Regulation .08.050, filed 1/10/63; Regulation 


(1997 Ed.) 


246-857-070 


246-857-080 


246-857-090 


246-857-100 


246-857-110 


246-857-120 


246-857-130 


246-857-140 


246-857-150 


246-857-160 


(1997 Ed.) 


Department of Health 


.08.060, filed 3/23/60.] Repealed by 93-04-017 (Order 
330B), filed 1/25/93, effective 2/25/93. Statutory Authori- 
ty: RCW 18.64.005. 

Depositions and interrogatories in contested cases—Right 
to take. [Statutory Authority: RCW 18.64.005 and 
chapter 18.64A RCW. 91-18-057 (Order 191B), recodi- 
fied as § 246-857-070, filed 8/30/91, effective 9/30/91; 
Regulation .08.230, filed 1/10/63; Regulation .08.230, filed 
3/23/60.] Repealed by 93-04-017 (Order 330B), filed 
1/25/93, effective 2/25/93. Statutory Authority: RCW 
18.64.005. 

Depositions and interrogatories in contested cases—Scope. 
[Statutory Authority: RCW 18.64.005 and chapter 18.64A 
RCW. 91-18-057 (Order 191B), recodified as § 246-857- 
080, filed 8/30/91, effective 9/30/91; Regulation .08.240, 
filed 1/10/63; Regulation .08.240, filed 3/23/60.] Re- 
pealed by 93-04-017 (Order 330B), filed 1/25/93, effective 
2/25/93. Statutory Authority: RCW 18.64.005. 
Depositions and interrogatories in contested cases—Officer 
before whom taken. [Statutory Authority: RCW 
18.64.005 and chapter 18.64A RCW. 91-18-057 (Order 
191B), recodified as § 246-857-090, filed 8/30/91, effec- 
tive 9/30/91; Regulation .08.250, filed 1/10/63; Regulation 
.08.250, filed 3/23/60.] Repealed by 93-04-017 (Order 
330B), filed 1/25/93, effective 2/25/93. Statutory Authori- 
ty: RCW 18.64.005. 

Depositions and interrogatories in contested cases— 
Authorization. [Statutory Authority: RCW 18.64.005 and 
chapter 18.64А RCW. 91-18-057 (Order 191B), recodi- 
fied as § 246-857-100, filed 8/30/91, effective 9/30/91; 
Regulation .08.260, filed 1/10/63; Regulation .08.260, filed 
3/23/60.] Repealed by 93-04-017 (Order 330B), filed 
1/25/93, effective 2/25/93. Statutory Authority: RCW 
18.64.005. 

Depositions and interrogatories in contested cases— 
Protection of parties and deponents. [Statutory Authority: 
RCW 18.64.005 and chapter 18.64A RCW. 91-18-057 
(Order 191B), recodified as § 246-857-110, filed 8/30/91, 
effective 9/30/91; Regulation .08.270, filed 1/10/63; 
Regulation .08.270, filed 3/23/60.] Repealed by 93-04- 
017 (Order 330B), filed 1/25/93, effective 2/25/93. 
Statutory Authority: RCW 18.64.005. 

Depositions and interrogatories in contested cases—Oral 
examination and cross-examination. [Statutory Authority: 
RCW 18.64.005 and chapter 18.64A RCW. 91-18-057 
(Order 191B), recodified as § 246-857-120, filed 8/30/91, 
effective 9/30/91; Regulation .08.280, filed 1/10/63; 
Regulation .08.280, filed 3/23/60.] Repealed by 93-04- 
017 (Order 330B), filed 1/25/93, effective 2/25/93. 
Statutory Authority: RCW 18.64.005. 

Depositions and interrogatories in contested cases— 
Recordation. [Statutory Authority; RCW 18.64.005 and 
chapter 18.64А RCW. 91-18-057 (Order 191B), recodi- 
fied as § 246-857-130, filed 8/30/91, effective 9/30/91; 
Regulation .08.290, filed 1/10/63; Regulation .08.290, filed 
3/23/60.] Repealed by 93-04-017 (Order 330B), filed 
1/25/93, effective 2/25/93. Statutory Authority: RCW 
18.64.005. 

Depositions and interrogatories in contested cases— 
Signing attestation and return. [Statutory Authority: 
RCW 18.64.005 and chapter 18.64A RCW. 91-18-057 
(Order 191B), recodified as § 246-857-140, filed 8/30/91, 
effective 9/30/91; Regulation .08.300, filed 1/10/63; 
Regulation .08.300, filed 3/23/60.] Repealed by 93-04- 
017 (Order 330B), filed 1/25/93, effective 2/25/93. 
Statutory Authority: RCW 18.64.005. 

Depositions and interrogatories in contested cases—Use 
and effect. [Statutory Authority: RCW 18.64.005 and 
chapter 18.64A RCW. 91-18-057 (Order 191B), recodi- 
fied as § 246-857-150, filed 8/30/91, effective 9/30/91; 
Regulation .08.310, filed 1/10/63; Regulation .08.310, filed 
3/23/60.] Repealed by 93-04-017 (Order 330B), filed 
1/25/93, effective 2/25/93. Statutory Authority: RCW 
18.64.005. 

Depositions and interrogatories in contested cases—Fees 
of officers and deponents.[Statutory Authority: RCW 
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18.64.005 and chapter 18.64А RCW. 91-18-057 (Order 
191B), recodified as § 246-857-160, filed 8/30/91, effec- 
tive 9/30/91; Regulation .08.320, filed 1/10/63; Regulation 
.08.320, filed 3/23/60.] Repealed by 93-04-017 (Order 
330B), filed 1/25/93, effective 2/25/93. Statutory Authori- 
ty: RCW 18.64.005. 

Depositions upon interrogatories—Submission of interrog- 
atories. [Statutory Authority: RCW 18.64.005 and 
chapter 18.64А RCW. 91-18-057 (Order 191B), recodi- 
fied as § 246-857-170, filed 8/30/91, effective 9/30/91; 
Regulation .08.330, filed 1/10/63; Regulation .08.330, filed 
3/23/60.] Repealed by 93-04-017 (Order 330B), filed 
1/25/93, effective 2/25/93. Statutory Authority: RCW 
18.64.005. 

Depositions upon interrogatories—Interrogation. [Statuto- 
ry Authority: RCW 18.64.005 and 34.05.220. 92-12-035 
(Order 277B), § 246-857-180, filed 5/28/92, effective 
6/28/92, Statutory Authority: RCW 18.64.005 and 
chapter 18.64A RCW. 91-18-057 (Order 191B), recodi- 
fied as § 246-857-180, filed 8/30/91, effective 9/30/91; 
Regulation .08.340, filed 1/10/63; Regulation .08.340, filed 
3/23/60.] Repealed by 93-04-017 (Order 330B), filed 
1/25/93, effective 2/25/93. Statutory Authority: RCW 
18.64.005. 

Depositions upon interrogatories—Attestation and re- 
turn.[Statutory Authority: RCW 18.64.005 and chapter 
18.64А RCW. 91-18-057 (Order 191B), recodified as $ 
246-857-190, filed 8/30/91, effective 9/30/91; Regulation 
.08.350, filed 1/10/63; Regulation .08.350, filed 3/23/60.] 
Repealed by 93-04-017 (Order 330B), filed 1/25/93, 
effective 2/25/93. Statutory Authority: RCW 18.64.005. 
Depositions upon interrogatories—Provisions of deposition 
rule. [Statutory Authority: RCW 18.64.005 and chapter 
18.64А RCW. 91-18-057 (Order 191B), recodified as $ 
246-857-200, filed 8/30/91, effective 9/30/91; Regulation 
.08.360, filed 1/10/63; Regulation .08.360, filed 3/23/60.] 
Repealed by 93-04-017 (Order 330B), filed 1/25/93, 
effective 2/25/93. Statutory Authority: RCW 18.64.005. 
Official notice—Matters of law. [Statutory Authority: 
RCW 18.64.005 and chapter 18.64А RCW. 91-18-057 
(Order 191B), recodified as § 246-857-210, filed 8/30/91, 
effective 9/30/91; Regulation .08.370, filed 1/10/63; 
Regulation .08.370, filed 3/23/60.] Repealed by 93-04- 
017 (Order 330B), filed 1/25/93, effective 2/25/93. 
Statutory Authority: RCW 18.64.005. 

Official notice—Material facts. [Statutory Authority: 
RCW 18.64.005 and chapter 18.64A RCW. 91-18-057 
(Order 191B), recodified as § 246-857-220, filed 8/30/91, 
effective 9/30/91; Regulation .08.380, filed 1/10/63; 
Regulation .08.380, filed 3/23/60.] Repealed by 93-04- 
017 (Order 330B), filed 1/25/93, effective 2/25/93. 
Statutory Authority: RCW 18.64.005. 

Presumptions. [Statutory Authority: RCW 18.64.005 and 
chapter 18.64A RCW. 91-18-057 (Order 191B), recodi- 
fied as § 246-857-230, filed 8/30/91, effective 9/30/91; 
Regulation .08.390, filed 1/10/63; Regulation .08.390, filed 
3/23/60.) Repealed by 93-04-017 (Order 330B), filed 
1/25/93, effective 2/25/93. Statutory Authority; RCW: 
18.64.005. 

Stipulations and admissions of record. [Statutory Authori- 
ty: RCW 18.64.005 and chapter 18.64А RCW. 91-18- 
057 (Order 191B), recodified as $ 246-857-240, filed 
8/30/91, effective 9/30/91; Regulation .08.400, filed 
1/10/63; Regulation .08.400, filed 3/23/60.] Repealed by 
93-04-017 (Order 330B), filed 1/25/93, effective 2/25/93. 
Statutory Authority: RCW 18.64.005. 

Definition of issues before hearing. [Statutory Authority: 
RCW 18.64.005 and chapter 18.64A RCW. 91-18-057 
(Order 191B), recodified as $ 246-857-250, filed 8/30/91, 
effective 9/30/91; Regulation .08.420, filed 1/10/63; 
Regulation .08.420, filed 3/23/60.] Repealed by 93-04- 
017 (Order 330B), filed 1/25/93, effective 2/25/93. 
Statutory Authority: RCW 18.64.005. 

Rules of evidence—Admissibility criteria. [Statutory 
Authority: RCW 18.64.005 and chapter 18.644 RCW. 
91-18-057 (Order 191B), recodified as $ 246-857-260, 
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filed 8/30/91, effective 9/30/91; Regulation .08.520, filed 
1/10/63; Regulation .08.520, filed 3/23/60.] Repealed by 
93-04-017 (Order 330B), filed 1/25/93, effective 2/25/93. 
Statutory Authority: RCW 18.64.005. 

Rules of evidence—Tentative admission—Exclusion— 
Discontinuance—Objections. [Statutory Authority: RCW 
18.64.005 and chapter 18.64A RCW. 91-18-057 (Order 
191B), recodified as § 246-857-270, filed 8/30/91, effec- 
tive 9/30/91; Regulation .08.530, filed 1/10/63; Regulation 
.08.530, filed 3/23/60.] Repealed by 93-04-017 (Order 
330B), filed 1/25/93, effective 2/25/93. Statutory Authori- 
ty: RCW 18.64.005. 

Petitions for rule making, amendment or repeal—Who 
may petition. [Statutory Authority: RCW 18.64.005 and 
chapter 18.64А RCW. 91-18-057 (Order 191B), recodi- 
fied as 8 246-857-280, filed 8/30/91, effective 9/30/91; 
Regulation .08.540, filed 1/10/63; Regulation .08.540, filed 
3/23/60.] Repealed by 93-04-017 (Order 330B), filed 
1/25/93, effective 2/25/93. Statutory Authority: RCW 
18.64.005. 

Petitions for rule making, amendment or repeal— 
Requisites. [Statutory Authority: RCW 18.64.005 and 
chapter 18.64А RCW. 91-18-057 (Order 191B), recodi- 
fied as § 246-857-290, filed 8/30/91, effective 9/30/91; 
Regulation .08.550, filed 1/10/63; Regulation .08.550, filed 
3/23/60.] Repealed by 93-04-017 (Order 330B), filed 
1/25/93, effective 2/25/93. Statutory Authority: RCW 
18.64.005. 

Petitions for rule making, amendment or repeal—Agency 
must consider. [Statutory Authority: RCW 18.64.005 and 
chapter 18.64A RCW. 91-18-057 (Order 191B), recodi- 
fied as § 246-857-300, filed 8/30/91, effective 9/30/91; 
Regulation .08.560, filed 1/10/63; Regulation .08.560, filed 
3/23/60.] Repealed by 93-04-017 (Order 330B), filed 
1/25/93, effective 2/25/93. Statutory Authority: RCW 
18.64.005. 

Petitions for rule making, amendment or repeal—Notice of 
disposition.[Statutory Authority: RCW 18.64.005 and 
chapter 18.64А RCW. 91-18-057 (Order 191B), recodi- 
fied as § 246-857-310, filed 8/30/91, effective 9/30/91; 
Regulation .08.570, filed 1/10/63; Regulation .08.570, filed 
3/23/60.] Repealed by 93-04-017 (Order 330B), filed 
1/25/93, effective 2/25/93. Statutory Authority: RCW 
18.64.005. 

Declaratory rulings. [Statutory Authority: RCW 
18.64.005 and 34.05.220. 92-12-035 (Order 277B), $ 246- 
857-320, filed 5/28/92, effective 6/28/92. Statutory 
Authority: RCW 18.64.005 and chapter 18.64A RCW. 
91-18-057 (Order 191B), recodified as § 246-857-320, 
filed 8/30/91, effective 9/30/91; Regulation .08.580, filed 
1/10/63; Regulation .08.580, filed 3/23/60.] Repealed by 
93-04-017 (Order 330B), filed 1/25/93, effective 2/25/93. 
Statutory Authority; RCW 18.64.005. 

Forms. [Statutory Authority: RCW 18.64.005 and 
34.05.220. 92-12-035 (Order 277В), $ 246-857-330, filed 
5/28/92, effective 6/28/92. Statutory Authority: RCW 
18.64.005 and chapter 18.64А RCW. 91-18-057 (Order 
191B), recodified as § 246-857-330, filed 8/30/91, effec- 
tive 9/30/91; Regulation .08.590, filed 1/10/63; Regulation 
.08.590, filed 3/23/60.] Repealed by 93-04-017 (Order 
330B), filed 1/25/93, effective 2/25/93. Statutory Authori- 
ty: RCW 18.64.005. 

SEPA exemption. [Statutory Authority: Chapter 43.21C 
RCW. 92-12-035 (Order 277B), § 246-857-340, filed 
5/28/92, effective 6/28/92. Statutory Authority: RCW 
18.64.005 and chapter 18.64А RCW. 91-18-057 (Order 
191B), recodified as § 246-857-340, filed 8/30/91, effec- 
tive 9/30/91; Order 128, § 360-45-010, filed 5/19/76.] 
Repealed by 93-04-017 (Order 330B), filed 1/25/93, 
effective 2/25/93. Statutory Authority: RCW 18.64.005. 
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Board meetings. [Statutory Authority: RCW 18.71.017. 
91-20-170 (Order 203B), § 246-917-020, filed 10/2/91, 
effective 11/2/91; 91-06-030 (Order 147B), recodified as 
§ 246-917-020, filed 2/26/91, effective 3/29/91; Order PL 
136, § 308-52-010, filed 11/16/72; Rules (part), filed 
12/18/63.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.71A.020. 

Refunds. [Statutory Authority: RCW 18.71.017. 91-20- 
170 (Order 203B), § 246-917-025, filed 10/2/91, effective 
11/2/91.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Application withdrawals. [Statutory Authority: RCW 
18.71.017. 91-24-051 (Order 218B), $ 246-917-026, filed 
11/27/91, effective 12/28/91.] Repealed by 96-03-073, 
filed 1/17/96, effective 2/17/96. Statutory Authority: 
RCW 18.71.017 and 18.71A.020. 

Approved United States and Canadian medical schools. 
[Statutory Authority: RCW 18.71.017. 91-06-030 (Order 
147B), recodified as § 246-917-030, filed 2/26/91, effec- 
tive 3/29/91; 81-03-079 (Order PL 369), § 308-52-120, 
filed 1/21/81; Order PL-278, § 308-52-120, filed 
11/16/77.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18,71,017 and 
18,71А.020. ` 
Postgraduate medical training defined. [Statutory Authori- 
ty: RCW 18.71.017. 91-06-030 (Order 147B), recodified 
as § 246-917-040, filed 2/26/91, effective 3/29/91; 89-12- 
053 (Order PM 849), § 308-52-255, filed 6/5/89; 85-11- 
048 (Order PL 530), § 308-52-255, filed 5/16/85; 84-19- 
021 (Order PL 481), § 308-52-255, filed 9/12/84; 84-15- 
068 (Order PL 473), § 308-52-255, filed 7/18/84; 81-03- 
079 (Order PL 369), § 308-52-255, filed 1/21/81.] 
Repealed by 96-03-073, filed 1/17/96, effective 2/17/96. 
Statutory Authority: RCW 18.71.017 and 18.71A.020. 
Foreign medical graduates. [Statutory Authority: RCW 
18.71.017. 91-06-030 (Order 147B), recodified as § 246- 
917-050, filed 2/26/91, effective 3/29/91; 81-03-079 
(Order PL 369), § 308-52-040, filed 1/21/81; Order PL 
240, § 308-52-040, filed 2/19/76; Order PL 183, § 308-52- 
040, filed 2/10/75; Order PL 136, § 308-52-040, filed 
11/16/72; Rules (part), filed 12/18/63.] Repealed by 96- 
03-073, filed 1/17/96, effective 2/17/96. Statutory Author- 
ity: RCW 18.71.017 and 18.71A.020. 

AIDS prevention and information education requirements. 
[Statutory Authority: RCW 18.71.017. 91-06-030 (Order 
147B), recodified as $ 246-917-060, filed 2/26/91, effec- 
tive 3/29/91. Statutory Authority: RCW 70.24.270. 89- 
06-076 (Order PM 821), § 308-52-620, filed 3/1/89.] 
Repealed by 96-03-073, filed 1/17/96, effective 2/17/96. 
Statutory Authority; RCW 18.71.017 and 18.71A.020. 
Credentialing of physicians and surgeons. [Statutory 
Authority: RCW 18.71.017. 91-20-170 (Order 203B), § 
246-917-070, filed 10/2/91, effective 11/2/91; 91-06-030 
(Order 147B), recodified as § 246-917-070, filed 2/26/91, 
effective 3/29/91. Statutory Authority: RCW 18.71.017 
and 18.71A.020. 88-21-047 (Order PM 782), § 308-52- 
600, filed 10/13/88.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority: RCW 
18.71.017 and 18.71A.020. 

Examinations. [Statutory Authority: RCW 18.71.017. 
91-06-030 (Order 147B), recodified as § 246-917-080, 
filed 2/26/91, effective 3/29/91; Order PL 136, § 308-52- 
030, filed 11/16/72; Rules (part), filed 12/18/63.] Re- 
pealed by 96-03-073, filed 1/17/96, effective 2/17/96. 
Statutory Authority: RCW 18.71.017 and 18.714.020. 
Applications for examination. [Statutory Authority: RCW 
18.71.017. 91-06-030 (Order 147B), recodified as § 246- 
917-090, filed 2/26/91, effective 3/29/91. Statutory 
Authority: RCW 18.71.017 and 18.72.070. 90-05-001 
(Order 031), § 308-52-100, filed 2/8/90, effective 3/11/90. 
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Statutory Authority; RCW 18.71.017. 84-15-068 (Order 
PL 473), § 308-52-100, filed 7/18/84; Order PL 136, § 
308-52-100, filed 11/16/72; Rules (part), filed 1/12/65.] 
Repealed by 96-03-073, filed 1/17/96, effective 2/17/96. 
Statutory Authority: RCW 18.71.017 and 18.71A.020. 
Examination scores. [Statutory Authority: RCW 
18.714.020, 18.71.017, 18.71.060 and 18.71.070. 94-15- 
064, § 246-917-100, filed 7/19/94, effective 8/19/94. 
Statutory Authority: RCW 18.71.060 and 18.71.070. 93- 
21-017, § 246-917-100, filed 10/11/93, effective 11/11/93. 
Statutory Authority: RCW 18.71.017. 91-06-038 (Order 
148B), § 246-917-100, filed 2/28/91, effective 3/31/91; 91- 
06-030 (Order 147B), recodified as § 246-917-100, filed 
2/26/91, effective 3/29/91. Statutory Authority: RCW 
18.71.017 and 18.17.070 [18.71.070]. 90-18-009 (Order 
083), § 308-52-260, filed 8/24/90, effective 9/24/90. 
Statutory Authority: RCW 18.71.017. 89-06-077 (Order 
PM 822), § 308-52-260, filed 3/1/89; 85-03-084 (Order PL 
508), § 308-52-260, filed 1/18/85; 79-06-063 (Order PL 
304), § 308-52-260, filed 5/23/79; 78-04-028 (Order PL 
284, Resolution No. 78-139), § 308-52-260, filed 3/14/78; 
Order PL 240, § 308-52-260, filed 2/19/76.] Repealed by 
96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.71A.020. 

FLEX examination standards. [Statutory Authority: RCW 
18.71.060 and 18.71.070. 93-21-017, 8 246-917-110, filed 
10/11/93, effective 11/11/93. Statutory Authority: RCW 
18.71.017. 91-06-030 (Order 147B), recodified as § 246- 


917-110, filed 2/26/91, effective 3/29/91; 89-12-053 ° 


(Order PM 849), § 308-52-265, filed 6/5/89.] Repealed by 
96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.71A.020. 
Examinations accepted for reciprocity or waiver. [Statuto- 
ry Authority: RCW. 18.714.020, 18.71.017, 18.71.060 and 
18.71.070. 94-15-064, $ 246-917-120, filed 7/19/94, 
effective 8/19/94, Statutory Authority: RCW 18.71.060 
and 18.71.070. 93-21-017, 5 246-917-120, filed 10/11/93, 
effective 11/11/93. Statutory Authority: RCW 18.71.017. 
91-06-030 (Order 147B), recodified as § 246-917-120, 
filed 2/26/91, effective 3/29/91; 86-03-056 (Order PL 
577), § 308-52-270, filed 1/15/86; 85-03-084 (Order PL 
508), § 308-52-270, filed 1/18/85; 78-04-028 (Order PL 
284, Resolution No. 78-139), $ 308-52-270, filed 3/14/78; 
Order PL 268, $ 308-52-270, filed 5/11/77; Order PL 240, 
§ 308-52-270, filed 2/19/76.] Repealed by 96-03-073, 
filed 1/17/96, effective 2/17/96. Statutory Authority: 
RCW 18.71.017 and 18.71A.020. 

Special purpose examination. [Statutory Authority: RCW 
18.130.250. 93-11-008 (Order 360B), $ 246-917-121, 
filed 5/5/93, effective 6/5/93. Statutory Authority: RCW 
18.71.017. 91-20-170 (Order 203B), 8 246-917-121, filed 
10/2/91, effective 11/2/91.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority: RCW 
18.71.017 and 18.71A.020. I 
Temporary permits—Recognized jurisdictions. [Statutory 
Authority: RCW 18.71.017. 92-08-021 (Order 257B), $ 
246-917-125, filed 3/20/92, effective 4/20/92.] Repealed 
by 96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.71A.020. 
Temporary permits—Issuance and duration. [Statutory 
Authority: RCW 18.71.017. 92-08-021 (Order 257B), $ 
246-917-126, filed 3/20/92, effective 4/20/92.] Repealed 
by 96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.71A.020. 

License renewal. [Statutory Authority: RCW 18.71.017. 
91-20-170 (Order 203B), $ 246-917-130, filed 10/2/91, 
effective 11/2/91; 91-06-030 (Order 147B), recodified as 
§ 246-917-130, filed 2/26/91, effective 3/29/91; Order PL 
242, 8 308-52-320, filed 3/15/76.] Repealed by 96-03- 
073, filed 1/17/96, effective 2/17/96. Statutory Authority: 
RCW 18.71.017 and 18.71A.020. 

License renewal form. [Statutory Authority: RCW 
18.130.250. 93-01-078 (Order 321B), $ 246-917-135, 
filed 12/14/92, effective 1/14/93.] Repealed by 96-03-073, 
filed 1/17/96, effective 2/17/96. Statutory Authority: 
RCW 18.71.017 and 18.71A.020. 
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Scope. [Statutory Authority: RCW 18.71.017. 91-06-030 
(Order 147B), recodified as § 246-917-140, filed 2/26/91, 
effective 3/29/91; Order PL 247, § 308-52-400, filed 
5/17/76.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.71А.020. 

General requirements. [Statutory Authority: RCW 
18.71.017. 91-06-030 (Order 147B), recodified as § 246- 
917-150, filed 2/26/91, effective 3/29/91; 89-12-053 
(Order PM 849), § 308-52-405, filed 6/5/89. Statutory 
Authority: RCW 18.71.080 and 18.71A.020. 85-23-043 
(Order PL 565), § 308-52-405, filed 11/18/85. Statutory 
Authority: RCW 18.71.017. 79-06-063 (Order PL 304), 
§ 308-52-405, filed 5/23/79; Order PL 247, § 308-52-405, 
filed 5/17/76.] Repealed by 96-03-073, filed 1/17/96, 
effective 2/17/96. Statutory Authority: RCW 18.71.017 
and 18.71A.020. 

CME requirements during cycle revision. [Statutory 
Authority: RCW 18.71.017. 91-06-030 (Order 147B), 
recodified as § 246-917-160, filed 2/26/91, effective 
3/29/91. Statutory Authority: RCW 18.71.080 and 
18.71A.020, 85-23-043 (Order PL 565), $ 308-52-406, 
filed 11/18/85. Statutory Authority: RCW 18.71.080. 
81-23-051 (Order PL 386), $ 308-52-406, filed 11/18/81. 
Repealed by 96-03-073, filed: 1/17/96, effective 2/17/96. 
Statutory Authority: RCW 18.71.017 and 18.714.020. 
Categories of creditable continuing medical education 
activities. [Statutory Authority: RCW 18.71.017. 91-06- 
030 (Order 147B), recodified as § 246-917-170, filed 
2/26/91, effective 3/29/91. Statutory Authority: RCW 
18.71.080 and 18.714.020. 85-23-043 (Order PL 565), 8 
308-52-410, filed 11/18/85; Order PL 247, § 308-52-410, 
filed 5/17/76.] Repealed by 96-03-073, filed 1/17/96, 
effective 2/17/96. Statutory Authority: RCW 18.71.017 
and 18.714.020. 

Continuing medical education requirement. [Statutory 
Authority: RCW 18.71.017. 91-06-030 (Order 147B), 
recodified as § 246-917-180, filed 2/26/91, effective 
3/29/91; 89-12-053 (Order PM 849), $ 308-52-415, filed 
6/5/89. Statutory Authority: RCW 18.71.080 and 
18.714.020. 85-23-043 (Order PL 565), $ 308-52-415, 
filed 11/18/85; Order PL 247, 8 308-52-415, filed 
5/17/76.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.71A.020. 

Approval not required. [Statutory Authority: RCW 
18.71.017. 91-06-030 (Order 147B), recodified as § 246- 
917-190, filed 2/26/91, effective 3/29/91; Order PL 247, 
§ 308-52-420, filed 5/17/76.] Repealed by 96-03-073, 
filed 1/17/96, effective 2/17/96. Statutory Authority: 
RCW 18.71.017 and 18.714.020. 

Certification of compliance. [Statutory Authority: RCW 
18.71.017. 91-06-030 (Order 147B), recodified as § 246- 
917-200, filed 2/26/91, effective 3/29/91; Order PL 247, 
$ 308-52-425, filed 5/17/76.] Repealed by 96-03-073, 
filed 1/17/96, effective 2/17/96. Statutory Authority: 
RCW 18.71.017 and 18.714.020. 

Brief adjudicative proceedings—Denials based on failure 
to meet education, experience, or examination prerequisites 
for licensure. [Statutory Authority: Chapters 18.71 and 
34.05 RCW. 91-18-036 (Order 192B), $ 246-917-210, 
filed 8/29/91, effective 9/29/91.] Repealed by 96-03-073, 
filed 1/17/96, effective 2/17/96. Statutory Authority: 
RCW 18.71.017 and 18.71A.020. 

Adjudicative proceedings. [Statutory Authority: RCW 
18.71.060 and 18.71.070. 93-21-017, $ 246-917-220, filed 
10/11/93, effective 11/11/93.] Repealed by 96-03-073, 
filed 1/17/96, effective 2/17/96. Statutory Authority: 
RCW 18.71.017 and 18.714.020. 

Retired active physician license. [Statutory Authority: 
RCW 18.130.250. 93-01-078 (Order 321B), $ 246-917- 
300, filed 12/14/92, effective 1/14/93.] Repealed by 96- 
03-073, filed 1/17/96, effective 2/17/96. Statutory Author- 
ity: RCW 18.71.017 and 18.71A.020. 

Physician and surgeon fees. [Statutory Authority: RCW 
43.70.250. 93-16-102, $ 246-917-990, filed 8/4/93, 
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effective 9/4/93; 92-08-062 (Order 258), § 246-917-990, 
filed 3/27/92, effective 4/27/92. Statutory Authority: 
RCW 43.70.040. 91-06-027 (Order 131), § 246-917-990, 
filed 2/26/91, effective 3/29/91.] Repealed by 96-03-073, 
filed 1/17/96, effective 2/17/96. Statutory Authority: 
RCW 18.71.017 and 18.71A.020. 
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Prescriptions—Schedule II stimulant drugs. [Statutory 
Authority: RCW 18.72.150. 91-02-012 (Order 105В), 
recodified as § 246-920-020, filed 12/21/90, effective 
1/21/91. Statutory Authority: RCW 18.72.150(1). 79-02- 
044 (Order 296, Resolution No. 296), § 320-18-010, filed 
1/29/79.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Cooperation with investigation. [Statutory Authority: 
RCW 18.72.150. 92-23-035 (Order 316B), $ 246-920- 
030, filed 11/13/92, effective 12/14/92; 91-02-012 (Order 
105B), recodified as $ 246-920-030, filed 12/21/90, 
effective 1/21/91. Statutory Authority: RCW 18.130.050. 
88-04-080 (Order PM 703), § 320-18-020, filed 2/3/88.] 
Repealed by 96-03-073, filed 1/17/96, effective 2/17/96. 
Statutory Authority: RCW 18.71.017 and 18.714.020. 
Use of drugs or autotransfusion to enhance athletic ability. 
[Statutory Authority: RCW 18.72.150. 91-02-012 (Order 
105B), recodified as § 246-920-040, filed 12/21/90, 
effective 1/21/91. Statutory Authority: RCW 
18.130.050(1). 88-14-112 (Order 744), § 320-18-030, 
filed 7/6/88.] Repealed by 96-03-073, filed 1/17/96, 
effective 2/17/96, Statutory Authority: RCW 18.71.017 
and 18,71A.020. 

Construction. [Statutory Authority: RCW 18.72.150. 91- 
02-012 (Order 105B), recodified as § 246-920-120, filed 
12/21/90, effective 1/21/91. Statutory Authority; RCW 
18.72.150, 18.130.050 and 18.130.070. 87-14-053 (Order 
PM 660), § 320-08-001, filed 7/1/87.] Repealed by 96-03- 
073, filed 1/17/96, effective 2/17/96. Statutory Authority: 
RCW 18.71.017 and 18.71А.020. 

Responsibility for maintaining mailing address on file with 
the board. [Statutory Authority: RCW 18.72.150. 91-02- 
012 (Order 105B), recodified as § 246-920-130, filed 
12/21/90, effective 1/21/91. Statutory Authority: Chapter 
18.72 RCW. 90-20-049 (Order 092), § 320-08-002, filed 
9/26/90, effective 10/27/90.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority: RCW 
18.71.017 and 18.714.020. 

Appearance and practice before agency—Who may 
appear. [Statutory Authority: RCW 18.72.150. 91-02- 
012 (Order 105B), recodified as § 246-920-140, filed 
12/21/90, effective 1/21/91. Statutory Authority: RCW 
18.72.150, 18.130.050 and 18.130.070. 87-14-053 (Order 
PM 660), § 320-08-010, filed 7/1/87; Rule 320-08-010, 
filed 12/14/64.] Repealed by 96-03-073, filed 1/17/96, 
effective 2/17/96. · Statutory Authority: RCW 18.71.017 
and 18.714.020. 

Appearance and practice before agency— Solicitation of 
business unethical. [Statutory Authority: RCW 
18.72.150. 91-02-012 (Order 105B), recodified as § 246- 
920-150, filed 12/21/90, effective 1/21/91. Statutory 
Authority: RCW 18.72.150, 18.130.050 and 18.130.070. 
87-14-053 (Order PM 660), § 320-08-030, filed 7/1/87; 
Rule 320-08-020, filed 12/14/64.] Repealed by 96-03-073, 
filed 1/17/96, effective 2/17/96. Statutory Authority: 
RCW 18.71.017 and 18.714.020. 

Appearance and practice before agency—Standards of 
ethical conduct. [Statutory Authority: RCW 18.72.150. 
91-02-012 (Order 105B), recodified as § 246-920-160, 
filed 12/21/90, effective 1/21/91. Statutory Authority: 
RCW 18.72.150, 18.130.050 and 18.130.070. 87-14-053 
(Order PM 660), § 320-08-040, filed 7/1/87; Rule 320-08- 
030, filed 12/14/64.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority; RCW 
18.71.017 and 18.71A.020. 
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Appearance and practice before agency—Appearance by 
former member of attorney general's staff. [Statutory 
Authority: RCW 18.72.150. 91-02-012 (Order 105B), 
recodified as $ 246-920-170, filed 12/21/90, effective 
1/21/91. Statutory Authority: RCW 18.72.150, 
18.130.050 and 18.130.070. 87-14-053 (Order PM 660), 
8 320-08-050, filed 7/1/87; Rule 320-08-040, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.71A.020. 

Appearance and practice before agency—Former employee 
and board member as witness. [Statutory Authority: 
RCW 18.72.150. 91-02-012 (Order 105B), recodified as 
§ 246-920-180, filed 12/21/90, effective 1/21/91. Statuto- 
ry Authority: RCW 18.72.150, 18.130.050 and 
18.130.070. 87-14-053 (Order PM 660), $ 320-08-055, 
filed 7/1/87.] Repealed by 96-03-073, filed 1/17/96, 
effective 2/17/96. Statutory Authority: RCW 18.71.017 
and 18.71A.020. 

Computation of time. [Statutory Authority: RCW 
18.72.150. 91-02-012 (Order 105B), recodified as § 246- 
920-190, filed 12/21/90, effective 1/21/91. Statutory 
Authority: RCW 18,72.150, 18.130.050 and 18.130.070. 
87-14-053 (Order PM 660), § 320-08-070, filed 7/1/87; 
Rule 320-08-050, filed 12/14/64.] Repealed by 96-03-073, 
filed 1/17/96, effective 2/17/96. Statutory Authority: 
RCW 18.71.017 and 18.71A.020. 

Notice and opportunity for hearing in contested cases. 
[Statutory Authority; RCW 18.72.150. 91-02-012 (Order 
105B), recodified as $ 246-920-200, filed 12/21/90, 
effective 1/21/91. Statutory Authority: RCW 18.72.150, 
18.130.050 and 18.130.070. 87-14-053 (Order РМ 660), 
§ 320-08-080, filed 7/1/87; Rule 320-08-060, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Service of process—By whom served. [Statutory Authori- 
ty: RCW 18.72.150. 91-02-012 (Order 105B), recodified 
as § 246-920-210, filed 12/21/90, effective 1/21/91. 
Statutory Authority: RCW 18.72.150, 18.130.050 and 
18.130.070. 87-14-053 (Order PM 660), $ 320-08-090, 
filed 7/1/87; Rule 320-08-070, filed 12/14/64.] Repealed 
by 96-03-073, filed 1/17/96, effective 2/17/96, Statutory 
Authority: RCW 18.71.017 and 18.71A.020. 

Service of process—Upon whom served. [Statutory 
Authority: RCW 18.72.150. 91-02-012 (Order 105B), 
recodified as § 246-920-220, filed 12/21/90, effective 
1/21/91. Statutory Authority: RCW 18.72.150, 
18.130.050 and 18.130.070. 87-14-053 (Order PM 660), 
8 320-08-100, filed 7/1/87; Rule 320-08-080, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.71A.020. 

Service of process—Service upon parties. [Statutory 
Authority: RCW 18.72.150. 91-02-012 (Order 105B), 
recodified as § 246-920-230, filed 12/21/90, effective 
1/21/91; Rule 320-08-090, filed 12/14/64.] Repealed by 
96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.714.020. 

Service of process—Method of service. [Statutory 
Authority: RCW 18.72.150. 91-02-012 (Order 105B), 
recodified as § 246-920-240, filed 12/21/90, effective 
1/21/91; Rule 320-08-100, filed 12/14/64.] Repealed by 
96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.714.020. 

Service of process—When service complete. [Statutory 
Authority: RCW 18,72.150. 91-02-012 (Order 105B), 
recodified as $ 246-920-250, filed 12/21/90, effective 
1/21/91; Rule 320-08-110, filed 12/14/64.] Repealed by 
96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.714.020. 

Service of process—Filing with Washington state medical 
disciplinary board. [Statutory Authority: RCW 18.72.150. 
91-02-012 (Order 105B), recodified as 8 246-920-260, 
filed 12/21/90, effective 1/21/91. Statutory Authority: 
RCW 18.72.150, 18.130.050 and 18.130.070. 87-14-053 
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(Order PM 660), § 320-08-140, filed 7/1/87; Rule 320-08- 
120, filed 12/14/64.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority: RCW 
18.71.017 and 18.714.020. 

Subpoenas where provided by law—Form. [Statutory 
Authority: RCW 18.72.150. 91-02-012 (Order 105B), 
recodified as $ 246-920-270, filed 12/21/90, effective 
1/21/91; Rule 320-08-130, filed 12/14/64.] Repealed by 
96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.714.020. 

Subpoenas where provided by law—Issuance to parties. 
[Statutory Authority: RCW 18.72.150. 91-02-012 (Order 
105B), recodified as $ 246-920-280, filed 12/21/90, 
effective 1/21/91. Statutory Authority: RCW 18.72.150, 
18.130.050 and 18.130.070. 87-14-053 (Order PM 660), 
§ 320-08-160, filed 7/1/87; Rule 320-08-140, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Subpoenas where provided by law—Service. [Statutory 
Authority: RCW 18.72.150. 91-02-012 (Order 105В), 
recodified as $ 246-920-290, filed 12/21/90, effective 
1/21/91; Rule 320-08-150, filed 12/14/64.] Repealed by 
96-03-073, filed. 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.714.020. 

Subpoenas where provided by law—Fees. [Statutory 
Authority: RCW 18.72.150. 91-02-012 (Order 105B), 
recodified as § 246-920-300, filed 12/21/90, effective 
1/21/91. Statutory Authority: RCW 18.72.150, 
18.130.050 and 18.130.070. 87-14-053 (Order PM 660), 
$ 320-08-180, filed 7/1/87; Rule 320-08-160, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Subpoenas where provided by law—Proof of service. 
[Statutory Authority: RCW 18.72.150. 91-02-012 (Order 
105B), recodified as § 246-920-310, filed 12/21/90, 
effective 1/21/91. Statutory Authority: RCW 18.72.150, 
18.130.050 and 18.130.070. 87-14-053 (Order PM 660), 
8 320-08-190, filed 7/1/87; Rule 320-08-170, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Subpoenas where provided by law—Quashing. [Statutory 
Authority: RCW 18.72.150. 91-02-012 (Order 105B), 
recodified as $ 246-920-320, filed 12/21/90, effective 
1/21/91. Statutory Authority: RCW 18.72.150, 
18.130.050 and 18.130.070. 87-14-053 (Order PM 660), 
$ 320-08-200, filed 7/1/87; Rule 320-08-180, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Subpoenas where provided by law—Enforcement. 
[Statutory Authority: RCW 18.72.150. 91-02-012 (Order 
105B), recodified as $ 246-920-330, filed 12/21/90, 
effective 1/21/91. Statutory Authority: RCW 18.72.150, 
18.130.050 and 18.130.070. 87-14-053 (Order PM 660), 
$ 320-08-210, filed 7/1/87; Rule 320-08-190, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Subpoenas where provided by law— Geographical scope. 
[Statutory Authority: RCW 18.72.150. 91-02-012 (Order 
105B), recodified as $ 246-920-340, filed 12/21/90, 
effective 1/21/91; Rule 320-08-200, filed 12/14/64.] 
Repealed by 96-03-073, filed 1/17/96, effective 2/17/96. 
Statutory Authority: RCW 18.71.017 and 18.714.020. 
Depositions and interrogatories in contested cases—Right 
to take. [Statutory Authority: RCW 18.72.150. 91-02- 
012 (Order 105B), recodified as $ 246-920-350, filed 
12/21/90, effective 1/21/91; Rule 320-08-210, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Depositions and interrogatories in contested cases—Scope. 
[Statutory Authority: RCW 18.72.150. 91-02-012 (Order 
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105B), recodified as § 246-920-360, filed 12/21/90, 
effective 1/21/91; Rule 320-08-220, filed 12/14/64.] 
Repealed by 96-03-073, filed 1/17/96, effective 2/17/96. 
Statutory Authority: RCW 18.71.017 and 18.714.020. 
Depositions and interrogatories in contested cases—Officer 
before whom taken. [Statutory Authority: RCW 
18.72.150, 91-02-012 (Order 105B), recodified as § 246- 
920-370, filed 12/21/90, effective 1/21/91; Rule 320-08- 
230, filed 12/14/64.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority: RCW 
18.71.017 and 18.714.020. 

Depositions and interrogatories in contested cases— 
Authorization. [Statutory Authority; RCW 18.72.150. 
91-02-012 (Order 105B), recodified as $ 246-920-380, 
filed 12/21/90, effective 1/21/91. Statutory Authority: 
RCW 18.72.150, 18.130.050 and 18.130.070. 87-14-053 
(Order PM 660), § 320-08-260, filed 7/1/87; Rule 320-08- 
240, filed 12/14/64.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority: RCW 
18.71.017 and 18.714.020. 

Depositions and interrogatories in contested cases— 
Protection of parties and deponents. [Statutory Authority: 
RCW 18.72.150. 91-02-012 (Order 105B), recodified as 
§ 246-920-390, filed 12/21/90, effective 1/21/91. Statuto- 
ry Authority: RCW 18.72.150, 18.130.050 and 
18.130.070. 87-14-053 (Order PM 660), $ 320-08-270, 
filed 7/1/87; Rule 320-08-250, filed 12/14/64.] Repealed 
by 96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.714.020. 
Depositions and interrogatories in contested cases—Oral 
examination and cross-examination. [Statutory Authority: 
RCW 18.72.150. 91-02-012 (Order 105B), recodified as 
8 246-920-400, filed 12/21/90, effective 1/21/91; Rule 
320-08-260, filed 12/14/64.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority: RCW 
18.71.017 and 18.714.020. 

Depositions and interrogatories in contested cases— 
Recordation. [Statutory Authority; RCW 18.72.150. 91- 
02-012 (Order 105B), recodified as § 246-920-410, filed 
12/21/90, effective 1/21/91; Rule 320-08-270, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.71A.020. 

Depositions and interrogatories in contested cases— 
Signing attestation and return. [Statutory Authority: 
RCW 18.72.150. 91-02-012 (Order 105B), recodified as 
§-246-920-420, filed 12/21/90, effective 1/21/91. Statuto- 
ry Authority: RCW 18.72.150, 18.130.050 and 
18.130.070. 87-14-053 (Order PM 660), $ 320-08-300, 
filed 7/1/87; Rule 320-08-280, filed 12/14/64.] Repealed 
by 96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.714.020. 
Depositions and interrogatories in contested cases—Use 
and effect. [Statutory Authority; RCW 18.72.150. 91-02- 
012 (Order 105B), recodified as § 246-920-430, filed 
12/21/90, effective 1/21/91. Statutory Authority: RCW 
18.72.150, 18.130.050 and 18.130.070. 87-14-053 (Order 
PM 660), § 320-08-310, filed 7/1/87; Rule 320-08-290, 
filed 12/14/64.] Repealed by 96-03-073, filed 1/17/96, 
effective 2/17/96. Statutory Authority: RCW 18.71.017 
and 18.71A.020. 

Depositions and interrogatories in contested cases—Fees 
of officers and deponents. [Statutory Authority: RCW 
18.72.150. 91-02-012 (Order 105B), recodified as 8 246- 
920-440, filed 12/21/90, effective 1/21/91; Rule 320-08- 
300, filed 12/14/64.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority: RCW 
18.71.017 and 18.71A.020. 

Depositions upon interrogatories— Submission of interrog- 
atories. [Statutory Authority; RCW 18.72.150. 91-02- 
012 (Order 105B), recodified as $ 246-920-450, filed 
12/21/90, effective 1/21/91; Rule 320-08-310, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 
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Depositions upon interrogatories—Interrogation. [Statuto- 
ry Authority:. RCW 18.72.150. 91-02-012 (Order 105B), 
recodified as § 246-920-460, filed 12/21/90, effective 
1/21/91; Rule 320-08-320, filed 12/14/64.] Repealed by 
96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.71A.020. 
Depositions upon interrogatories—Attestation and return. 
[Statutory Authority: RCW 18.72.150. 91-02-012 (Order 
105B), recodified as § 246-920-470, filed 12/21/90, 
effective 1/21/91, Statutory Authority: RCW 18.72.150, 
18.130.050 and 18.130.070. 87-14-053 (Order PM 660), 
8 320-08-350, filed 7/1/87; Rule 320-08-330, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Depositions upon interrogatories—Provisions of deposition 
rule. [Statutory Authority: RCW 18.72.150. 91-02-012 
(Order 105B), recodified as $ 246-920-480, filed 12/21/90, 
effective 1/21/91; Rule 320-08-340, filed 12/14/64.] 


: Repealed by 96-03-073, filed 1/17/96, effective 2/17/96. 


Statutory Authority: RCW 18.71.017 and 18.714.020. 
Official notice—Matters of law. [Statutory Authority: 
RCW 18.72.150. 91-02-012 (Order 105B), recodified as 
§ 246-920-490, filed 12/21/90, effective 1/21/91. Statuto- 
ry Authority: RCW 18.72.150, 18.130.050 and 
18.130.070. 87-14-053 (Order РМ 660), $ 320-08-370, 
filed 7/1/87; Rule 320-08-350, filed 12/14/64.] Repealed 
by 96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.71A.020. 

Official notice—Material facts. [Statutory Authority: 
RCW 18.72.150. 91-02-012 (Order 105B), recodified as 
§ 246-920-500, filed 12/21/90, effective 1/21/91. Statuto- 
ry Authority: RCW 18.72.150, 18.130.050 and 
18.130.070. 87-14-053 (Order PM 660), § 320-08-380, 
filed 7/1/87; Rule 320-08-360, filed 12/14/64.] Repealed 
by 96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.71A.020. 
Presumptions. [Statutory Authority: RCW 18.72.150. 
91-02-012 (Order 105B), recodified as § 246-920-510, 
filed 12/21/90, effective 1/21/91. Statutory Authority: 
RCW 18.72.150, 18.130.050 and 18.130.070. 87-14-053 
(Order PM 660), § 320-08-390, filed 7/1/87; Rule 320-08- 
370, filed 12/14/64.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority: RCW 
18.71.017 and 18.714.020. 

Stipulations and admissions of record. [Statutory Authori- 
ty: RCW 18.72.150. 91-02-012 (Order 105B), recodified 
as $ 246-920-520, filed 12/21/90, effective 1/21/91. 
Statutory Authority: RCW 18.72.150, 18.130.050 and 
18.130.070. 87-14-053 (Order РМ 660), $ 320-08-400, 
filed 7/1/87; Rule 320-08-380, filed 12/14/64.] Repealed 
by 96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.714.020. 

Form and content of decisions in contested cases. [Statu- 
tory Authority: RCW 18.72.150. 91-02-012 (Order 
105B), recodified as § 246-920-530, filed 12/21/90, 
effective 1/21/91. Statutory Authority: RCW 18.72.150, 
18.130.050 and 18.130.070. 87-14-053 (Order PM 660), 
$ 320-08-410, filed 7/1/87; Rule 320-08-390, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Definition of issues before hearing. [Statutory Authority: 
RCW 18.72.150. 91-02-012 (Order 105B), recodified as 
§ 246-920-540, filed 12/21/90, effective 1/21/91. Statuto- 
ry Authority: RCW 18.72.150, 18.130.050 and 
18.130.070. 87-14-053 (Order РМ 660), $ 320-08-420, 
filed 7/1/87; Rule 320-08-400, filed 12/14/64.] Repealed 
by 96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.71A.020. 
Prehearing conference rule—Authorized. [Statutory 
Authority: RCW 18.72.150. 91-02-012 (Order 105B), 
recodified as § 246-920-550, filed 12/21/90, effective 
1/21/91. Statutory Authority: RCW 18.72.150, 
18.130.050 and 18.130.070. 87-14-053 (Order PM 660), 
8 320-08-430, filed 7/1/87; Rule 320-08-410, filed 
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12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.71A.020. 

Prehearing conference rule— Record of conference action. 
[Statutory Authority: RCW 18.72.150. 91-02-012 (Order 
105B), recodified as $ 246-920-560, filed 12/21/90, 
effective 1/21/91. Statutory Authority: RCW 18.72.150, 
18.130.050 and 18.130.070. 87-14-053 (Order РМ 660), 
8 320-08-440, filed 7/1/87; Rule 320-08-420, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Motions. [Statutory Authority: RCW 18.72.150. 91-02- 
012 (Order 105B), recodified as § 246-920-570, filed 
12/21/90, effective 1/21/91. Statutory Authority: RCW 
18.72.150, 18.130.050 and 18.130.070. 87-14-053 (Order 
PM 660), § 320-08-445, filed 7/1/87.] Repealed by 96-03- 
073, filed 1/17/96, effective 2/17/96. Statutory Authority: 
RCW 18.71.017 and 18.71A.020. 

Submission of documentary evidence in advance. [Statu- 
tory Authority: RCW 18.72.150. 91-02-012 (Order 
105B), recodified as § 246-920-580, filed 12/21/90, 
effective 1/21/91. Statutory Authority: RCW 18.72.150, 
18.130.050 and 18.130.070. 87-14-053 (Order PM 660), 
§ 320-08-450, filed 7/1/87; Rule 320-08-430, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.71A.020. 

Excerpts from documentary evidence. [Statutory Authori- 
ty: RCW 18.72.150. 91-02-012 (Order 105B), recodified 
as § 246-920-590, filed 12/21/90, effective 1/21/91. 
Statutory Authority: RCW 18.72.150, 18.130.050 and 
18.130.070. 87-14-053 (Order РМ 660), $ 320-08-460, 
filed 7/1/87; Rule 320-08-440, filed 12/14/64.] Repealed 
by 96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.714.020. 

Expert or opinion testimony and testimony based on 
economic and statistical data—Number and qualifications 
of witnesses. [Statutory Authority: RCW 18.72.150. 91- 
02-012 (Order 105B), recodified as $ 246-920-600, filed 
12/21/90, effective 1/21/91. Statutory Authority: RCW 
18.72.150, 18.130.050 and 18.130.070. 87-14-053 (Order 
PM 660), 8 320-08-470, filed 7/1/87; Rule 320-08-450, 
filed 12/14/64.] Repealed by 96-03-073, filed 1/17/96, 
effective 2/17/96. Statutory Authority; RCW 18.71.017 
and 18.714.020. 

Continuances. [Statutory Authority: RCW 18.72.150. 
91-02-012 (Order 105B), recodified as § 246-920-610, 
filed 12/21/90, effective 1/21/91. Statutory Authority: 
RCW 18.72.150, 18.130.050 and 18.130.070. 87-14-053 
(Order PM 660), § 320-08-510, filed 7/1/87; Rule 320-08- 
460, filed 12/14/64.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority: RCW 
18.71.017 and 18.71A.020. 

Rules of evidence—Admissibility criteria. [Statutory 
Authority: RCW 18.72.150. 91-02-012 (Order 105B), 
recodified as § 246-920-620, filed 12/21/90, effective 
1/21/91. Statutory Authority: RCW 18.72.150, 
18.130.050 and 18.130.070. 87-14-053 (Order РМ 660), 
$ 320-08-520, filed 7/1/87; Rule 320-08-470, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18,71.017 and 
18.714.020: 

Rules of evidence— Tentative admission—Exclusion— 
Discontinuance—Objections. [Statutory Authority: RCW 
18.72.150. 91-02-012 (Order 105B), recodified as 5 246- 
920-630, filed 12/21/90, effective 1/21/91. Statutory 
Authority: RCW 18.72.150, 18.130.050 and 18.130.070. 
87-14-053 (Order PM 660), § 320-08-530, filed 7/1/87; 
Rule 320-08-480, filed 12/14/64.] Repealed by 96-03-073, 
filed 1/17/96, effective 2/17/96. Statutory Authority: 
RCW 18.71.017 and 18.714.020. 

Petitions for rule making, amendment or repeal—Who 
may petition. [Statutory Authority: RCW 18.72.150. 91- 
02-012 (Order 105B), recodified as $ 246-920-640, filed 
12/21/90, effective 1/21/91. Statutory Authority; RCW 
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18.72.150, 18.130.050 and 18.130.070. 87-14-053 (Order 
PM 660), § 320-08-540, filed 7/1/87; Rule 320-08-490, 
filed 12/14/64.] Repealed by 96-03-073, filed 1/17/96, 
effective 2/17/96. Statutory Authority: RCW 18.71.017 
and 18.714.020. 

Petitions for rule making, amendment or repeal— 
Requisites. [Statutory Authority: RCW 18.72.150. 91- 
02-012 (Order 105B), recodified as § 246-920-650, filed 
12/21/90, effective 1/21/91; Rule 320-08-500, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Petitions for rule making, amendment or repeal—Agency 
must consider. [Statutory Authority: RCW 18.72.150. 
91-02-012 (Order 105B), recodified as § 246-920-660, 
filed 12/21/90, effective 1/21/91; Rule 320-08-510, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Petitions for rule making, amendment or repeal—Notice of 
disposition. [Statutory Authority: RCW 18.72.150. 91- 
02-012 (Order 105B), recodified as 8 246-920-670, filed 
12/21/90, effective 1/21/91; Rule 320-08-520, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.714.020. 

Declaratory rulings. [Statutory Authority: RCW 
18.72.150. 91-02-012 (Order 105B), recodified as § 246- 
920-680, filed 12/21/90, effective 1/21/91; Rule 320-08- 
530, filed 12/14/64.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority: RCW 
18.71.017 and 18.71A.020. 

Forms. [Statutory Authority: RCW 18.72.150. 91-02- 
012 (Order 105B), recodified as § 246-920-690, filed 
12/21/90, effective 1/21/91; Rule 320-08-540, filed 
12/14/64.] Repealed by 96-03-073, filed 1/17/96, effective 
2/17/96. Statutory Authority: RCW 18.71.017 and 
18.71A.020. 

General provisions. [Statutory Authority: RCW 
18.72.150, 91-02-012 (Order 105B), recodified as $ 246- 
920-710, filed 12/21/90, effective 1/21/91. Statutory 
Authority: RCW 18.72.150, 18.130.050 and 18.130.070. 
87-14-047 (Order PM 659), § 320-20-010, filed 6/30/87. 
Statutory Authority: RCW 18.72.265. 80-16-024 (Order 
PL 360), $ 320-20-010, filed 10/29/80, effective 1/1/81.] 
Repealed by 96-03-073, filed 1/17/96, effective 2/17/96. 
Statutory Authority: RCW 18.71.017 and 18.714.020. 
Mandatory reporting. [Statutory Authority: RCW 
18.72.150. 91-02-012 (Order 105B), recodified as $ 246- 
920-720, filed 12/21/90, effective 1/21/91. Statutory 
Authority: RCW 18.72.150, 18.130.050 and 18.130.070. 
87-14-047 (Order PM 659), § 320-20-020, filed 6/30/87. 
Statutory Authority: RCW 18.72.265. 80-16-024 (Order 
PL 360), $ 320-20-020, filed 10/29/80, effective 1/1/81.] 
Repealed by 96-03-073, filed 1/17/96, effective 2/17/96. 
Statutory Authority: RCW 18.71.017 and 18.714.020. 
Health care institutions. [Statutory Authority: Chapter 
18.72 RCW, 91-17-015 (Order 190B), $ 246-920-730, 
filed 8/13/91, effective 9/13/91. Statutory Authority: 
RCW 18.72.150. 91-02-012 (Order 105B), recodified as 
§ 246-920-730, filed 12/21/90, effective 1/21/91. Statuto- 
ry Authority: RCW 18.72.150, 18.130.050 and 
18.130.070. 87-14-047 (Order PM 659), § 320-20-030, 
filed 6/30/87. Statutory Authority: RCW 18.72.265. 80- 
16-024 (Order PL 360), § 320-20-030, filed 10/29/80, 
effective 1/1/81.] Repealed by 96-03-073, filed 1/17/96, 
effective 2/17/96. Statutory Authority: RCW 18.71.017 
and 18.71А.020. 

Medical associations or societies. [Statutory Authority: 
RCW 18.72.150. 91-02-012 (Order 105B), recodified as 
§ 246-920-740, filed 12/21/90, effective 1/21/91. Statuto- 
ry Authority: RCW 18.72.265. 80-16-024 (Order PL 
360), § 320-20-040, filed 10/29/80, effective 1/1/81.] 
Repealed by 96-03-073, filed 1/17/96, effective 2/17/96. 
Statutory Authority: RCW 18.71.017 and 18.71A.020. 
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Health care service contractors and disability insurance 
carriers. [Statutory Authority: RCW 18.72.150. 91-02- 
012 (Order 105B), recodified as § 246-920-750, filed 
12/21/90, effective 1/21/91. Statutory Authority: RCW 
18.72.265. 80-16-024 (Order PL 360), § 320-20-050, filed 
10/29/80, effective 1/1/81.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority: RCW 
18.71.017 and 18.71A.020. 

Courts. [Statutory Authority: RCW 18.72.150. 91-02- 
012 (Order 105B), recodified as $ 246-920-760, filed 
12/21/90, effective 1/21/91. Statutory Authority: RCW 
18.72.265. 80-16-024 (Order PL 360), $ 320-20-070, filed 
10/29/80, effective 1/1/81.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority: RCW 
18.71.017 and 18.71A.020. 

State and federal agencies. [Statutory Authority; RCW 
18.72.150. 91-02-012 (Order 105B), recodified as $ 246- 
920-770, filed 12/21/90, effective 1/21/91. Statutory 
Authority: RCW 18.72.265, 80-16-024 (Order PL 360), 
§ 320-20-080, filed 10/29/80, effective 1/1/81.] Repealed 
by 96-03-073, filed 1/17/96, effective 2/17/96. Statutory 
Authority: RCW 18.71.017 and 18.71A.020. 
Professional standards review organizations, [Statutory 
Authority: RCW 18,72.150. 91-02-012 (Order 105В), 
recodified as § 246-920-780, filed 12/21/90, effective 
1/21/91. Statutory Authority: RCW 18.72.265. 80-16- 
024 (Order PL 360), § 320-20-090, filed 10/29/80, 
effective 1/1/81.] Repealed by 96-03-073, filed 1/17/96, 
effective 2/17/96, Statutory Authority: RCW 18.71.017 
and 18.71А.020. 

Election years in congressional districts. [Statutory 
Authority: RCW 18.72.150. 91-02-012 (Order 105B), 
recodified as § 246-920-820, filed 12/21/90, effective 
1/21/91; Rule 320-12-010, filed 12/14/64.] Repealed by 
91-20-168 (Order 202B), filed 10/2/91, effective 11/2/91. 
Statutory Authority: RCW 18.72.150. 

Residential requirement. [Statutory Authority: RCW- 
18.72.150. 91-02-012 (Order 105B), recodified as § 246- 
920-830, filed 12/21/90, effective 1/21/91; Rule 320-12- 
020, filed 12/14/64.] Repealed by 91-20-168 (Order 
202B), filed 10/2/91, effective 11/2/91. Statutory Authori- 
ty: RCW 18.72.150. 

Nominating petitions. [Statutory Authority: RCW 
18.72.150. 91-02-012 (Order 105B), recodified as § 246- 
920-840, filed 12/21/90, effective 1/21/91. Statutory 
Authority: RCW 18.72.150, 18.130.050 and 18.130.070. 
87-14-047 (Order PM 659), $ 320-12-030, filed 6/30/87. 
Statutory Authority: RCW 18.72.150. 82-01-066 (Order 
PL 388), 8 320-12-030, filed 12/18/81; Rule 320-12-030, 
filed 12/14/64.] Repealed by 91-20-168 (Order 202B), 
filed 10/2/91, effective 11/2/91. Statutory Authority: 
RCW 18.72.150. 

Eligibility requirement in elections. [Statutory Authority: 
RCW 18.72.150. 91-02-012 (Order 105В), recodified as 
§ 246-920-850, filed 12/21/90, effective 1/21/91; 82-01- 
066 (Order PL 388), § 320-12-040, filed 12/18/81; Rule 
320-12-040, filed 12/14/64.] Repealed by 91-20-168 
(Order 202B), filed 10/2/91, effective 11/2/91. Statutory 
Authority: RCW 18.72.150. 

Time of election—Ballots. [Statutory Authority: RCW 
18.72.150. 91-02-012 (Order 105B), recodified as § 246- 
920-860, filed 12/21/90, effective 1/21/91. Statutory 
Authority; RCW 18.72.150, 18.130.050 and 18.130.070. 
87-14-047 (Order PM 659), $ 320-12-050, filed 6/30/87. 
Statutory Authority: RCW 18,72,150. 82-01-066 (Order 
PL 388), $ 320-12-050, filed 12/18/81; Rule 320-12-050, 
filed 12/14/64.] Repealed by 91-20-168 (Order 202B), 
filed 10/2/91, effective 11/2/91. Statutory Authority: 
RCW 18.72.150. 

Identification by congressional district. [Statutory Author- 
ity: RCW 18.72.150. 91-02-012 (Order 105B), recodified 
as $ 246-920-870, filed 12/21/90, effective 1/21/91. 
Statutory Authority: RCW 18.72.150, 18.130.050 and 
18.130.070. 87-14-047 (Order PM 659), 5 320-12-060, 
filed 6/30/87. Statutory Authority: RCW 18.72.150. 82- 
01-066 (Order PL 388), § 320-12-060, filed 12/18/81; 
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Rule 320-12-060, filed 12/14/64.] Repealed by 91-20-168 
(Order 202B), filed 10/2/91, effective 11/2/91. Statutory 
Authority: RCW 18.72.150. 

Ballots. [Statutory Authority: RCW 18.72.150. 91-02- 
012 (Order 105B), recodified as § 246-920-880, filed 
12/21/90, effective 1/21/91. Statutory Authority; RCW 
18.72.150, 18.130.050 and 18.130.070. 87-14-047 (Order 
PM 659), § 320-12-070, filed 6/30/87. Statutory Authori- 
ty: RCW 18.72.150. 82-01-066 (Order PL 388), 5 320- 
12-070, filed 12/18/81; Rule 320-12-070, filed 12/14/64.] 
Repealed by 91-20-168 (Order 202B), filed 10/2/91, 
effective 11/2/91. Statutory Authority: RCW 18.72.150. 
Canvassing and certification. [Statutory Authority: RCW 
18.72,150. 91-02-012 (Order 105B), recodified as § 246- 
920-890, filed 12/21/90, effective 1/21/91; Rule 320-12- 
080, filed 12/14/64.] Repealed by 96-03-073, filed 
1/17/96, effective 2/17/96. Statutory Authority: RCW 
18.71.017 and 18.71A.020. 


Chapter 246-975 
AMBULANCES 


Declaration of purpose. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as 8 246- 
975-001, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.73.080. 82-04-041 (Order 1752), $ 
248-17-010, filed 1/29/82; Order 1150, § 248-17-010, filed 
9/2/76.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority: RCW 
43.70.040 and chapters .18.71, 18.73 and 70.168 RCW. 
Definitions. [Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-975-010, filed 
12/27/90, effective 1/31/91. Statutory Authority: Chapter 
18.73 RCW. 89-22-108 (Order 007), § 248-17-020, filed 
11/1/89, effective 12/2/89. Statutory Authority; RCW 
18.73.080. 84-17-036 (Order 2138), § 248-17-020, filed 
8/10/84; 82-19-080 (Order 1881), § 248-17-020, filed 
9/21/82; 82-04-041 (Order 1752), § 248-17-020, filed 
1/29/82; Order 1150, 8 248-17-020, filed 9/2/76.] Re- 
pealed by 93-01-148 (Order 323), filed 12/23/92, effective 
1/23/93. Statutory Authority: RCW 43.70.040 and 
chapters 18.71, 18.73 and 70.168 RCW. 

License(s) required. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
975-020, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18,73.080. 82-04-041 (Order 1752), $ 
248-17-030, filed 1/29/82; Order 1150, § 248-17-030, filed 
9/2/76,] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority: RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
License expiration dates. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as 5 246- 
975-030, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.73.080. 82-04-041 (Order 1752), $ 
248-17-040, filed 1/29/82; Order 1150, § 248-17-040, filed 
9/2/76.) Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority: RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
License expiration dates. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
975-040, filed 12/27/90, effective 1/31/91. Statutory 
Authority; RCW 18.73.080. 82-04-041 (Order 1752), 8 
248-17-050, filed 1/29/82; Order 1150, § 248-17-050, filed 
9/2/76.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority; RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
Denial, suspension, revocation of license—Notice— 
Adjudicative proceeding. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
975-050, filed 12/27/90, effective 1/31/91. Statutory 
Authority: Chapter 34.05 RCW, RCW 34.05.220 (1)(a) 
and 1989 1st ex.s. c 9 $ 106. 90-06-019 (Order 039), $ 
248-17-060, filed 2/28/90, effective 3/1/90; Order 1150, § 
248-17-060, filed 9/2/76.] Repealed by 93-01-148 (Order 
323), filed 12/23/92, effective 1/23/93. Statutory Authori- 
ty: RCW 43.70.040 and chapters 18.71, 18.73 and 70.168 
RCW. 
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Ambulance vehicle and equipment. [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 
246-975-060, filed 12/27/90, effective 1/31/91; Order 
1150, § 248-17-070, filed 9/2/76.] Repealed by 93-01-148 
(Order 323), filed 12/23/92, effective 1/23/93. Statutory 
Authority: RCW 43.70.040 and chapters 18.71, 18.73 and 
70.168 RCW. 

Extrication equipment. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified ав $ 246- 
975-070, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.73.080. 82-19-080 (Order 1881), § 
248-17-080, filed 9/21/82; Order 1150, § 248-17-080, filed 
9/2/16.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority: RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
Variances. [Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as § 246-975-080, filed 
12/27/90, effective 1/31/91; Order 1150, $ 248-17-090, 
filed 9/2/76.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93, Statutory Authority: RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
Radio communications equipment—Ambulance vehicle, 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 
121), recodified as § 246-975-090, filed 12/27/90, effec- 
tive 1/31/91; Order 1150, § 248-17-100, filed 9/2/76.] 
Repealed by 93-01-148 (Order 323), filed 12/23/92, 
effective 1/23/93. Statutory Authority: RCW 43.70.040 
and chapters 18.71, 18.73 and 70.168 RCW. 

First aid vehicle and equipment. [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 
246-975-100, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.73.080. 82-19-080 (Order 1881), § 
248-17-110, filed 9/21/82; Order 1150, § 248-17-110, filed 
9/2/76.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93, Statutory Authority; RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
Extrication equipment. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
975-110, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.73.080. 82-19-080 (Order 1881), § 
248-17-120, filed 9/21/82; Order 1150, § 248-17-120, filed 
9/2/76.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority: RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
Variances. [Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as $ 246-975-120, filed 
12/27/90, effective 1/31/91; Order 1150, 8 248-17-130, 
filed 9/2/76.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority: RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
Air ambulance services. [Statutory Authority; RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
975-130, filed 12/27/90, effective 1/31/91, Statutory 
Authority: RCW 18.73.080, 82-04-041 (Order 1752), $ 
248-17-135, filed 1/29/82.] Repealed by 93-01-148 (Order 
323), filed 12/23/92, effective 1/23/93. Statutory Authori- 
ty: RCW 43.70.040 and chapters 18.71, 18.73 and 70.168 
RCW. 

Radio communications equipment. [Statutory Authority: 
RCW 43.70.040.. 91-02-049 (Order 121), recodified as § 
246-975-140, filed 12/27/90, effective 1/31/91; Order 
1150, § 248-17-140, filed 9/2/76.] Repealed by 93-01-148 
(Order 323), filed 12/23/92, effective 1/23/93. Statutory 
Authority; RCW 43.70.040 and chapters 18.71, 18.73 and 
70.168 RCW. 

Variances from the requirements of this chapter. [Statuto- 
ry Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-975-150, filed 12/27/90, effective 
1/31/91; Order 1150, § 248-17-150, filed 9/2/76.] Re- 
pealed by 93-01-148 (Order 323), filed 12/23/92, effective 
1/23/93. Statutory Authority: RCW 43.70.040 and 
chapters 18.71, 18.73 and 70.168 RCW. 

Ambulance operator, ambulance director record require- 
ments. [Statutory Authority: Chapter 18.73 RCW. 91- 
06-026 (Order 126), § 246-975-160, filed 2/26/91, effec- 
tive 3/29/91. Statutory Authority: RCW 43.70.040. 91- 
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02-049 (Order 121), recodified as § 246-975-160, filed 
12/27/90, effective 1/31/91; Order 1150, § 248-17-160, 
filed 9/2/76.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority: RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
Liability insurance. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as 8 246- 
975-170, filed 12/27/90, effective 1/31/91; Order 1150, § 
248-17-170, filed 9/2/76.] Repealed by 93-01-148 (Order 
323), filed 12/23/92, effective 1/23/93. Statutory Authori- 
ty: RCW 43.70.040 and chapters 18.71, 18.73 and 70.168 
RCW. 

First aid vehicle operator, first aid vehicle director require- 
ments. [Statutory Authority: Chapter 18.73 RCW. 91- 
06-026 (Order 126), § 246-975-180, filed 2/26/91, effec- 
tive 3/29/91. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-975-180, filed 
12/27/90, effective 1/31/91; Order 1150, § 248-17-180, 
filed 9/2/76.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority: RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
Personnel requirements. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as 5 246- 
975-190, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.73.080. 82-19-080 (Order 1881), $ 
248-17-190, filed 9/21/82; Order 1150, § 248-17-190, filed 
9/2/76.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority: RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
Advanced first aid training. [Statutory Authority: Chapter 
18.73 RCW, 91-06-026 (Order 126), $ 246-975-200, filed 
2/26/91, effective 3/29/91. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as 5 246- 
975-200, filed 12/27/90, effective 1/31/91; Order 1150, § 
248-17-200, filed 9/2/76.] Repealed by 93-01-148 (Order 
323), filed 12/23/92, effective 1/23/93, Statutory Authori- 
ty: RCW 43.70.040 and chapters 18.71, 18.73 and 70.168 
RCW. 

Basic life support—Emergency medical technician qualifi- 
cations and training. [Statutory Authority: Chapter 18.73 
RCW. 91-06-026 (Order 126), § 246-975-210, filed 
2/26/91, effective 3/29/91, Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as 5 246- 
975-210, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.73.080. 82-04-041 (Order 1752), § 
248-17-211, filed 1/29/82.] Repealed by 93-01-148 (Order 
323), filed 12/23/92, effective 1/23/93. Statutory Authori- 
ty: RCW 43.70.040 and chapters 18.71, 18.73 and 70.168 
RCW. 

Emergency medical technician training—Course content, 
registration, and instructor qualifications. [Statutory 
Authority: Chapter 18.73 RCW. 91-06-026 (Order 126), 
§ 246-975-220, filed 2/26/91, effective 3/29/91. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-975-220, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 18.73.080. 84-17- 
036 (Order. 2138), $ 248-17-212, filed 8/10/84; 82-04-041 
(Order 1752), § 248-17-212, filed 1/29/82.] Repealed by 
93-01-148 (Order 323), filed 12/23/92, effective 1/23/93. 
Statutory Authority: RCW 43.70.040 and chapters 18.71, 
18.73 and-70.168 RCW. 

Emergency medical technician—Certification and recertifi- 
cation. [Statutory Authority: RCW 43.70.040. 91-02-049 
(Order 121), recodified as § 246-975-230, filed 12/27/90, 
effective 1/31/91. Statutory Authority: RCW 18.73.081. 
91-02-013, (Order 120), § 248-17-213, filed 12/21/90, 
effective 12/21/90. Statutory Authority: Chapter 18.73 
RCW. 89-22-108 (Order 007), § 248-17-213, filed 
11/1/89, effective 12/2/89. Statutory Authority: RCW 
18.73.080. 84-17-036 (Order 2138), $ 248-17-213, filed 
8/10/84; 82-19-080 (Order 1881), § 248-17-213, filed 
9/21/82; 82-04-041 (Order 1752), § 248-17-213, filed 
1/29/82.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority: RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
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Emergency medical technician—Reciprocity and challeng- 
es. [Statutory Authority: Chapter 18.73 RCW. 91-06- 
026 (Order 126), § 246-975-240, filed 2/26/91, effective 
3/29/91. Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as § 246-975-240, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
18.73.080. 84-17-036 (Order 2138), § 248-17-214, filed 
8/10/84; 82-04-041 (Order 1752), $ 248-17-214, filed ` 
1/29/82.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority: RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
Emergency medical technician and first responder— 
Specialized training. [Statutory Authority: Chapter 18.73 
RCW.. 91-06-026 (Order 126), § 246-975-250, filed 
2/26/91, effective 3/29/91. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
975-250, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.73.080. 82-04-041 (Order 1752), $ 
248-17-215, filed 1/29/82.] Repealed by 93-01-148 (Order 
323), filed 12/23/92, effective 1/23/93. Statutory Authori- 
ty: RCW 43.70.040 and chapters 18.71, 18.73 and 70.168 
RCW. 

Emergency medical technician—Scope of care autho- 
rized—Prohibition. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
975-260, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.73.080. 82-04-041 (Order 1752), § 
248-17-216, filed 1/29/82.] Repealed by 93-01-148 (Order 
323), filed 12/23/92, effective 1/23/93. Statutory Authori- 
ty: RCW 43.70.040 and chapters 18.71, 18.73 and 70,168 
RCW. 

Revocation, suspension or modification of certificate. 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 
121), recodified as § 246-975-270, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 18.73.080. 84- 
17-036 (Order 2138), § 248-17-220, filed 8/10/84; 82-19- 
080 (Order 1881), § 248-17-220, filed 9/21/82; Order 
1150, § 248-17-220, filed 9/2/76.] Repealed by 93-01-148 
(Order 323), filed 12/23/92, effective 1/23/93. Statutory 
Authority: RCW 43.70.040 and chapters 18.71, 18.73 and 
70.168 RCW. 

Notice of decision—Adjudicative proceeding. [Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-975-280, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 34.05 RCW, RCW 
34.05.220 (1)(a) and 1989 ist ex.s. c 9 $ 106. 90-06-019 
(Order 039), § 248-17-230, filed 2/28/90, effective 3/1/90; 
Order 1150, § 248-17-230, filed 9/2/76.] Repealed by 93- 
01-148 (Order 323), filed 12/23/92, effective 1/23/93. 
Statutory Authority: RCW 43.70.040 and chapters 18.71, 
18.73 and 70.168 RCW. 

Inspections and investigations. [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 
246-975-290, filed 12/27/90, effective 1/31/91; Order 
1150, § 248-17-240, filed 9/2/76.] Repealed by 93-01-148 
(Order 323), filed 12/23/92, effective 1/23/93. Statutory 
Authority: RCW 43.70.040 and chapters 18.71, 18.73 and 
70.168 RCW. 

First responder qualifications and training. [Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-975-300, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 18.73.080. 84-17- 
036 (Order 2138), § 248-17-250, filed 8/10/84.] Repealed 
by 93-01-148 (Order 323), filed 12/23/92, effective 
1/23/93. Statutory Authority: RCW 43.70.040 and 
chapters 18.71, 18.73 and 70.168 RCW. 

First responder training course contents, ‘registration and 
instructor qualification. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
975-310, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.73.080. 84-17-036 (Order 2138), 6 
248-17-255, filed 8/10/84.] Repealed by 93-01-148 (Order 
323), filed 12/23/92, effective 1/23/93. Statutory Authori- 
ty: RCW 43.70.040 and chapters 18.71, 18.73 and 70,168 
RCW. 
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246-975-350 


246-975-360 


246-975-990 
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First responder— Certification and recertification. [Statuto- 
ry Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-975-320, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 18.73 RCW. 89- 
22-108 (Order 007), § 248-17-260, filed. 11/1/89, effective 
12/2/89. Statutory Authority: RCW 18.73.080. 84-17- 
036 (Order 2138), § 248-17-260, filed 8/10/84.] Repealed 
by 93-01-148 (Order 323), filed 12/23/92, effective 
1/23/93. Statutory Authority: RCW 43.70.040 and 
chapters 18.71, 18.73 and 70.168 RCW. 

Recertification—General requirements. [Statutory Author- 
ity: RCW 43,70.040. 91-02-049 (Order 121), recodified 
as § 246-975-330, filed 12/27/90, effective 1/31/91. 
Statutory Authority: Chapter 18.73 RCW. 89-22-108 
(Order 007), § 248-17-261, filed 11/1/89, effective 
12/2/89.] Repealed by 93-01-148 (Order 323), filed 


12/23/92, effective 1/23/93. Statutory Authority; RCW 


43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
First responder—Reciprocity, challenges and reinstatement. 
[Statutory Authority: RCW 43.70.040, 91-02-049 (Order 
121), recodified as § 246-975-340, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 18.73.080. 84- 
17-036 (Order 2138), § 248-17-265, filed 8/10/84.] 
Repealed by 93-01-148 (Order 323), filed 12/23/92, 
effective 1/23/93. Statutory Authority: RCW 43.70.040 
and chapters 18.71, 18.73 and 70.168 RCW. 

First responder—Scope of care authorized, prohibited. 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 
121), recodified as § 246-975-350, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 18.73.080. 84- 
17-036 (Order 2138), § 248-17-270, filed 8/10/84.] 
Repealed by 93-01-148 (Order 323), filed 12/23/92, 
effective 1/23/93, Statutory Authority: RCW 43.70.040 
and chapters 18.71, 18.73 and 70.168 RCW. 

First responder—Revocation or suspension of certificate. 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 
121), recodified as § 246-975-360, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 18.73.080. 84- 
17-036 (Order 2138), § 248-17-275, filed 8/10/84.] 
Repealed by 93-01-148 (Order 323), filed 12/23/92, 
effective 1/23/93. Statutory Authority: RCW 43.70.040 
and chapters 18.71, 18.73 and 70.168 RCW. 
Ambulances and first-aid vehicles licensing and inspection 
fees. [Statutory Authority: RCW 43.70.040. 91-02-049 
(Order 121), recodified as § 246-975-990, filed 12/27/90, 
effective 1/31/91. Statutory Authority: RCW 43.20B.110. 
89-16-064 (Order 2839), § 440-44-023, filed 7/31/89, 
effective 8/31/89. Statutory Authority: 1982 c 201. 82- 
13-011 (Order 1825), § 440-44-023, filed 6/4/82.] 
Repealed by 93-01-148 (Order 323), filed 12/23/92, 
effective 1/23/93. Statutory Authority: RCW 43.70.040 
and chapters 18.71, 18.73 and 70.168 RCW. 


Chapter 246-977 


ADVANCED LIFE SUPPORT TECHNICIANS 


246-977-001 


246-977-010 


246-977-020 


Declaration of purpose. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
977-001, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.71.205. 78-09-055 (Order 1329), $ 
248-15-010, filed 8/22/78.] Repealed by 93-01-148 (Order 
323), filed 12/23/92, effective 1/23/93. Statutory Authori- 
ty: RCW 43.70.040 and chapters 18.71, 18.73 and 70.168 
RCW. 

Definitions. [Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-977-010, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
18.71.205. 87-19-025 (Order 2532), § 248-15-020, filed 
9/10/87; 84-17-035 (Order 2137), § 248-15-020, filed 
8/10/84; 81-23-016 (Order 1718), § 248-15-020, filed 
11/12/81; 78-09-055 (Order 1329), § 248-15-020, filed 
8/22/78.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority: RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
Medical program director. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
977-020, filed 12/27/90, effective 1/31/91. Statutory 
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246-977-030 


246-977-040 


246-977-050 


246-977-060 


246-977-070 


246-977-080 


246-977-090 


246-977-100 


Authority: RCW 18.71.205. 87-19-025 (Order 2532), § 
248-15-025, filed 9/10/87.] Repealed by 93-01-148 (Order 
323), filed 12/23/92, effective 1/23/93. Statutory Authori- 
ty: RCW 43.70.040 and chapters 18.71, 18.73 and 70.168 
RCW. 

Physician’s trained mobile intravenous therapy techni- 
cian—Airway management technician—Mobile intensive 
care paramedic, selection, general training, and knowledge 
standards, [Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as § 246-977-030, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
18.71.205. 84-17-035 (Order 2137), $ 248-15-030, filed 
8/10/84; 81-23-016 (Order 1718), §.248-15-030, filed 
11/12/81; 78-09-055 (Order 1329), $ 248-15-030, filed 
8/22/78.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority; RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
Physician's trained mobile IV therapy technician— 
Training and knowledge standards. [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 
246-977-040, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.71.205. 89-06-003 (Order 2764), 8 
248-15-040, filed 2/16/89; 78-09-055 (Order 1329), 5 248- 
15-040, filed 8/22/78.] Repealed by 93-01-148 (Order 
323), filed 12/23/92, effective 1/23/93. Statutory Authori- 
ty: RCW 43.70.040 and chapters 18.71, 18.73 and 70.168 
RCW. 

Physician's trained mobile airway management techni- 
cian— Training and knowledge standards. [Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-977-050, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 18.71.205. 89-06- 
003 (Order 2764), 8 248-15-050, filed 2/16/89; 81-23-016 
(Order 1718), $ 248-15-050, filed 11/12/81; 78-09-055 
(Order 1329), § 248-15-050, filed 8/22/78.] Repealed by 
93-01-148 (Order 323), filed 12/23/92, effective 1/23/93, 
Statutory Authority: RCW 43.70.040 and chapters 18.71, 
18.73 and 70.168 RCW. 

Physician's trained mobile intensive care paramedic— 
Training and knowledge standards. [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 
246-977-060, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.71.205. 78-09-055 (Order 1329), $ 
248-15-060, filed 8/22/78.] Repealed by 93-01-148 (Order 
323), filed 12/23/92, effective 1/23/93. Statutory Authori- 
ty: RCW 43.70.040 and chapters 18.71, 18.73 and 70.168 


‘RCW. 


Testing. [Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as § 246-977-070, filed 
12/27/90, effective 1/31/91. Statutory Authority; RCW 
18.71.205. 78-09-055 (Order 1329), $ 248-15-070, filed 
8/22/78.] Repealed by 93-01-148 (Order 323), filed 
12/23/92, effective 1/23/93. Statutory Authority: RCW 
43.70.040 and chapters 18.71, 18.73 and 70.168 RCW. 
Certification and recertification, [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 
246-977-080, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.71.205. 84-17-035 (Order 2137), $ 
248-15-080, filed 8/10/84; 81-23-016 (Order 1718), § 248- 
15-080, filed 11/12/81; 78-09-055 (Order 1329), § 248-15- 
080, filed 8/22/78.] Repealed by 93-01-148 (Order 323). 
filed 12/23/92, effective 1/23/93. Statutory Authority: 
RCW 43.70.040 and chapters 18.71, 18.73 and 70.168 
RCW. 

Certification of individuals who have not completed : 
training course conducted by approved training physician: 
in the state of Washington. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as 8 246- 
977-090, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 18.71.205. 81-23-016 (Order 1718), § 
248-15-091, filed 11/12/81.] Repealed by 93-01-148 
(Order 323), filed 12/23/92, effective 1/23/93. Statutory 
Authority: RCW 43.70.040 and chapters 18.71, 18.73 and 
70.168 RCW. 

Revocation, suspension or modification of certificate. 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 
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121), recodified as § 246-977-100, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 18.71.205. 84- 
17-035 (Order 2137), § 248-15-100, filed 8/10/84; 78-09- 
055 (Order 1329), § 248-15-100, filed 8/22/78.] Repealed 
by 93-01-148 (Order 323), filed 12/23/92, effective 
1/23/93. Statutory Authority: RCW 43.70.040 and 
chapters 18.71, 18.73 and 70.168 RCW. 

Notice of decision—Adjudicative proceeding. (Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-977-110, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 34.05 RCW, RCW 
34.05.220 (1)(a) and 18.71.205. 90-06-019 (Order 039), 
§ 248-15-110, filed 2/28/90, effective 3/1/90. Statutory 
Authority: RCW 18.71.205. 78-09-055 (Order 1329), $ 
248-15-110, filed 8/22/78.] Repealed by 93-01-148 (Order 
323), filed 12/23/92, effective 1/23/93. Statutory Authori- 
ty: RCW 43.70.040 and chapters 18.71, 18.73 and 70.168 
RCW. 


246-977-110 


Chapter 246-01 WAC 
‘DESCRIPTION AND ORGANIZATION 


WAC 

246-01-001 Purpose and authority. 

246-01-010 Definitions. 

246-01-020 Functions. 

246-01-030 Secretary. 

246-01-040 Department and professional boards—Relationship. 

246-01-050 Department and state board of health—Relationship. 

246-01-060 Department and local health departments/districts— 
Relationship. 

246-01-070 Department and health professions resource commit- 
tee—Relationship. 

246-01-080 Organization. 

246-01-090 Consumer assistance. 

246-01-100 Current address. 


WAC 246-01-001 Purpose and authority. (1) The 
purpose of this chapter is to describe the department of 
health and the general course and method of its operations. 
This chapter is adopted pursuant to RCW 34.05.220 and 
42.17.250, and chapter 43.70 RCW. 

(2) The department of health is charged with preserving 
public health, monitoring health care costs, maintaining 
minimal standards for quality in health care delivery, and 
generally overseeing and planning the state’s activities as 
they relate to the health of its citizenry. 


[Statutory Authority: RCW 43.70.050. 93-08-004 (Order 346), § 246-01- 
001, filed 3/24/93, effective 4/24/93.] ` 


WAC 246-01-010 Definitions. As used in this 
chapter: 

(1) "Department" means the department of health. 

(2) "Secretary" means the secretary of the department of 
health or the secretary’s designee. 


[Statutory Authority: RCW 43.70.050. 93-08-004 (Order 346), § 246-01- 
010, filed 3/24/93, effective 4/24/93.] 


WAC 246-01-020 Functions. The department 
balances its three core functions to accomplish its mission: 

(1) Assessment. To regularly assess state health needs 
and resources, the department shall: 

(a) Collect data on health status, personal health 
services, and the environment; 

(b) Address major health problems in the state or 
community and population groups at greatest risk; availabili- 
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ty and quality of service; resource availability; and the 
primary concerns of both citizens and providers; and 

(c) Make budget and program revisions based on this 
assessment, 

(2) Policy development. To develop and implement 
sound public policy, the department includes: 

(a) Knowledge gained from assessment; 

(b) Consideration of the political, organizational, and 
community environments; 

(c) Citizen participation; and 

(d) Cooperation with the state board of health and other 
state and local agencies. 

(3) Assurance. To ensure the capacity of public health 
agencies to manage day-to-day operations and to respond to 
public health emergencies, the department shall: 

(a) Provide direct support when costs to replicate 
services in each local area would be prohibitive, 

(b) Provide technical assistance when services can be 
provided more effectively by local health agencies; and 

(c) Provide quality service. 


[Statutory Authority: RCW 43.70.050. 93-08-004 (Order 346), $ 246-01- 
020, filed 3/24/93, effective 4/24/93.] 


WAC 246-01-030 Secretary. (1) The secretary is 
appointed by, and serves at the pleasure of, the governor. In 
addition to other powers, the secretary may: 

(a) Adopt rules; 

(b) Appoint advisory committees on areas of emerging 
concern; 

(c) Undertake studies, research, and analyses; 

(d) Delegate powers, duties, and functions; 

(e) Enter into contracts on behalf of the department; and 

(f) Act for the state in the initiation of, or the participa- 
tion in, intergovernmental programs. 

(2) In case of the absence or disability of the secretary, 
or in case the office of secretary becomes vacant, the deputy 
secretary shall have full charge and supervision of the 
department and shall have the same power and authority to 
act as the secretary. 

(3) In the case of the absence or disability of the 
secretary and the deputy secretary, the person designated 
"acting secretary" shall have the same power and authority 
to act as the secretary. If no person has been so designated, 
then the power to act as acting secretary shall be vested in 
any of the assistant secretaries designated in WAC 246-01- 
080, in the order in which they are listed therein. 


[Statutory Authority: RCW 43.70.050. 93-08-004 (Order 346), $ 246-01- 
030, filed 3/24/93, effective 4/24/93.] 


WAC 246-01-040 Department and professional 
boards—Relationship. The department works with the 
following professional boards, commissions, committees, and 
councils which have varying degrees of statutory authority, 
ranging from advisory powers to rule adoption and disciplin- 
ary powers: 

Health professions quality assurance committee. 

Chiropractic quality assurance commission. 

Dental quality assurance commission. 

Dental hygiene examining committee. 

Board of denture technology. 

Dispensing opticians examining committee. 
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Board on fitting and dispensing of hearing aids. 
Massage examining board. 
' Medical quality assurance commission. 
Mental health quality assurance council. 
Midwifery advisory committee. 
Naturopathic advisory committee. 
Nursing home administrators board. 
Nursing care quality assurance commission. 
Board of occupational therapy. 
Optometry board. 
Board of osteopathic medicine and surgery. 
Board of pharmacy. 
Board of physical therapy. 
Podiatry board. 
Examining board of psychology. 
Sex offender treatment provider advisory committee. 
Veterinary board of governors. 
[Statutory Authority: RCW 43.70.040. 95-10-043, $ 246-01-040, filed 


5/1/95, effective 6/1/95. Statutory Authority: RCW 43.70.050. 93-08-004 
(Order 346), § 246-01-040, filed 3/24/93, effective 4/24/93.] 


WAC 246-01-050 Department and state board of 
health—Relationship. (1) The secretary serves as a 
member of the state board of health. 

(2) The state board of health may advise the secretary 
on health policy issues pertaining to the department and the 
state. 

(3) The state board of health has statutory authority to 
adopt rules to protect the public health, and may delegate 
this authority to the secretary and rescind such delegated 
authority. 

(4) The department enforces the rules, regulations, and 
orders of the state board of health. 


[Statutory Authority: RCW 43.70.050. 93-08-004 (Order 346), $ 246-01- 
050, filed 3/24/93, effective 4/24/93.] 


WAC 246-01-060 Department and local health 
departments/districts—Relationship. (1) The department 
works with local health departments/districts in partnership 
to promote public health. 

(2) The department provides notification of outbreaks 
and epidemics of disease that may occur and advises local 
departments/districts of the measures necessary to prevent 
and control such outbreaks and epidemics. 

(3) Upon the request of a local health officer, the 
department may take legal action to enforce public health 
laws, rules, and regulations of the state board of health or 
local rules and regulations within the jurisdiction served by 
the local health department, and may institute any civil legal 
proceeding authorized by state law. 


[Statutory Authority: RCW 43.70.050. 93-08-004 (Order 346), 8 246-01- 
060, filed 3/24/93, effective 4/24/93.] 


WAC 246-01-070 Department and health profes- 
sions resource committee—Relationship. (1) The health 
professions resource committee is comprised of representa- 
tives of the department, department of social and health 
services, higher education coordinating board, state board for 
community and technical colleges, and office of the superin- 
tendent of public instruction. 
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(2) The department serves as the lead administrative 
agency for the health professions resource committee. 

(3) The health professions resource committee shall 
develop a state-wide plan which identifies health personnel 
shortages and contains policies, designs, and strategies to 
implement activities to address and alleviate those shortages. 


[Statutory Authority: RCW 43.70.050. 93-08-004 (Order 346), 8 246-01- 
070, filed 3/24/93, effective 4/24/93.] 


WAC 246-01-080 Organization. (1) The department 
is headed by the secretary. The office of the secretary 
provides overall agency management, and is comprised of 
the secretary, deputy secretary, state health officer, policy 
and planning, legislative and constituent relations, minority 
affairs, and the communications office. 

(2) Six assistant secretaries direct specific programs 
within the department. 

(a) The assistant secretary for epidemiology and health 
statistics: 

(i) Collects and analyzes data that provides information 
about the health of the population, hospital costs, hospital 
diagnosis and procedures; 

(ii) Collects information on all births, deaths, marriages, 
and divorces within the state and makes official documenta- 
tion of these events available to the public; 

(iii) Conducts surveillance of communicable and 
noncommunicable diseases and other health-related events. 
Investigates disease outbreaks, epidemics, and clusters; 
provides technical assistance and advice in developing and 
implementing prevention/control programs; provides expert 
consultation to local health departments on epidemiologically 
impacted issues and, when necessary, directs support for 
responding to emergent public health situations; 

(iv) Develops a health services information system that 
supports the implementation of health reform as envisioned 
under the Health Services Act of 1993, and monitors the 
effectiveness of the reformed health care environment; 

(v) Monitors the consistency, quality, continuity, and 
comprehensiveness of the department's health assessment 
activities, including disease surveillance and program 
evaluation; 

(iv) Provides a scientific basis for health policy and 
program management decisions within the department and, 
when requested, to local health departments. 

(b) The assistant secretary for health systems quality 
assurance: 

(1) Administers laws and enforces rules, regulations, and 
standards for the following professions: 


Acupuncturists 

Airway management technicians 
Animal technicians 

Chiropractic x-ray technicians 
Controlled substance researchers 
Counselors/registered & certified 
Dental hygienists 

Dentists 

Denturists 
Dieticians/nutritionists 
Dispensing opticians 

Doctors of chiropractic 

Drug manufacturers & wholesalers 
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Emergency medical technicians 
First responders 

Health care assistants 

Hearing aid fitters 

Intravenous technicians 

Legend drug sample distributors 
Massage practitioners 

Midwives 

Naturopathic physicians 

Nursing assistants 

Nursing home administrators 
Nursing pools 

Occupational therapists 
Occupational therapists’ assistants 
Ocularists 

Optometrists 

Osteopathic physicians and surgeons 
Osteopathic physicians’ assistants 
Osteopathic physicians’ acupuncture assistants 
Pharmacists 

Paramedics 

Pharmacy assistants 

Physical therapists 

Physicians and surgeons 
Physician assistants 

Podiatric physicians and surgeons 
Practical nurses 

Psychologists 

Radiological technologists 
Registered nurses 

Respiratory care practitioners 

Sex offender treatment providers 
Veterinarians 

Veterinary med clerks 

X-ray technicians 


(ii) Sets standards, inspects, licenses, or certifies, 
provides consultation, and reviews and approves construction 
of new buildings, alterations, additions, and conversions of 
health and residential care facilities for: 


Acute care hospitals 

Adult residential rehabilitation centers 
Alcoholism treatment facilities 
Alcoholism hospitals 

Ambulatory surgery centers 

Boarding homes 

Childbirth centers 

Child day care centers 

Comprehensive outpatient rehabilitation 
Department of corrections facilities 
Juvenile rehabilitation facilities 

End stage renal disease centers 

Eye banks 

Ferry systems 

Group care facilities for children 

Home health care agencies 

Home care agencies 

Hospice agencies 

Hospice care facilities 

Occupational therapist-independent practice 
Outpatient physical therapy/speech pathology 
Physical therapist-independent practice 
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Private adult treatment homes 
Psychiatric hospitals 

Residential treatment facilities for psychiatrically impaired 
children & youth 

Rural health care facilities 

Rural health care clinics 

Soldiers' home 

State school for the blind 

State school for the deaf 

State hospitals for the mentally ill 
Temporary worker housing 
Transient accommodations 
Veterans’ home 


(iii) Regulates the development of various new health 
care facilities and services based on community need, 
financial feasibility, cost containment, and quality of care; 

(iv) Establishes and promotes a system of emergency 
medical and trauma services, which includes: Developing, 
evaluating, and monitoring training programs; licensing and 
inspection; and technical assistance for a comprehensive 
state-wide integrated emergency medical system; and 

(v) Regulates clinical laboratory testing sites and 
practices. 

(c) The assistant secretary for community and family 
health is responsible for assessing the health status of 
Washington state citizens regarding disease, injury, and 
nutrition; developing policy based on those assessments that 
will prevent disease, premature death and disability, and will 
promote health lifestyles and environments; and assuring 
access to quality services consistent with approved policy in 
the following areas: 

(i) Comprehensive planning for health services for 
children and adolescents and their families and primary 
caretakers, including parenting education, nutrition consulta- 
tion, oral health programs, teen pregnancy prevention and 
immunizations; 

(ii) A continuum of services designed for infants or 
children with, or at risk for, special health care needs and 
their families; 

(iii) High quality low cost, comprehensive family 
planning and reproductive health care services; I 

(iv) Health and support services for pregnant women, 
lactating and other post-partum women, and infants; 

(v) Supplemental foods, nutrition education, and referral 
for health services for eligible pregnant women, lactating and 
other post-partum women, and infants and children at risk; 

(vi) Programs to control the complications of diabetes 
and to identify and develop interventions for the prevention 
of death and disability from intentional and unintentional 
injury; 

(vii) Public education and marketing campaigns on a 
spectrum of health related topics; programs which develop 
and supply health and safety educationa] materials to 
schools, local health, and community agencies; 

(viii) Surveillance and services designed to reduce death 
and disease related to cancer, heart disease and stroke by 
providing public education/awareness programs, screening 
projects, professional education, and development of commu- 
nity coalitions; ! 

(ix) Surveillance and services that interrupt the transmis- 
sion of human immunodeficiency virus (HIV) and other 
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sexually transmitted diseases (STD), and reduce associated 
morbidity and mortality by planning, as well as supporting 
the individual rights and human dignity of those infected and 
those considered at risk; and 

(x) Surveillance and services that reduce the morbidity 
and mortality due to tuberculosis and vaccine-preventable 
disease. 

(d) The assistant secretary for environmental health 
provides training, public education services, and technical 
assistance to local health agencies and other agencies; and 
provides direct surveillance, monitoring, and enforcement 
activities to prevent, control, and abate health hazards and 
nuisances related to: 

(i) Contaminated shellfish; 

Gi) Contamination due to illegal drug manufacturing and 
storage; 

(iii) Disease-carrying insects and rodents; 

(iv) Disposal of solid and liquid wastes; 

(v) Food service sanitation; 

(vi) On-site sewage disposal; 

(vii) Public drinking water systems; 

(viii) Ionizing radiation; 

(ix) Schools, campgrounds, and parks; 

(x) Toxic substance exposure; and 

(xi) Water recreation facilities. 

(e) The assistant secretary for public health laborato- 
ries oversees laboratories that aid in the diagnosis, treatment, 
and prevention of various diseases by: 

(i) Testing and analyzing clinical and environmental 
specimens and samples including food, food products, 
shellfish, drinking water, and seawater; 

(ii) Testing to detect certain treatable metabolic disor- 
ders in newborns; 

(iii) Testing for radioactivity in materials, mine tailings, 
and ores; and 

(iv) Performing inorganic and organic chemical analyses 
on drinking water, and other environmental samples such as 
soil, paint chips, ceramics and potteries, beverages, food, and 
others. 

(f) The assistant secretary for management services 
provides administrative, financial, contracting, facility 
information processing, and human resource services to the 
department’s operating programs. 

(3)(a) Each assistant secretary is hereby delegated 
authority to administer the programs within their respective 
areas of responsibility, including, without limitation, the 
authority to sign documents on behalf of the secretary and 
the department. Each assistant secretary is authorized to 
further delegate his or her authority to such persons and in 
such manner as deemed necessary or appropriate in the 
management of the department's business. 

(b) In the absence of the secretary, the following are 
authorized to act on behalf of the department: 

(i) The deputy secretary; 

(ii) In the absence of the deputy secretary, the state 
health officer; 

(iii) In the absence of the state health officer, the 
assistant secretary for management services; 

(iv) In the absence of all of the foregoing, any assistant 
secretary. ! i 

(c) Any person designated as "acting" in a position 
described in this section shall have the same authority while 
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so designated as if she or he had been appointed to fill the 
position on a permanent basis. 
[Statutory Authority: RCW 43.70.040. 95-10-043, § 246-01-080, filed 


5/1/95, effective 6/1/95. Statutory Authority: RCW 43.70.050. 93-08-004 
(Order 346), § 246-01-080, filed 3/24/93, effective 4/24/93.] 


WAC 246-01-090 Consumer assistance. (1) The 
department provides a consumer assistance state-wide toll- 
free hotline. Consumer assistance personnel assist the public 
with information, concerns, or complaints about the depart- 
ment and serve as advocates for consumers who. are com- 
plainants or witnesses in a licensing or disciplinary proceed- 
ing. The health consumer assistance line is 1-800-525-0127; 
its mailing address is P.O. Box 47891, Olympia, WA 98504- 
7891. 

(2) The public may send submissions or written requests 
for information concerning the course and method of the 
department's operation to: Rules Coordinator, Management 
Services, 1300 S.E. Quince Street, P.O. Box 47902, Olym- 
pia, WA 98504-7902. 


[Statutory Authority: RCW 43.70.050. 93-08-004 (Order 346), § 246-01- 
090, filed 3/24/93, effective 4/24/93.] 


WAC 246-01-100 Current address. (1) Each person 
having a license issued by the department, each applicant for 
such a license, each recipient of benefits administered by the 
department, and each applicant for such benefits shall 
provide a current mailing address at the time of making 
application or reapplication. 

(2) It is the responsibility of any such person to advise 
the appropriate office of the department in writing of any 
change in the address provided to the department. 

(3) All official correspondence between the department 
and persons covered in this section shall be addressed to the 
most recent address provided to the department in writing by 
such person. 

(4) For the purpose of this section, the term "license" 
shall have the meaning set forth in WAC 246-10-102. 


[Statutory Authority: RCW 43.70.050. 93-08-004 (Order 346), $ 246-01- 
100, filed 3/24/93, effective 4/24/93.] 


Chapter 246-03 WAC 
STATE ENVIRONMENTAL POLICY ACT— 


GUIDELINES 

WAC 

246-03-001 Purpose. 

246-03-010 Definitions. 

246-03-020 Adoption by reference. 

246-03-030 Timing and procedures for specified major actions. 

246-03-040 Exemptions for emergency actions. 

246-03-050 Determination of lead agency and responsible official. 

246-03-060 Recommended timing for threshold determination. 

246-03-070 Threshold determination process. 

246-03-080 Adjudicative proceeding. 

246-03-090 Scoping. 

246-03-100 Issuance of draft EIS. 

246-03-110 Policies and procedures for conditioning or denying 
permits or other approvals. 

246-03-120 Public hearings. 

246-03-130 Responsibilities of the department as a consulted agen- 
cy. 

246-03-140 SEPA committee. 

246-03-150 SEPA public information. 
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246-03-160 Severability. 

WAC 246-03-001 Purpose. This chapter implements 
the state-wide rules in chapter 197-11 WAC as they apply to 
the department of health. These rules are promulgated under 
RCW 43.21C.120 (the State Environmental Policy Act) and 
chapter 197-11 WAC (SEPA rules). 


(Statutory Authority: RCW 43.70.040. 91-02-050 (Order 122), § 246-03- 
001, filed 12/27/90, effective 1/31/91.) 


WAC 246-03-010 Definitions. In addition to the 
definitions contained in WAC 197-11-700 through 197-11- 
799, the following terms shall have the listed meanings: 

Acting agency means an agency with jurisdiction which 
has received an application for a license, or which is 
proposing an action. 

Agency guidelines shall mean chapter 246-03 WAC. 

Department shall mean the department of health. 

Environmental report shall mean a document prepared 
by the applicant, when required by the department, for use 
in the preparation of a draft EIS. 

Licensing means the agency process in granting, 
renewing or modifying a license. 

Private applicant means any person or entity, other than 
an agency as defined in this section, applying for a license 
from an agency. 

Secretary shall mean the secretary of the department of 
health. 

SEPA committee means the departmental committee 
which oversees the department's SEPA activities. The 
committee's composition and responsibilities are outlined in 
WAC 246-03-140. 

SEPA guidelines shall mean chapter 197-11 WAC. 


[Statutory Authority: RCW 43.70.040. 91-02-050 (Order 122), $ 246-03- 
010, filed 12/27/90, effective 1/31/91.) 


WAC 246-03-020 Adoption by reference. The 
department of health adopts the following sections or 
subsections of chapter 197-11 WAC by reference: 


WAC 


197-11-010 
197-11-020 
197-11-030 
197-11-040 
197-11-050 
197-11-055 
197-11-060 
197-11-070 
197-11-080 
197-11-090 
197-11-100 
197-11-300 
197-11-305 
197-11-310 
197-11-315 
197-11-330 
197-11-335 
197-11-340 
197-11-350 


Authority. 

Purpose. 

Policy. 

Definitions. 

Lead agency. 

Timing of the SEPA process. 

Content of environmental review. 
Limitations on actions during SEPA process. 
Incomplete or unavailable information. 
Supporting documents. 

Information required of applicants. 
Purpose of this part. 

Categorical exemptions. 

Threshold determination required. 
Environmental checklist. 

Threshold determination process. 
Additional information. 

Determination of nonsignificance (DNS). 
Mitigated DNS. 
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197-11-390 
197-11-400 
197-11-402 
197-11-405 
197-11-406 
197-11-408 
197-11-410 
197-11-420 
197-11-425 
197-11-430 
197-11-435 
197-11-440 
197-11-442 
197-11-443 
197-11-444 
197-11-448 
197-11-450 
197-11-455 
197-11-460 
197-11-500 
197-11-502 
197-11-504 


197-11-508 
197-11-510 
197-11-535 
197-11-545 
197-11-550 
197-11-560 
197-11-570 
197-11-600 


197-11-610 
197-11-620 


197-11-625 
197-11-630 
197-11-635 
197-11-640 
197-11-650 
197-11-655 
197-11-660 
197-11-680 
197-11-700 
197-11-702 
197-11-704 
197-11-706 
197-11-708 
197-11-710 
197-11-712 
197-11-714 
197-11-716 
197-11-718 
197-11-720 
197-11-722 
197-11-724 
197-11-726 
197-11-728 
197-11-730 
197-11-732 


Chapter 246-03 


Determination of significance (DS)/initiation of 
scoping. 

Effect of threshold determination. 
Purpose of EIS. 

General requirements. 

EIS types. 

EIS timing. 

Scoping. 

Expanded scoping. (Optional) 

EIS preparation. 

Style and size. 

Format. 

Cover letter or memo. 

EIS contents. 

Contents of EIS on nonproject proposals. 
EIS contents when prior nonproject EIS. 
Elements of the environment. 
Relationship of EIS to other considerations. 
Cost-benefit analysis. 

Issuance of DEIS. 

Issuance of FEIS. 

Purpose of this part. 

Inviting comment. 

Availability and cost of environmental docu- 
ments. 

SEPA register. 

Public notice. 

Public hearings and meetings. 

Effect of no comment. 

Specificity of comments. 

FEIS response to comments. 

Consulted agency costs to assist lead agency. 
When to use existing environmental docu- 
ments. 

Use of NEPA documents. 

Supplemental environmental impact state- 
ment—Procedures. 
Addenda—Procedures. 
Adoption—Procedures. 

Incorporation by reference—Procedures. 
Combining documents. 

Purpose of this part. 

Implementation. 

Substantive authority and mitigation. 
Appeals. 

Definitions. 

Act. 

Action. 

Addendum. 

Adoption. 

Affected tribe. 

Affecting. 

Agency. 

Applicant. 

Built environment. 

Categorical exemption. 

Consolidated appeal. 

Consulted agency. 

Cost-benefit analysis. 

County/city. 

Decision maker. 

Department. 
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197-11-734 Determination of nonsignificance (DNS). 

197-11-736 Determination of significance (DS). 

197-11-738 EIS. 

197-11-740 Environment. 

197-11-742 Environmental checklist. 

197-11-744 Environmental document. 

197-11-746 Environmental review. 

197-11-748 Environmentally sensitive area. 

197-11-750 Expanded scoping. 

197-11-752 Impacts. 

197-11-754 Incorporation by reference. 

197-11-756 Lands covered by water. 

197-11-758 Lead agency. 

197-11-760 License. 

197-11-762 Local agency. 

197-11-764 Major action. 

197-11-766 Mitigated DNS. 

197-11-768 Mitigation. 

197-11-770 Natural environment. 

197-11-772 NEPA. 

197-11-774 Nonproject. 

197-11-776 Phased review. 

197-11-778 Preparation. 

197-11-780 Private project. 

197-11-782 Probable. 

197-11-784 Proposal. 

197-11-786 Reasonable alternative. 

197-11-788 Responsible official. 

197-11-790 SEPA. 

197-11-792 Scope. 

197-11-793 Scoping. 

197-11-794 Significant. 

197-11-796 State agency. 

197-11-797 Threshold determination. 

197-11-799 Underlying governmental action. 

197-11-800 Categorical exemptions. 

197-11-810 Exemptions and nonexemptions applicable to 
specific state agencies. 

197-11-820 Department of licensing. 

197-11-845 Department of social and health services. 

197-11-880 Emergencies. 

197-11-890 Petitioning DOE to change exemptions. 

197-11-900 Purpose of this part. 

197-11-902 Agency SEPA policies. 

197-11-904 Agency SEPA procedures. 

197-11-906 Content and consistency of agency procedures. 

197-11-908 Environmentally sensitive areas. 

197-11-910 Designation of responsible official. 

197-11-912 Procedures on consulted agencies. 

197-11-914 SEPA fees and costs. 

197-11-916 Application to ongoing actions. 

197-11-917 Relationship to chapter 197-10 WAC. 

197-11-918 Lack of agency procedures. 

197-11-920 Agencies with environmental expertise. 

197-11-922 Lead agency rules. 

197-11-924 Determining the lead agency. 

197-11-926 Lead agency for governmental proposals. 

197-11-928 Lead agency for public and private proposals. 

197-11-930 Lead agency for private projects with one 
agency with jurisdiction. 
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197-11-932 Lead agency for private projects requiring 
licenses from more than one agency, when one 
of the agencies is a county/city. 

197-11-934 Lead agency for private projects requiring 
licenses from a local agency, not a county/city, 
and one or more state agencies. 

197-11-936 Lead agency for private projects requiring 
licenses from more than one state agency. 

197-11-938 Lead agencies for specific proposals. 

197-11-940 Transfer of lead agency status to a state 
agency. 

197-11-942 Agreements on lead agency status. 

197-11-944 Agreements on division of lead agency duties. 

197-11-946 DOE resolution of lead agency disputes. 

197-11-948 Assumption of lead agency status. 

197-11-950 Severability. 

197-11-955 Effective date. 

197-11-960 Environmental checklist. 

197-11-965 Adoption notice. 

197-11-970 Determination of nonsignificance (DNS). 

197-11-980 Determination of significance and scoping 
notice (DS). 

197-11-985 Notice of assumption of lead agency status. 

197-11-990 Notice of action. 


[Statutory Authority: RCW 43.70.040. 91-02-050 (Order 122), § 246-03- 
020, filed 12/27/90, effective 1/31/91.] 


WAC 246-03-030 Timing and procedures for 
specified major actions. (1) Regulations and licenses 
relating to radioactive material. 

(a) Scope of major action. 

(i) Regulations relating to radioactive material shall 
include the adoption or amendment by the department of any 
regulations incorporating general standards for issuance of 
licenses authorizing the possession, use and transfer of 
radioactive material pursuant to RCW 70.98.080, and 
70.121.030. 

(ii) The issuance, revocation or suspension of individual 
licenses under RCW 70.98.080 shall be exempt. However, 
the following licenses shall not be exempt: Licenses to 
operate low level waste burial facilities or licenses to operate 
or expand beyond design capacity mineral processing 
facilities, or their tailings areas, whose products, or byprod- 
ucts, have concentrations of naturally occurring radioactive 
materials in excess of exempt concentrations as specified in 
WAC 246-232-010. 

(b) Timing of SEPA requirements for regulations for 
radioactive material. 

(1) A final EIS or determination of nonsignificance, 
whichever is determined appropriate by the lead agency's 
responsible official, shall be completed for proposed regula- 
tions relating to radioactive material prior to the hearing 
preceding final adoption of such regulations. 

(ii) The responsible official shall mail to the department 
of ecology headquarters office in Olympia for listing in the 
"SEPA register" (see WAC 197-11-508) a copy of any 
determination of nonsignificance, a copy of the draft EIS, 
and a copy of the final EIS. Copies of the draft EIS shall 
also be mailed to those agencies identified in WAC 197-11- 
455, and of the final EIS to those agencies identified in 
WAC 197-11-460. The responsible official shall also give 
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public notice in the form and manner specified in RCW 
43.21C.080 of the determination of nonsignificance or final 
EIS. 

(c) Timing of SEPA requirements for licenses for 
uranium or thorium mills or radioactive waste burial facili- 
ties. 

(i) The applicant shall be responsible for completing an 
environmental checklist, furnishing additional information 
needed by the department to make the threshold determina- 
tion, and preparing an environmental report regarding the 
environmental impact of proposed activities for independent 
evaluation by the department, prior to issuance of a draft EIS 
by the responsible official. The environmental report shall 
be submitted within ninety days following determination of 
significance. The following material presents a more 
detailed description of the responsibilities of the private 
applicant as well as of the responsible official. 

(ii) The applicant shall be responsible for contacting the 
responsible official during the early stages of the applicants 
planning activities to obtain an outline of SEPA require- 
ments. 

(iii) Thereafter the private applicant shall be responsible 
for preparation of an environmental checklist. The responsi- 
ble official shall review each environmental checklist and, 
within fifteen days of the responsible official's receipt of the 
checklist, shall prepare and issue either a determination of 
nonsignificance as per WAC 197-11-340 or a determination 
of significance as per WAC 197-11-360. 

(iv) When the responsible official has issued a determi- 
nation of nonsignificance, the official shall send the determi- 
nation and environmental checklist to the applicant and to all 
agencies with jurisdiction for review and comment as per 
WAC 197-11-340. 

(v) When the responsible official makes a determination 
of significance, the preparation of an environmental report 
shall be completed in a manner consistent with the require- 
ments for a draft EIS and shall be the responsibility of the 
private applicant. If the applicant desires, he may contract 
with an outside consultant for the preparation of the environ- 
mental report. The department may also contract with an 
outside consultant for the preparation of a draft or final EIS. 
The department or the department's contracted consultant 
will independently evaluate the environmental report and be 
responsible for the reliability of any information used in the 
draft or final EIS. Unless the scope or complexity of the 
proposal indicates otherwise, the final EIS shall be issued as 
described in WAC 197-11-460(6). 

(vi) The responsible official shall request review of the 
draft EIS from the agencies listed in WAC 197-11-455 and 
from such other agencies as he determines. 

(vii) The responsible official shall mail a copy of the 
draft EIS to the department of ecology headquarters in 
Olympia for listing in the "SEPA register" (see WAC 197- 
11-508) and also to those agencies listed in WAC 197-11- 
455. 

(viii) When the responsible official determines that 
substantial changes are needed or that new information has 
become available, the preparation of an amended or new 
environmental report is the responsibility of the private 
applicant. 

(ix) The responsible official shall mail a copy of the 
final EIS to the department of ecology headquarters office in 
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Olympia for listing in the "SEPA register" (see WAC 197- 
11-508). The responsible official shall also mail copies of 
the final BIS to those agencies specified in WAC 197-11-460 
and shall give public notice of the completion of the final 
EIS in the form and manner specified in RCW 43.21C.080. 

(2) Water system plans for public water systems as 
per WAC 246-290-100 and RCW 70.116.050. 

(a) Scope of major action. Water system plans are 
plans developed and submitted to the department for review 
and approval pursuant to WAC 246-290-100 and RCW 
70.116.050. f 

(b) Timing and procedures for water system plans 
prepared by private applicants. 

(i) In general, when a private applicant has prepared a 
water system plan for review and approval by the depart- 
ment, the private applicant shall be responsible for complet- 
ing an environmental checklist, furnishing additional infor- 
mation needed by the department to make the threshold 
determination, and preparing the draft and final EIS under 
the direction of the responsible official. The following 
material presents a more detailed description of the responsi- 
bilities of the private applicant as well as the responsible 
official. 

(ii) Follow steps outlined in subsection (1)(c)(ii) through 
(iv) of this section. 

(iii) When the responsible official makes a determina- 
tion of significance, the preparation of a draft and final EIS 
shall be in compliance with WAC 197-11-400 through 197- 
11-620 and shall be the responsibility of the private appli- 
cant. If the applicant desires, he may contract with an 
outside consultant for preparation of the draft or final EIS. 
Unless the scope or complexity of the proposal indicates 
otherwise, the final EIS shall be completed within sixty days 
of the end of the comment period for the draft EIS. 

(iv) See subsection (1)(c)(vi) and (vii) of this section. 

(v) When the responsible official determines that 
substantial changes are needed or that new information has 
become available, the preparation of an amended or a new 
draft EIS is the responsibility of the private applicant. 

(vi) See subsection (1)(c)(ix) of this section. 

(vii) Every water system plan submitted by a private 
applicant to the department for review and approval shall be 
accompanied by either a determination of nonsignificance or 
a final EIS. 

(c) Timing and procedure for water system plans 
prepared by agencies. Every water system plan submitted by 
an agency to the department for review and approval shall be 
accompanied by either a determination of nonsignificance or 
a final EIS. 

(3) New public water supply systems and major 
extensions of existing public water supply systems. 

(a) Scope of major action. The approval of engineering 
reports or plans and specifications pursuant to chapter 246- 
290 WAC for all surface water source development, all 
water system storage facilities greater than one-half million 
gallons, new transmission lines longer than one thousand feet 
and larger than eight inches in diameter located in new rights 
of way and major extensions to existing water distribution 
systems involving use of pipes greater than eight inches in 
diameter, which are designed to increase the existing service 
area by more than one square mile. 
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(b) Timing and procedures for projects proposed by 
private applicants. 

(i) In general, when a private applicant seeks the 
approval of the department for a new public water supply or 
a major extension to an existing public water supply, the 
private applicant shall be responsible for completing an 
environmental checklist, furnishing additional information 
needed by the department to make the threshold determina- 
tion, and preparing the draft and final EIS under the direc- 
tion of the responsible official. The following material 
presents a more detailed description of the responsibilities of 
the private applicant as well as of the responsible official. 

(ii) Follow steps outlined in subsection (1)(c)(ii) through 
(iv) of this section. 

(iii) See subsection (2)(b)iii) of this section. 

(iv) See subsection (1)(c)(vi) and (vii) of this section. 

(v) See subsection (2)(b)(v) of this section. 

(vi) See subsection (1)(c)(ix) of this section. 

(vii) Whenever preliminary engineering reports, or plans 
and specifications for a new public water supply system or 
a major extension to an existing public water supply system 
are submitted by a private applicant to the secretary for 
review and approval pursuant to chapter 246-290 WAC, 
these reports, plans and specifications shall be accompanied 
by a determination of nonsignificance or a final EIS. 

(c) Timing and procedures for projects proposed by an 
agency. Whenever preliminary engineering reports, plans 
and specifications for a new public water supply system or 
a major extension to an existing public water supply system 
are submitted by an agency to the secretary for review and 
approval pursuant to chapter 246-290 WAC, these reports, 
plans and specifications shall be accompanied by a determi- 
nation of nonsignificance or a final EIS. 

(4) Certificates of need. 

(a) Scope of major action. Certificate of need applica- 
tions are subject to SEPA requirements whenever the 
applicant proposes to construct a new hospital or to construct 
major additions to the existing service capacity of such an 
institution: Provided, That such applications are not subject 
to SEPA requirements when the proposed construction 
consists of additions which provide less than twelve thou- 
sand square feet of floor area and with associated parking 
facilities designed for forty automobiles or less: Provided 
further, That certificate of need applications for "substantial 
acquisitions" are not subject to SEPA requirements. 

(b) Timing and procedures for hospital certificates of 
need. Where a state or local agency other than the depart- 
ment is lead agency for hospital construction, the department 
shall not issue a certificate of need approving this hospital 
construction until the applicant has supplied it with a 
determination of nonsignificance or a final EIS, and until 
seven days after the issuance by the lead agency of any final 
BIS. Nothing in this subsection shall preclude the depart- 
ment from making a commitment to issue a certificate of 
need to an applicant subject to the timely receipt of an 
appropriate environmental impact statement or determination 
of nonsignificance. 

(5) Approval of sewerage general plans and/or water 
general plans described in RCW 36.94.010. 

(a) Scope of major action. Sewerage general plans and 
water general plans shall mean and include those described 
in RCW 36.94.010. 
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(b) Timing and procedures for water general plans. 
Every water general plan submitted by a county to the 
department for review and approval shall be accompanied by 
either a determination of nonsignificance or a final EIS. 

(6) Plans and specifications for new sewage treat- 
ment works or for major extensions to existing sewage 
treatment works pursuant to chapter 246-271 WAC. 

Scope of major action. Plans and specifications for new 
sewage treatment works or for major extensions to existing 
sewage treatment works are those which are reviewed and 
approved by the department pursuant to WAC 246-271-050. 

(7) Construction of any building, facility or other 
installation for the purpose of housing department 
personnel or for prisons or for fulfilling other statutorily 
directed or authorized functions. 

(a) Scope of major action. The construction of build- 
ings, facilities or other installations for the purpose of 
housing department personnel or for other authorized 
functions shall be subject to SEPA requirements, but such 
construction shall not be subject to SEPA requirements when 
it consists of additions which provide less than twelve 
thousand square feet of floor area and with associated 
parking facilities designed for forty automobiles or less. 

(b) Timing and procedures. 

(i) The responsible official shall, prior to the request for 
construction bids, prepare an environmental checklist for 
each construction project of the type described in (a) of this 
subsection. 

(ii) Within fifteen days of the request for construction 
bids, the responsible official shall make (A) a written 
declaration of nonsignificance where the responsible official 
determines that the proposed construction will not have a 
significant adverse environmental impact or (B) a written 
declaration of significance where the responsible official 
determines that the proposed construction will have a 
significant adverse environmental impact. 

(iii) Where the responsible official has made a determi- 
nation of significance, the preparation of the draft and final 
EIS shall be in compliance with WAC 197-11-400 through 
197-11-620, and shall be the responsibility of the responsible 
official. Unless the scope or complexity of the proposal 
indicates otherwise, the final EIS shall be completed within 
sixty days of the end of the comment period for the draft 
EIS. 

(iv) See subsection (1)(c)(vi) of this section. 

(v) The responsible official shall mail to the department 
of ecology headquarters office in Olympia for listing in the 
"SEPA register" a copy of any determination of nonsignifi- 
cance, a copy of the draft EIS, and a copy of the final EIS. 
Copies of the draft EIS shall also be mailed to those agen- 
cies identified in WAC 197-11-455, and of the final EIS to 
those agencies identified in WAC 197-11-460. The responsi- 
ble official shall also give public notice in the form and 
manner specified in RCW 43.21C.080 of the determination 
of nonsignificance or final EIS. 

(8) Approval of final plans for construction of a 
private psychiatric hospital pursuant to WAC 246-322- 
020, or construction of an alcoholism treatment facility 
pursuant to WAC 246-326-020. 

(a) Scope of major action. The approval of final plans 
for construction of a private psychiatric hospital pursuant to 
WAC 246-322-020, or construction of an alcoholism 
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treatment center pursuant to WAC 246-326-020 shall be 
subject to SEPA requirements: Provided, That such con- 
struction shall not be subject to SEPA requirements when it 
consists of additions which provide less than twelve thou- 
sand square feet of floor area and with associated parking 
facilities designed for forty automobiles or less. 

(b) Timing and procedures for construction of the type 
described. Where a state or local agency other than the 
department is lead agency for construction of the type 
described in (a) of this subsection, the department shall not 
approve final plans for construction of a private psychiatric 
hospital or alcoholism treatment center until the applicant for 
such approval has supplied the department with a final 
declaration of nonsignificance or a final EIS for the con- 
struction in question, and until seven days after the issuance 
by the lead agency of any final EIS. 

[Statutory Authority: RCW 43.21C.120. 92-02-018 (Order 224), $ 246-03- 
030, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 


43.70.040. 91-02-050 (Order 122), $ 246-03-030, filed 12/27/90, effective 
1/31/91.] 


WAC 246-03-040 Exemptions for emergency 
actions. If the secretary makes a written declaration that 
actions must be undertaken immediately or within a time too 
short to allow full compliance with SEPA requirements; and 
that such actions are necessary to avoid an imminent threat 
to public health or safety, or to prevent an imminent danger 
to public or private property, or to prevent an imminent 
threat of serious environmental degradation; then such 
actions may be undertaken without complying with SEPA 
requirements: Provided, That the department is the lead 
agency for such actions. 


[Statutory Authority: RCW 43.70.040. 91-02-050 (Order 122), $ 246-03- 
040, filed 12/27/90, effective 1/31/91.] 


WAC 246-03-050 Determination of lead agency and 
responsible official. (1) The department shall be the lead 
agency for the following actions: 

(a) Adoption or amendment of regulations relating to 
radioactive source materials; proposals to construct, operate, 
or expand any uranium or thorium mill, or any tailings areas 
generated by uranium or thorium milling, or any low level 
radioactive waste burial facilities. The responsible official 
would be the division director, division of radiation protec- 
tion, environmental health programs. Lead agency determi- 
nation for other mineral processing proposals should be 
made in accordance with WAC 197-11-924 through 197-11- 
948; 

(b) Approval of comprehensive plans for public water 
supply systems when such plans are developed by private 
applicants and unless indicated otherwise by WAC 197-11- 
932, 197-11-934 and 197-11-936, and approval of new 
public water supply systems or major extensions of existing 
public water supply systems when such systems are being 
proposed by a private applicant unless indicated otherwise by 
WAC 197-11-932, 197-11-934, and 197-11-936. The 
responsible official would be the section head, water supply 
and waste section, division of environmental health; 

(c) Construction of any building, facility, or other 
installation for the purpose of housing department personnel 
or for fulfilling other statutorily directed or authorized 
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functions. The responsible official would be a capital 
programs representative from the management services 
division, comptroller's office; 

(2) Determination of the lead agency for department 

major actions not listed above shall be made in accordance 
with the procedures and requirements of WAC 246-03-140 
(4)(с) and 197-11-922 through 197-11-948. 
[Statutory Authority: RCW 43.21C.120. 92-02-018 (Order 224), § 246-03- 
050, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 
43.70.040. 91-02-050 (Order 122), 8 246-03-050, filed 12/27/90, effective 
1/31/91.] 


WAC 246-03-060 Recommended timing for thresh- 
old determination. In most cases the time required to 
complete a threshold determination should not exceed fifteen 
days. (WAC 197-11-310.) 


[Statutory Authority: RCW 43.70.040. 91-02-050 (Order 122), § 246-03- 
060, filed 12/27/90, effective 1/31/91.] 


WAC 246-03-070 Threshold determination process. 
In making a threshold determination, the responsible official 
shall follow the process outlined in WAC 197-11-330 
through 197-11-390. 


[Statutory Authority: RCW 43.70.040. 91-02-050 (Order 122), § 246-03- 
070, filed 12/27/90, effective 1/31/91.] 


WAC 246-03-080 Adjudicative proceeding. Any 
person has the right to an adjudicative proceeding to contest 
the department’s final threshold determination that an EIS is 
or is not necessary and/or the sufficiency of the final EIS. 
The proceeding is governed by the Administrative Procedure 
Act (chapter 34.05 RCW), the rules in this chapter, and by 
chapter 246-08 WAC. If any provision in this chapter 
conflicts with chapter 246-08 WAC, the provision in this 
chapter governs. 

(1) A person contesting a department’s decision shall 
within twenty-eight days of the department’s official notice 
of issuance of a final threshold determination or final EIS: 

(a) File a written application for an adjudicative pro- 
ceeding by a method showing proof of receipt by the 
department of health; and 

(b) Include in or with the application: 

(i) A specific statement of the issue or issues and law 
involved; and 

(ii) The grounds for contesting the department decision. 

(2) The initial order should be made within sixty days 
of the department’s receipt of the application. When a party 
files a petition for administrative review, the review order 
should be made within sixty days of the department's receipt 
of the petition. The time to enter an order is extended by as 
many days as the proceeding is. continued on motion by any 
party. 
(3)(a) If the adjudicative order is that an EIS should be 
filed, the presiding officer or reviewing officer shall remand 
the matter to the department of health to file an EIS. 

(b) If the adjudicative order is that the final EIS is not 
sufficient, the presiding officer or reviewing officer shall 
remand the matter to the department of health to correct the 
insufficiency. 


[Statutory Authority: RCW 43.70.040. 91-02-050 (Order 122), 5 246-03- 
080, filed 12/27/90, effective 1/31/91.] 
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WAC 246-03-090 Scoping. When the department 
receives a scoping notice from a lead agency, the department 
shall submit any comments to the lead agency within twenty- 
one days from the date of issuance of the determination of 
significance. When the department is lead agency the steps 
in WAC 197-11-408 and 197-11-410 shall be followed. 


[Statutory Authority: RCW 43.70.040. 91-02-050 (Order 122), § 246-03- 
090, filed 12/27/90, effective 1/31/91.] 


WAC 246-03-100 Issuance of draft EIS. When the 
department is lead agency, it shall issue the draft EIS in 
accordance with WAC 197-11-455. 


[Statutory Authority: RCW 43.70.040. 91-02-050 (Order 122), § 246-03- 
100, filed 12/27/90, effective 1/31/91.] 


WAC 246-03-110 Policies and procedures for 
conditioning or denying permits or other approvals. (1) 
The policies and goals in this section are supplementary to 
existing authorities of the department. 

(2) It is the policy of the department to avoid or 
mitigate adverse environmental impacts which may result 
from the department's decisions. 

(3) The department shall use all practical means, 
consistent with other essential considerations of state policy, 
to improve and coordinate plans, functions, programs, and 
resources to the end that the state and its citizens may: 

(a) Fulfill the responsibilities of each generation as 
trustee of the environment for succeeding generations; 

(b) Assure for all people of Washington safe, healthful, 
productive, and aesthetically and culturally pleasing sur- 
roundings; 

(c) Attain the widest range of beneficial uses of the 
environment without degradation, risk to health or safety, or 
other undesirable and unintended consequences; 

(d) Preserve important historic, cultural, and natural 
aspects of our national heritage; 

(e) Maintain, wherever possible, an environment which 
supports diversity and variety of individual choice; 

(f) Achieve a balance between population and resource 
use which will permit high standards of living and a wide 
sharing of life's amenities; and 

(g) Enhance the quality of renewable resources and 
approach the maximum attainable recycling of depletable 
resources. 

(4) The department recognizes that each person has a 
fundamental and inalienable right to a healthful environment 
and that each person has a responsibility to contribute to the 
preservation and enhancement of the environment. 

(5) The department shall ensure that presently unquanti- 
fied environmental amenities and values will be given 
appropriate consideration in decision-making along with 
economic and technical considerations. 

(6)(a) When the environmental document for a proposal 
shows it will cause significant adverse impacts, the responsi- 
ble official shall consider whether: 

(i) The environmental document identified mitigation 
measures that are reasonable and capable of being accom- 
plished; 

(ii) Other local, state, or federal requirements and 
enforcement would mitigate the secan adverse environ- 
mental impacts; and 
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(iii) Reasonable mitigation measures are sufficient to 
mitigate the significant adverse impacts. 

(b) The responsible official may: 

(i) Condition the approval for a proposal if mitigation 
measures are reasonable and capable of being accomplished 
and the proposal is inconsistent with the policies in this 
section; or 

(ii) Deny the permit or approval for a proposal if 
reasonable mitigation measures are insufficient to mitigate 
significant adverse environmental impacts and the proposal 
is inconsistent with the policies in this section. 

(c) The procedures in WAC 197-11-660 shall also be 
followed when conditioning or denying permits or other 
approvals. 


[Statutory Authority: RCW 43.70.040. 91-02-050 (Order 122), § 246-03- 
110, filed 12/27/90, effective 1/31/91.] 


WAC 246-03-120 Public hearings. A public hearing 
on the environmental impact of a proposal shall be held as 
specified in WAC 197-11-535. 


[Statutory Authority: RCW 43,70.040. 91-02-050 (Order 122), $ 246-03- 
120, filed 12/27/90, effective 1/31/91.] 


WAC 246-03-130 Responsibilities of the department 
as a consulted agency. Other lead agencies may request the 
department for consultation during the SEPA process. The 
department shall then provide consultation in accordance 
with the requirements of WAC 197-11-502, 197-11-545 and 
197-11-570. 


[Statutory Authority; RCW 43.70.040. 91-02-050 (Order 122), 8 246-03- 
130, filed 12/27/90, effective 1/31/91.] 


WAC 246-03-140 SEPA committee. (1) There is 
hereby created a SEPA committee to oversee the depart- 
ment's SEPA activities. 

(2) The SEPA committee shall be composed of: 

(a) One representative from the division of drinking 
water, environmental health programs; 

(b) One representative from the facility licensing and 
certification section; 

(c) One capital programs representative from the 
comptroller's office, management services division; and 

(d) One representative from the division of radiation 
protection, environmental health programs. 

(3) A representative from the office of the attorney 
general will provide legal support to the committee. 

(4) The SEPA committee shall: 

(a) Oversee the department's SEPA activities to ensure 
compliance with these agency guidelines, the state SEPA 
guidelines, and the policies and goals set forth in the State 
Environmental Policy Act; 

(b) Oversee the future revision of these agency guide- 
lines so as to reflect: 

(i) Future amendment of SEPA or the state SEPA 
guidelines; 

(ii) The creation of new department programs. 

(c) Designate the responsible official for any major 
action for which the department is lead agency when such 
designation has not occurred elsewhere in these agency 
guidelines. 
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[Statutory Authority: RCW 43.21C.120. 92-02-018 (Order 224), § 246-03- 
140, filed 12/23/91, effective 1/23/92. Statutory Authority; RCW 
43.70.040. 91-02-050 (Order 122), § 246-03-140, filed 12/27/90, effective 
1/31/91.] 


WAC 246-03-150 SEPA public information. (1) 
When the department is lead agency, the responsible official 
shall retain SEPA documents required by this chapter and 
shall make them available to the public in accordance with 
chapter 42.17 RCW, 

(2) When the department is lead agency, the responsible 
official shall transmit copies of the following documents to 
the department of ecology headquarters office in Olympia: 

(a) All draft and final EISs. (See WAC 197-11-455 and 
197-11-460.) 

(b) All determinations of nonsignificance (see WAC 
197-11-340). 

[Statutory Authority: RCW 43.70.040. 91-02-050 (Order 122), $ 246-03- 
150, filed 12/27/90, effective 1/31/91.] 


WAC 246-03-160 Severability. If any provision of 
this chapter or its application to any person or circumstances 
is held invalid, the remainder of this chapter, or the applica- 
tion of the provision to other persons or circumstances, shall 
not be affected. 


[Statutory Authority: RCW 43.70.040. 91-02-050 (Order 122), § 246-03- 
160, filed 12/27/90, effective 1/31/91.] 


Chapter 246-05 WAC 
LOCAL PUBLIC HEALTH—GUIDELINES 


WAC 

246-05-001 Purpose. 

246-05-010 Definitions. 

246-05-020 Appendix— County, city, or town in a public health 
district, department, or county-city department. 

246-05-030 Assurance of nonsupplanting. 


WAC 246-05-001 Purpose. The purpose of this 
chapter is to ensure that the appropriations to local health 
departments, described in section 225(9), chapter 24, Laws 
of 1993 1st ex. sess., will not be used to replace current 
local support for public health programs. 


[Statutory Authority: RCW 43.70.020. 93-19-061, $ 246-05-001, filed 
9/13/93, effective 10/14/93.] 


WAC 246-05-010 Definitions. "Department" means 
the department of health. 

"Secretary" means the secretary of health, or the 
secretary's designee. 

"Local health department" means the city, town, county 
or district which provides public health services to persons 
within the area. 


[Statutory Authority: RCW 43.70.020. 93-19-061, $ 246-05-010, filed 
9/13/93, effective 10/14/93] 
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WAC 246-05-020 Appendix—County, city, or town 
in a public health district, department, or county-city 
department. 


APPENDIX 
Guidelines! 
for Negotiating Support by a 
County, City, or Town in 


Maintaining and Operating the Local Public Health 
Agency 


(District, Department, or County-City Department) 


A. Every county, city, and town should furnish the support 
necessary to provide the following basic public health 
services2?: 


1. Personal health protection services 


Epidemiologic services 

Tuberculosis 

Sexually transmitted diseases 

Other communicable diseases 

Immunizations 

Family planning 

Child health services 

Crippled children's services 

Maternal and infant services 

Nutrition and/or WIC services 

Chronic disease prevention, detection, hazard 
control 


2. Environmental health protection services 


Food 

Water 

Solid waste disposal 

Liquid waste disposal 

Living environment 

Chemical and physical hazards 
Vector control 


3. Laboratory services necessary to support any of the 
programs listed in A 1 and 2 of this appendix 
(provide or purchase) 


4. Vital records, birth, and death registration 
5. Health promotion, information, and education 


B. In addition, counties, cities, and towns at their option 
may choose to support additional public health protec- 
tion and promotion actions or services. These may 
include, but not be limited to: 


Dental health 

School health services 

Jail health services 

Mental health services 

Alcoholism services 

Developmental disabilities 

Health screening programs for the aging 
(Senior Citizens Services Act) 

Home health services 

Primary care for special population groups 

Emergency health services 
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Community health planning 

Any program area identified by local or state health 
officials when the health of the general population 
is shown to be at risk of adverse health effects. 


C. Potential sources of funds: 
1. Fees for permits and licenses 
2. Charges for services 


3. Contracts with counties, cities, schools, and other 
agencies 


4. State and federal funds 
5. Sales of property 


6. Miscellaneous gifts and sales, e.g., sale of publica- 
tions 


7. County funds for special services not needed or 
desired by all participating counties and cities 


8. City funds for special services 
9. Reserve funds for special purposes 
10. County general fund base support 


D. Determination of equitable share for each municipality 
(county or city) of its fiscal support of basic health 
services: 


1. The level of the basic health services budget and the 
respective county and city general fund contributions 
necessary to balance that budget should be determined 
through a negotiation process. The negotiators may wish to 
use some form of formula in this determination. Negotiating 
the formula is a basic part of the negotiation process. A 
number of formulas may be considered. Most formulas 
involve one or more of the following factors: Population 
(per capita), assessed valuation, use, need, or proportion of 
budget. No single formula is mandated state-wide, but a 
formula, once adopted by a local health board, should apply 
to all member jurisdictions. Agreements need not be limited 
to a single year. Multiyear contracts may be negotiated with 
the agreement adopting a basic formula but providing for 
annual adjustments of variable factors such as valuation or 
population. 


2. The following formulas are presented as guidelines. 
Options 1 through 3 provide for a county base support while 
options 4 and 5 have no county base built into the formula. 
The county base is a variable replacing previous statutory 
millages for public health and tuberculosis. The base may 
vary. In multicounty health districts, the county base public 
health support is to be determined annually by the district 
health board in consultation with the respective boards of 
county commissioners and divided among the member 
counties in proportion to each county’s assessed valuation. 
An acceptable alternative method is to vary the base among 
the county members of the health district as the board of 
health, in consultation with the respective boards of county 
commissioners, shall determine. 
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Option 1: 


А, P. 
C = 1/2 B — + 1⁄2 B — 


A, P, 


Where: 


C = Contribution of city or county needed to balance 
the budget (basic plus optional dollars) 


B = Dollars needed to balance the basic plus optional 
dollar portion of the local public health agency 
annual budget 


A, = The assessed valuation of the component govern- 
mental unit, i.e., the city, town, or unincorporated 
area of the county 


A, = The total assessed valuation of the governmental 
jurisdictions encompassed by the local public health 
agency 


P, = Population of the component governmental unit, 
i.e., the city, town, or unincorporated area of the 
county 


P, = Total population of the governmental jurisdictions 
encompassed by the health district 


Variation 1: 


Derive the proportion of assessed valuation and population 
in the formula from the average of several years instead of 
the current year only. 


Option 2: 
А, 
C=B 
A, 
Where: 


C = Contribution of city or county needed to balance 
the budget (basic plus optional dollars) 


B = Dollars needed to balance the basic plus optional 
portion of the local public health agency annual 
budget I 


A, = The assessed valuation of the component govern- 
mental unit, i.e., the city, town, or unincorporated 
area of the county 


A, = The total assessed valuation of the governmental 
jurisdictions encompassed by the local public health 


agency 
Option 3: 
P. 
C=B 
P, 
Where: 


C = Contribution of city or county needed to balance 
the budget (basic plus optional dollars) 


B = Dollars needed to balance the basic plus optional 
portion of the local public health agency annual 
budget 
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P, = Population of the component governmental unit, 
i.e., the city, town, or unincorporated area of the 
county 


P, = Total population of the governmental jurisdictions 
encompassed by the local public health agency 


Variation 1: 


The per capita share is graduated by grouping or classes of 
cities so that small cities pay less than large cities. 


Variation 2: 


The county base remains the same but the per capita share 
is applied only to the cities. 


Option 4: 


(1) Charge each city or county the full estimated cost 
of environmental health services 


(2) Charge each county the full cost of tuberculosis 
services 


(3) Charge each city and county the remainder of tax 
necessary on a per capita basis 


(4) Reduce each city's charge by giving credit to them 
for the county property taxes paid by the property 
owners of each city 


(5) Small cities may be charged a reduced share per 
capita 


Option 5: 


Half of the necessary funds are divided among the cities and 
counties in proportion to a statistical report of the services 
provided to each. The other half are provided on the basis 
of population or another of the options identified. 


lpertains also to a county, city, or town which has withdrawn from a 
health district to operate its own health department or decides to 
contract with another municipality for such health services. 


2Basic services are those services required by state law and regulations 
or provided under service contracts with the department of social and 
health services. 


3A list of all applicable laws, administrative regulations, and available 
current service contracts will be provided by the state board of health 
upon request. 


[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as $ 246-05-020, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.46.080 and 43.20.050. 83-19-057 (Order 268), 5 248-990-990, 
filed 9/20/83; 83-04-011 (Order 253), § 248-990-990, filed 1/24/83; Order 
104, Appendix—Guidelines (codified as WAC 248-990-990), filed 9/25/74; 
Appendix, filed 8/4/67.] 


WAC 246-05-030 Assurance of nonsupplanting. 
Funds shall not be allocated by the secretary unless the 
authorized agent of the local health department provides 
assurance of compliance to the secretary that, "State funds 
received pursuant to section 225(9), chapter 24, Laws of 
1993, shall be used solely to expand and complement, but 
not supplant, local support for public health programs." 


[Statutory Authority: RCW 43.70.020. 93-19-061, 8 246-05-030, filed 
9/13/93, effective 10/14/93.] 
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246-08-040 


246-08-050 


246-08-060 


246-05-020 


Chapter 246-08 WAC 


PRACTICE AND PROCEDURE 


ADJUDICATIVE PROCEEDINGS 


Declaratory orders—Forms, content, and filing. 

Declaratory orders—Procedural rights of persons in 
relation to petition. 

Declaratory orders—Disposition of petition. 

Updating mailing lists. 


ADMINISTRATIVE PROCEDURES 


Acquisition, retention and security of health care infor- 
mation. 


POLICIES 


Searching and duplicating medical records. 

Public records—Access and exemptions. 

Protection of public records. 

Final orders, declaratory orders, interpretive statements 
and policy statements—Indexes. 

Equal opportunity/affirmative action. 

Fees—Payment—Refunds. 


DISPOSITION OF SECTIONS FORMERLY 


CODIFIED IN THIS CHAPTER 


Application of chapter 246-08 WAC. [Statutory Authori- 
ty: RCW 34.05.220. 92-02-018 (Order 224), § 246-08- 
001, filed 12/23/91, effective 1/23/92. Statutory Authori- 
ty: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-08-001, filed 12/27/90, effective 1/31/91. 
Statutory Authority: RCW 34.05.220. 90-06-018 (Order 
038), § 248-08-410, filed 2/28/90, effective 3/1/90; 
Regulation 08.410, effective 3/11/60.] Repealed by 93-13- 
005 (Order 369), filed 6/3/93, effective 7/4/93. Statutory 
Authority: RCW 43.70.040. 

Application for an adjudicative proceeding. [Statutory 
Authority: RCW 34.05.220. 92-02-018 (Order 224), § 
246-08-020, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-08-020, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 34.05.220. 90-06- 
018 (Order 038), § 248-08-413, filed 2/28/90, effective 
3/1/90.] Repealed by 93-13-005 (Order 369), filed 6/3/93, 
effective 7/4/93. Statutory Authority: RCW 43.70.040. 
Administrative law judge—Authority—Application of 
law—Assignment—Disqualification. [Statutory Authority: 
RCW 34.05.220. 92-02-018 (Order 224), § 246-08-030, 
filed 12/23/91, effective 1/23/92. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 
246-08-030, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 34.05.220. 90-06-018 (Order 038), $ 
248-08-425, filed 2/28/90, effective 3/1/90.] Repealed by 
93-13-005 (Order 369), filed 6/3/93, effective 7/4/93. 
Statutory Authority: RCW 43,70.040. 

Representation. [Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-08-040, filed 
12/27/90, effective 1/31/91. Statutory Authority; RCW 
34.05.220. 90-06-018 (Order 038), $ 248-08-428, filed 
2/28/90, effective 3/1/90.] Repealed by 93-13-005 (Order 
369), filed 6/3/93, effective 7/4/93, Statutory Authority: 
RCW 43.70.040. 

Prehearing conference. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
08-050, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 34.05.220. 90-06-018 (Order 038), § 
248-08-431, filed 2/28/90, effective 3/1/90.] Repealed by 
93-13-005 (Order 369), filed 6/3/93, effective 7/4/93. 
Statutory Authority: RCW 43,70.040. 

Notice of hearing. [Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-08-060, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
34,05.220. 90-06-018 (Order 038), 5 248-08-434, filed 
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246-08-070 


246-08-080 


246-08-090 


246-08-100 


246-08-104 


246-08-105 


246-08-110 


246-08-120 


246-08-130 


246-08-140 


2/28/90, effective 3/1/90.] Repealed by 93-13-005 (Order 
369), filed 6/3/93, effective 7/4/93. Statutory Authority: 
RCW 43.70.040. 

Filing and service of papers. [Statutory Authority: RCW 
34,05.220. 92-02-018 (Order 224), § 246-08-070, filed 
12/23/91, effective 1/23/92. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as 5 246- 
08-070, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 34.05.220. 90-06-018 (Order 038), § 
248-08-437, filed 2/28/90, effective 3/1/90.] Repealed by 
93-13-005 (Order 369), filed 6/3/93, effective 7/4/93. 
Statutory Authority: RCW 43.70.040. 

Vacating an order of dismissal for reason of default or 
withdrawal. [Statutory Authority: RCW 34.05.220. 92- 
02-018 (Order 224), § 246-08-080, filed 12/23/91, effec- 
tive 1/23/92. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-08-080, filed 
12/27/90, effective 1/31/91. Statutory Authority; RCW 
34.05.220. 90-06-018 (Order 038), $ 248-08-440, filed 
2/28/90, effective 3/1/90; Regulation 08.440, effective 
3/11/60.] Repealed by 93-13-005 (Order 369), filed 
6/3/93, effective 7/4/93. Statutory Authority: RCW 
43.70.040. 

Subpoenas. [Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-08-090, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
34.05.220. 90-06-018 (Order 038), § 248-08-446, filed 
2/28/90, effective 3/1/90.] Repealed by 93-13-005 (Order 
369), filed 6/3/93, effective 7/4/93. Statutory Authority: 
RCW 43.70.040. 

Teleconference hearing. [Statutory Authority: RCW 
34,05.220. 92-02-018 (Order 224), 8 246-08-100, filed 
12/23/91, effective 1/23/92. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
08-100, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 34.05.220. 90-06-018 (Order 038), § 
248-08-449, filed 2/28/90, effective 3/1/90.] Repealed by 
93-13-005 (Order 369), filed 6/3/93, effective 7/4/93. 
Statutory Authority: RCW 43.70.040. 

Petition for rule making—Form, content, and filing. 
[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 


.369), § 246-08-104, filed 6/3/93, effective 7/4/93.] 


Repealed by 96-19-041, filed 9/12/96, effective 10/13/96. 
Statutory Authority: RCW 43.70.040. 

Petition for rule making— Consideration and disposition. 
[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 
369), § 246-08-105, filed 6/3/93, effective 7/4/93.] 
Repealed by 96-19-041, filed 9/12/96, effective 10/13/96. 
Statutory Authority: RCW 43.70.040. 

Rules of evidence, [Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-08-110, filed 
12/27/90, effective 1/31/91, Statutory Authority: RCW 
34.05.220. 90-06-018 (Order 038), 5 248-08-452, filed 
2/28/90, effective 3/1/90.] Repealed by 93-13-005 (Order 
369), filed 6/3/93, effective 7/4/93. Statutory Authority: 
RCW 43.70.040. 

Contents of orders. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
08-120, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 34.05.220. 90-06-018 (Order 038), 8 
248-08-461, filed 2/28/90, effective 3/1/90.] Repealed by 
93-13-005 (Order 369), filed 6/3/93, effective 7/4/93. 
Statutory Authority: RCW 43.70.040. 

Petition for review—Response to petition—Disqualifica- 
tion of review judge. [Statutory Authority: RCW 
34.05.220. 92-02-018 (Order 224), $ 246-08-130, filed 
12/23/91, effective 1/23/92. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as 5 246- 
08-130, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 34.05.220. 90-06-018 (Order 038), 8 
248-08-464, filed 2/28/90, effective 3/1/90.] Repealed by 
93-13-005 (Order 369), filed 6/3/93, effective 7/4/93. 
Statutory Authority: RCW 43.70.040. 

Reconsideration. [Statutory Authority: RCW 34.05.220. 
92-02-018 (Order 224), 8 246-08-140, filed 12/23/91, 
effective 1/23/92. Statutory Authority: RCW 43.70.040. 
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91-02-049 (Order 121), recodified as § 246-08-140, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
34.05.220. 90-06-018 (Order 038), $ 248-08-470, filed 
2/28/90, effective 3/1/90; Regulation 08.470, effective 
3/11/60.] Repealed by 93-13-005 (Order 369), filed 
6/3/93, effective 7/4/93. Statutory Authority: RCW 
43.70.040. 

Adjudicative proceedings—Notice to limited-English- 
speaking parties. [Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-08-150, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
34.05.220. 90-06-018 (Order 038), § 248-08-515, filed 
2/28/90, effective 3/1/90.] Repealed by 93-13-005 (Order 
369), filed 6/3/93, effective 7/4/93. Statutory Authority: 
RCW 43.70.040. 

Interpreters. [Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-08-160, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
34.05.220. 90-06-018 (Order 038), § 248-08-525, filed 
2/28/90, effective 3/1/90.] Repealed by 93-13-005 (Order 
369), filed 6/3/93, effective 7/4/93. Statutory Authority: 
RCW 43.70.040. 

Group hearing. [Statutory Authority: RCW 43,70.040. 
91-02-049 (Order 121), recodified as § 246-08-170, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
34.05.220. 90-06-018 (Order 038), § 248-08-535, filed 
2/28/90, effective 3/1/90.] Repealed by 93-13-005 (Order 
369), filed 6/3/93, effective 7/4/93. Statutory Authority: 
RCW 43.70.040. 

Continuance. [Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-08-180, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
34.05.220. 90-06-018 (Order 038), 8 248-08-545, filed 
2/28/90, effective 3/1/90.] Repealed by 93-13-005 (Order 
369), filed 6/3/93, effective 7/4/93. Statutory Authority: 
RCW 43.70.040. 

Computation of time. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
08-190, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 34.05.220. 90-06-018 (Order 038), $ 
248-08-565, filed 2/28/90, effective 3/1/90.] Repealed by 
93-13-005 (Order 369), filed 6/3/93, effective 7/4/93. 
Statutory Authority: RCW 43.70.040. 

Judicial review of final adjudicative order. [Statutory 
Authority: RCW 34.05.220. 92-02-018 (Order 224), $ 
246-08-200, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-08-200, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 34.05.220. 90-06- 
018 (Order 038), § 248-08-575, filed 2/28/90, effective 
3/1/90.] Repealed by 93-13-005 (Order 369), filed 6/3/93, 
effective 7/4/93. Statutory Authority: RCW 43.70.040. 
Variances, waivers, and exemptions. [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 
246-08-210, filed 12/27/90, effective 1/31/91. Statutory 
Authority: Chapter 34.05 RCW. 90-01-134 (Order 016), 
§ 248-08-596, filed 12/20/89, effective 1/20/90. Statutory 
Authority: RCW 43.20.050. 85-15-063 (Order 289), $ 
248-08-596, filed 7/18/85; 84-16-031 (Order 272), § 248- 
08-596, filed 7/25/84. Formerly WAC 248-08-595.] 
Repealed by 93-13-005 (Order 369), filed 6/3/93, effective 
7/4/93. Statutory Authority: RCW 43.70.040. 
Delegation of authority by secretary. [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 
246-08-320, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 34.05.220. 90-06-018 (Order 038), $ 
248-320-340, filed 2/28/90, effective 3/1/90.] Repealed by 
93-13-005 (Order 369), filed 6/3/93, effective 7/4/93. 
Statutory Authority: RCW 43.70.040. 

Declaratory orders—Forms, content, and filing. [Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-08-330, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 34.05.220, 90-06- 
018 (Order 038), § 248-320-350, filed 2/28/90, effective 
3/1/90.] Repealed by 93-13-005 (Order 369), filed 6/3/93, 
effective 7/4/93. Statutory Authority: RCW 43.70.040, 


(1997 Ed.) 


Practice and Procedure 


246-08-340 Declaratory orders—Procedural rights of persons in 
relation to petition. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
08-340, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 34.05.220. 90-06-018 (Order 038), § 
248-320-360, filed 2/28/90, effective 3/1/90.] Repealed by 
93-13-005 (Order 369), filed 6/3/93, effective 7/4/93. 
Statutory Authority: RCW 43.70.040. 

Declaratory orders—Disposition of petition. [Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-08-350, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 34.05.220. 90-06- 
018 (Order 038), § 248-320-370, filed 2/28/90, effective 
3/1/90.] Repealed by 93-13-005 (Order 369), filed 6/3/93, 
effective 7/4/93, Statutory Authority: RCW 43.70.040. 
Petition for rule making—Form, content, and filing. 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 
121), recodified as § 246-08-360, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 34.05.220. 90-06- 
018 (Order 038), § 248-320-400, filed 2/28/90, effective 
3/1/90.] Repealed by 93-13-005 (Order 369), filed 6/3/93, 
effective 7/4/93. Statutory Authority: RCW 43.70.040. 
Petition for rule making—Consideration and disposition. 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 
121), recodified as § 246-08-370, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 34.05.220. 90-06- 
018 (Order 038), § 248-320-410, filed 2/28/90, effective 
3/1/90.] Repealed by 93-13-005 (Order 369), filed 6/3/93, 
effective 7/4/93. Statutory Authority: RCW 43.70.040. 
Updating mailing lists. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as 5 246- 
08-380, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 34.05.220. 90-06-018 (Order 038), § 
248-320-500, filed 2/28/90, effective 3/1/90.] Repealed by 
93-13-005 (Order 369), filed 6/3/93, effective 7/4/93. 
Statutory Authority: RCW 43.70.040. 


246-08-350 


246-08-360 


246-08-370 


246-08-380 


ADJUDICATIVE PROCEEDINGS 


WAC 246-08-101 Declaratory orders—Forms, 
content, and filing. A petition for a declaratory order shall 
generally adhere to the following form: 

(1) At the top of the page shall appear the wording 
"Before the Washington state department of health." On the 
left side of the page below the foregoing the following 
caption shall be set out: "In the matter of the petition of 
(name of petitioning party) for a declaratory order." Oppo- 
site the foregoing caption shall appear the word "petition." 

(2) The body of the petition shall be set out in num- 
bered paragraphs. The first paragraph shall state the name 
and address of the petitioning party. The second paragraph 
shall state all rules or statutes that may be brought into issue 
by the petition. Succeeding paragraphs shall set out the 
statement of facts relied upon in form similar to that applica- 
ble to complaints in civil actions before the superior courts 
of this state. The concluding paragraphs shall contain the 
prayer of the petitioner. The petition shall be subscribed and 
verified in the manner prescribed for verification of com- 
plaints in the superior courts of this state. 

(3) The original and two legible copies shall be filed 
with the appropriate board having jurisdiction in relation to 
a profession as provided in RCW 18.130.040 (2)(b). The 
original and two legible copies shall be filed with the 
Department of Health, Office of Professional Standards, PO 
Box 47872, Olympia, WA 98504-7872 if the secretary of the 
department of health has jurisdiction in relation to a profes- 
sion or program as provided under RCW 18.130.040 (2)(a) 
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and 43.70.020 through 43.70.040 respectively. Petitions 
shall be on white paper, 8 1/2" x 11" in size. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-08- 
101, filed 6/3/93, effective 7/4/93.] 


WAC 246-08-102 Declaratory orders—Procedural 
rights of persons in relation to petition. If a petition for 
a declaratory order is set for specified proceedings under 
RCW 34.05.240 (5)(b), the department shall give not less 
than seven days advance written notice of the proceedings to 
the petitioner and all persons described under RCW 
34.05.240(3). The notice shall contain the time, date, place, 
and nature of the proceedings and shall describe how 
interested persons may participate in the proceeding. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-08- 
102, filed 6/3/93, effective 7/4/93.] 


WAC 246-08-103 Declaratory orders—Disposition 
of petition. A declaratory order entered by the department 
or a decision declining to enter a declaratory order shall be 
in writing and shall be served upon the petitioner and all 
other persons described under RCW 34.05.240(3). 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-08- 
103, filed 6/3/93, effective 7/4/93.] 


WAC 246-08-106 Updating mailing lists. (1) 
Periodically, the department may cause the following notice, 
or a notice substantially similar, to be mailed: "In order to 
maintain as current a mailing list as possible, and to elimi- 
nate mailing notices to those who no longer have need for 
such notices, the department will discontinue use of its old 
mailing lists, effective (date to be specified). If you wish to 
continue receiving copies of notices of intention to adopt, 
amend, or repeal rules after that date, please fill out the 
attached form and return it to the department at the address 
indicated on the form. If you do not return the form 
indicating your desire to continue to receive notices to adopt, 
amend, or repeal rules, your name or the names of your 
organization will be removed from the mailing lists." 

(2) The notice regarding updating of mailing lists is to 
be mailed by first-class mail. 

(3) The form to be filled out by those persons or 
organizations wishing to continue to receive department 
notices to adopt, amend, or repeal rules shall specify interest 
areas covered by these notices, thereby enabling those on 
mailing lists to limit correspondence received. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-08- 
106, filed 6/3/93, effective 7/4/93.] 


ADMINISTRATIVE PROCEDURES 


WAC 246-08-390 Acquisition, retention and 
security of health care information. This section sets forth 
the process by which the department of health or disciplining 
authority obtains and protects health care information under 
RCW 70.02.050. This section does not apply to health care 
information obtained by the department through other 
sources, 

(1) Acquisition. 
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(a) The department shall request health care information 
in writing. 

(b) Health care providers shall provide the requested 
information pursuant to RCW 70.02.050. 

(2) Retention. The department shall maintain health 
care information obtained under this section as long as 
necessary to perform agency functions. 

(3) Security. The department shall secure the records 
and protect confidentiality. 

(a) The manager of the program within the department 
that requested the records shall act as the custodian of 
records, and shall provide access to the information only as 
necessary to perform agency responsibilities. 

(b) The custodian shall monitor the location and security 
of the information. 

(4) The department shall not make health care informa- 
tion obtained under RCW 70.02.050 available for public 
inspection and copying except as may be required by chapter 
42.17 RCW. No health care information containing patient 
identifying data shall be made available for public inspection 
and copying under chapter 42.17 RCW. Health care 
information obtained under this section may be released to 
public agencies or entities as required by law or upon 
agreement by the agency or entity that the health care 
information will be used only for authorized statutory 
purposes and will not be disclosed further. 


[Statutory Authority: RCW 70.02.050(3). 92-07-080 (Order 253), § 246- 
08-390, filed 3/17/92, effective 4/17/92.] 


POLICIES 


WAC 246-08-400 Searching and duplicating 
medical records. Effective July 1, 1995, through June 30, 
1997, the "reasonable fee" defined in RCW 70.02.010(12) 
for duplicating or searching a record shall not exceed sixty- 
nine cents per page for the first thirty pages and fifty-three 
cents for all other pages. In addition, a clerical fee for 
searching and handling may be charged not to exceed sixteen 
dollars. However, where editing of records by a health care 
provider is required by statute and is done by the provider 
personally, the fee may be the usual and customary charge 
for a basic office visit. 


[Statutory Authority: RCW 43.70.040 and 70.02.101(12). 95-20-080, § 
246-08-400, filed 10/4/95, effective 11/4/95.] 


WAC 246-08-420 Public records—Access and 
exemptions. (1) Public records shall be available for 
inspection and copying during the department’s normal 
business hours. 

(2) The location of specific public records may be 
obtained by contacting the program where the records are 
maintained or the rules coordinator in the management 
services division. 

(3) Requests for copies of public records shall be in 
writing and include: 

(a) The name and address of the person requesting the 
record; 

(b) A detailed description of the requested material; and 

(c) If a list of names of individuals is being requested, 
an explanation of the purpose for which the request is made. 
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(4) No fee shall be charged for the inspection of public 
records, however the department may charge for reimburse- 
ment of the costs incurred by providing copies. 

(5) The department reserves the right to determine that 
a public record is exempt from public disclosure under the 
provisions of chapter 42.17 RCW. 

(6) The department reserves the right to delete identify- 
ing details when disclosing public records if there is reason 
to believe that disclosure of such details would be an 
invasion of personal privacy. 

(7) The department, when denying a request for a public 
record, shall provide a statement of the specific exemption 
which authorizes the withholding of the record and a brief 
explanation of how the exemption applies to the record 
withheld. 

(8) Upon receipt of such denial, the requesting party 
may seek review of the decision by letter addressed to the 
deputy secretary, 1112 S.E. Quince Street, P.O. Box 47890, 
Olympia, WA 98504-7890. 


[Statutory Authority: RCW 43.70.050. 93-08-004 (Order 346), § 246-08- 
420, filed 3/24/93, effective 4/24/93.] 


WAC 246-08-440 Protection of public records. 
Access to the record storage areas shall be restricted to 
insure that essential functions of the agency are carried out 
and public records are not damaged, altered, disorganized, or 
lost. Inspection shall be in the presence of an authorized 
department employee. Inspection shall be denied and the 
records withdrawn if the individual inspecting the records is 
doing so in a manner likely to damage, alter, or substantially 
disorganize them; or attempts to remove them from the 
prescribed location; or is excessively interfering or will 
unduly interfere with other essential functions of the depart- 
ment. 


[Statutory Authority: RCW 43.70.050. 93-08-004 (Order 346), § 246-08- 
440, filed 3/24/93, effective 4/24/93.] 


WAC 246-08-450 Final orders, declaratory orders, 
interpretive statements and policy statements—Indexes. 
(1) In accordance with RCW 42.17.260, the department shall 
index: 

(a) Final orders that are issued in adjudicative proceed- 
ings as defined in RCW 34.05.010(1) and contain an analysis 
or decision of substantial importance to the department in 
carrying out its duties; қ 

(b) Declaratory orders that contain an analysis or 
decision of substantial importance to the department in 
carrying out its duties; 

(c) Interpretive statements as defined in RCW 
34.05.010(8); and 

(d) Policy statements as defined in RCW 34.05.010(14). 

(2) The department shall maintain indexes of: 

(a) Final orders meeting the criteria in subsection (1)(a) 
of this section, issued by the department and the disciplining 
authorities identified in RCW 18.130.040; 

(b) Declaratory orders meeting the criteria in subsection 
(1)(b) of this section issued by the department and the state 
board of health; and 

(c) Interpretive and policy statements issued by the 
department and state board of health. 
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(3) The indexes shall, at a minimum, contain the case or 
document number; type of document; name of parties, if 
applicable, unless such names are exempt from public 
disclosure; brief description of subject, program; pertinent 
legal citation; and location of the document. 

(4) Any person may nominate a final adjudicative order 
or declaratory order to be evaluated for indexing by complet- 


ing an Order Index Nomination Request Form which can be 


obtained from and returned to the Office of Professional 
Standards, PO Box 47872, Olympia, WA 98504-7872, along 
with a copy of the nominated order. The department shall 
make a final decision as to whether to index the nominated 
order, and that decision is not appealable. 

(5) The department shall update the indexes on an 
ongoing basis and conduct an annual review to verify that 
the indexed documents continue to meet the criteria in 
subsection (1) of this section. The department may, at any 
time, delete a document from an index. Pursuant to RCW 
42.17.260(6), a public record may not be cited in a proceed- 
ing if it has not been indexed. 

(6) The indexes are public records and are available for 
public inspection and copying in accordance with WAC 246- 
08-420 and 246-08-440. Indexes are located as follows: 

(a) The index of final adjudicative orders is located in 
the Office of Professional Standards, 2413 Pacific Avenue, 
Olympia, WA; and 

(b) The index of declaratory orders, interpretive and 
policy statements issued by the department and the state 
board of health is located in the Office of the Secretary, 
1112 Quince St. SE, Olympia, WA 98504. 


[Statutory Authority: RCW 43.70.040. 94-04-079, 5 246-08-450, filed 
1/31/94, effective 3/3/94. Statutory Authority: 43.70.050. 93-08-004 
(Order 346), 8 246-08-450, filed 3/24/93, effective 4/24/93.] 


WAC 246-08-520 Equal opportunity/affirmative 
action. The department is firmly committed to equal 
opportunity and nondiscrimination both in the work force 
and in the delivery of services and makes every good faith 
effort to achieve the objectives of the affirmative action plan. 

(1) Employment - The department recruits, hires, 
develops, and promotes persons in all job classifications 
without regard to race, creed, color, six, age, national origin, 
marital status, or presence of a mental, physical, or sensory 
handicap. The department seeks to maintain a working 
environment free of harassment or intimidation, and to 
reasonably accommodate persons of disability. 

(2) Affirmative action - The department strives to 
correct deficiencies regarding the utilization of protected 
groups, consistent with WAC 356-05-327, according to the 
timetables set forth in the department's affirmative action 
plan. 

(3) Services - The department provides services, 
programs, and lets contracts in a fair and impartial manner. 
No person shall, on the grounds of sex, race, creed, color, 
age, national origin, marital status, or handicap be excluded 
from participation in, be denied the benefits of, or be 
subjected to discrimination under any program or activity 
administered or supervised by the department as required by 
the federal government as a prerequisite for fiscal grants-in- 
aid (Sec. 601, Civil Rights Act of 1964; 78 Stat. 252; 42 
U.S.C. 2000d) and chapter 49.60 RCW. 
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[Statutory Authority: RCW 43.70.050. 93-08-004 (Order 346), 8 246-08- 
520, filed 3/24/93, effective 4/24/93. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-08-520, filed 12/27/90, effective 
1/31/91; Order 18, § 248-10-010, filed 2/11/69.] 


WAC 246-08-560 Fees—Payment—Refunds. (1) 
Fees are due with applications for initial licensing and 
renewals. The department will not proceed on applications 
until required fees are paid. 

(2) Fee payments may be made in person or by mail. 
Payment shall be by check, draft, or money order made 
payable to the department of health. 

(3) If a license is denied, revoked, or suspended, fees 
shall not be refunded. 

(4) Application for license after denial or revocation 
shall include fees as provided for in this title. 

(5) Failure to pay fees when due shall invalidate the 
license/certification/registration and all privileges granted by 
the license/certification/registration. A late penalty fee shall 
be remitted in addition to the annual renewal fee. 

(6) The department of health shall refund fees it collects 
that are paid in excess of the stated fee, or paid erroneously. 

(7) The payee shall submit to the department a cancelled 
check or a cash receipt as proof of payment when requesting 
a refund. 

(8) The department shall make refunds of five dollars or 
less only upon written request within thirteen months from 
date of payment. 

[Statutory Authority: RCW 43.70.050. 93-08-004 (Order 346), $ 246-08- 
560, filed 3/24/93, effective 4/24/93. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as $ 246-08-560, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 43.01.072. 90-08-003 (Order 044), $ 
246-09-060, filed 3/22/90, effective 4/22/90.] f 


Chapter 246-10 WAC 
ADMINISTRATIVE PROCEDURE—ADJUDICATIVE 


PROCEEDINGS 
WAC 
SECTION I 
PRELIMINARY MATTERS 
246-10-101 Application of chapter. 
246-10-102 Definitions. 
246-10-103 Signature authority. 
246-10-104 Appearance of parties. 
246-10-105 Computation of time. 
246-10-106 Notarization, certification, and authentication. 
246-10-107 Persons who may request adjudicative proceedings. 
246-10-108 Representation. 
246-10-109 Service and filing. 
246-10-110 Jurisdiction. 
246-10-111 Telephone proceedings. 
246-10-112 Hearing location. 
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SECTION П 
INITIATING ACTIONS 


246-10-201 Form and content of initiating documents. 
246-10-202 Amendment of initiating documents. 
246-10-203 Request for adjudicative proceeding. 
246-10-204 Default. 

246-10-205 Scheduling orders. 


SECTION IH 
EMERGENCY ADJUDICATIVE PROCEEDINGS 


246-10-301 Conduct of emergency adjudicative proceedings. 
246-10-302 Effect of summary action. 
246-10-303 Form and content of summary actions. 
246-10-304 Adjudicative proceedings upon summary action. 
246-10-305 Opportunity for prompt adjudicative proceeding. 
246-10-306 Proceedings prior to prompt adjudicative proceeding. 

SECTION IV 

SETTLEMENT AND PREHEARING PROCEEDINGS 

246-10-401 Settlement conference. 
246-10-402 Discovery. 
246-10-403 Motions. 
246-10-404 Prehearing conference. 
246-10-405 Protective orders. 

SECTION V 

BRIEF ADJUDICATIVE PROCEEDINGS 

246-10-501 Application of brief adjudicative proceedings. 
246-10-502 Preliminary record in brief adjudicative proceedings. 
246-10-503 Conduct of brief adjudicative proceedings. 
246-10-504 Effectiveness of orders on brief adjudicative proceedings. 
246-10-505 Agency record in brief proceedings. 

SECTION VI 

HEARING 

246-10-601 Notice of adjudicative proceeding. 
246-10-602 Conduct of adjudicative proceeding. 
246-10-603 Evidence. 
246-10-604 Proposed order. 
246-10-605 Issuance of final order. 
246-10-606 Standard of proof. 
246-10-607 Consolidated proceedings. 
246-10-608 Initial order. 

SECTION VII 

POSTHEARING PROCESS 

246-10-701 Appeal from initial order. 
246-10-702 Final orders. 
246-10-703 Stay of final orders. 
246-10-704 Reconsideration of final orders. 
246-10-705 Agency record of adjudicative proceedings. 
246-10-706 Judicial review. 
246-10-707 Vacating an order for reason of default or withdrawal. 


SECTION I 
PRELIMINARY MATTERS 


WAC 246-10-101 Application of chapter. (1) This 
chapter shall apply to adjudicative proceedings authorized to 
be conducted under the authority of the department of health. 

(2) This chapter applies to adjudicative proceedings 
begun on or after the effective date of this chapter in 
programs administered by the department of health. For 
purposes of this section, "begun" shall mean the receipt by 
the appropriate office of an application for an adjudicative 
proceeding. These rules shall be the exclusive rules govern- 
ing adjudicative proceedings under the jurisdiction of the 
department. 

(3) To the extent that these rules differ by inclusion, 
deletion, or content from the model rules adopted by the 
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chief administrative law judge pursuant to RCW 34.05.250, 
this chapter shall prevail in order to provide a process 
consistent with the organization of the department. 

(4) Where a provision of this chapter conflicts with 
another chapter of this title, the provision of this chapter 
shall prevail. 

(5) Where a provision of this chapter conflicts with a 
provision of the Revised Code of Washington, the statute 
shall prevail. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-10- 
101, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-102 Definitions. As used in these rules 
of practice and procedure, the following terms shall have the 
meaning set forth in this section unless the context clearly 
indicates otherwise. Other terms shall have their ordinary 
meaning unless defined elsewhere in this chapter. 

"Adjudicative proceeding" or "hearing" shall mean a 
proceeding required by statute or constitutional right and 
conducted under the rules of this chapter, which provides an 
opportunity to be heard by the department prior to the entry 
of a final order under this chapter. f 

"Brief adjudicative proceeding" shall mean an adjudica- 
tive proceeding or hearing, the scope or conduct of which is 
limited as provided in this chapter. 

"Department" shall mean the Washington state depart- 
ment of health and, where appropriate, the secretary of the 
Washington state department of health or the secretary’s 
designee. 

"Filing" shall mean receipt by the office of professional 
standards. 

"Initiating document" shall mean a written agency 
document which initiates action against a license holder or 
applicant for license or recipient of benefits and which 
creates the right to an adjudicative proceeding. It may be 
entitled a statement of charges, notice of intent to deny, 
order, or by any other designation indicating the action or 
proposed action to be taken. 

"License" shall have the meaning set forth in RCW 
34.05.010, and includes any license, certification, registra- 
tion, permit, approval, or any similar form of authorization 
required by law to be obtained from the department. 

"Office of professional standards” shall mean the unit 
responsible for conducting adjudicative proceedings, whose 
address is: 


Department of Health 

Office of Professional Standards 
2413 Pacific Avenue 

PO Box 47872 

Olympia, WA 98504-7872 


"Presiding officer" shall mean the person who is 
assigned to conduct an adjudicative proceeding. The 
presiding officer may be an employee of the department who 
is authorized to issue a final decision as designee of the 
secretary, or an administrative law judge employed by the 
office of administrative hearings. 

"Presiding officer for brief adjudicative proceedings" 
shall mean an employee of the department who is authorized 
to conduct brief adjudicative proceedings. 
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"Program" shall mean the administrative unit within the 
department responsible for implementation of a particular 
statute or rule. 

"Prompt adjudicative proceeding" or "prompt hearing" 
shall mean a hearing conducted at the request of the license 
holder or applicant for license following summary action 
taken in accord with this chapter against that license holder 
or applicant. 

"Protective order" shall mean an order issued under this 
chapter which limits the use of, access to, or disclosure of 
information or evidence. 

"Recipient of benefits" shall mean an individual who has 
qualified for benefits administered by the department. 

"Respondent" shall mean a person eligible to request an 
adjudicative proceeding in a program under the jurisdiction 
of the department who is named in an initiating document. 

"Secretary" shall mean the secretary of the department 
of health or his/her designee. 

"Summary action" shall mean an agency action to 
address an immediate danger to the public health, safety, or 
welfare and shall include, but not be limited to, a cease and 
desist order, an order of summary suspension, and an order 
of summary restriction of a license. 

[Statutory Authority; RCW 43.70.040. 94-04-079, 8 246-10-102, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), $ 246-10-102, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-103 Signature authority. (1) A person 
designated by the program shall sign all initiating documents 
issued under this chapter. 

(2) The presiding officer shall sign all orders issued 
under this chapter. 

(3) Authority to sign shall be indicated by designation 
of the title of the person signing and shall not require any 
other affirmation, affidavit, or allegation. 

{Statutory Authority: RCW 43.70.040. 94-04-079, § 246-10-103, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-103, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-104 Appearance of parties. Ifa 
respondent requests an adjudicative proceeding to contest the 
action, that party shall appear at all stages of the proceeding 
except as otherwise provided in this section. 

(1) If the respondent is represented as provided in this 
chapter, the respondent shall appear personally at the hearing 
and at any scheduled settlement conference but need not 
appear at the prehearing conference or at presentation of 
motions. 

(2) Parties may be represented by counsel at all pro- 
ceedings. 

(3) The respondent may appear by telephone at any 
portion of the proceedings conducted by telephone, in the 
discretion of the presiding officer following reasonable 
advance notice to the presiding officer and to the opposing 
party. 

(4) The requirement of personal appearance may be 
waived for good cause in the discretion of the presiding 
officer. 

(5) Failure to appear as provided in this chapter shall be 
grounds for taking final action by default. 
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[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), 5 246-10- 
104, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-105 Computation of time. (1) When 
computing a period of time prescribed or allowed by an 
applicable statute or rule, the day of the act, event, or default 
from which the designated period of time begins to run shall 
not be included. 

(2) The last day of the computed period shall be 
included unless the last day is a Saturday, Sunday, or legal 
holiday. 

(3) When the last day is a Saturday, Sunday, or legal 
holiday, the period shall run until the end of the next day 
which is not a Saturday, Sunday, or legal holiday. 

(4) When the period of time prescribed or allowed is 
seven days or less, any intermediate Saturday, Sunday, and 
legal holiday shall be excluded from the computation. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), 5 246-10- 
105, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-106 Notarization, certification, and 
authentication. (1) A person’s sworn written statement, 
declaration, verification, certificate, oath, or affidavit may be 
authenticated by an unsworn written statement which is 
executed in substantially the following form: 


I certify (or declare) under penalty of perjury under the 
laws of the state of Washington that the foregoing is 
true and correct. 


(Date and Place) 


(2) Documents or records may be authenticated by a 
certification, as provided in subsection (1) of this section, 
from the custodian of the records or other qualified person 
that the documents or records are what they purport to be. 

(3) Signature of any attorney shall be accompanied by 
and authenticated by that attorney’s Washington State Bar 
Association number. 

(4) Documents prepared and submitted by a party who 
is not represented by an attorney shall be signed and dated 
by that party and shall include that party’s current address. 

(5) Signature by a party or an attorney on a document 
shall constitute a certificate by the party or attorney that 
he/she has read the document, believes there are grounds to 
support it, and has not submitted the document for delay, 
harassment, or needless increase in the cost of a proceeding. 

(6) Compliance with certification requirements of 
subsections (1) and (2) of this section creates a rebuttable 
presumption that a document is authentic. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), 5 246-10- 
106, filed 6/3/93, effective 7/4/93.] 


(Signature) 


WAC 246-10-107 Persons who may request adjudi- 
cative proceedings. The persons indicated may request an 
adjudicative proceeding under this chapter. 

(1)(a) With respect to the denial of applications made 
under WAC 246-290-100, 246-290-110, 246-290-120, 246- 
290-130, 246-290-140, 246-291-100, 246-291-110, 246-291- 
120, 246-291-130, 246-291-140, and 246-295-040, the 
denied applicant may request an adjudicative proceeding. 
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(b) A person whose application for the approval of a 
new public water system is denied under WAC 246-293-190, 
a purveyor whose license is adversely affected by a depart- 
mental decision under WAC 246-293-190 or the county 
legislative authority having jurisdiction in the area affected 
by the decision may request an adjudicative proceeding 
under this chapter. 

(c) A purveyor affected by the decision of the depart- 
ment under WAC 246-293-430 or the county legislative 
authority having jurisdiction in the area may request an 
adjudicative proceeding with respect to a decision made 
under WAC 246-293-430. 

(d) A person upon whom a civil penalty is imposed 
under RCW 70.119A.040 may request an adjudicative 
proceeding. 

(2) With respect to all other matters involving the 
issuance, denial of, or adverse action against, a license, the 
applicant or licensee may request an adjudicative proceeding. 

(3) With respect to matters involving receipt of benefits 
or application therefor, the recipient of or applicant for the 
benefits may request an adjudicative proceeding. 

(4) With respect to an application for approval of a 
school or curriculum, the person or authority that applied for 
such approval may request an adjudicative proceeding. 

(5) With respect to the department’s final threshold 
determination that an environmental impact statement (EIS) 
is or is not necessary and with respect to the adequacy of a 
final EIS, any person may request an adjudicative proceeding 
who: 

(a) Is seeking to protect an interest within the zone of 
interests to be protected or regulated by the statute or 
constitutional guarantee in question; and 

(b) Will be specifically and perceptibly harmed by the 
proposed action. 

(6) Any application for an adjudicative proceeding that 
on its face demonstrates that the person making the applica- 
tion does not have standing under this rule may be summari- 
ly dismissed by entry of a decision pursuant to RCW 
34.05.416. A motion to dismiss a matter for lack of stand- 
ing may be made at any time prior to entry of the final 
order. 

[Statutory Authority: RCW 18.130.050 and 43.70.040. 96-21-027, $ 246- 
10-107, filed 10/7/96, effective 11/7/96. Statutory Authority: RCW 


43.70.040. 94-04-079, 8 246-10-107, filed 1/31/94, effective 3/3/94; 93-13- 
005 (Order 369), § 246-10-107, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-108 Representation. (1) Persons 
requesting an adjudicative proceeding may be represented 
subject to the following conditions: 

(a) A person requesting an adjudicative proceeding may 
represent himself/herself or may be represented by an 
attorney who has complied with the admission to practice 
rules of the supreme court of the state of Washington; 

(b) Every attorney representing a person requesting an 
adjudicative proceeding shall file a notice of appearance with 
the office of professional standards upon commencing 
representation, and shall file a notice of withdrawal of 
counsel with the office of professional standards upon 
terminating representation. 

(c) No person requesting an adjudicative proceeding 
may be represented in an adjudicative proceeding by an 
employee of the department. 
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(2) No current or former employee of the department 
may appear as an expert, character witness, or representative 
of any party other than the state of Washington if he/she 
took an active part in investigating or evaluating the case or 
represented the agency in the matter, unless written permis- 
sion of the secretary is granted. No current or former 
member of the attorney general’s office staff who participat- 
ed personally and substantially in investigating or evaluating 
the matter at issue while so employed may represent a party 
or otherwise participate in a related proceeding without first 
having obtained the written consent of the attorney general’s 
office. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-10- 
108, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-109 Service and filing. (1) A party 
filing a pleading, brief, or paper other than an initiating 
document or application for an adjudicative proceeding as 
required or permitted by these rules, shall serve a copy of 
the paper upon the opposing party or any designated repre- 
sentative of the opposing party prior to or simultaneous with 
filing. 

(2) Unless otherwise provided by law, filing and service 
shall be made by personal service; by first class, registered, 
or certified mail; or by electronic telefacsimile transmission 
(FAX) where copies are mailed simultaneously. 

(3) Filing shall be complete upon actual receipt during 
normal business hours at the office of professional standards. 

(4) Service shall be complete when personal service is 
made; or mail is properly stamped, addressed, and deposited 
in the United States mail; or FAX transmission is completed 
and copies are deposited in the United States mail properly 
stamped and addressed. 

(5) Proof of service shall consist of filing as required by 
these rules, together with one of the following: 

(a) An acknowledgement of service; 

(b) A certificate of service including the date the papers 
were served, the parties upon whom served, the signature of 
the serving party, and a statement that service was completed 
by: 

(1) Personal service; or 

(ii) Mailing in the United States mail a copy properly 
addressed with postage and fees prepaid to each party and 
each designated representative. 

(6) For the purpose of service on a licensee or a person 
requesting an adjudicative proceeding, service shall be made 
at the last known address provided to the department in 
accordance with WAC 246-01-100, unless the program has 
actual knowledge of a different correct address for the 
person being served. 

[Statutory Authority: RCW 43.70.040. 94-04-079, $ 246-10-109, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-109, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-110 Jurisdiction. (1) The department 
has jurisdiction over all licenses issued by the department 
and over all holders of and applicants for licenses. Such 
jurisdiction is retained even if an applicant requests to 
withdraw the application, or a licensee surrenders or fails to 
renew a license. 


(1997 Ed.) 


Administrative procedure—Adjudicative proceedings 


(2) The department has jurisdiction over unlicensed 
practice of any activity for which a license is required unless 
otherwise prohibited by law. 

[Statutory Authority: RCW 43.70.040. 94-04-079, 5 246-10-110, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-110, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-111 Telephone proceedings. (1) The 
presiding officer may conduct all or part of the proceedings 
or permit a party or witness to appear by telephone or other 
electronic means if each participant in the proceedings has 
an opportunity to participate in, hear, and, if technically and 
economically feasible, see the entire proceeding while it is 
taking place. Cost of such appearance may be assessed to 
the party so appearing or on whose behalf the witness 
appears. 

. (2) If all or part of the proceedings is conducted as 
provided in subsection (1) of this section, the parties shall 
file and serve copies of all documentary evidence no less 


` than three days prior to the proceeding. The presiding 


officer may, for good cause, allow exceptions to this 
requirement. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), 8 246-10- 
111, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-112 Hearing location. The presiding 
officer shall designate sites for the conduct of proceedings 
taking into account accessibility, efficiency, and economy. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), $ 246-10- 
112, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-113 Good faith requirement. Good 
faith shall be the standard for compliance with these rules. 
Failure to make a good faith effort to comply with these 
rules shall be grounds for sanctions as provided in this 
chapter. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), 5 246-10- 
113, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-114 Public records. (1) All papers, 
exhibits, transcripts, and other materials required by or 
submitted in accordance with this chapter shall be considered 
public records. 

` (2) Release of information upon request for public 
records shall be subject to the following limitations: 

(a) Release of health care information shall comply with 
chapter 70.02 RCW and rules promulgated thereunder; 

(b) Protective orders issued pursuant to WAC 246-10- 
405 shall prevail; and 

(c) Chapter 42.17 RCW shall govern the release of 
records. 

[Statutory Authority: RCW 43.70.040. 94-04-079, $ 246-10-114, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), $ 246-10-114, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-115 Expenses and witness fees. (1) 
Fees. and expenses shall be paid at the following rates to 


witnesses appearing under subpoena by the party requesting 
the appearance: 
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(a) Fees shall be paid at the daily rate established for 
jurors in district court of Thurston County; and 

(b) Expenses shall be paid at the rate established for 
employees of the state of Washington, or as otherwise 
required by law. 

(2) Fees for an expert witness shall be negotiated by and 
paid by the party requesting services of the expert. 

(3) All expenses incurred in connection with proceed- 
ings under this chapter shall be paid by the party incurring 
the expense. 

(4) The department shall pay expenses associated with: 

(a) The facility in which proceedings are conducted; and 

(b) Recording of the proceedings. 

(5) Expenses related to preparation and distribution of 
the transcript of proceedings shall be paid by the party filing 
a motion or request for review of an initial order or petition 
for reconsideration, appealing a final order, or otherwise 
requesting the transcript. 

[Statutory Authority: RCW 43.70.040. 94-04-079, § 246-10-115, filed 
1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-115, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-116 Immunity. The legislature has 
determined that persons who file complaints with or provide 
information to the department regarding health care practitio- 
ners licensed by the department are immune from civil 
liability, provided that such persons have acted in good faith. 
RCW 4.24.240 through 4.24.260, 18.130.170, 18.130.180, 
and 18.130.300 set forth the provisions under which immuni- 
ty is granted. 

[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-10- 
116, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-117 Official notice and agency 
expertise. (1) Official notice may be taken as provided in 
RCW 34.05.452(5). 

(2) The department, through its designated presiding 
officer, may use its expertise and specialized knowledge to 
evaluate and draw inferences from the evidence presented to 
it. 

[Statutory Authority: RCW 43.70.040. 93-13-005 кей 369), 8 246-10- 
117, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-118 Sanctions. (1) Orders may include 
sanctions against either party. 

(2) Grounds for sanctions may include: 

(a) Failure to comply with these rules or orders of the 
presiding officer; and 

(b) Willful interference with the progress of proceed- 
ings. 

(3) Sanctions may include: 

(a) Dismissal of the matter; 

(b) Proceeding in default; and 

(c) Other sanctions as appropriate. 

(4) The order shall state the grounds upon which any 
sanctions are imposed. 


{Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-10- 
118, filed 6/3/93, effective 7/4/93.] 
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WAC 246-10-119 Intervention. (1) The presiding 
officer may grant a petition for intervention pursuant to 
RCW 34.05.443. 

(2) A request to intervene shall be handled as a pre- 
hearing motion and shall be subject to the dates contained in 
the scheduling order. Within the sound exercise of discre- 
tion, the presiding officer may allow intervention if: 

(a) The intervenor is not a party to the matter but has a 
substantial interest in outcome of the matter and the interest 
of the intervenor is not adequately represented by a party, or 
other good cause exists; and 

(b) Any representative of the intervenor meets the 
requirements of WAC 246-10-108. 

(3) A person shall not be allowed to intervene if that 
person had notice of the agency's decision and, upon timely 
application, would have been able to appear as a party in the 
matter in which intervention is sought, but failed to make 
such timely application. 

(4) If intervention is granted, the intervenor shall be 
subject to these rules on the same basis as the other parties 
to the proceeding, unless otherwise limited in the order 
granting intervention. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-10- 
119, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-120 Form of pleadings and orders. 
(1) Pleadings, orders, and other papers filed, served, or 
entered under this chapter shall be: 

(a) Captioned with the name of the state of Washington, 
department of health and the title of the proceeding; and 

(b) Signed by the person filing, serving, or entering the 
document. When that person is an attorney representing a 
party, the signature block shall include the attorney’s 
Washington State Bar Association number. 

(2) All orders shall comply with RCW 34.05.461 and 
the requirements of this chapter. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), $ 246-10- 
120, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-121 Notice to limited-English-speaking 
parties. When the program or the office of professional 
standards is notified or otherwise made aware that a limited- 
English-speaking person is a party in an adjudicative 
proceeding, all notices concerning the hearing, including 
notices of hearing, continuance, and dismissal, shall either be 
in the primary language of the party or shall include a notice 
in the primary language of the party which describes the 
significance of the notice and how the party may receive 
assistance in understanding and, if necessary, responding to 
the notice. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-10- 
121, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-122 Interpreters. (1) A "hearing 
impaired person" means a person who, because of a hearing 
impairment or speech defect, cannot readily understand or 
communicate in spoken language. A “hearing impaired 
person” includes a person who is deaf, deaf and blind, or 
hard of hearing. 
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(2) A "limited-English-speaking person" means a person 
who because of a non-English-speaking cultural background 
cannot readily speak or understand the English language. 

(3) If a hearing impaired person or a limited-English- 
speaking person is involved in an adjudicative proceeding 
and a need for an interpreter is made known to the office of 
professional standards, the presiding officer shall appoint an 
interpreter who is acceptable to the parties or, if the parties 
are unable to agree on an interpreter, the presiding officer 
shall select and appoint an interpreter. 

(4) Before beginning to interpret, an interpreter shall 
take an oath or make affirmation that: 

(a) A true interpretation shall be made to the impaired 
person of all the proceedings in a language or in a manner 
the impaired person understands; and 

(b) The interpreter shall repeat the statements of the 
impaired person to the presiding officer, in the English 
language, to the best of the interpreter's skill and judgment. 

(5) When an interpreter is used in a proceeding: 

(a) The interpreter shall translate all statements made by 
other participants in the proceeding; 

(b) The presiding officer shall ensure sufficient extra 
time is provided to permit translation; and 

(c) The presiding officer shall ensure that the interpreter 
translates the entire proceeding to the hearing impaired 
person or limited-English-speaking person to the extent that 
the person has the same opportunity to understand the 
statements made as would a person not requiring an inter- 
preter. 

(6) An interpreter appointed under this section shall be 
entitled to a reasonable fee for services, including waiting 
time and reimbursement for actual necessary travel expenses. 
The program shall pay the interpreter fee and expenses 
incurred for interpreters for license holders, applicants, or 
recipients of benefits. The party on whose behalf a witness 
requiring an interpreter appears shall pay for interpreter 
services for that witness. 

(7) All proceedings shall be conducted consistent with 
chapters 2.42 and 2.43 RCW. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), 8 246-10- 
122, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-123 Subpoenas. (1) The presiding 
officer, the secretary or designee, and attorneys for parties 
may issue subpoenas to residents of the state of Washington, 
to license holders and applicants for license, and to other 
persons or entities subject to jurisdiction under RCW 
4.28.185. 

(2) The presiding officer shall issue subpoenas pursuant 
to RCW 34.05.446(1) for parties not represented by counsel 
upon request of the party and upon a showing of relevance 
and reasonable scope of the testimony or evidence sought. 
Requests for issuance of subpoenas must be made in writing 
to the presiding officer stating the relevance and the scope 
of testimony or evidence sought. 

(3) The person on whose behalf the subpoena is issued 
shall pay any witness fees and expenses as provided in WAC 
246-10-115 or costs for interpreters for such witnesses as 
provided in WAC 246-10-122. 
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(4) Attendance of persons subpoenaed and production of 
evidence may be required at any designated place in the state 
of Washington. 

(5) Every subpoena shall: 

(a) Comply with WAC 246-10-120; 

(b) Identify the party causing issuance of the subpoena; 

(c) State the title of the proceeding; and 

(d) Command the person to whom the subpoena is 
directed to attend and give testimony and/or produce 
designated items under the person’s control at a specified 
time and place. 

(6) A subpoena may be served by any suitable person 
eighteen years of age or older by: 

(a) Giving a copy to the person to whom the subpoena 
is addressed; 

(b) Leaving a copy at the residence of the person to 
whom the subpoena is addressed with a person of suitable 
age and discretion; 

(c) Sending a copy by mail to the current address on file 
with the department if the person is licensed by the depart- 
ment or has filed an application for a license with the 
department; or 

(d) Sending a copy by certified mail with proof of 
receipt if the person is neither licensed by nor has applied 
for a license with the department. 

(7) Proof of service may be made by: 

(a) Affidavit of personal service; 

(b) Certification by the person mailing the subpoena to 
a license holder or applicant; or 

(c) Return or acknowledgment showing receipt by the 
person subpoenaed or his/her representative. Any person 
accepting certified or registered mail at the last known 
address of the person subpoenaed shall be considered an 
authorized representative. 

(8) The presiding officer, upon motion made promptly 
and before the time specified for compliance in the subpoe- 
na, may: 

(a) Quash or modify the subpoena if the subpoena is 
unreasonable or requires evidence not relevant to any matter 
at issue; or 

(b) Condition denial of the motion upon just and 
reasonable conditions, including advancement of the reason- 
able cost by the person on whose behalf the subpoena is 
issued of producing the books, documents, or tangible things; 
or 

(c) Issue a protective order under RCW 34.05.446. 

(9) The department may seek enforcement of a subpoe- 
na under RCW 34.05.588(1) or proceed in default pursuant 
to WAC 246-10-204. 

[Statutory Authority: RCW 43.70.040. 94-04-079, $ 246-10-123, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-123, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-124 Preliminary requirements. (1) An 
applicant for an initial license or renewal of an existing 
license shall not be entitled to an adjudicative proceeding 
unless the applicant has submitted: 

(a) A completed initial application or renewal applica- 
tion, as appropriate; and 

(b) All applicable application, examination, or renewal 
fees payable in connection with such application or license. 
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(2) An aggrieved applicant shall not be entitled to an 
adjudicative proceeding with respect to the denial of an 
application submitted under WAC 246-290-100, 246-290- 
110, 246-290-120, 246-290-130, 246-290-140, 246-291-100, 
246-291-110, 246-291-120, 246-291-130, 246-291-140, or 
246-295-040, unless the applicant has submitted to the 
district engineer or other departmental employee responsible 
for reviewing the submittal, a certification that, to the best of 
the applicant’s knowledge and belief, the submittal is 
complete and demonstrates compliance with the state’s 
drinking water regulations. Certification with respect to 
water system plans, project reports, construction documents 
and other submittals requiring preparational review by a 
licensed professional engineer shall be provided on behalf of 
the applicant by the licensed professional engineer preparing 
or reviewing the submittal. Failure to comply with these 
preliminary requirements shall result in the denial of the 
application for adjudicative proceeding without further 
review. 

(3) An affected party shall not be entitled to an adjudi- 
cative proceeding with respect to a decision made under 
WAC 246-293-190 unless: 

(a) Except with respect to a county legislative authority, 
the applicant shall have complied with all preliminary 
requirements established under the coordinated water system 
plan approved by the county legislative authority and the 
department or, if the critical water supply service area’s 
external boundaries have been approved but a coordinated 
water system plan has not been approved and adopted, then 
with any interim requirements imposed by the county 
legislative authority; and 

(b) Within sixty days of the department’s receipt of the 
request for an adjudicative proceeding, the applicant submits 
copies of the complete record of all proceedings conducted 
under the applicable coordinated water system plan or 
interim requirements. If such proceedings were taped or 
otherwise recorded, the record submitted to the department 
shall include a transcript of the hearing or hearings which 
shall be prepared and certified as correct by a registered 
professional court reporter. 

(c) Failure to comply with the preliminary requirements 
outlined herein shall result in a denial of the hearing applica- 
tion without further review. 

(4) WAC 246-293-430. 

(a) An adjudicative proceeding shall not be conducted 
with respect to a departmental decision made under WAC 
246-293-430 unless, within sixty days of the department's 
receipt of the request for an adjudicative proceeding, the 
applicant has, at his or her own expense, submitted a 
transcript of the hearing conducted under WAC 246-293-430 
from tapes or other record of the hearing which the depart- 
ment shall make available for that purpose. The transcript 
shall be prepared and certified as correct by a registered 
professional court reporter. Failure to comply with prelimi- 
nary requirements established under this section shall result 
in the dismissal of the hearing application without further 
review. 

(b) If a request for an adjudicative proceeding has been 
timely filed under this section and a transcript of the record 
has been timely submitted, the department shall promptly 
provide the presiding officer with copies of all documents 
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and exhibits admitted at the hearing conducted under WAC 
246-293-430. 

(c) The departmental employee responsible for the 
department’s decision under WAC 246-293-430 shall 
provide a copy of his or her decision to the presiding officer 
and may submit documents or evidence not made part of 
the record at the hearing conducted under WAC 246-293- 
430. Copies of all such documents shall be provided to all 
other parties involved in the proceeding. 


[Statutory Authority: RCW 18.130.050 and 43.70.040. 96-21-027, § 246- 
10-124, filed 10/7/96, effective 11/7/96. Statutory Authority; RCW 
43.70.040. 94-04-079, $ 246-10-124, filed 1/31/94, effective 3/3/94; 93-13- 
005 (Order 369), 8 246-10-124, filed 6/3/93, effective 7/4/93.] 


SECTION II 
INITIATING ACTIONS 


WAC 246-10-201 Form and content of initiating 
documents. (1) Initiating documents shall include a clear 
and concise statement of the: 

(a) Identity and authority of the person issuing the 
document; 

(b) Factual basis for the action or proposed action set 
forth in the document; 

(c) Statutes and rules alleged to be at issue; 

(d) Identity of the party against whom the action is 
taken or proposed to be taken; 

(e) Action or proposed action or penalties, including the 
statutory or rule authority for those actions or penalties; 

(f) Signature of the person issuing the document and the 
date signed; and 

(g) Method by which an adjudicative proceeding may be 
requested. 

(2) Initiating documents shall be accompanied by the 
following documents: 

(a) Notice that the respondent may defend against the 
action or proposed action; and 

(b) Form for requesting adjudicative proceeding. 

(3) Initiating documents shall be served as described in 
WAC 246-10-109. 

[Statutory Authority: RCW 43.70.040. 94-04-079, $ 246-10-201, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), $ 246-10-201, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-202 Amendment of initiating docu- 
ments. (1) Prior to the hearing date, initiating documents 
may be amended subject to the following conditions: 

(a) Amended initiating documents shall meet the 
requirements of WAC 246-10-201(1); 

(b) Amended initiating documents shall be accompanied 
by the documents described in WAC 246-10-201(2); 

(c) Whenever amended initiating documents are issued, 
a new interval for response will begin, as described in WAC 
246-10-203, unless the respondent requests the time periods 
set by the original initiating document; and 

(d) Issuance of amended initiating documents ends all 
obligations of the parties under the prior initiating docu- 
ments. 

(2) On the hearing date, the initiating documents may be 
amended subject to the following conditions: 
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(a) The documents may be amended upon motion of the 
state; 

(b) The documents may not be amended without the 
approval of the presiding officer; and 

(c) Upon motion of a party or upon his/her own initia- 
tive, the presiding officer may grant a continuance on all or 
part of the matter if necessary to afford the respondent an 
opportunity to prepare a defense to the amended documents. 
[Statutory Authority: RCW 43.70.040. 94-04-079, 8 246-10-202, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-202, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-203 Request for adjudicative proceed- 
ing. A respondent may respond to an initiating document by 
filing an application for an adjudicative proceeding or by 
waiving the opportunity for adjudicative proceeding. 

(1) If the respondent wishes to file an application for an 
adjudicative proceeding: 

(a) An application for adjudicative proceeding must be 
filed in accordance with the following time periods: 

(i) For matters under chapter 18.130 RCW, the Uniform 
Disciplinary Act, within twenty days of service of the 
initiating documents unless an extension has been granted as 
provided in subsection (3) of this section; and 

(ii) For all other matters in which the program proposes 
to deny, suspend, revoke or modify a license or proposes to 
impose a civil fine, within twenty-eight days of receipt of the 
initiating documents, unless otherwise provided by statute; 
and 

(iii) For all other matters, within twenty days of service 
of the initiating documents, unless otherwise provided by 
statute. 

(b) The application for adjudicative proceeding shall be 
made either on the Request for Adjudicative Proceeding 
Form accompanying the initiating documents or by a written 
document containing at least the following information: 

(1) Name and address of the party requesting an adjudi- 
cative proceeding; 

(ii) Name and address of the attorney representing the 
party, if any; 

(iii) Identification of the portion or portions of the 
initiating documents contested; 

(iv) Summary of the party's position on the portion or 
portions contested; 

(v) Statement of the party's standing to request an 
adjudicative proceeding under WAC 246-10-107; and 

(vi) For matters not under chapter 18.130 RCW and in 
which the department proposes to deny, suspend, revoke or 
modify a license or proposes to impose a civil fine, the 
application shall include a copy of the initiating document 
containing the adverse notice. 

(c) By filing a request for adjudicative proceeding, the 
responding party agrees to appear personally at the adjudica- 
tive proceeding or, if otherwise approved by the presiding 
officer, by telephone, unless appearance is waived as 
authorized in WAC 246-10-104(4). 

(d) The application for adjudicative proceeding shall 
contain a response to the initiating documents, indicating 
whether each charge is admitted, denied, or not contested, 
and responses shall be subject to the following conditions: 
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(i) Once admitted or not contested, an allegation may 
not be denied; and 

(ii) An allegation denied or not contested may later be 
admitted. 

(e) When an allegation is admitted or not contested, it 
shall be conclusively deemed to be true for all further 
proceedings. No proof of the allegation need be submitted. 

(f) The application for adjudicative proceeding shall 
specify the representative, if any, designated pursuant to 
WAC 246-10-108 and any request for interpreter. The 
responding party shall amend the name of the representative 
and need for interpreter immediately if circumstances change 
prior to the hearing. 

(g) The application for adjudicative proceeding shall be 
filed at the office of professional standards at the address 
specified in WAC 246-10-102. 

(2) A respondent may waive an adjudicative proceeding 
and submit a written statement and other documents in 
defense or in mitigation of the charges. Such waiver and 
documents shall be filed: 

(a) In accordance with the timelines in subsection (1)(a) 
of this section; and 

(b) At the address indicated in subsection (1)(g) of this 
section. 

(3) For matters under RCW 18.130.180, if the twenty- 
day limit for filing an application for adjudicative proceeding 
results in a hardship to the respondent, the respondent may 
request an extension of not more than sixty days upon a 
showing of good cause. 

(a) The request for extension shall be filed within the 
twenty day limit and shall include: 

(i) The reason for the request and the number of days 
for which the extension is requested; and 

(ii) Documentation of the circumstances creating the 
hardship. 

(b) The request shall be granted for a period not to 
exceed sixty days upon showing of: 

(i) Illness of the respondent; or 

(ii) Absence of the respondent from the county of 
residence or employment; or 

(iii) Emergency in the respondent's family; or 

(iv) Other good cause as determined by the presiding 
officer. 

(c) If a request for extension is denied, the respondent 
shall have ten days from service of the order denying the 
extension or twenty days from service of the initiating 
documents, whichever is longer, to file an application for 
adjudicative proceeding. 

[Statutory Authority: RCW 43.70.040, 94-04-079, $ 246-10-203, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-203, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-204 Default. (1) If a party fails to 
respond to initiating documents according to WAC 246-10- 
203, that party will be deemed to have waived the right to a 
hearing, and the secretary shall enter a final order without 
further contact with that party. 

(2) If a party requests an adjudicative proceeding but 
fails to appear, without leave to do so, at a scheduled 
prehearing conference, the presiding officer may issue an 
order of default. The order shall include notice of opportu- 
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nity to request that the default order be vacated pursuant to 
RCW 34.05.440(3). Unless vacated, a default order under 
this subsection shall be grounds for the presiding officer to 
proceed to decide the matter in the absence of the respondent 
and without additional notice to the respondent and to issue 
a final order. 

(3) If a party requests an adjudicative proceeding but 
fails to appear at the hearing, the presiding officer may issue 
an order of default in the same manner as subsection (2) of 
this section, or may proceed to hear the matter in the 
absence of the party and issue a final order. 

(4) Final orders entered under this section shall meet the 
requirements of WAC 246-10-702 and shall contain: 

(a) Findings of fact and conclusions of law based upon 
prima facie proof of the allegations contained in the initiat- 
ing documents; 

(b) Proof of service of or a good faith attempt to serve 
initiating documents and appropriate notices; 

(c) A finding that there is no reason to believe that the 
party in default is in active military service; 

(d) The penalties or conditions imposed by the order; 
and 

(e) Notice of the opportunity to request reconsideration 
pursuant to RCW 34.05.470. 

(5) Final and default orders entered under this section 
shall be served upon the parties in accordance with WAC 
246-10-109. 

(6) Notwithstanding subsections (1) through (5) of this 
section, if a party fails to respond to an initiating document 
issued consistent with the requirements of RCW 43.70.095 
or 43.70.115, the initiating document shall become a final 
order upon its effective date unless the initiating document 
otherwise provides. 

[Statutory Authority: RCW 18.130.050 and 43.70.040. “96-21-027, $ 246- 
10-204, filed 10/7/96, effective 11/7/96. Statutory Authority: RCW 


43.70.040. 94-04-079, $ 246-10-204, filed 1/31/94, effective 3/3/94; 93-13- 
005 (Order 369), § 246-10-204, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-205 Scheduling orders. (1) Within 
thirty days after receipt of the application for adjudicative 
proceeding, the office of professional standards shall: 

(a) Approve the application for full adjudicative proce- 
dure and issue and serve on the parties a scheduling order 
specifying the course of the proceeding; or 

(b) Approve the application for a brief adjudicative 
procedure and issue and serve a notice of the date by which 
any additional written materials are to be submitted for 
consideration; or 

(c) Deny the application according to RCW 34.05.416. 

(2) For matters under chapter 18.130 RCW, the schedul- 
ing order shall contain: 

(a) The date, time, and place of a settlement conference, 
a prehearing conference, and the hearing; 

(b) The deadlines for completion of discovery and 


'submission of prehearing motions; and 


(c) The name, address, and telephone number of the 
assistant attorney general or other department representative 
who will represent the state in the matter. 

(3) The scheduling order may be modified by order of 
the presiding officer upon his/her own initiative or upon 
motion of a party. Any request for a change in the schedul- 
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ing order shall be made by motion as provided in WAC 246- 
10-403. 

(4) The presiding officer may waive establishing dates 
for the settlement conference, completion of discovery, 
submission of prehearing motions, and the prehearing 
conference, if, in the discretion of the presiding officer, those 
proceedings are not necessary or appropriate in a particular 
matter or type of case. However, either party may request by 


motion to the presiding officer that any or all of the dates be ` 


set. 

_ (5) Dates contained in the scheduling order may b 
changed by the office of professional standards upon written 
request of either party made within fifteen days of issuance 
of the first scheduling order. All other changes must be 
made by motion pursuant to WAC 246-10-403. 

{Statutory Authority: RCW 43.70.040. 94-04-079, § 246-10-205, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-205, filed 6/3/93, 
effective 7/4/93.] 


SECTION III 
EMERGENCY ADJUDICATIVE PROCEEDINGS 


WAC 246-10-301 Conduct of emergency adjudica- 
tive proceedings. (1) Summary action may be taken only 
after a review by the secretary or designee of such evidence, 
including affidavits, if appropriate, to establish: 

(a) The existence of an immediate danger to the public 
health, safety, or welfare; 

(b) The department's ability to address the danger 
through a summary action; and 

(c) The summary action necessary to address the danger. 

(2) No notice to any person potentially affected by a 
summary action shall be required prior to issuance of a 
summary action. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-10- 
301, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-302 Effect of summary action. (1) 
Summary action takes effect upon entry of the order. Entry 
shall be the date of signature unless otherwise specified. 

(2) No person shall be required to comply with a 
summary action until service has been made or the person 
has knowledge of the order, whichever occurs first. 

(3) A summary action shall be served as promptly as 
practicable, in accordance with WAC 246-10-109. 

(4) A summary action shall not be subject to the 
posthearing process provided in WAC 246-10-701, et seq., 
but a summary action may be appealed to superior court as 
provided by law. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), $ 246-10- 
302, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-303 Form and content of summary 
actions. (1) A summary action shall be entered in the form 
of an order containing findings of fact, conclusions of law, 
and the summary action imposed, as well as a statement of 
policy reasons for the decision. 

(2) À summary action imposed by emergency adjudica- 
tive proceeding shall be limited to those actions necessary to 
alleviate an immediate danger to the public health, safety, or 
welfare. 
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(3) Initiating documents, and all other documents 
required by WAC 246-10-201, shall accompany a summary 
action order when served. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), $ 246-10- 
303, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-304  Adjudicative proceedings upon 
summary action. Following summary action taken by the 
department, the respondent may: . 

(1) Request a prompt adjudicative proceeding conducted 
in accordance with this chapter; or 

(2) Waive the prompt adjudicative proceeding and 
request a regularly scheduled adjudicative proceeding 
conducted in accordance with this chapter; 

(3) Waive the right to an adjudicative proceeding and 
submit a written statement to be considered prior to the entry 
of the final order; or 

(4) Waive the opportunity to be heard. 

[Statutory Authority: RCW 43.70.040. 94-04-079, § 246-10-304, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), 8 246-10-304, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-305 Opportunity for prompt adjudi- 
cative proceeding. (1) Any respondent affected by a 
summary action shall be provided the opportunity to request 
a prompt adjudicative proceeding. Notice of the opportunity 
shall be provided in the notice of opportunity to defend 
against the allegations that are the basis for the summary 
action. The form for requesting an adjudicative proceeding 
shall include the option of requesting a prompt adjudicative 
proceeding. 

(2) Any respondent affected by a summary action may 
request a prompt adjudicative proceeding, may elect a 
regularly scheduled adjudicative proceeding instead of a 
prompt adjudicative proceeding, or may waive the opportuni- 
ty for adjudicative proceeding in accordance with WAC 246- 
10-203. 

(3) Any request for a prompt adjudicative proceeding 
must be filed within ten days of the service of the summary 
action. 

(4) If requested by the respondent, a prompt adjudicative 
proceeding shall be conducted within twenty days of service 
of a summary action. 

(5) Regardless of whether a prompt adjudicative 
proceeding is requested, the matter shall be resolved as 
quickly as feasible in accordance with all other applicable 
rules. 

[Statutory Authority: RCW 43.70.040. 94-04-079, $ 246-10-305, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-305, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-306 Proceedings prior to prompt 
adjudicative proceeding. A settlement conference may be 
requested, a settlement may be offered, and a prehearing 
conference may be conducted prior to a prompt adjudicative 
proceeding. Prehearing proceedings shall not delay a prompt 
adjudicative proceeding except by mutual agreement of the 
parties. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), 8 246-10- 
306, filed 6/3/93, effective 7/4/93.] 
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SECTION IV 
SETTLEMENT AND PREHEARING PROCEEDINGS 


WAC 246-10-401 Settlement conference. (1) 
Following a request for an adjudicative proceeding, the 
office of professional standards may schedule a settlement 
conference as provided in WAC 246-10-205. The parties 
shall be notified of the date, time, and place of the settle- 
ment conference. 

(2) The purpose of the settlement conference shall be to 
attempt to reach agreement on the issues and on a proposed 
order to be entered. Any agreement of the parties is subject 
to final approval by the presiding officer. 

(3) The respondent shall attend the settlement confer- 
ence as scheduled and may also be represented as provided 
in WAC 246-10-108. Representatives of the department will 
also attend. Other persons may attend by agreement of the 
parties. 

(4) Either party may bring documents or other materials 
to the settlement conference for the purpose of settlement 
negotiations. No testimony will be taken. No documents or 
information submitted at the settlement conference will be 
admitted at the adjudicative proceeding unless stipulated by 
the parties or otherwise admitted into evidence by the 
presiding officer. 

(5) If a settlement offer has been made in writing to the 
respondent and it is signed and returned by the respondent 
to the office of professional standards prior to the settlement 
conference, all subsequent dates set in the scheduling order 
are continued pending final review of the settlement by the 
presiding officer. 

[Statutory Authority: RCW 43.70.040. 94-04-079, § 246-10-401, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), $ 246-10-401, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-402 Discovery. The parties are encour- 
aged to exchange information and documents related to the 
case prior to the adjudicative proceeding. Formal discovery 
is obtained as follows: 

(1) Methods, scope and limits: 

(a) Parties may obtain discovery by production of 
records or things; deposition upon oral examination; requests 
for admission; or, if ordered by the presiding officer, written 
interrogatories. 

(b) Unless otherwise limited by order of the presiding 
officer in accord with these rules, the scope of discovery 
shall be as follows: 

(i) Parties may obtain discovery regarding any matter 
not privileged, which is relevant to the subject matter in the 
pending action. It is not grounds for objection that the 
information sought will be inadmissible at the adjudicative 
proceeding if the information sought appears reasonably 
calculated to lead to the discovery of admissible evidence. 

(ii) The frequency or extent of use of the discovery 
methods set forth in these rules shall be limited by the 
presiding officer if the presiding officer determines that: 

(A) The discovery sought is unreasonably cumulative or 
duplicative, or is obtainable from another source that is more 
convenient, less burdensome, or less expensive; or 
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(B) The party seeking discovery has had an ample 
opportunity by discovery to obtain the information sought; 
or 

(C) The discovery is unduly burdensome or expensive, 
taking into account the needs of the case, limitations of the 
parties’ resources, and the importance of the issues at stake. 

(iii) The presiding officer may limit discovery upon his 
or her own initiative after reasonable notice or pursuant to a 
motion submitted by a party. 

(2) Production of records, documents or things: 

(a) Upon written request of a party the opposing party 
shall identify experts and other witnesses to be called at a 
hearing and shall provide other information necessary to 
enable the party to conduct depositions of the witnesses. 

(b) Any party may serve on any other party a request, 
which must be signed by the party or designated representa- 
tive: 

(i) To produce and permit the party making the request 
or designee to inspect and copy any designated documents, 
or to inspect and copy, test, or sample any tangible things 
which constitute or contain matters within the scope of 
discovery and which are in the possession, custody or control 
of the party upon whom the request is served; or 

(ii) To permit entry onto designated land or other 
property which is in the possession or control of the party 
upon whom the request is served for the purpose of inspec- 
tion, measuring, surveying, photographing, testing or 
sampling the property or designated object or operation 
thereon which is within the scope of discovery. 

(c) Any party who produces documents for inspection 
shall produce them as they are kept in the usual course of 
business or may, if the parties agree, organize and label them 
to correspond with the categories in the request. 

(d) The party upon whom a request is made may, by 
motion to the presiding officer, move for an order denying 
the request to produce or modifying the conditions of the 
request. Denial of the request or change in the conditions of 
the request shall be within the discretion of the presiding 
officer and shall be made by written order. 

(3) Depositions may be taken subject to the following 
conditions: 

(a) Within the United States or a territory or insular 
possession subject to the dominion of the United States, 
depositions shall be taken before an officer authorized to 
administer oaths by the state of Washington or of the place 
where the examination is held. A presiding officer may, in 
his or her discretion or following motion of a party, preside 
at the deposition. Within a foreign country, depositions shall 
be taken before a secretary of an embassy or legation, consul 
general, vice-consul or consular agent of the United States, 
or a person designated by the presiding officer or agreed 
upon by the parties by stipulation in writing filed with the 
office of professional standards. Except by stipulation, no 
deposition shall be taken before any person who is a party 
or a privy of a party, or a privy of any representative of a 
party, or who is financially interested in the proceeding. 

(b) A party desiring to take the deposition of a person 
upon oral examination shall give reasonable notice of not 
less than five days in writing to the person to be deposed 
and to the opposing party. The notice shall state the time and 
place for taking the deposition, the name and address of each 
person to be examined, if known, and if the name is not 
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known, a description sufficient to identify the person to be 
examined or the particular class or group to which the 
person to be examined belongs. On motion of a party upon 
whom the notice is served, the presiding officer may for 
cause shown, lengthen or shorten the time. 

(c) After notice is served for taking a deposition, or 
upon motion of the presiding officer or upon motion reason- 
ably made by any party or by the person to be examined, 
and upon notice and for good cause, the presiding officer 
may issue an order that the deposition shall not be taken or 
that it be taken subject to specified restrictions, conditions, 
or limitations. 

(d) Depositions shall be recorded. 

(i) The officer before whom the deposition is taken shall 
put the witness on oath or affirmation and shall personally 
or by someone acting under the officer’s direction and in the 
officer’s presence, record the testimony. 

(ii) The officer or person acting under the officer’s 
direction shall transcribe the testimony at the request of any 
party, provided that any expenses shall be paid by the 
requesting party. 

(tii) The transcribed testimony shall be submitted to the 
person deposed for review and signature, unless review and 
Signature are waived by that person. The officer shall append 
to the transcript any changes in form or substance that may 
be submitted by the parties. 

(iv) Copies of the transcribed and, unless review and 
signature has been waived, signed testimony shall be served 
upon the person deposed and upon the parties. 

(e) If the parties so stipulate in writing or on the record, 
depositions may be taken before any person, at any time or 
place, upon any notice, and in any manner and when so 
taken, may be used as any other deposition. 

(4) Following motion of a party and opportunity for 
response by the opposing party, the presiding officer may 
order a party to respond to written interrogatories and may 
order that the interrogatories be subject to specified restric- 
tion, condition, or limitation. 

[Statutory Authority: RCW 43.70.040. 94-04-079, § 246-10-402, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-402, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-403 Motions. (1) The presiding officer 
shall rule on motions. The presiding officer may rule on 
motions without oral argument or may request or permit the 
parties to argue the motion in person or by telephone. Oral 
argument may be limited in time at the discretion of the 
presiding officer. 

(2) All prehearing motions, including discovery and 
evidentiary motions, shall be made in writing and filed with 
the presiding officer prior to the dates set in the scheduling 
order. 

(3) Motions for continuance must be made in writing 
and filed prior to the dates set in the scheduling order. If 
the adjudicative proceeding is scheduled to take place fewer 
than twenty days from service of the scheduling order, 
motions for continuance must be made within ten days of 
service of the scheduling order, but in no event fewer than 
five days prior to the hearing. Continuances may be granted 
by the presiding officer for good cause. 
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(4) The presiding officer may grant a continuance when 
a motion for continuance is not submitted within the time 
limits contained in subsection (3) of this section for good 
cause. 

(5) The following is the recommended format for 
motions: 

(a) A succinct statement of the facts contended to be 
material; 

(b) A concise statement of the issue, issues or law upon 
which the presiding officer is requested to rule; 

(c) The specific relief requested by the moving party; 

(d) If the motion requires the consideration of facts or 
evidence not appearing on the record, the moving party shall 
also serve and file copies of all affidavits and photographic 
or documentary evidence presented in support of the motion; 

(e) The legal authority upon which the motion is based; 
and 

(f) A proposed order may accompany the motion, and 
should contain findings of fact and conclusions of law. 

(6) The moving party shall file the motion, and the 
accompanying affidavits and photographic or documentary 
evidence when necessary, with the presiding officer and shall 
serve the motion, and the accompanying affidavits and 
photographic or documentary evidence when necessary, on 
all other parties. 

(7) The opposing party shall file with the presiding 
officer, and serve upon the moving party, a responsive 
memorandum, and accompanying affidavits and photographic 
or documentary evidence when necessary, no later than 
eleven days following service of the motion, unless other- 
wise ordered by the presiding officer. 

(8) The moving party may file with the presiding 
officer, and serve upon the opposing party, a reply memoran- 
dum no later than five days following service of the respon- 
sive memorandum, unless otherwise ordered by the presiding 
officer. 

(9) Unless otherwise ordered by the presiding officer, all 
motions shall be decided without oral argument. A party 
requesting oral argument on a motion shall so indicate by 
typing "ORAL ARGUMENT REQUESTED" in the caption of the 
motion or the responsive memorandum. If a request for oral 
argument is granted, the presiding officer shall notify the 
parties of the date and time of the argument and whether the 
argument will be in person or by telephone conference. 

(10) Motions to shorten time or emergency motions 
shall be exceptions to the rule, and a party may only make 
such motions in exigent or exceptional circumstances. When 
making such a motion, the moving party shall: 

(a) Suggest a date and time when the moving party 
seeks to have the presiding officer hear the motion to shorten 
time, which should be at least forty-eight hours after filing; 

(b) Suggest a date and time when the moving party 
seeks to have the presiding officer consider the merits of the 
underlying motion; 

(c) Describe the exigent or exceptional circumstances 
justifying shortening of time in an affidavit or a memoran- 
dum accompanying the motion; 

(d) Certify that the motion to shorten time and the 
underlying motion have been served on all other parties prior 
to the filing of the motion with the presiding officer. Any 
opposition to the motion to shorten time must be served and 
filed within twenty-four hours of the service of the motion. 
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If the presiding officer grants the motion to shorten time, the 
presiding officer shall notify the parties of the date by which 
the responsive memorandum to the underlying motion shall 
be served and filed. 

(11) All motions will be decided as soon as practical, 
but not more than thirty days following the filing of the 
motion. If the presiding officer will not decide the motion 
within this time, the presiding officer shall notify the parties 
in writing of the date by which the motion will be decided. 

(12) If a party serves a motion or responsive memoran- 
dum by mail, pursuant to WAC 246-10-109, then three days 
shall be added to the time within which the opposing party 
must file and serve the responsive or reply memorandum. 

(13) АП computations of time shall be calculated 
pursuant to WAC 246-10-105. 

(14) Departmental motions for summary actions are 
exempted from all requirements of this rule. 

[Statutory Authority: RCW 18.130.050 and 43.70.040. 96-21-027, 5 246- 
10-403, filed 10/7/96, effective 11/7/96. Statutory Authority: RCW 


43.70.040. 94-04-079, § 246-10-403, filed 1/31/94, effective 3/3/94; 93-13- 
005 (Order 369), § 246-10-403, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-404 Prehearing conference. (1) As 
provided in WAC 246-10-205, the presiding officer may 
schedule a prehearing conference to be held prior to the 
hearing. Parties shall be notified of the time and place of 
the first prehearing conference in the scheduling order. 

(2) The presiding officer shall conduct prehearing 
conferences and shall issue rulings related to prehearing 
motions and evidentiary issues. The rulings shall govern the 
conduct of subsequent proceedings. 

(3) The prehearing conference may be recorded as 
ordered by the presiding officer. All offers of proof and 
objections concerning matters raised at the prehearing 
conference must be made on the record at the prehearing 
conference. 

(4) Following the final prehearing conference, the 
presiding officer shall issue a written prehearing order which 
will: 

(a) Identify the issues to be considered at the hearing 
and indicate which party has the burden of proof on these 
issues; 

(b) Specify the facts which are admitted or not contested 
by the parties; 

(c) Identify those documents and exhibits that will be 
admitted at hearing; 

(d) Identify expert and lay witnesses that may be called 
at hearing and the issues to which those witnesses may 
testify; 

(e) Rule on motions; 

(f) Accept amendments to the pleadings; 

(g) Address such other issues or matters as may be 
reasonably anticipated to arise and which may aid in the 
disposition of the proceedings; and 

(h) Rule on objections made in any preserved testimony. 

(5) Following the prehearing conference, the presiding 
officer may issue an order directing that the matter be heard 
as a brief adjudicative proceeding, pursuant to WAC 246-10- 
501, et seq. 

(6) Documentary evidence not offered in the prehearing 
conference shall not be received into evidence at the adjudi- 
cative proceeding in the absence of a clear showing that the 
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offering party had good cause for failing to produce the 
evidence at the prehearing conference. 

(7) Witnesses not identified during the prehearing 
conference shall not be allowed to testify at the adjudicative 
proceeding in the absence of a clear showing that the party 
offering the testimony of such witness had good cause for 
failing to identify the witness at the prehearing conference. 

(8) If the authenticity of documents submitted at the 
prehearing conference is not challenged at the prehearing 
conference, the documents shall be deemed authentic. 
However, a party shall be permitted to challenge such 
authenticity at a later time upon a clear showing of good 
cause for failure to object at the prehearing conference. 

(9) Nothing in these rules shall prohibit the presiding 
officer from conducting a conference at any time, including 
during the hearing. The presiding officer shall state on the 
record the results of such conference. 

(10) A party bound by a stipulation or admission of 
record may withdraw it in whole or in part only upon a 
determination by the presiding officer or hearing officer that: 

(a) The stipulation or admission was made inadvertently 
or as a bona fide mistake of fact or law; and 

(b) The withdrawal will not unjustly prejudice the rights 
of the other parties. 

(11) In an appeal to superior court involving issues 
addressed in the prehearing order, the record of the 
prehearing conference, written motions and responses, the 
prehearing order, and any orders issued by the presiding 
officer pursuant to WAC 246-10-403, shall be the record. 
{Statutory Authority: RCW 43.70.040. 94-04-079, § 246-10-404, filed 
1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-404, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-405 Protective orders. The presiding 
officer may issue a protective order at his or her discretion: 

(1) To protect a party or person from annoyance, 
embarrassment, oppression, or undue burden or expense; 

(2) To preserve confidentiality related to health care 
records or provider-client information; 

(3) To protect examination processes; 

(4) To protect the identity of a person supplying 
information to the department where the person indicates a 
desire for nondisclosure unless that person testifies or has 
been called to testify at an adjudicative proceeding; or 

(5) To comply with applicable state or federal law. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-10- 
405, filed 6/3/93, effective 7/4/93.] 


SECTION V 
BRIEF ADJUDICATIVE PROCEEDINGS 


WAC 246-10-501 Application of brief adjudicative 
proceedings. (1) If an adjudicative proceeding is requested, 
a brief adjudicative proceeding will be conducted where the 
matter involves one or more of the following: 

(a) A determination whether an applicant for a profes- 
sional, business, or facility license meets the minimum 
criteria for an unrestricted license and the department 
proposes to deny such a license or to issue a restricted 
license; 
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(b) An application to approve a water system plan under 
WAC 246-290-100; 

(c) An application to approve a project report under 
WAC 246-290-110; 

(d) An application for source approval under WAC 246- 
290-130; 

(e) An application to approve construction documents 
under WAC 246-290-120; 

(f) An application to approve an existing Group À water 
system under WAC 246-290-140; 

(g) An application for source approval under WAC 246- 
291-100 or 246-291-110; 

(h) An application to approve a design report under 
WAC 246-291-120; 

(i) An application to approve an existing Group B water 
system under WAC 246-291-130; 

(j) An.application to approve a water system plan under 
WAC 246-291-140; 

(K) A decision under WAC 246-293-190; 

(1) A decision with respect to service area conflicts 
under WAC 246-293-430; 

(m) An application for approval as a satellite manage- 
ment agency under WAC 246-295-040; 

(n) А civil penalty imposed under RCW 70.119А.040 
when the amount of the civil penalty does not exceed two 
thousand five hundred dollars; 

(0) A request to bank nursing home beds under RCW 
70.38.111(8) and 70.38.115(13); 

(p) A determination as to whether a person is in 
compliance with the terms and conditions of a final order 
previously issued by the department; 

(q) Any approval of a school or curriculum when such 
approval by the department is required or authorized by 
statute or rule; 

(r) A determination whether a license holder requesting 
renewal has submitted all required information and meets 
minimum criteria for license renewal; or 

(s) A decision to deny, modify, or impose conditions 
upon an operating permit under WAC 246-294-050. 

(2) If an adjudicative proceeding is requested, in a 
matter not listed in subsection (1) of this section, a brief 
adjudicative proceeding may be conducted in the discretion 
of the presiding officer when it appears that protection of the 
public interest does not require that the department provide 
notice and an opportunity to participate to persons other than 
the parties and: 

(a) Only legal issues exist; or 

(b) Both parties have agreed to a brief proceeding. 
[Statutory Authority: RCW 18.130.050 and 43.70.040. 96-21-027, 8 246- 
10-501, filed 10/7/96, effective 11/7/96. Statutory Authority: RCW 


43.70.040. 94-04-079, $ 246-10-501, filed 1/31/94, effective 3/3/94; 93-13- 
005 (Order 369), § 246-10-501, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-502 Preliminary record in brief 
adjudicative proceedings. (1) The preliminary record with 
respect to an application for a professional, business, or 
facility license, or for approval of a school or curriculum 
shall consist of the following: 

(a) The application for the license or approval and all 
associated documents; 

(b) All documents relied on by the program in propos- 
ing to deny the application; 
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(c) All correspondence between the applicant for license 
or approval and the program regarding the application. 

(2) Preliminary record. 

(a) The preliminary record with respect to decisions 
made under WAC 246-290-100, 246-290-110, 246-290-120, 
246-290-130, 246-290-140, 246-291-100, 246-291-110, 246- 
291-120, 246-291-130, and 246-291-140 shall consist of the 
decision document, all documents constituting the applicant’s 
submittal and such other-documents as the applicant or the 
departmental employee reviewing the submittal may wish to 
include in the preliminary record. 

(b) WAC 246-293-190. 

(i) If proceedings are required and have been conducted 
by local agencies under the applicable coordinated water 
system plan, the preliminary record shall consist of the 
record submitted to the department under WAC 246-10- 
124(3). 

(ii) If hearings are not required or have not been 
conducted by local agencies under the applicable coordinated 
water system plan or if the external boundaries of the 
coordination act area have been approved but a coordinated 
water system plan has not been adopted, then the preliminary 
record shall consist of such documents as the presiding 
officer may solicit from the affected parties. 

(c) The preliminary record with respect to a decision 
made under WAC 246-293-430 shall consist of the record 
submitted to the presiding officer under WAC 246-10- 
124(4). 

(d) The preliminary record with respect to a decision 
under WAC 246-294-050 shall consist of: 

(i) The permit, if any; 

(ii) All documents relied upon by the program in 
proposing to deny, modify, or impose conditions upon the 
permit; and 

(iii) The decision document. 

(e) The preliminary record with respect to decisions 
made under WAC 246-295-040 shall consist of the decision 
document, all documents constituting the applicant's submit- 
tal, comments submitted by the county, and such other 
documents as the applicant or the department may wish to 
include in the preliminary record. 

(f) The preliminary record with respect to civil penalties 
imposed under RCW 70.119A.040 shall consist of the notice 
of imposition of penalties, the departmental order, if any, all 
documentation of communication between the program and 
the person or persons incurring the civil penalties regarding 
the violation or violations for which the civil penalties were 
imposed, and such other documents as the person or persons 
incurring the civil penalties or the department may wish to 
include in the preliminary record. 

(3) The preliminary record with respect to compliance 
with prior department orders shall consist of: 

(a) The official department file of the proceeding in 
which the order was issued; 

(b) All matters submitted by the person to whom the 
order is directed purporting to demonstrate compliance with 
the order; 

(c) All documents relied on by the department in 
asserting noncompliance; and 

(d) All correspondence between the department and the 
person to whom the order is directed respecting compliance. 
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(4) The preliminary record with respect to matters 
submitted to a brief adjudicative proceeding under WAC 
246-10-501(2) shall be as agreed by the parties. 

(5) For the purposes of this section, "decision docu- 
ment" shall mean one or more documents that provide notice 
to the affected party of the department’s action, and that 
contain(s) the information provided by an initiating docu- 
ment. 

[Statutory Authority: RCW 18.130.050 and 43.70.040. 96-21-027, § 246- 
10-502, filed 10/7/96, effective 11/7/96. Statutory Authority: RCW 


43.70.040, 94-04-079, § 246-10-502, filed 1/31/94, effective 3/3/94; 93-13- 
005 (Order 369), § 246-10-502, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-503 Conduct of brief adjudicative 
proceedings. (1) Brief adjudicative proceedings shall be 
conducted by a presiding officer for brief adjudicative 
proceedings designated by the assistant secretary having 
responsibility for the program that issued the initiating 
document that is the subject of the proceeding. The presid- 
ing officer for brief adjudicative proceedings shall have 
agency expertise in the subject matter but shall not have 
personally participated in the decision to issue the initiating 
document. 

(2) The parties or their representatives may present 
written documentation in addition to the preliminary record. 
The presiding officer for brief adjudicative proceedings shall 
designate the date by which written documents must be 
submitted by the parties. 

(3) The presiding officer for brief adjudicative proceed- 
ings may, in his or her discretion, entertain oral argument 
from the parties or their representatives, at a time and place 
designated by the presiding officer for brief adjudicative 
proceedings. 

(4) No witnesses may appear to testify. 

(5) In addition to the record, the presiding officer for 
brief adjudicative proceedings may employ agency expertise 
as a basis for decision. 

(6) The presiding officer for brief adjudicative proceed- 
ings shall not issue an oral order. Within ten days of the 
final date for submission of materials or oral argument, if 
any, the presiding officer for brief adjudicative proceedings 
sball enter an initial order in accordance with WAC 246-10- 
608. 

[Statutory Authority: RCW 18.130.050 and 43.70.040. 96-21-027, $ 246- 
10-503, filed 10/7/96, effective 11/7/96. Statutory Authority: RCW 


43.70.040. 94-04-079, § 246-10-503, filed 1/31/94, effective 3/3/94; 93-13- 
005 (Order 369), $ 246-10-503, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-504 Effectiveness of orders on brief 
adjudicative proceedings. (1) Initial orders on brief 
adjudicative proceedings shall become final twenty-one days 
after service of the initial order unless: 

(a) Administrative review has been requested pursuant 
to WAC 246-10-701; or 

(b) On his or her own initiative, a designee of the 
secretary authorized to issue final orders determines to 
review the matter and, within twenty-one days of service of 
the initial order, provides notice to the parties of the date by 
which a determination shall be made. 

(2) If administrative review is taken under subsection 
(1) of this section, each party shall be provided an opportu- 
nity to state its view of the matter, and the presiding officer 
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shall issue a written order containing findings of fact, 
conclusions of law, and order which shall be entered and 
served upon the parties within twenty days of service of the 
initial order or the request for review whichever is later. 
(3) A request for review is deemed to be denied if the 
presiding officer does not act on the request within twenty 
days after the request is submitted. 
(4) If administrative review is taken under subsection 
(1) of this section, the presiding officer may convert the 
matter to a full adjudicative proceeding. 
[Statutory Authority: RCW 43.70.040. 94-04-079, 8 246-10-504, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-504, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-505 Agency record in brief proceed- 
ings. The agency record of brief adjudicative proceedings 
shall consist of: 

(1) The preliminary record as set forth in WAC 246-10- 
502; 

(2) All initiating documents including the notice of 
opportunity to defend; 

(3) The request for adjudicative proceeding; 

(4) All documents submitted in the proceeding; 

(5) Any transcript or recording of any arguments 
presented; and 

(6) All orders issued in the case. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), $ 246-10- 
505, filed 6/3/93, effective 7/4/93.] 


SECTION VI 
HEARING 


WAC 246-10-601 Notice of adjudicative proceeding. 
Notice of an adjudicative proceeding shall be issued pursuant 
to RCW 34.05.434. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-10- 
601, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-602 Conduct of adjudicative proceed- 
ing. (1) The adjudicative proceeding shall be conducted as 
provided in RCW 34.05.449 through 34.05.455. 

(2) The presiding officer may take the following actions 
to the extent not already determined in a prehearing order: 

(a) Conduct the hearing de novo; 

(b) Determine the order of presentation of evidence; 

(c) Administer oaths and affirmations; 

(d) Issue subpoenas; 

(e) Rule on procedural matters, objections, motions, and 
offers of proof; 

(f) Receive relevant evidence; 

(g) Interrogate witnesses called by the parties in an 
impartial manner to develop any facts necessary to fairly and 
adequately decide the matter; 

(h) Call additional witnesses and request additional 
exhibits deemed necessary to complete the record and 
receive such evidence subject to full opportunity for cross- 
examination and rebuttal by all parties; 

(i) Take any appropriate action necessary to maintain 
order during the adjudicative proceeding; 
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(j) Determine whether to permit or require oral argu- 
ment or briefs and determine the time limits for submission 
thereof; 

(k) Permit photographic and recording equipment at 
hearing subject to conditions necessary to preserve confiden- 
tiality and prevent disruption; 

(1) Permit a person to waive any right conferred upon 
that person by chapter 34.05 RCW or this chapter, except as 
precluded by law; and 

(m) Take any other action necessary and authorized by 
applicable law or rule. 

(3) The presiding officer shall: 

(a) Apply as the first source of law governing an issue 
those statutes and rules deemed applicable to the issue; 

(b) If there is no statute or rule governing the issue, 
resolve the issue on the basis of the best legal authority and 
reasoning available, including that found in federal and 
Washington constitutions, statutes, rules, and court decisions; 
and 

(c) Not declare any statute or rule invalid. 

(4) If the validity of any statute or rule is raised as an 
issue, the presiding officer may permit arguments to be made 
on the record concerning the issue for the purpose of 
subsequent review. 

(5) A party may move to disqualify the presiding officer 
pursuant to RCW 34.05.425(3). 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-10- 
602, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-603 Evidence. (1) The presiding officer 
shall rule on objections to the admissibility of evidence 
pursuant to RCW 34.05.452 unless those objections have 
been addressed in the prehearing order. 

_ (2) The refusal of a witness to answer any question 
ruled proper shall be grounds for the presiding officer, at 
his/her discretion, to strike some or all prior testimony by 
that witness on related matters or to grant a continuance to 
allow a party to seek a court order to compel the witness to 
answer. 

(3) Each person called as a witness in an adjudicative 
proceeding shall swear or affirm that the evidence about to 
be given in the adjudicative proceeding shall be the truth 
under the provisions of RCW 5.28.020 through 5.28.060. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), 5 246-10- 
603, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-604 Proposed order. At the conclusion 
of the hearing or by a date specified by the presiding officer, 
the presiding officer may require each party to submit to the 
presiding officer proposed findings of fact and conclusions 
of law and a proposed order. 

{Statutory Authority: RCW 43.70.040. 94-04-079, § 246-10-604, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-604, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-605 Issuance of final order. If the 


adjudicative proceeding is conducted by a presiding officer . 


authorized to make the final decision, the presiding officer 
shall: 

(1) Issue a final order containing findings of fact and 
conclusions of law and an order; and 
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(2) Serve a copy of the order on each party and any 
designated representative of the party. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-10- 
605, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-606 Standard of proof. The order 
shall be based on the kind of evidence upon which reason- 
ably prudent persons are accustomed to rely in the conduct 
of their affairs. In all cases involving an application for 
license the burden shall be on the applicant to establish that 
the application meets all applicable criteria. In all other 
cases the burden is on the department to prove the alleged 
factual basis set forth in the initiating document. Except as 
otherwise provided by statute, the burden in all cases is a 
preponderance of the evidence. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-10- 
606, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-607 Consolidated proceedings. (1) 
When two or more applications for adjudicative proceeding 
involve a similar issue, the applications may be consolidated 
by the presiding officer and the hearings conducted together. 
The presiding officer may consolidate on his/her own motion 
or upon the request of a party. 

(2) A party scheduled for a consolidated proceeding 
may request to withdraw from the consolidated proceeding 
in favor of an individual proceeding. The presiding officer 
may grant a motion to withdraw from a consolidated 
proceeding at any time when good cause is shown. 

(3) Each respondent in a consolidated proceeding shall 
retain the right to representation. 

[Statutory Authority: RCW 43.70.040. 94-04-079, 5 246-10-607, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-607, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-608 Initial order. If the adjudicative 
proceeding is conducted by a presiding officer who is not 
authorized to make the final decision, the presiding officer 
shall: 

(1) Issue an initial order containing proposed findings of 
fact, conclusions of law, and a proposed order; 

(2) Serve a copy of the initial order on each party and 
any designated representative of a party; and 

(3) Forward the initial order and record of the adjudica- 
tive proceeding to the office of professional standards. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), § 246-10- 
608, filed 6/3/93, effective 7/4/93.] 


SECTION VII 
POSTHEARING PROCESS 


WAC 246-10-701 Appeal from initial order. (1) 
Any party may file a written petition for administrative 
review of an initial order issued under WAC 246-10-503 or 
246-10-608 stating the specific grounds upon which excep- 
tion is taken and the relief requested. 

(2) Petitions for administrative review must be served 
upon the opposing party and filed with the office of profes- 
sional standards within twenty-one days of service of the 
initial order. I 
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(3) The opposing party may file a response to a petition 
for administrative review filed as provided in this section. 
The response shall be filed at the office of professional 
standards. The party filing the response shall serve a copy 
of the response upon the party requesting administrative 
review. If the initial order was entered pursuant to WAC 
246-10-503, the response shall be filed within ten days of 
service of the petition. In all other matters, the response 
shall be filed within twenty days of service of the petition. 
(Statutory Authority: RCW 43.70.040. 94-04-079, § 246-10-701, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-701, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-702 Final orders. (1) The form and 
content of final orders shall be as follows: 

(a) Final orders shall contain findings of fact, conclu- 
sions of law, and an order, and shall be signed by the 
presiding officer. 

(b) Final orders may adopt by reference the initial order 
in whole or in part. 

(c) Final orders may modify or revise the initial order 
in whole or in part. 

(2) Final orders shall be served upon the parties and 
their representatives as provided in WAC 246-10-109. 

(3) Final orders shall be issued following: 

(a) A review of the record; 

(b) A review of the initial order, if any; 

(c) A review of any request for administrative review of 
the initial order and any response thereto; and 

(d) Consideration of protection of the public health and 

welfare. 
(4) Unless a later date is stated in the final order, final 
orders shall be effective when entered but a party shall not 
be required to comply with a final order until the order is 
served upon that party. 

(5) Final orders may contain orders that specified 
portions of the agency record shall not be disclosed as public 
records if necessary to protect privacy interests, the public 
welfare, or vital governmental functions. Such orders shall 
include but are not limited to protective orders issued during 
the proceeding or pursuant to WAC 246-10-405. 

[Statutory Authority: RCW 43.70.040. 94-04-079, $ 246-10-702, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-702, filed 6/3/93, 
effective 7/4/93.] š 


WAC 246-10-703 Stay of final orders. No final 
order will be stayed except by its own terms or by order of 
a court of competent jurisdiction. 


[Statutory Authority: RCW 43.70.040. 93-13-005 (Order 369), $ 246-10- 
703, filed 6/3/93, effective 7/4/93.] 


WAC 246-10-704 Reconsideration of final orders. 
(1) Within ten days of service of a final order, either party 
may file a petition for reconsideration, stating the specific 
grounds upon which reconsideration is requested and the 
relief requested. 

(2) Grounds for reconsideration shall be limited to: 

(a) Specific errors of fact or law; or 

(b) Implementation of the final order would require 
department activities inconsistent with current department 
practice; or 
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(c) Specific circumstances render the person requesting 
reconsideration unable to comply with the terms of the order. 

(3) Petitions for reconsideration must be served upon the 
opposing party and filed with the office of professional 
standards within ten days of service of the final order. 

(4) If reconsideration is requested based on an error of 
fact, the request for reconsideration shall contain specific 
reference to the record. If reconsideration is requested based 
on testimony of record, the request for reconsideration shall 
contain specific reference to the testimony. The presiding 
officer may require that the party requesting reconsideration 
submit a copy of the transcript of the adjudicative proceed- 
ing and provide specific reference to the transcript. 

(5) The petition for reconsideration is denied if, within 
twenty days of the date the petition is filed, the presiding 
officer: 

(a) Denies the petition; 

(b) Does not act upon the petition; or 

(c) Does not serve the parties with notice of the date by 
which he/she will act on the petition. 

(6) If the presiding officer determines to act upon the 
petition, the opposing party shall be provided at least ten 
days in which to file a response to the petition. 

(7) Disposition of petitions for reconsideration shall be 
in the form of a written order denying the petition, granting 
the petition, and dissolving or modifying the final order, or 
granting the petition and setting the matter for further 
proceedings. 

[Statutory Authority: RCW 43.70.040. 94-04-079, § 246-10-704, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-704, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-705 Agency record of adjudicative 
proceedings. (1) The department shall maintain an official 
record of each adjudicative proceeding. 

(2) The record shall include: 

(a) Notices of all proceedings; 

(b) Any prehearing order; 

(c) Any motions, pleadings, briefs, petitions, and 
requests filed, and rulings thereon; 

(d) Evidence received or considered; 

(e) A statement of matters officially noted; 

(f) Offers of proof and objections and rulings thereon; 

(g) Any proposed findings, requested orders, and 
exceptions; 

(h) Any recording of the adjudicative proceeding and 
any transcript of all or part of the adjudicative proceeding 
considered before final disposition of the matter; 

(i) Any final order, initial order, or order on reconsider- 
ation; and 

(j) Matters placed on the record following an ex parte 
communication, if any. 

(3) The record shall be subject to disclosure as provided 
by chapter 42.17 RCW, the Public Records Act, and by 
WAC 246-10-114, except as limited by protective orders and 
provisions contained in the final order. 

[Statutory Authority: RCW 43.70.040. 94-04-079, 8 246-10-705, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), 8 246-10-705, filed 6/3/93, 
effective 7/4/93.] 
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WAC 246-10-706 Judicial review. (1) Judicial 
review of actions taken under this chapter shall be as 
provided in RCW 34.05.510, et seq. 

(2) Notice of the opportunity for judicial review shall be 
provided in all final orders. 

(3) Following a petition for judicial review, the record 
forwarded to the reviewing court shall be those portions of 
the agency record designated by the parties within the time 
period set by the secretary. 

[Statutory Authority: RCW 43.70.040. 94-04-079, § 246-10-706, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-706, filed 6/3/93, 
effective 7/4/93.] 


WAC 246-10-707 Vacating an order for reason of 
default or withdrawal. (1) A party may petition to vacate 
a default order entered against that party for failing to attend 
an adjudicative proceeding requested by that party by: 

(a) Specifying the grounds relied upon in the petition; 
and I 

(b) Filing the petition at the office of professional 
standards within seven days of service of the default order. 

(2) The presiding officer shall consider the petition and 
shall: 

(a) Grant the motion to vacate and reinstate the applica- 
tion for adjudicative proceeding, and may impose conditions 
on licensure pending final adjudication; or 

(b) Deny the motion to vacate the default order. 
[Statutory Authority: RCW 43.70.040. 94-04-079, $ 246-10-707, filed 


1/31/94, effective 3/3/94; 93-13-005 (Order 369), § 246-10-707, filed 6/3/93, 
effective 7/4/93.] 


Chapter 246-11 WAC 
MODEL PROCEDURAL RULES FOR BOARDS 


WAC 
SECTION I 
PRELIMINARY MATTERS 
246-11-001 Purpose and application of chapter. 
246-11-010 Definitions. 
246-11-020 Signature authority. 
246-11-030 Appearance of parties. 
246-11-040 Computation of time. 
246-11-050 Notarization, certification, and authentication. 
246-11-060 Current address. 
246-11-070 Representation. 
` 246-11-080 Service and filing. 
246-11-090 Jurisdiction. 
246-11-100 Telephone proceedings. 
246-11-110 Hearing location. 
246-11-120 Good faith requirement. 
246-11-130 Public records, 
246-11-140 Expenses and witness fees. 
246-11-150 Immunity. 
246-11-160 Official notice and agency expertise. 
246-11-170 Sanctions. 
246-11-180 Intervention. 
246-11-190 Form of pleadings and orders. 
246-1 1-200 Notice to limited-English-speaking parties. 
246-11-210 Interpreters, 
246-11-220 Subpoenas. 
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SECTION II 
INITIATING ACTIONS 


246-11-250 


Form and content of initiating documents. 
246-11-260 Amendment of initiating documents. 
246-11-270 Request for adjudicative proceeding. 
246-11-280 Default. 
246-11-290 Scheduling orders, 


i SECTION III 
EMERGENCY ADJUDICATIVE PROCEEDINGS 


246-11-300 Conduct of emergency adjudicative proceedings. 
246-11-310 Effect of summary action. 
246-11-320 Form and content of summary actions. 
246-11-330 Adjudicative proceedings upon summary action. 
246-11-340 Opportunity for prompt adjudicative proceeding. 
246-11-350 Proceedings prior to prompt adjudicative proceeding. 

SECTION IV 

SETTLEMENT AND PREHEARING PROCEEDINGS 

246-11-360 Settlement conference. 
246-11-370 Discovery. 
246-11-380 Motions. 
246-11-390 Prehearing conference. 
246-1 1-400 ‘Protective orders. 

SECTION V 

BRIEF ADJUDICATIVE PROCEEDINGS 

246-11-420 Application of brief adjudicative proceedings. 
246-11-425 Preliminary record in brief adjudicative proceedings. 
246-11-430 Conduct of brief adjudicative proceedings. 
246-1 1-440 Effectiveness of orders on brief adjudicative proceedings. 
246-11-450 Agency record in brief proceedings. 

SECTION VI 

HEARING 

246-11-470 Notice of adjudicative proceeding. 
246-11-480 Conduct of adjudicative proceeding. 
246-11-490 Evidence. 
246-11-500 Proposed order. 
246-11-510 Issuance of final order. 
246-11-520 Standard of proof. 
246-11-530 Consolidated proceedings. 
246-11-540 Initial order. 

SECTION VH 

. POST HEARING PROCESS 

246-11-550 Appeal from initial order. 
246-11-560 Final orders. 
246-11-570 Stay of final orders. 
246-11-580 Reconsideration of final orders. 
246-11-590 Agency record of adjudicative proceedings. 
246-11-600 Judicial review. 
246-11-610 Vacating an order for reason of default or withdrawal. 


SECTION I 
PRELIMINARY MATTERS 


WAC 246-11-001 Purpose and application of 
chapter. (1) This chapter contains model rules for adjudica- 
tive proceedings authorized to be conducted under the 
authority of a board having disciplining authority under the 
Uniform Disciplinary Act, chapter 18.130 RCW. Each board 
may adopt these rules as contained in this chapter or as 
modified. 

(2) This chapter, as modified and adopted by the board, 
shall apply to adjudicative proceedings authorized to be 
conducted under the authority of the board. 

(3) This chapter applies to adjudicative proceedings 
begun on or after the effective date of this chapter in 
programs administered by the board. For purposes of this 
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section, "begun" shall mean the receipt by the appropriate 
office of an application for an adjudicative proceeding. 
These rules shall be the exclusive rules governing adjudica- 
tive proceedings under the jurisdiction of the board. 

(4) To the extent that these rules differ by inclusion, 
deletion, or content from the model rules adopted by the 
chief administrative law judge pursuant to RCW 34.05.250, 
this chapter shall prevail in order to provide a process 
consistent with the organization of the department and the 
board. 

(5) Where a provision of this chapter conflicts with 
another chapter of Title 246 WAC, the provision of this 
chapter shall prevail. 

(6) Where a provision of this chapter conflicts with a 
provision of the Revised Code of Washington, the statute 
shall prevail. 


[Statutory Authority: RCW 18.130.050(1), 34.05.220 and 4.24.250. 93-08- 
003 (Order 347), § 246-11-001, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-010 Definitions. As used in these rules 
of practice and procedure, the following terms shall have the 
meaning set forth in this section unless the context clearly 
indicates otherwise. Other terms shall have their ordinary 
meaning unless defined elsewhere in this chapter. 

"Adjudicative proceeding" or "hearing" shall mean a 
proceeding required by statute or constitutional right and 
conducted under the rules of this chapter, which provides an 
opportunity to be heard by the board prior to the entry of a 
final order under this chapter. 

"Board" shall mean a disciplining authority under RCW 
18.130.040 (2)(b) and (3). 

"Brief adjudicative proceeding" shall mean an adjudica- 
tive proceeding or hearing, the scope or conduct of which is 
limited as provided in this chapter. 

"Department" shall mean the Washington state depart- 
ment of health and, where appropriate, the secretary of the 
Washington state department of health or the secretary's 
designee. 

"Filing" shall mean receipt by the office of the board. 

"Initiating document" shall mean a written agency 
document which initiates action against a license holder or 
applicant for license and which creates the right to an 
adjudicative proceeding. It may be entitled a statement of 
charges, notice of intent to deny, or by any other designation 
indicating the action or proposed action to be taken. 

"License" shall have the meaning set forth in RCW 
34.05.010 and includes license to practice the profession for 
which the board is the disciplining authority and any 
approval of school or curriculum required by law or rule to 
be obtained from the board. 

"Office of professional standards" shall mean the unit 
whose address is: 


Department of Health 

Office of Professional Standards 
2413 Pacific Avenue 

PO Box 47872 

Olympia, WA 98504-7872 


"Presiding officer" shall mean the person who is 
assigned to conduct an adjudicative proceeding and who may 
either be a member of the board, an individual appointed 
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pursuant to RCW. 18.130.095(3), or an administrative law 
judge employed by the office of administrative hearings. 

"Presiding officer for brief adjudicative proceedings" 
shall mean an employee of the department authorized by the 
board to conduct brief adjudicative proceedings. 

"Program" shall mean the administrative unit within the 
department responsible for implementation of that chapter of 
Title 18 RCW establishing the board or its powers and re- 
sponsibilities. 

"Prompt adjudicative proceeding" or "prompt hearing" 
shall mean a hearing conducted at the request of the license 
holder or applicant for license following summary action 
taken in accord with this chapter against that license holder 
or applicant. 

"Protective order" shall mean an order issued under this 
chapter which limits the use of, access to, or disclosure of 
information or evidence. 

"Respondent" shall mean a license holder or applicant 
for license under the jurisdiction of the board who is named 
in an initiating document. 

"Secretary" shall mean the secretary of the department 
of health or his/her designee. 

"Summary action" shall mean an agency action to 
address an immediate danger to the public health, safety, or 
welfare and shall include, but not be limited to, a cease and 
desist order, an order of summary suspension, and an order 
of summary restriction of a license. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-010, filed 1/31/94, effective 3/3/94, Statutory Authority: RCW 


18.130.050(1) and 34.05.220. 93-08-003 (Order 347), 5 246-11-010, filed 
3/24/93, effective 4/24/93.] 


WAC 246-11-020 Signature authority. (1) A person 
designated by the board shall sign all initiating documents 
issued under this chapter. 

(2) All final orders shall be signed by a member of the 
panel of board members who heard the matter. 

(3) All other orders shall be signed by the presiding 
officer conducting the proceeding. 

(4) Authority to sign shall be indicated by designation 
of the title of the person signing and shall not require any 
other affirmation, affidavit, or allegation. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
8 246-11-020, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1). 93-08-003 (Order 347), 8 246-11-020, filed 3/24/93, 
effective 4/24/93.] 


WAC 246-11-030 Appearance of parties. If a 
respondent requests an adjudicative proceeding to contest the 
action, that party shall appear at all stages of the proceeding 
except as otherwise provided in this section. 

(1) If the respondent is represented as provided in this 
chapter, the respondent shall appear personally at the hearing 
and at any scheduled settlement conference but need not 
appear at the prehearing conference or at presentation of 
motions. 

(2) Parties may be represented by counsel at all pro- 
ceedings. 

(3) The respondent may appear by telephone at any 
portion of the proceedings conducted by telephone, in the 
discretion of the presiding officer following reasonable 
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advance notice to the presiding officer and to the opposing 
party. 

(4) The requirement of personal appearance may be 
waived for good cause in the discretion of the presiding 
officer. 

(5) Failure to appear as provided in this chapter shall be 
` grounds for taking final action by default. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
8 246-11-030, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1). 93-08-003 (Order 347), § 246-11-030, filed 3/24/93, 
: effective 4/24/93.] 


WAC 246-11-040 Computation of time. (1) When 
computing a period of time prescribed or allowed by an 
applicable statute or rule, the day of the act, event, or default 
from which the designated period of time begins to run shall 
not be included. 

(2) The last day of the computed period shall be 
included unless the last day is a Saturday, Sunday, or legal 
holiday. 

(3) When the last day is a Saturday, Sunday, or legal 
holiday, the period shall run until the end of the next day 
which is not a Saturday, Sunday, or legal holiday. 


(4) When the period of time prescribed or allowed is . 


seven days or less, any intermediate Saturday, Sunday, and 
legal holiday shall be excluded from the computation. 


[Statutory Authority: RCW 18.130.050(1) and 34.05.220. 93-08-003 
(Order 347), 8 246-11-040, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-050 Notarization, certification, and 
authentication. (1) A person's sworn written statement, 
declaration, verification, certificate, oath, or affidavit may be 
authenticated by an unsworn written statement which is 
executed in substantially the following form: 


I certify (or declare) under penalty of perjury under the 
laws of the state of Washington that the foregoing is 
true and correct. 


(Date and Place) 


(2) Documents or records may be authenticated by a 
certification, as provided in subsection (1) of this section, 
from the custodian of the records or other qualified person 
that the documents or records are what they purport to be. 

(3) Signature of any attorney shall be accompanied by 
and authenticated by that attorney's Washington State Bar 
Association number. 

(4) Documents prepared and submitted by a party who 
is not represented by an attorney shall be signed and dated 
by that party and shall include that party's current address. 

(5) Signature by a party or an attorney on a document 
shall constitute a certificate by the party or attorney that 
he/she has read the document, believes there are grounds to 
support it, and has not submitted the document for the 
purpose of delay, harassment, or needless increase in the cost 
of a proceeding. 

(6) Compliance with certification requirements of 
subsections (1) and (2) of this section creates a rebuttable 
presumption that a document is authentic. 


[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
$ 246-11-050, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


(Signature) 
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18.130.050(1). 93-08-003 (Order 347), 8 246-11-050, filed 3/24/93, 
effective 4/24/93.] 


WAC 246-11-060 Current address. Each license 
holder and applicant shall provide a current mailing address 
and all subsequent address changes to the program. When- 
ever service upon any such person is required by these rules, 
the most recent address provided may be used unless the 
program has actual knowledge that the person resides at a 
different address. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-060, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1). 93-08-003 (Order 347), § 246-11-060, filed 3/24/93, 
effective 4/24/93.] 


WAC 246-11-070 Representation. (1) License 
holders, applicants for license, and recipients of benefits may 
be represented subject to the following conditions: 

(a) A license holder or applicant for license may 
represent himself/herself or may be represented by an 
attorney who has complied with the admission to practice 
rules of the supreme court of the state of Washington; 

(b) Every attorney representing a license holder or 
applicant for license shall file a notice of appearance with 
the board upon commencing representation, and shall file a 
notice of withdrawal of counsel with the board upon termi- 
nating representation. 

(c) No license holder or applicant may be represented in 
an adjudicative proceeding by an employee of the depart- 
ment. i 

(2) No current or former employee of the department 
may appear as an expert, character witness, or representative 
of any party other than the state of Washington if he/she 
took an active part in investigating or evaluating the case or 
represented the agency in the matter, unless written permis- 
sion of the secretary is granted. No current or former 
member of the attorney general’s office staff who participat- 
ed personally and substantially in investigating or evaluating 
the matter at issue while so employed may represent a party 
or otherwise participate in a related proceeding without first 
having obtained the written consent of the attorney general’s 
office. 


[Statutory Authority: RCW 18.130.050(1). 93-08-003 (Order 347), $ 246- 
11-070, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-080 Service and filing. (1) A party 
filing a pleading, brief, or paper other than an initiating 
document or application for an adjudicative proceeding as 
required or permitted by these rules, shall serve a copy of 
the paper upon the opposing party or any designated repre- 
sentative of the opposing party prior to or simultaneous with 
filing. 

(2) Unless otherwise provided by law, filing and service 
shall be made by personal service; first class, registered, or 
certified mail. 

(3) Filing shall be complete upon actual receipt during 
normal business hours at the board's office, unless filing is 
directed in writing to be made to another address. 

(4) Service shall be complete when personal service is 
made; mail is properly stamped, addressed, and deposited in 
the United States mail. 
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(5) Proof of service shall consist of filing as required by 
these rules, together with one of the following: 

(a) An acknowledgement of service; 

(b) A certificate of service including the date the papers 
were served, the parties upon whom served, the signature of 
the serving party, and a statement that service was completed 


(i) Personal service; or 

(ii) Mailing in the United States mail a copy properly 
addressed with postage and fees prepaid to each party and 
each designated representative. 
[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-080, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1). 93-08-003 (Order 347), § 246-11-080, filed 3/24/93, 
effective 4/24/93.] 


WAC 246-11-090 Jurisdiction. (1) The board has 
jurisdiction over all licenses issued by the board and over all 
holders of and applicants for licenses as provided in RCW 
18.130.040 (2)(b) and (3). Such jurisdiction is retained even 
if an applicant requests to withdraw the application, or a 
licensee surrenders or fails to renew a license. 

(2) The department has jurisdiction over unlicensed 
practice of any activity for which a license is required. 
(Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
$ 246-11-090, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1). 93-08-003 (Order 347), $ 246-11-090, filed 3/24/93, 
effective 4/24/93.] 


WAC 246-11-100 Telephone proceedings. (1) The 
presiding officer may conduct all or part of the proceedings 
or permit a party or witness to appear by telephone or other 
electronic means if each participant in the proceedings has 
an opportunity to participate in, hear, and, if technically and 
economically feasible, see the entire proceeding while it is 
taking place. Cost of such appearance may be assessed to 
the party so appearing or on whose behalf the witness 
appears. 

(2) If all or part of the proceedings is conducted as 
provided in subsection (1) of this section, the parties shall 
file and serve copies of all documentary evidence no less 
than three days prior to the proceeding. The presiding 
officer may, for good cause, allow exceptions to this 
requirement. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-100, filed 1/31/94, effective 3/3/94. Statutory Authority; RCW 


18.130.050(1) and 4.24.250. 93-08-003 (Order 347), $ 246-11-100, filed 
3/24/93, effective 4/24/93.] 


WAC 246-11-110 Hearing location. The presiding 
officer shall designate sites for the conduct of proceedings 
taking into account accessibility, efficiency, and economy. 
[Statutory Authority; RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 


§ 246-11-110, filed 1/31/94, effective 3/3/94; 93-08-003 (Order 347), 8 246- 
11-110, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-120 Good faith requirement. Good 
faith shall be the standard for compliance with these rules. 
Failure to make a good faith effort to comply with these 
rules shall be grounds for sanctions as provided in this 
chapter. 
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[Statutory Authority: RCW 18.130.050(1). 93-08-003 (Order 347), $ 246- 
11-120, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-130 Public records. (1) All papers, 
exhibits, transcripts, and other materials required by or 
submitted in accordance with this chapter shall be considered 
public records. 

(2) Release of information on a request for public 
records shall be subject to the following limitations: 

(a) Release of health care information shall comply with 
chapter 70.02 RCW and rules promulgated thereunder; 

(b) Protective orders issued pursuant to WAC 246-11- 
400 shall prevail; and 

(c) Chapter 42.17 RCW shall govern the release of 
records. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-130, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1). 93-08-003 (Order 347), § 246-11-130, filed 3/24/93, 
effective 4/24/93.] 


WAC 246-11-140 Expenses and witness fees. (1) 
Fees and expenses shall be paid at the following rates to 
witnesses appearing under subpoena by the party requesting 
the appearance: 

(a) Fees shall be paid at the daily rate established for 
jurors in district court of Thurston County; and 

(b) Expenses shall be paid at the rate established for 
employees of the state of Washington, or as otherwise 
required by law. 

(2) Fees for an expert witness shall be negotiated by and 
paid by the party requesting services of the expert. 

(3) All expenses incurred in connection with proceed- 
ings under this chapter shall be paid by the party incurring 
the expense. 

(4) The program shall pay expenses associated with: 

(a) The facility in which proceedings are conducted; and 

(b) Recording of the proceedings. 

(5) Expenses related to preparation and distribution of 
the transcript of proceedings shall be paid by the party filing 
a motion or request for review of an initial order or petition 
for reconsideration, appealing a final order, or otherwise 
requesting the transcript. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-140, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1), 18.130.060(3) and 34.05.566. 93-08-003 (Order 347), $ 246- 
11-140, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-150 Immunity. The legislature has 
determined that persons who file complaints with or provide 
information to the department or board regarding health care 
practitioners licensed by the board or department are immune 
from civil liability, provided that such persons have acted in 
good faith, RCW 4.24.240 through 4.24.260, 18.130.170, 
18.130.180, and 18.130.300 set forth the provisions under 
which immunity is granted. 


[Statutory Authority: RCW 18.130.050(1). 93-08-003 (Order 347), $ 246- 
11-150, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-160 Official notice and agency 


expertise. (1) Official notice may be taken as provided in 
RCW 34.05.452(5). 
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(2) The board may use its expertise and specialized 

knowledge to evaluate and draw inferences from the evi- 
dence presented to it. 
[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
$ 246-11-160, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 
18.130.050(1) and 34.05.452(5). 93-08-003 (Order 347), $ 246-11-160, 
filed 3/24/93, effective 4/24/93,] 


WAC 246-11-170 Sanctions. (1) Orders may include 
sanctions against either party. 

(2) Grounds for sanctions may include: 

(a) Failure to comply with these rules or orders of the 
presiding officer; and 

(b) Willful interference with the progress of proceed- 
ings. 

(3) Sanctions may include: 

(a) Dismissal of the matter; 

(b) Proceeding in default; and 

(c) Other sanctions as appropriate. 

(4) The order shall state the grounds upon which any 
sanctions are imposed. 


[Statutory Authority: RCW 18.130.050(1). 93-08-003 (Order 347), § 246- 
11-170, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-180 Intervention. (1) The presiding 
officer may grant a petition for intervention pursuant to 
RCW 34.05.443. 

(2) A request to intervene shall be handled as a pre- 
hearing motion and shall be subject to the dates contained in 
the scheduling order. Within the sound exercise of discre- 
tion, the presiding officer may allow intervention if: 

(a) The intervenor is not a party to the matter but has a 
substantial interest in outcome of the matter and the interest 
of the intervenor is not adequately represented by a party, or 
other good cause exists; and 

(b) Any representative of the intervenor meets the 
requirements of WAC 246-11-070. 

(3) A person shall not be allowed to intervene if that 
person had notice of the board's decision and, upon timely 
application, would have been able to appear as a party in the 
matter in which intervention is sought, but failed to make 
such timely application. 

(4) If intervention is granted, the intervenor shall be 
subject to these rules on the same basis as the other parties 
to the proceeding, unless otherwise limited in the order 
granting intervention. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
8 246-11-180, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1). 93-08-003 (Order 347), $ 246-11-180, filed 3/24/93, 
effective 4/24/93.] 


WAC 246-11-190 Form of pleadings and orders. 
(1) Pleadings, orders, and other papers filed, served, or 
entered under this chapter shall be: 

(a) Captioned with the name of the state of Washington, 
the name of the board, and the title and cause number, if 
any, of the proceeding; and 

(b) Signed by the person filing, serving, or entering the 
document. When that person is an attorney representing a 
party, the signature block shall include the attorney’s 
Washington State Bar Association number. 
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(2) All orders shall comply with RCW 34.05.461 and 
the requirements of this chapter. 


[Statutory Authority: RCW 18.130.050(1). 93-08-003 (Order 347), § 246- 
11-190, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-200 Notice to limited-English-speaking 
parties. When the program or the office of professional 
standards is notified or otherwise made aware that a limited- 
English-speaking person is a party in an adjudicative 
proceeding, all notices concerning the hearing, including 
notices of hearing, continuance, and dismissal, shall either be 
in the primary language of the party or shall include a notice 
in the primary language of the party which describes the 
significance of the notice and how the party may receive 
assistance in understanding and, if necessary, responding to 
the notice. 


[Statutory Authority: RCW 18.130.050(1) and 34.05.220. 93-08-003 
(Order 347), § 246-11-200, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-210 Interpreters. (1) A "hearing 
impaired person" means a person who, because of a hearing 
impairment or speech defect cannot readily understand or 
communicate in spoken language. A "hearing impaired 
person" includes a person who is deaf, deaf and blind, or 
hard of hearing. 

(2) A "limited-English-speaking person" means a person 
who because of a non-English speaking cultural background 
cannot readily speak or understand the English language. 

(3) If a hearing impaired person or a limited-English- 
speaking person is involved in an adjudicative proceeding 
and a need for an interpreter is made known to the office of 
professional standards, the presiding officer shall appoint an 
interpreter who is acceptable to the parties or, if the parties 
are unable to agree on an interpreter, the presiding officer 
shall select and appoint an interpreter. 

(4) Before beginning to interpret, an interpreter shall 
take an oath or make affirmation that: 

(a) A true interpretation shall be made to the impaired 
person of all the proceedings in a language or in a manner 
the impaired person understands; and 

(b) The interpreter shall repeat the statements of the 
impaired person to the presiding officer, in the English 
language, to the best of the interpreter's skill and judgment. 

(5) When an interpreter is used in a proceeding: 

(a) The interpreter shall translate all statements made by 
other participants in the proceeding; 

(b) The presiding officer shall ensure sufficient extra 
time is provided to permit translation; and 

(c) The presiding officer shall ensure that the interpreter 
translates the entire proceeding to the hearing impaired 
person or limited-English-speaking person to the extent that 
the person has the same opportunity to understand the 
statements made as would a person not requiring an inter- 
preter. 

(6) An interpreter appointed under this section shall be 
entitled to a reasonable fee for services, including waiting 
time and reimbursement for actual necessary travel expenses. 
The program shall pay the interpreter fee and expenses 
incurred for interpreters for license holders, applicants, or 
recipients of benefits. The party on whose behalf a witness 
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requiring an interpreter appears shall pay for interpreter 
services for that witness. 

(7) All proceedings shall be conducted consistent with 
chapters 2.42 and 2.43 RCW. 


[Statutory Authority: RCW 18.130.050(1) and 34.05.220. 93-08-003 
(Order 347), 8 246-11-210, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-220 Subpoenas. (1) The board, through 
the presiding officer, or other designated person, and 
attorneys for parties may issue subpoenas to residents of the 
state of Washington, to license holders and applicants for 
license, and to other persons or entities subject to jurisdiction 
under RCW 4.28.185. 

(2) The presiding officer shall issue subpoenas pursuant 
to RCW 34.05.446(1) for parties not represented by counsel 
upon request of the party and upon a showing of relevance 
and reasonable scope of the testimony or evidence sought. 
Requests for issuance of subpoenas must be made in writing 
to the presiding officer stating the relevance and the scope 
of testimony or evidence sought. 

(3) The person on whose behalf the subpoena is issued 
shall pay any witness fees and expenses as provided in WAC 
246-11-140 or costs for interpreters for such witnesses as 
provided in WAC 246-11-210. 

(4) Attendance of persons subpoenaed and production of 
evidence may be required at any designated place in the state 
of Washington. 

(5) Every subpoena shall: 

(a) Comply with WAC 246-11-190; 

(b) Identify the party causing issuance of the subpoena; 

(c) State the title of the proceeding; and 

(d) Command the person to whom the subpoena is 
directed to attend and give testimony and/or produce 
designated items under the person’s control at a specified 
time and place. 

(6) A subpoena may be served by any suitable person 
eighteen years of age or older by: 

(a) Giving a copy to the person to whom the subpoena 
is addressed; 

(b) Leaving a copy at the residence of the person to 
whom the subpoena is addressed with a person of suitable 
age and discretion; 

(c) Sending a copy by mail to the current address on file 
with the program if the person is licensed by the board or 
has filed an application for a license with the board; or 

(d) Sending a copy by certified mail with proof of 
receipt if the person is neither licensed by nor has applied 
for a license with the board. 

(7) Proof of service may be made by: 

(a) Affidavit of personal service; 

(b) Certification by the person mailing the subpoena to 
a license holder or applicant; or 

(c) Return or acknowledgment showing receipt by the 
person subpoenaed or his/her representative. Any person 
accepting certified or registered mail at the last known 
address of the person subpoenaed shall be considered an 
authorized representative. 

(8) The presiding officer, upon motion made promptly 
and before the time specified for compliance in the subpoe- 
na, may: 
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(a) Quash or modify the subpoena if the subpoena is 
unreasonable or requires evidence not relevant to any matter 
at issue; or 

(b) Condition denial of the motion upon just and 
reasonable conditions, including advancement of the reason- 
able cost by the person on whose behalf the subpoena is 
issued of producing the books, documents, or tangible things; 
or 

(c) Issue a protective order under RCW 34.05.446. 

(9) The board may seek enforcement of a subpoena 
under RCW 34.05.588(1) or proceed in default pursuant to 
WAC 246-11-280. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-220, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1), 4.24.240, 4.24.250 and 4.24.260. 93-08-003 (Order 347), $ 
246-11-220, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-230  Presiding officer and panel 
members. (1) The board may appoint one or more persons 
as presiding officer for brief adjudicative proceedings as 
provided in WAC 246-11-430(1). 

(2) The board shall authorize one of the following to 
serve as presiding officer for adjudicative proceedings: 

(a) A board member; or 

(b) An individual appointed pursuant to RCW 
18.130.095(3); or 

(c) An administrative law judge employed by the office 
of administrative hearings. 

(3) The board may designate certain of its members to 
hear a matter as a hearing panel as provided by law. 

(4) Any party may move to disqualify the presiding 
officer, or a member of the board hearing the matter, as 
provided in RCW 34.05.425(3). 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-230, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1). 93-08-003 (Order 347), § 246-11-230, filed 3/24/93, 
effective 4/24/93.] 


SECTION II 
INITIATING ACTIONS 


WAC 246-11-250 Form and content of initiating 
documents. (1) Initiating documents shall include a clear 
and concise statement of the: 

(a) Identity and authority of the person issuing the 
document; 

(b) Factual basis for the action or proposed action set 
forth in the document; 

(c) Statutes and rules alleged to be at issue; 

(d) Identity of the party against whom the action is 
taken or proposed to be taken; 

(e) Action or proposed action or penalties, including the 
statutory or rule authority for those actions or penalties; and 

(f) Signature of the person issuing the document and the 
date signed; and 

(g) Method by which an adjudicative proceeding may be 
requested. 

(2) Initiating documents shall be accompanied by the 
following documents: 

(a) Notice that the respondent may defend against the 
action or proposed action; and 

(b) Form for requesting adjudicative proceeding. 
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(3) Initiating documents shall be served as described in 
WAC 246-11-080. 
[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-250, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1) and 34.05.220. 93-08-003 (Order 347), § 246-11-250, filed 
3/24/93, effective 4/24/93 ] 


WAC 246-11-260 Amendment of initiating docu- 
menís. (1) Prior to the hearing date, initiating documents 
may be amended subject to the following conditions: 

(a) Amended initiating documents shall meet the 
requirements of WAC 246-11-250(1); 

(b) Amended initiating documents shall be accompanied 
by the documents described in WAC 246-11-250(2); 

(c) Whenever amended initiating documents are issued, 
a new interval for response will begin, as described in WAC 
246-11-270, unless the respondent requests the time periods 
set by the original initiating document; and 

(d) Issuance of amended initiating documents ends all 
obligations of the parties under the prior initiating docu- 
ments. 

(2) On the hearing date, the initiating documents may be 
amended subject to the following conditions: 

(а) The documents may be amended upon: motion of the 
state; 

(b) The documents may not be amended without the 
approval of the presiding officer; and 

(c) Upon motion of a party or upon his/her own 
initiative, the presiding officer may grant a continuance on 
all or part of the matter if necessary to afford the respondent 


an opportunity to prepare a defense to the amended docu- 


ments. 


[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-260, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 
18.130.050(1) and 34.05.220. 93-08-003 (Order 347), 8 246-11-260, filed 
3/24/93, effective 4/24/93 ] 


WAC 246-11-270 Request for adjudicative proceed- 
ing. A respondent may respond to an initiating document by 
filing an application for an adjudicative proceeding or by 
waiving the opportunity for adjudicative proceeding. 

(1) If the respondent wishes to file an application for an 
adjudicative proceeding: 

(a) An application for adjudicative proceeding must be 
filed in accordance with the following time periods: 

(i) For matters under chapter 18.130 RCW, the Uniform 
Disciplinary Act, within twenty days of service of the 
initiating documents unless and extension has been granted 
as provided in subsection (3) of this section; and 

(ii) For all other matters, within twenty days of service 
of the initiating documents, unless otherwise provided by 
statute. 

(b) The application for adjudicative proceeding shall be 
made on the Request for Adjudicative Proceeding form 
accompanying the initiating documents or by a written 
document including substantially the same information. 

(c) By filing a request for adjudicative proceeding, the 
responding party agrees to appear personally at the adjudica- 
tive proceeding or, if otherwise approved by the presiding 
officer, by telephone, unless appearance is waived as 
authorized in WAC 246-11-130(4). 
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(d) The application for adjudicative proceeding shall 
contain a response to the initiating documents, indicating 
whether each charge is admitted, denied or not contested, 
and responses shall be subject to the following conditions: 

(i) Once admitted or not contested, an allegation may 
not be denied; and 

(ii) An allegation denied or not contested may later be 
admitted. 

(e) When an allegation is admitted or not contested, it 
shall be conclusively deemed to be true for all further 
proceedings. No proof of the allegation need be submitted. 

(f) The application for adjudicative proceeding shall 
specify the representative, if any, designated pursuant to 
WAC 246-11-070 and any request for interpreter. The 
responding party shall amend the name of the representative 
and need for interpreter immediately if circumstances change 
prior to the hearing. 

(g) The application for adjudicative proceeding shall be 
filed at the board's office. 

(2) A respondent may waive an adjudicative proceeding 
and submit a written statement and other documents in 
defense or in mitigation of the charges. Such waiver and 
documents shall be filed: 

(a) In accordance with the timelines in subsection (1)(a) 
of this section; and 

(b) At the address indicated in subsection (1)(g) of this 
section. 

(3) For matters under RCW 18.130.180, if the twenty- 
day limit for filing an application for adjudicative proceeding 
results in a hardship to the respondent, the respondent may 
request an extension of not more than sixty days upon a 
showing of good cause. 

. (a) The request for extension shall be filed within the 
twenty-day limit and shall include: 

(i) The reason for the request and the number of days 
for which the extension is requested; and 

(ii) Documentation of the circumstances creating the 
hardship. 

(b) The request shall be granted for a period not to 
exceed sixty days upon showing of: 

(i) Illness of the respondent; or 

(ii) Absence of the respondent from the county of 
residence or employment; or 

(iii) Emergency in the respondent's family; or 

(iv) Other good cause as determined by the presiding 
officer. 

(c) If a request for extension is denied, the respondent 
shall have ten days from service of the order denying the 
extension or twenty days from service of the initiating 
documents, whichever is longer, to file an application for 
adjudicative proceeding. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-270, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1) and 34.05.220. 93-08-003 (Order 347), $ 246-11-270, filed 
3/24/93, effective 4/24/93.] 


WAC 246-11-280 Default. (1) If a party fails to 
respond to initiating documents according to WAC 246-11- 
270, that party will be deemed to have waived the right to a 
hearing, and the board shall enter a final order without 
further contact with that party. 
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(2) If a party requests an adjudicative proceeding but 
fails to appear, without leave to do so, at a scheduled 
prehearing conference, the presiding officer may issue an 
order of default. The order shall include notice of opportu- 
nity to request that the default order be vacated pursuant to 
RCW 34.05.440(3). Unless vacated, a default, order under 
this subsection shall be grounds for the board to proceed to 
decide the matter in the absence of the respondent and 
without additional notice to the respondent and to issue a 
final order. 

(3) If a party requests an adjudicative proceeding but 
fails to appear at the hearing, the presiding officer may issue 
an order of default in the same manner as subsection (2) of 
this section, or may proceed to hear the matter in the 
absence of the party and issue a final order. 

(4) Final orders entered under this section shall contain: 

(a) Findings of fact and conclusions of law based upon 
prima facie proof of the allegations contained in the initiat- 
ing documents; 

(b) Proof of service of or a good faith attempt to serve 
initiating documents and appropriate notices; 

(c) A finding that there is no reason to believe that the 
party in default is in active military service; 

(d) The penalties or conditions imposed by the order; 
and 

(e) Notice of the opportunity to request reconsideration 
pursuant to RCW 34.05.470. 

(5) Final and default orders entered under this section 
shall be served upon the parties in accordance with WAC 
246- 11-080. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-280, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1), 34.05.220, 34.05.440 and 34.05.470. 93-08-003 (Order 347), 
§ 246-11-280, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-290 Scheduling orders. (1) Within 
thirty days after receipt of the application for adjudicative 
proceeding, the board or designee thereof, shall: 

(a) Approve the application for full adjudicative proce- 
dure and issue and serve on the parties a scheduling order or 
other scheduling mechanism establishing timelines for 
discovery, settlement, and scheduled hearings; or 

(b) Approve the application for a brief adjudicative 
procedure and issue and serve a notice of the date by which 
any additional written materials are to be submitted for 
consideration; or 

(c) Deny the application according to RCW 34.05.416. 

(2) If a scheduling order is issued: 

(a) The scheduling order shall specify: 

(i) The date, time, and place of a settlement conference, 
a prehearing conference, and the hearing; 

(ii) The deadlines for completion of discovery and 
submission of prehearing motions; and 

(iii) The name, address, and telephone number of the 
assistant attorney general or other department representative 
who will represent the state in the matter. 

(b) The scheduling order may be modified by order of 
the presiding officer upon his/her own initiative or upon 
motion of a party. Any request for change of the scheduling 
mechanism or order shall be made by motion as provided in 
WAC 246-11-380. 
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(c) The presiding officer may waive establishing dates 
for the settlement conference, completion of discovery, 
submission of prehearing motions, and the prehearing 
conference, if, in the discretion of the presiding officer, those 
proceedings are not necessary or appropriate in a particular 
matter or type of case. However, either party may request by 
motion to the presiding officer that any or all of the dates be 
set. 

(d) Dates contained in the scheduling order may be 
changed by the office of the board upon written request of 
either party made within fifteen days of issuance of the first 
scheduling order. All other changes must be made by 
motion pursuant to WAC 246-11-380. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-290, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1) and 34.05.419. 93-08-003 (Order 347), $ 246-11-290, filed 
3/24/93, effective 4/24/93.] 


SECTION III 
EMERGENCY ADJUDICATIVE PROCEEDINGS 


WAC 246-11-300 Conduct of emergency adjudica- 
tive proceedings. (1) Summary action may be taken only 
after a review by the board of such evidence, including 
affidavits, if appropriate, to establish: 

(a) The existence of an immediate danger to the public 
health, safety, or welfare; 

(b) The board's ability to address the danger through a 
summary action, and 

(c) The summary action necessary to address the danger. 

(2) No notice to any person potentially affected by a 
summary action shall be required prior to issuance of a 
summary action. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
$ 246-11-300, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1), 34.05.422 and 34.05.479. 93-08-003 (Order 347), § 246-11- 
300, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-310 Effect of summary action. (1) 
Summary action takes effect upon entry of the order. 

(2) No person shall be required to comply with a 
summary action until service has been made or the person 
has knowledge of the order, whichever occurs first. 

(3) A summary action shall be served as promptly as 
practicable, in accordance with WAC 246-11-080. 

(4) A summary action shall not be subject to the post 
hearing process provided in WAC 246-11-550 through 246- 
11-610, but a summary action may be appealed to superior 
court as provided by law. 


[Statutory Authority: RCW 18.130.050(1), 34.05.422 and 34.05.479. 93- 
08-003 (Order 347), § 246-11-310, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-320 Form and content of summary 
actions. (1) A summary action shall be entered in the form 
of an order containing findings of fact, conclusions of law, 
and the summary action imposed, as well as a statement of 
policy reasons for the decision. 

(2) A summary action imposed by emergency adjudica- 
tive proceeding shall be limited to those actions necessary to 
alleviate an immediate danger to the public health, safety, or 
welfare. 
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(3) Initiating documents, and all other documents 
required by WAC 246-11-250 shall accompany a summary 
action order when served. 


[Statutory Authority: RCW 18.130.050(1), 34.05.473 and 34.05.479. 93- 
08-003 (Order 347), § 246-11-320, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-330 Adjudicative proceedings upon 
summary action. Following summary action taken by the 
board, the respondent may: 

(1) Request a prompt adjudicative proceeding conducted 
in accordance with this chapter; or f 

(2) Waive the prompt adjudicative proceeding and 
request a regularly scheduled adjudicative proceeding 
conducted in accordance with this chapter; 

(3) Waive the right to an adjudicative proceeding and 
submit a written statement to be considered prior to the entry 
of the final order; or 

(4) Waive the opportunity to be heard. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-330, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130,050(1) and 34.05.479. 93-08-003 (Order 347), $ 246-11-330, filed 
3/24/93, effective 4/24/93.] 


WAC 246-11-340 Opportunity for prompt adjudi- 
cative proceeding. (1) Any respondent affected by a 
summary action shall be provided the opportunity to request 
a prompt adjudicative proceeding. Notice of the opportunity 
shall be provided in the notice of opportunity to defend 
against the allegations that are the basis for the summary 
action. The form for requesting an adjudicative proceeding 
shall include the option of requesting a prompt adjudicative 
proceeding. 

(2) Any respondent affected by a summary action may 
request an prompt adjudicative proceeding, may elect a 
regularly scheduled adjudicative proceeding instead of a 


prompt adjudicative proceeding, or may waive the opportuni- . 


ty for adjudicative proceeding in accord with WAC 246-11- 
270. 

(3) Any request for a prompt adjudicative proceeding 
must be filed within ten days of the service of the summary 
action. 

(4) If requested by the respondent, a prompt adjudicative 
proceeding shall be conducted within twenty days of service 
of a summary action. 

(5) Regardless whether a prompt adjudicative proceed- 
ing is requested, the matter shall be resolved as quickly as 
feasible in accordance with all other applicable rules. 
[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
8 246-11-340, filed 1/31/94, effective 3/3/94. Statutory Authority; RCW 


18.130.050(1) and 34.05.479. 93-08-003 (Order 347), 5 246-11-340, filed 
3/24/03, effective 4/24/93.] i 


WAC 246-11-350 Proceedings prior to prompt 
adjudicative proceeding. A settlement conference may be 
requested, a settlement may be offered, and a prehearing 
conference may be conducted prior to a prompt adjudicative 
proceeding. Prehearing proceedings shall not delay a prompt 
adjudicative proceeding except by mutual agreement of the 
parties. 


{Statutory Authority: RCW 18.130.050(1) and 34.05.479. 93-08-003 
(Order 347), § 246-11-350, filed 3/24/93, effective 4/24/93.] 
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SECTION IV 
SETTLEMENT AND PREHEARING PROCEEDINGS 


WAC 246-11-360 Settlement conference. (1) 
Following a request for an adjudicative proceeding, a 
settlement conference shall be conducted if provided in the 
scheduling order. If another scheduling mechanism is 
issued, a settlement conference may be scheduled and held 
at the discretion of the board or other settlement processes 
may be utilized at the discretion of the board. 

(2) The purpose of the settlement conference or other 
settlement process shall be to attempt to reach agreement on 
the issues and on a proposed order to be entered. Any 
agreement of the parties is subject to final approval by the 
board. 

(3) The respondent shall attend the settlement confer- 
ence as scheduled and may also be represented as provided 
in WAC 246-11-070. Representatives of the board and/or 
department will also attend. Other persons may attend by 
agreement of the parties. 

(4) Either party may bring documents or other materials 
to the settlement conference for the purpose of settlement 
negotiations. No testimony will be taken. No documents or 
information submitted at the settlement conference will be 
admitted at the adjudicative proceeding unless stipulated by 
the parties or otherwise admitted into evidence by the 
presiding officer. 

(5) If a settlement offer has been made in writing to the 
respondent and it is signed and returned by the respondent 
to the board prior to the settlement conference, all subse- 
quent dates set in the scheduling order or other scheduling 
mechanism are continued pending final review of the 
settlement by the board. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
$ 246-11-360, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1). 93-08-003 (Order 347), § 246-11-360, filed 3/24/93, 
effective 4/24/93.] 


WAC 246-11-370 Discovery. The parties are encour- 
aged to exchange information and documents related to the 
case prior to the adjudicative proceeding. Formal discovery 
is obtained as follows: 

(1) Methods, scope and limits: 

(a) Parties may obtain discovery by production of 
records or things; deposition upon oral examination; requests 
for admission; or, if ordered by the presiding officer, written 
interrogatories. 

(b) Unless otherwise limited by order of the presiding 
officer in accord with these rules, the scope of discovery 
shall be as follows: I 

(1) Parties may obtain discovery regarding any matter 
not privileged, which is relevant to the subject matter in the 
pending action. Itis not grounds for objection that the 
information sought will be inadmissible at the adjudicative 
proceeding if the information sought appears reasonably 
calculated to lead to the discovery of admissible evidence. 

(ii) The frequency or extent of use of the discovery 
methods set forth in these rules shall be limited by the 
presiding officer if the presiding officer determines that: 
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(A) The discovery sought is unreasonably cumulative or 
duplicative, or is obtainable from another source that is more 
convenient, less burdensome, or less expensive; or 

(B) The party seeking discovery has had an ample 
opportunity by discovery to obtain the information sought; 
or 

(C) The discovery is unduly burdensome or expensive, 
taking into account the needs of the case, limitations of the 
parties’ resources, and the importance of the issues at stake. 

(iii) The presiding officer may limit discovery upon his 
or her own initiative after reasonable notice or pursuant to a 
motion submitted by a party. 

(2) Production of records, documents, or things: 

(a) Upon written request of a party the opposing party 
shall identify experts and other witnesses to be called at the 
hearing and shall provide other information necessary to 
enable the party to conduct depositions of the witnesses. 

(b) Any party may serve on any other party a request, 
which must be signed by the party or designated representa- 
tive: 

(i) To produce and permit the party making the request 
or designee to inspect and copy any designated documents, 
or to inspect and copy, test, or sample any tangible things 
which constitute or contain matters within the scope of 
discovery and which are in the possession, custody or control 
of the party upon whom the request is served; or 

(ii) To permit entry onto designated land or other 
property which is in the possession or control of the party 
upon whom the request is served for the purpose of inspec- 
tion, measuring, surveying, photographing, testing or 
sampling the property or designated object or operation 
thereon which is within the scope of discovery. 

(c) Any party who produces documents for inspection 
shall produce them as they are kept in the usual course of 
business or may, if the parties agree, organize and label them 
to correspond with the categories in the request. 

(d) The party upon whom a request is made may, by 
motion to the presiding officer, move for an order denying 
the request to produce or modify the conditions of the 
request. Denial of the request of change in the conditions of 
the request shall be within the discretion of the presiding 
officer and shall be made by written order. 

(3) Depositions may be taken subject to the following 
conditions: 

(a) Within the United States or a territory or insular 
possession subject to the dominion of the United States, 
depositions shall be taken before an officer authorized to 
administer oaths by the state of Washington or of the place 
where the examination is held. A presiding officer may, in 
his or her discretion or following motion of a party, preside 
at the deposition. Within a foreign country, depositions shall 
be taken before a secretary of an embassy or legation, consul 
general, vice-consul or consular agent of the United States, 
or a person designated by the presiding officer or agreed 
upon by the parties by stipulation in writing filed with the 
presiding officer, if any, and otherwise with the disciplining 
authority. Except by stipulation, no deposition shall be taken 
before any person who is a party or a privy of a party, or a 
privy of a representative of a party, or who is financially 
interested in the proceeding. 

(b) A party desiring to take the deposition of a person 
upon oral examination shall give reasonable notice of not 
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less than five days in writing to the person to be deposed 
and to the opposing party. The notice shall state the time 
and place for taking the deposition, the name and address of 
each person to be examined, if known, and if the name is 
not known, a description sufficient to identify the person to 
be examined or the particular class or group to which the 
person to be examined belongs. On motion of a party upon 
whom the notice is served, the presiding officer may for 
cause shown, lengthen or shorten the time. 

(c) After notice is served for taking a deposition, or 
upon motion of the presiding officer, or upon motion 
reasonably made by any party or by the person to be 
examined, and upon notice and for good cause, the presiding 
officer may issue an order that the deposition shall not be 
taken or that it be taken subject to specified restrictions, 
conditions, or limitations. 

(d) Depositions shall be recorded. 

(i) The officer before whom the deposition is taken shall 
put the witness on oath or affirmation and shall personally 
or by someone acting under the officer's direction and in the 
officer’s presence, record the testimony. 

(ii) The officer or person acting under the officer's 
direction shall transcribe the testimony at the request of any 
party, provided that any expenses shall be paid by the 
requesting party. 

(iii) The transcribed testimony shall be submitted to the 
person deposed for review and signature, unless review and 
signature are waived by that person. The officer shall 
append to the transcript any changes in form or substance 
that may be submitted by the parties. 

(iv) Copies of the transcribed and, unless review and 
signature has been waived, signed testimony shall be served 
upon the person deposed and upon the parties. 

(e) If the parties so stipulate in writing or on the record, 
depositions may be taken before any person, at any time or 
place, upon any notice, and in any manner and when so 
taken, may be used as any other deposition. 

(4) Following motion of a party and opportunity for 
response by the opposing party, the presiding officer may 
order a party to respond to written interrogatories and may 
order that the interrogatories be subject to specified restric- 
tion, condition, or limitation. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-370, filed 1/31/94, effective 3/3/94, Statutory Authority: RCW 


18.130.050(1). 93-08-003 (Order 347), 8 246-11-370, filed 3/24/93, 
effective 4/24/93.] 


WAC 246-11-380 Motions. (1) The presiding officer 
shall rule on motions. The presiding officer may rule on 
motions without oral argument or may request or permit the 
parties to argue the motion in person or by telephone. Oral 
argument may be limited in time at the discretion of the 
presiding officer. 

(2) All prehearing motions, including discovery and 
evidentiary motions, shall be made in writing and filed prior 
to the dates set in the scheduling order. Filing shall be at 
the board’s office, unless filing is directed in writing to be 
made at another address. 

(3) Motions for continuance must be made in writing 
and filed prior to the dates set in the scheduling order. If 
the adjudicative proceeding is scheduled to take place fewer 
than twenty days from service of the scheduling order, 
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motions for continuance must be made within ten days of 
service of the scheduling order, but in no event fewer than 
five days prior to the hearing. Continuances may be granted 
by the presiding officer for good cause. 

(4) The presiding officer may grant a continuance when 
a motion for continuance is not submitted within the time 
limits contained in subsection (3) of this section for good 
cause. 

(5) The following is the recommended format for 
motions: 

(a) A succinct statement of the facts contended to be 
material; 

(b) A concise statement of the issue, issues or law upon 
which the presiding officer is requested to rule; 

(c) The specific relief requested by the moving party; 

(d) If the motion requires the consideration of facts or 
evidence not appearing on the record, the moving party shall 
also serve and file copies of all affidavits and photographic 
or documentary evidence presented in support of the motion; 

(e) The legal authority upon which the motion is based; 
and 

(f) A proposed order may accompany the motion, and 
should contain findings of fact and conclusions of law. 

(6) The moving party shall file the motion, and the 
accompanying affidavits and photographic or documentary 
evidence when necessary, with the board’s office and with 
the presiding officer, and shall serve the motion, and the 
accompanying affidavits and photographic or documentary 
evidence when necessary, on all other parties. 

(7) The opposing party shall file with the board’s office 
and with the presiding officer, and serve upon the moving 
party, a responsive memorandum, and accompanying 
affidavits and photographic or documentary evidence when 
necessary, no later than eleven days following service of the 
motion, unless otherwise ordered by the presiding officer. 

(8) The moving party may file with the board’s office 
and with the presiding officer, and serve upon the opposing 
party, a reply memorandum no later than five days following 
service of the responsive memorandum, unless otherwise 
ordered by the presiding officer. 

(9) Unless otherwise ordered by the presiding officer, all 
motions shall be decided without oral argument. A party 
requesting oral argument on a motion shall so indicate by 
typing "ORAL ARGUMENT REQUESTED" in the caption of the 
motion or the responsive memorandum. If a request for oral 
argument is granted, the presiding officer shall notify the 
parties of the date and time of the argument and whether the 
argument will be in person or by telephone conference. 

(10) Motions to shorten time or emergency motions 
shall be exceptions to the rule, and a party may only make 
such motions in exigent or exceptional circumstances. When 
making such a motion, the moving party shall: 

(a) Suggest a date and time when the moving party 
seeks to have the presiding officer hear the motion to shorten 
time, which should be at least forty-eight hours after filing; 

(b) Suggest a date and time when the moving party 
seeks to have the presiding officer consider the merits of the 
underlying motion; I 

(c) Describe the exigent or exceptional circumstances 
justifying shortening of time in an affidavit or a memoran- 
dum accompanying the motion; 
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(d) Certify that the motion to shorten time and the 
underlying motion have been served on all other parties prior 
to the filing of the motion with the presiding officer. Any 
opposition to the motion to shorten time must be served and 
filed within twenty-four hours of the service of the motion. 
If the presiding officer grants the motion to shorten time, the 
presiding officer shall notify the parties of the date by which 
the responsive memorandum to the underlying motion shall 
be served and filed. 

(11) All motions will be decided as soon as practical, 
but not more than thirty days following the filing of the 
motion. If the presiding officer will not decide the motion 
within this time, the presiding officer shall notify the parties 
in writing of the date by which the motion will be decided. 

(12) If a party serves a motion or responsive memoran- 
dum by mail, pursuant to WAC 246-11-080, then three days 
shall be added to the time within which the opposing party 
must file and serve the responsive or reply memorandum. 
Service by electronic telefacsimile transmission (FAX) upon 
each party is permitted upon agreement of the parties, with 
proof of confirmation of service to be filed with the presid- 
ing officer. 

(13) All computations of time shall be calculated 
pursuant to WAC 246-11-040. 

(14) Departmental motions for summary actions are 
exempted from all requirements of this section. 

[Statutory Authority: RCW 18.130.050 and 43.70.040. 96-21-027, § 246- 
11-380, filed 10/7/96, effective 11/7/96. Statutory Authority: RCW 
18.130.050(1) and 18.130.060(3). 94-04-078, § 246-11-380, filed 1/31/94, 


effective 3/3/94. Statutory Authority: RCW 18.130.050(1). 93-08-003 
(Order 347), § 246-11-380, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-390 Prehearing conference. (1) If a 
scheduling order is issued, the parties shall be notified of the 
time and place of the first prehearing conference in the 
scheduling order. If another scheduling mechanism is 
issued, a prehearing conference will be held upon motion of 
either party, unless board policy provides otherwise. 

(2) The presiding officer shall determine whether the 
prehearing conferences will be conducted in person or by 
telephone conference call. 

(3) The presiding officer shall conduct the prehearing 
conference and shall issue rulings related to prehearing 
motions and evidentiary issues. The rulings shall govern the 
conduct of subsequent proceedings. 

(4) The prehearing conference may be recorded as 
ordered by the presiding officer. All offers of proof and 
objections concerning matters raised at the prehearing con- 
ference must be made on the record at the prehearing 
conference. 

(5) Following the final prehearing conference, the 
presiding officer shall issue a written prehearing order which 
will: 

(a) Identify the issues to be considered at the hearing 
and indicate which party has the burden of proof on these 
issues; 

(b) Specify the facts which are admitted or not contested 
by the parties; 

(c) Identify those documents and exhibits that will be 
admitted at hearing and those which may be distributed prior 
to hearing; 
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(d) Identify expert and lay witnesses that may be called 
at hearing and the issues to which those witnesses may 
testify; 

(e) Rule on motions; 

(f) Accept amendments to the pleadings; 

(g) Address such other issues or matters as may be 
reasonably anticipated to arise and which may aid in the 
disposition of the proceedings; and 

(h) Rule on objections made in any preserved testimony. 

(6) Following the prehearing conference, the presiding 
officer. may issue an order directing that the matter be heard 
as a brief adjudicative proceeding, pursuant to WAC 246-11- 
420 through 246-11-450. 

(7) Documentary evidence not offered in the prehearing 
conference shall not be received into evidence at the adjudi- 
cative proceeding in the absence of a clear showing that the 
offering party had good cause for failing to produce the 
evidence at the prehearing conference. 

(8) Witnesses not identified during the prehearing 
conference shall not be allowed to testify at the adjudicative 
proceeding in the absence of a clear showing that the party 
offering the testimony of such witness had good cause for 
failing to identify the witness at the prehearing conference. 

(9) If the authenticity of documents submitted at the 
prehearing conference is not challenged at the prehearing 
conference, the documents shall be deemed authentic. 
However, a party shall be permitted to challenge such 
authenticity at a later time upon a clear showing of good 
cause for failure to object at the prehearing conference. 

(10) Nothing in these rules shall prohibit the presiding 
officer from conducting a conference at any time, including 
during the hearing. The presiding officer shall state on the 
record the results of such conference. 

(11) A party bound by a stipulation or admission of 
record may withdraw it in whole or in part only upon a 
determination by the presiding officer or hearing officer that: 

(a) The stipulation or admission was made inadvertently 
or as a bona fide mistake of fact or law; and 

(b) The withdrawal will not unjustly prejudice the rights 
of the other parties. 

(12) In an appeal to superior court involving issues 
addressed in the prehearing order, the record of the 
prehearing conference, written motions and responses the 
prehearing order and any orders issued by the presiding 
officer pursuant to WAC 246-11-380, shall be the record. 
[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
$ 246-11-390, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1). 93-08-003 (Order 347), 8 246-11-390, filed 3/24/93, 
effective 4/24/93.] 


WAC 246-11-400 Protective orders. The presiding 
officer may issue a protective order at his or her discretion: 

(1) To protect a party or person from annoyance, embar- 
rassment, oppression, or undue burden or expense; 

(2) To preserve confidentiality related to health care 
records or provider-client information; 

(3) To protect examination processes; 

(4) To protect the identity of a person supplying 
information to the department or board where the person 
indicates a desire for nondisclosure unless that person 
testifies or has been called to testify at an adjudicative 
proceeding; or 
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(5) To comply with applicable state or federal law. ` 


[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
$ 246-11-400, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 
18.130.050(1) and 34.05.446. 93-08-003 (Order 347), 8 246-11-400, filed 
3/24/93, effective 4/24/93.] 


SECTION V 
BRIEF ADJUDICATIVE PROCEEDINGS 


WAC 246-11-420 Application of brief adjudicative 
proceedings. (1) If an adjudicative proceeding is requested, 
a brief adjudicative proceeding will be conducted where the 
matter involves one or more of the following: 

(a) A determination whether an applicant for a license 
meets the minimum criteria for an unrestricted license and 
the board proposes to deny such a license or to issue a 
restricted license; 

(b) A determination whether a person is in compliance 
with the terms and conditions of a final order previously 
issued by the board; 

(c) Any approval of a school or curriculum when such 
approval by the board is required by statute or rule; and 

(d) A determination whether a license holder requesting 
renewal has submitted all required information and meets 
minimum criteria for renewal. 

(2) If an adjudicative proceeding is requested in a matter 
not listed in subsection (1) of this section, a brief adjudica- 
tive proceeding may be conducted in the discretion of the 
presiding officer when it appears that: 

(a) Only legal issues exist; or 

(b) Both parties have agreed to a brief proceeding; and 

(c) The protection of the public interest does not require 
that the board provide notice and an opportunity to partici- 
pate to persons other than the parties. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
8 246-11-420, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1) and 34.05.482. 93-08-003 (Order 347), § 246-11-420, filed 
3/24/93, effective 4/24/93.] 


WAC 246-11-425 Preliminary record in brief ad- 
judicative proceedings. (1) The preliminary record with 
respect to an application for a license or for approval of a 
school or curriculum shall consist of: 

(a) The application for the license or approval and all 
associated documents; 

(b) All documents relied upon by the program in 
proposing to deny the application; and 

(c) All correspondence between the applicant for license 
or approval and the program regarding the application. 

(2) The preliminary record with respect to determination 
of compliance with a previously issued final order shall 
consist of: 

(a) The previously issued final order; 

(b) All reports or other documents submitted by the 
license holder, or at the direction of the license holder, in 
full or partial fulfillment of the terms of the final order; and 

(c) All correspondence between the license holder and 
the program regarding compliance with the final order. 


[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-425, filed 1/31/94, effective 3/3/94.] 
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WAC 246-11-430 Conduct of brief adjudicative 
proceedings. (1) Brief adjudicative proceedings shall be 
conducted by a presiding officer for brief adjudicative 
proceedings designated by the board. The presiding officer 
for brief adjudicative proceedings shall have agency exper- 
tise in the subject matter but shall not have personally 
participated in the decision to issue the initiating document. 

(2) The parties or their representatives may present 
written documentation. The presiding officer for brief 
adjudicative proceedings shall designate the date by which 
written documents must be submitted by the parties. 

(3) The presiding officer for brief adjudicative proceed- 
ings may, in his or her discretion, entertain oral argument 
from the parties or their representatives. 

(4) No witnesses may appear to testify. 

(5) In addition to the record, the presiding officer for 
brief adjudicative proceedings may employ agency expertise 
as a basis for decision. 

(6) The presiding officer for brief adjudicative proceed- 
ings shall not issue an oral order. Within ten days of the 
final date for submission of materials or oral argument, if 
any, the presiding officer for brief adjudicative proceedings 
shall enter an initial order in accordance with WAC 246-11- 
540. 

{Statutory Authority: RCW 18.130.050 and 43.70.040. 96-21-027, § 246- 
11-430, filed 10/7/96, effective 11/7/96. Statutory Authority: RCW 
18.130.050(1) and 18.130.060(3). 94-04-078, § 246-11-430, filed 1/31/94, 


effective 3/3/94. Statutory Authority: RCW 18.130.050(1). 93-08-003 
(Order 347), § 246-11-430, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-440 Effectiveness of orders on brief 
adjudicative proceedings. (1) Initial orders on brief 
adjudicative proceedings shall become final twenty-one days 
after service of the initial order unless: 

(a) Administrative review has been requested pursuant 
to WAC 246-11-550; or 

(b) On its own initiative, the board determines to review 
the matter and, within twenty-one days of service of the 
initial order, provides notice to the parties of the date by 
which a determination shall be made. 

(2) If review is taken under subsection (1) of this 
section, each party shall be provided an opportunity to state 
its view of the matter, and a written order containing 
findings of fact, conclusions of law, and order shall be 
entered and served upon the parties within twenty days of 
service of the initial order or the request for review, which- 
ever is later. 

(3) A request for review is deemed to be denied if the 
board does not act on the request within twenty days after 
the request is submitted. 

(4) If administrative review is taken under subsection 
(1) of this section, the presiding officer may convert the 
matter to a full adjudicative proceeding. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-440, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1), 34.05.455, 34.05.485, 34.05.488 and 34.05.491. 93-08-003 
(Order 347), 8 246-11-440, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-450 Agency record in brief proceed- 


ings. The agency record of brief adjudicative proceedings 
shall consist of: 
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(1) The preliminary record as set forth in WAC 246-11- 
425; 

(2) All initiating documents including the notice of 
opportunity to defend; 

(3) The request for adjudicative proceeding; 

(4) All documents submitted in the proceeding; 

(5) Any transcript or recording of any testimony or 
arguments presented; and 

(6) All orders issued in the case. 
[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-450, filed 1/31/94, effective 3/3/94. Statutory Authority; RCW 


18.130.050(1) and 34.05.494. 93-08-003 (Order 347), § 246-11-450, filed 
3/24/93, effective 4/24/93.] 


SECTION VI 
HEARING 


WAC 246-11-470 Notice of adjudicative proceeding. 
Notice of an adjudicative proceeding shall be issued pursuant 
to RCW 34.05.434. 


[Statutory Authority: RCW 18.130.050(1) and 34.05.434. 93-08-003 
(Order 347), § 246-11-470, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-480 Conduct of adjudicative proceed- 
ing. (1) The adjudicative proceeding shall be conducted as 
provided in RCW 34.05.449 through 34.05.455. 

(2) The presiding officer may take the following actions 
to the extent not already determined in a prehearing order: 

(a) Conduct the hearing de novo; 

(b) Determine the order of presentation of evidence; 

(c) Administer oaths and affirmations; 

(d) Issue subpoenas; : 

(e) Rule on procedural matters, objections, motions, and 
offers of proof; 

(f) Receive relevant evidence; 

(g) Interrogate witnesses called by the parties in an 
impartial manner to develop any facts necessary to fairly and 
adequately decide the matter; 

(h) Call additional witnesses and request additional 
exhibits deemed necessary to complete the record and 
receive such evidence subject to full opportunity for cross- 
examination and rebuttal by all parties; 

(i) Take any appropriate action necessary to maintain 
order during the adjudicative proceeding; 

(j) Determine whether to permit or require oral argu- 
ment or briefs and determine the time limits for submission 
thereof; 

(k) Permit photographic and recording equipment at 
hearing subject to conditions necessary to preserve confiden- 
tiality and prevent disruption; 

(1) Permit a person to waive any right conferred upon 
that person by chapter 34.05 RCW or this chapter, except as 
precluded by law; and 

(m) Take any other action necessary and authorized by 
applicable law or rule. 

(3) The presiding officer shall: 

(a) Apply as the first source of law governing an issue 
those statutes and rules deemed applicable to the issue; 

(b) If there is no statute or rule governing the issue, 
resolve the issue on the basis of the best legal authority and 
reasoning available, including that found in federal and 
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Washington Constitutions, statutes, rules, and court deci- 
sions; and 

(c) Not declare any statute or rule invalid. 

(4) If the validity of any statute or rule is raised as an 
issue, the presiding officer may permit arguments to be made 
on the record concerning the issue for the purpose of 
subsequent review. 

(5) Members of the board hearing the matter may ask 
questions of any witness and may call additional witnesses. 

(6) A party may move to disqualify the presiding officer 
or any member of the board pursuant to RCW 34.05.425(3). 
[Statutory Authority: RCW 18.130.050(1) and 18.130,060(3). 94-04-078, 
§ 246-11-480, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 
18.130.050(1). 93-08-003 (Order 347), § 246-11-480, filed 3/24/93, 
effective 4/24/93.] 


WAC 246-11-490 Evidence. (1) The presiding officer 
shall rule on objections to the admissibility of evidence 
pursuant to RCW 34.05.452 unless those objections have 
been addressed in the prehearing order. 

(2) The refusal of a witness to answer any question 
ruled proper shall be grounds for the presiding officer, at 
his/her discretion, to strike some or all prior testimony by 
that witness on related matters or to grant a continuance to 
allow a party to seek a court order to compel the witness to 
answer. 

(3) Each person called as a witness in an adjudicative 
proceeding shall swear or affirm that the evidence about to 
be given in the adjudicative proceeding shall be the truth 
under the provisions of RCW.5.28.020 through 5.28.060. 


[Statutory Authority: RCW 18.130.050(1). 93-08-003 (Order 347), § 246- 
11-490, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-500 Proposed order. At the conclusion 
of the hearing or by a date specified by the presiding officer, 
the presiding officer may require each party to submit to the 
presiding officer proposed findings of fact and conclusions 
of law and a proposed order. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
8 246-11-500, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1). 93-08-003 (Order 347), 8 246-11-500, filed 3/24/93, 
effective 4/24/93.] 


WAC 246-11-510 Issuance of final order. If the 
adjudicative proceeding is heard by the board or a panel of 
the board the presiding officer and board or panel of the 
board shall: 

(1) Issue a final order containing findings of fact and 
conclusions of law and an order; and 

(2) Serve a copy of the order on each party and any 
designated representative of the party. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-510, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1). 93-08-003 (Order 347), 8 246-11-510, filed 3/24/93, 
effective 4/24/93.] 


WAC 246-11-520 Standard of proof. The order 
shall be based on the kind of evidence upon which reason- 
ably prudent persons are accustomed to rely in the conduct 
of their affairs. In all cases involving an application for 
license the burden shall be on the applicant to establish that 
the application meets all applicable criteria. In all other 
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cases the burden і5-оп the department to prove the alleged 
factual basis set forth in the initiating document. Except as 
otherwise provided by statute, the burden in all cases is a 
preponderance of the evidence. 


[Statutory Authority: RCW 18.130.050(1). 93-08-003 (Order 347), $ 246- 
11-520, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-530 Consolidated proceedings. (1) 
When two or more applications for adjudicative proceeding 
involve a similar issue, the applications may be consolidated 
by the presiding officer and the hearings conducted together. 
The presiding officer or hearings officer may consolidate on 
his/her own motion or upon the request of a party. 

(2) A party scheduled for a consolidated proceeding 
may request to withdraw from the consolidated proceeding 
in favor of an individual proceeding. The presiding officer 
may grant a motion to withdraw from a consolidated 
proceeding at any time when good cause is shown. 

(3) Each respondent in a consolidated proceeding shall 
retain the right to representation. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
$ 246-11-530, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1) and 34.05.220. 93-08-003 (Order 347), § 246-11-530, filed 
3/24/93, effective 4/24/93.] 


WAC 246-11-540 Initial order. (1) If the adjudica- 
tive proceeding is not heard by the board or panel of the 
board the presiding officer shall: 

(a) Issue an initial order containing proposed findings of 
fact, conclusions of law, and a proposed order; 

(b) Serve a copy of the initial order on each party and 
any designated representative of a party; and 

(c) Forward the initial order and record of the adjudica- 
tive proceeding to the office of the board. 

(2) Initial orders on brief adjudicative proceedings shall 
become final orders as provided in WAC 246-11-540. 

(3) Following receipt of initial orders in matters other 
than brief adjudicative proceedings, the board shall review 
the initial order and the record as provided in RCW 
34.05.464, and issue a final order as provided in WAC 246- 
11-560. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-540, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1). 93-08-003 (Order 347), § 246-11-540, filed 3/24/93, 
effective 4/24/93.] 


SECTION VII 
POST HEARING PROCESS 


WAC 246-11-550 Appeal from initial order. (1) 
Any party may file a written petition for administrative 
review of an initial order issued under WAC 246-11-430 or 
WAC 246-11-540 stating the specific grounds upon which 
exception is taken and the relief requested. 

(2) Petitions for administrative review must be served 
upon the opposing party and filed with the office of the 
board within twenty-one days of service of the initial order. 

(3) The opposing party may file a response to a petition 
for administrative review as provided in this section. The 
response shall be filed at the place specified in subsection 
(2) of this section. The party filing the response shall serve 
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a copy of the response upon the party requesting administra- 
tive review. If the initial order was entered pursuant to 
WAC 246-11-430, the response will be filed within ten days 
of service of the petition. In all other matters, the response 
will be filed within twenty days of service of the petition. 

[Statutory Authority: RCW 18.130.050 and 43.70.040. 96-21-027, § 246- 
11-550, filed 10/7/96, effective 11/7/96. Statutory Authority: RCW 


18.130.050(1) and 34.05.464. 93-08-003 (Order 347), 8 246-11-550, filed 
3/24/93, effective 4/24/93.] 


WAC 246-11-560 Final orders. (1) The form and 
content of final orders shall be as follows: i 

(a) Final orders shall contain findings of fact, conclu- 
sions of law, and an order. All final orders shall be signed 
by a member of the panel of board members who heard the 
matter. 

(b) Final orders may adopt by reference the initial order 
in whole or in part. 

(c) Final orders may modify or revise the initial order 
in whole or in part. 

(2) Final orders shall be served upon the parties and 
their representatives as provided in WAC 246-11-080. 

(3) Final orders shall be issued following: 

(a) A review of the record; 

(b) A review of the initial order, if any; 

(c) A review of any request for review of the initial 
order and any response thereto; and 

(d) Consideration of protection of the public health and 
welfare. 

(4) Unless a later date is stated in the final order, final 
orders shall be effective when entered but a party shall not 
be required to comply with a final order until the order is 
served upon that party. 

(5) Final orders may contain orders that specified 
portions of the agency record shall not be disclosed as public 
records if necessary to protect privacy interests, the public 
welfare, or vital governmental functions. Such orders shall 
include but are not limited to protective orders issued during 
the proceeding or pursuant to WAC 246-11-400. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-560, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1), 34.05.464, 34.05.473 and chapter 42.17 RCW. 93-08-003 
(Order 347), § 246-11-560, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-570 Stay of final orders. No final 
order will be stayed except by its own terms or by order of 
a court of competent jurisdiction. 


[Statutory Authority: RCW 18.130.050(1) and 34.05.467. 93-08-003 
(Order 347), § 246-11-570, filed 3/24/93, effective 4/24/93.] 


WAC 246-11-580 Reconsideration of final orders. 
(1) Within ten days of service of a final order, either party 
may file a petition for reconsideration, stating the specific 
grounds upon which reconsideration is requested and the 
relief requested. 

(2) Grounds for reconsideration shall be limited to: 

(a) Specific errors of fact or law; or 

(b) Implementation of the final order would require 
department activities inconsistent with current department 
practice; or 
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(c) Specific circumstances render the person requesting 
the reconsideration unable to comply with the terms of the 
order. 

(3) Petitions for reconsideration must be served upon the 
opposing party and filed with the office of the board within 
ten days of service of the final order. 

(4) If reconsideration is requested based on an error of 
fact, the request for reconsideration shall contain specific 
reference to the record. If reconsideration is requested based 
on testimony of record, the request for reconsideration shall 
contain specific reference to the testimony. The presiding 
officer may require that the party requesting reconsideration 
submit a copy of the transcript of the adjudicative proceed- 
ing and provide specific reference to the transcript. 

(5) The petition for reconsideration is denied if, within 
twenty days of the date the petition is filed, the presiding 
officer: 

(a) Denies the petition; 

(b) Does not act upon the petition; or 

(c) Does not serve the parties with notice of the date by 
which he/she will act on the petition. 

(6) If the presiding officer determines to act upon the 
petition, the opposing party shall be provided at least ten 
days in which to file a response to the petition. 

(7) Disposition of petitions for reconsideration shall be 
in the form of a written order denying the petition, granting 
the petition and dissolving or modifying the final order, or 
granting the petition and setting the matter for further 
proceedings. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-580, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1) and 34.05.470. 93-08-003 (Order 347), $ 246-11-580, filed 
3/24/03, effective 4/24/93.] 


WAC 246-11-590 Agency record of adjudicative 
proceedings. (1) The department shall maintain an official 
record of each adjudicative proceeding. 

(2) The record shall include: 

(a) Notices of all proceedings; 

(b) Any prehearing order; 

(c) Any motions, pleadings, briefs, petitions, and 
requests filed, and rulings thereon; 

(d) Evidence received or considered; : 

(e) A statement of matters officially noted; 

(f) Offers of proof and objections and rulings thereon; 

(g) Any proposed findings, requested orders, and 
exceptions; 

(h) Any recording of the adjudicative proceeding and 
any transcript of all or part of the adjudicative proceeding 
considered before final disposition of the matter; 

(1) Any final order, initial order, or order on reconsider- 
ation; and 

(j) Matters placed on the record following an ex parte 
communication, if any. l 

(3) The record shall be subject to disclosure as provided 
by RCW 42.17.250 through 42.17.340, and by WAC 246-11- 
130, except as limited by protective orders and provisions 
contained in the final order. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-590, filed 1/31/94, effective 3/3/94. Statutory Authority; RCW 


18.130.050(1), 34.05.476 and chapter 42.17 RCW. 93-08-003 (Order 347), 
$ 246-11-590, filed 3/24/93, effective 4/24/93.) 
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WAC 246-11-600 Judicial review. (1) Judicial 
review of actions taken under this chapter shall be as 
provided in RCW 34.05.510 et seq. 

(2) Notice of the opportunity for judicial review shall be 
provided in all final orders. 

(3) Following a request for judicial review, the record 
forwarded to the reviewing court shall be those portions of 
the agency record designated by the parties within the time 
period set by the board. 

[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
§ 246-11-600, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1) and 34.05.510. 93-08-003 (Order 347), $ 246-11-600, filed 
3/24/93, effective 4/24/93.] 


WAC 246-11-610 Vacating an order for reason of 
default or withdrawal. (1) A party may petition to vacate 
a default order entered against that party for failing to attend 
an adjudicative proceeding requested by that party by: 

(a) Specifying the grounds relied upon in the petition; 
and i 

(b) Filing the petition at the office of professional 
standards within seven days of service of the default order. 

(2) The presiding officer shall consider the petition and 
shall: 

(a) Grant the motion to vacate and reinstate the applica- 
tion for adjudicative proceeding, and may impose conditions 
on licensure pending final adjudication; or 

(b) Deny the motion to vacate the default order. 
[Statutory Authority: RCW 18.130.050(1) and 18.130.060(3). 94-04-078, 
$ 246-11-610, filed 1/31/94, effective 3/3/94. Statutory Authority: RCW 


18.130.050(1) and 34.05.220. 93-08-003 (Order 347), $ 246-11-610, filed 
3/24/93, effective 4/24/93.] 


Chapter 246-15 WAC 
WHISTLEBLOWER COMPLAINTS IN HEALTH 


CARE SETTINGS 
WAC 
246-15-001 Purpose and scope. 
246-15-010 Definitions. 
246-15-020 Rights and responsibilities—Whistleblower and depart- 
ment. 
246-15-030 Procedures for filing, investigation, and resolution of 


whistleblower complaints. 


WAC 246-15-001 Purpose and scope. Regulations 
for whistleblower protection are hereby adopted pursuant to 
RCW 43.70.075. The purpose of these regulations is to 
protect the identity of persons who communicate in good 
faith to the department alleging the improper quality of care 
by a health care facility or provider as defined in this 
chapter, and set forth the process the department will use in 
receiving, investigating and resolving complaints. 


[Statutory Authority: RCW 43.70.075 and 43.70.040. 97-02-013, § 246-15- 
001, filed 12/20/96, effective 1/20/97.] 


WAC 246-15-010 Definitions. The words and 
phrases in this chapter have the following meanings unless 
the context clearly indicates otherwise. 

(1) "Consumer" means: 

(a) An individual receiving health care or services from 
a health care facility or health care professional; 
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(b) A person pursuant to RCW 7.70.065 authorized to 
provide informed consent to health care on behalf of (a) of 
this subsection who is not competent to consent. 

(2) "Department" means the Washington state depart- 
ment of health. 

(3) "Employee" means an individual employed by a 
health care facility or health care professional at the time 
the: 

(a) Alleged improper quality of care occurred; or 

(b) Alleged improper quality of care is discovered. 

(4) "Good faith" means an honest and reasonable belief 
in the truth of the allegation. 

(5) "Health care" means any care, service, or procedure 
provided by a health care facility or a health care provider: 

(a) To diagnose, treat, or maintain a patient's physical or 
mental condition; or 

(b) That affects the structure or function of the human 
body. 

(6) "Health care facility" includes the following: 
(a) Adult residential rehabilitation centers regulated 
pursuant to chapter 71.12 RCW; 

(b) Alcoholism treatment facilities regulated pursuant t 
chapter 71.12 RCW; 

(c) Alcoholism hospitals regulated pursuant to chapter 
71.12 RCW; 

(d) Ambulance and aid services regulated pursuant to 
chapter 18.73 RCW; 

(e) Boarding homes regulated pursuant to chapter 18.20 
RCW; 

(f) Childbirth centers regulated pursuant to chapter 18.46 
RCW; 

(g) Home care agencies regulated pursuant to chapter 
70.127 RCW; 

(h) Home health agencies regulated pursuant to chapter 
70.127 RCW; 

(1) Hospice agencies regulated pursuant to chapter 
70.127 RCW; 

(j) Hospitals regulated pursuant to chapter 70.41 RCW; 

(k) Pharmacies regulated pursuant to chapter 18.64 
RCW; 

(1) Private psychiatric hospitals regulated pursuant to 
chapter 71.12 RCW; 

(m) Residential treatment facilities for psychiatrically 
impaired children and youth regulated pursuant to chapter 
71.12 RCW; 

(n) Rural health care facilities regulated pursuant to 
chapter 70.175 RCW. 

(7) "Health care provider," "health care professional," 
"professional" or "provider" mean a person who is licensed, 
certified, registered or otherwise authorized by the law of 
this state to provide health care in the ordinary course of 
business or practice of a profession. 

(8) "Improper quality of care," as defined in RCW 
43.70.075, means any practice, procedure, action, or failure 
to act that violates any state law or rule of the applicable 
state health licensing authority under Title 18 RCW or 
chapters 70.41, 70.96A, 70.127, 70.175, 71.05, 71.12, and 
71.24 RCW, and enforced by the department of health. 
Improper quality of care shall not include good faith person- 
nel actions related to employee performance or actions taken 
according to established terms and conditions of employ- 
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ment. Good faith personnel action will not prevent investi- 
gations of alleged improper quality of care. 

(9) "Whistleblower" means a consumer, employee, or 
health care professional who in good faith reports alleged 
quality of care concerns to the department of health. 


[Statutory Authority: RCW 43.70.075 and 43.70.040. 97-02-013, 5 246-15- 
010, filed 12/20/96, effective 1/20/97.] 


WAC 246-15-020 Rights and responsibilities— 
Whistleblower and department. (1) A person who in good 
faith communicates a complaint or information as defined in 
this chapter as provided in RCW 43.70.075 is: 

(a) Immune from civil liability on claims based upon 
that communication to the department under RCW 4.24.510; 

(b) Entitled to recover costs and reasonable attorneys' 
fees incurred in establishing a defense under RCW 4.24.510 
if prevailing upon the defense; and 

(c) Afforded the protections and remedies of the human 
rights commission pursuant to chapter 49.60 RCW. The 
department will refer whistleblowers expressing concern 
about reprisal or retaliatory action to the human rights 
commission. 

(2) The department will protect the identity of the 
whistleblower by revealing it only: 

(a) To appropriate department staff or disciplining 
authority member; 

(b) By court order; or 

(c) If the complaint is not in good faith. 


[Statutory Authority: RCW 43.70.075 and 43.70.040, 97-02-013, § 246-15- 
020, filed 12/20/96, effective 1/20/97.] 


WAC 246-15-030 Procedures for filing, investiga- 
tion, and resolution of whistleblower complaints. In 
filing, investigating and resolving a whistleblower complaint, 
the department will follow its usual procedures for complaint 
processing while protecting a whistleblower’s identity 
consistent with WAC 246-15-020. 

(1) Filing. 

(a) Upon receipt of a complaint from a whistleblower 
alleging improper quality of care, department staff will enter 
the complaint into the tracking system for complaints against 
health care providers or facilities and create a file on that 
complaint. 

(b) Staff will affix a permanent cover to the letter of 
complaint, or other form of notice, in the complaint file, 
noting the statutory citation for protection of identity of the 
complainant. 

(c) Staff will assess priority of the case and conduct the 
initial case planning based on the complainant information. 

(2) Investigation. 

(a) For cases assigned to an investigation, staff will 
develop an investigative plan. The investigator will gather 
pertinent information and perform other functions as appro- 
priate to the allegation. The investigator may interview 
witnesses or others with information relevant to the investi- 
gation, review records and consult with staff of other 
agencies. 

(b) At the conclusion of the investigation, the investiga- 
tor will prepare the necessary documents, such as an 
investigative report summarizing the findings, and other 
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documents necessary for the department to take further 
action. 

(3) Resolution. The regulatory authority for the health 
facility or provider will: 

(a) Review investigative findings to determine violation 
of any statutes or rules; 

(b) Take appropriate disciplinary action as necessary; 

(c) Ensure upon case closure, that the permanent cover 
affixed in subsection (1)(c) of this section will remain; 

(d) Will code or obliterate references to the whistle- 
blower complainant in investigative materials or in the 
investigative report as necessary to protect the whistleblow- 
er's identity prior to any public disclosure; and 

(e) Make the case file available to the public upon case 
closure, subject to public disclosure and other relevant laws. 


[Statutory Authority: RCW 43.70.075 and 43.70.040. 97-02-013, § 246-15- 
030, filed 12/20/96, effective 1/20/97.] 


Chapter 246-50 WAC 
COORDINATED QUALITY IMPROVEMENT 


PROGRAM 
WAC 
246-50-001 Purpose and scope. 
246-50-010 Definitions. 
246-50-020 Coordinated quality improvement program— 
Components. 
246-50-030 Approval process—Public disclosure. 
246-50-040 Alternative programs. 
246-50-990 Fees. 


WAC 246-50-001 Purpose and scope. (1) This 
chapter establishes the criteria and approval process for 
health care entities who choose to apply for a department of 
health approved coordinated quality improvement program 
pursuant to RCW 43.70.510. Coordinated quality improve- 
ment programs approved by the department are provided 
discovery limitations pursuant to RCW 43.70.510 (3) and 
(4). Information and documents created specifically for, and 
collected and maintained by an approved quality improve- 
ment committee are also exempt from disclosure under 
chapter 42.17 RCW. 

(2) This chapter allows health care provider groups, 
professional societies or organizations, health care service 
contractors, health maintenance organizations, health carriers ` 
approved pursuant to chapter 48.43 RCW, and any other 
person or entity providing health care coverage under chapter 
48.42 RCW that is subject to the jurisdiction and regulation 
of any state agency or any subdivision thereof and health 
care institutions and medical facilities other than hospitals, 
to maintain a department-approved coordinated quality 
improvement program for the purpose of improving the 
quality of health care and identifying and preventing health 
care malpractice. 

(3) Programs submitted for department approval should 
be consistent with the principles for the continuous improve- 
ment of the Washington state health care system published 
by the health care policy board. 

(4) This chapter does not apply to hospital quality 
improvement programs required by RCW 70.41.200. 
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[Statutory Authority: RCW 43.70.510. 96-09-042, § 246-50-001, filed 
4/11/96, effective 5/12/96; 94-24-001, § 246-50-001, filed 11/23/94, 
effective 12/24/94.) 


WAC 246-50-010 Definitions. The words and 
phrases in this chapter have the following meanings unless 
the context clearly indicates otherwise. 

(1) "Alternative program" means a coordinated quality 
improvement program determined by the department to be 
substantially equivalent to RCW 70.41.200(1). 

(2) "Department" means the Washington state depart- 
ment of health. 

(3) "Governing body" means: 

(a) The person, persons or board responsible for the 
health care entity; or 

(b) In the case of a provider group where no person, 
persons or board is in charge of all providers; the person, 
persons or group identified by the provider group to be 
responsible for the coordinated quality improvement pro- 
gram. 

(4) "Health care entity" means a health care institution, 
medical facility, provider group, professional society or 
organization, health care service contractors, health mainte- 
nance organizations, health carriers approved pursuant to 
chapter 48.43 RCW, and any other person or entity provid- 
ing health care coverage under chapter 48.42 RCW that is 
subject to the jurisdiction of any state agency or any subdivi- 
sion thereof, authorized by RCW 43.70.510 to have a 
department-approved coordinated quality improvement 
program. 

(5) "Health care institution" or "medical facility" 
includes the following: 

(a) Adult residential rehabilitation centers regulated 
pursuant to chapter 71.12 RCW; 

(b) Alcoholism treatment facilities regulated pursuant to 
chapters 71.12 and 70.96A RCW; 

(c) Alcoholism hospitals regulated pursuant to chapters 
71.12 and 70.96A RCW; 

(d) Ambulance and aid services regulated pursuant to 
chapter 18.73 RCW; 

(e) Boarding homes regulated pursuant to chapter 18.20 
RCW; 

(f) Childbirth centers regulated pursuant to chapter 18.46 
RCW; 

(g) Community mental health centers regulated pursuant 
to chapter 71.05 or 71.24 RCW; 

(h) Eye banks regulated pursuant to RCW 68.50.630; 

(i) Home health agencies regulated pursuant to chapter 
70.127 RCW; 

(j) Hospice care centers regulated pursuant to chapter 
70.41 RCW; 

(k) Hospice agencies regulated pursuant to chapter 
70.127 RCW; 

(1) Medical test sites regulated pursuant to chapter 70.42 
RCW; 

(m) Nursing homes regulated pursuant to chapter 18.51 
RCW; 

(n) Pharmacies regulated pursuant to chapter 18.64 
RCW; 

(o) Private psychiatric hospitals regulated pursuant to 
chapter 71.12 RCW; 


(1997 Ed.) 


246-50-001 


(p) Residential treatment facilities for psychiatrically 
impaired children and youth regulated pursuant to chapter 
71.12 RCW; 

(q) Rural health facilities regulated pursuant to chapter 
70.175 RCW; 

(r) Facilities owned and operated by a political subdivi- 
sion or instrumentality of the state, including, but not limited 
to: 

(i) Public health departments; 

(ii) Fire districts and departments; 

(iii) Soldiers’ and veterans’ homes; 

(iv) State mental health institutions; 

(v) Health clinics operated by educational institutions; 

(vi) Department of corrections health care facilities; 

(vii) County jail health clinics; and 

(viii) County drug and alcohol treatment facilities; 

(s) Facilities required by federal law and implementing 
regulations, including, but not limited to: 

(i) Native American health facilities; and 

(ii) Veterans’ affairs health services; and 

(t) Other facilities determined by the department to be 
within the parameters of the definition of "health care 
facility" in RCW 43.72.010. 

(6) "Health care provider" or "provider" means: 

(a) A person regulated under Title 18 RCW to practice 
health or health related services or otherwise practicing 
health care services in this state consistent with state law; or 

(b) An employee or agent of a person described in (a) 
of this subsection, acting in the course and scope of the 
employee’s or agent’s employment performing health care or 
auxiliary services. 

(7) "Health care provider group" or "provider group" 
means an organized body of ten or more providers. 

(8) "Negative health care outcome" means a patient 
death or impairment of bodily function other than those 
related to the natural course of illness, disease or proper 
treatment in accordance with generally accepted health care 
standards. 

(9) "Professional society or organization” means a group 
of health care professionals, including, but not limited to, 
state or local health care professional associations. 

(10) "Program" means coordinated quality improvement 
program pursuant to RCW 43.70.510. 

[Statutory Authority: RCW 43.70.510. 96-09-042, 5 246-50-010, filed 


4/11/96, effective 5/12/96; 94-24-001, § 246-50-010, filed 11/23/94, 
effective 12/24/94.] 


WAC 246-50-020 Coordinated quality improvement 
program—Components. A program under the provisions 
of RCW 43.70.510 shall include, at a minimum: 

(1) The following components: 

(a) A governing body; 

(b) A committee, appointed by the governing body, with 
a broad representation of the services offered, responsible 
for: 

(i) Reviewing services rendered, both retrospectively and 
prospectively, to improve the quality of health care by 
measuring key characteristics such as effectiveness, accuracy, 
timeliness, and cost; 
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(ii) Reviewing categories and methodologies of services 
rendered and to be rendered with the goal of improving 
health care outcomes; 

(iii) Overseeing and coordinating the program; 

(iv) Ensuring information gathered for the program is 
reviewed and used to revise health care policies and proce- 
dures; and 

(v) Reporting to the governing body, at least semiannu- 
ally, on program activities and actions taken as а result of 
those activities; 

(c) Periodic evaluation of each provider under the 
purview of the program, including mental and physical 
capacity, competence in delivering health care, and verifica- 
tion of current credentials; 

(d) A procedure for promptly resolving all complaints 
pertaining to accidents, injuries, treatment and other events 
that may result in claims of health care malpractice; 

(e) A method for continually collecting and maintaining 
information concerning: 

(i) Experience with negative health care outcomes and 
injurious incidents; and 

(ü) Professional liability premiums, settlements, awards, 
costs for injury prevention and safety improvement activities; 

(f) A method for maintaining information gathered 
under the purview of the program concerning a provider in 
that provider's personnel or credential file, assuring patient 
confidentiality; 

(g) A process for reporting accidents, injuries, negative 
health outcomes, and other pertinent information to the 
quality improvement committee; 

(h) A process assuring compliance with reporting 
requirements to appropriate local, state and federal authori- 
ties; 

(i) A method for identifying documents and records 
created specifically for and collected and maintained by the 
quality improvement committee; 

(j) Educational activities for personnel engaged in health 
care activities, including, but not limited to: 

(i) Quality improvement; 

(ii) Safety and injury prevention; 

(iii) Responsibilities for reporting professional miscon- 
duct; 

(iv) Legal aspects of providing health care; 

(v) Improving communication with health care recipi- 
ents; and 

(vi) Causes of malpractice claims; or 

(2) Components determined by the department to be 
substantially equivalent to subsection (1) of this section. 


[Statutory Authority: RCW 43.70.510. 94-24-001, $ 246-50-020, filed 
11/23/94, effective 12/24/94] 


WAC 246-50-030 Approval process—Public disclo- 
sure. (1) A health care entity seeking department approval 
of a program shall submit to the department: 

(a) An application on forms provided by the department; 

(b) The program plan, printed on 8 1/2 by 11 inch 
paper, including: 

(i) A table of contents clearly denoting, at a minimum, 
where each component specified in WAC 246-50-020 is 
located within the program plan; and 
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(ii) A detailed description of every aspect of the 
program; 

(c) The fee specified in WAC 246-50-990; and 

(d) Other information as may be required by the depart- 
ment. 

(2) To maintain department approval, a health care 
entity modifying the scope, components or operation of an 
approved program, shall submit to the department: 

(a) An application package specified in subsection (1) 
of this section; and 

(b) A detailed description of the modification and how 
it affects the program. 

(3) The department shall review each application 
package submitted pursuant to this section, and: 

(a) Send written notification of approval to a health care 
entity submitting a program with the components specified 
in WAC 246-50-020; or 

(b) Provide the health care entity an opportunity for a 
brief adjudicative proceeding according to RCW 34.05.482 
when the department declines to approve a program. 

(4) The department shall retain a copy of the program 
plan. Material received by the department will be subject to 
the public disclosure law, chapter 42.17 RCW. Health care 
entities submitting material that they believe is exempt from 
public disclosure should conspicuously mark the portion or 
portions and state the basis for exemption. The department 
will give notice to the submitting entity of any request under 
the Public Disclosure Act for public disclosure of material 
that has been marked in accordance with this subsection at 
least ten working days in advance of releasing the informa- 
tion. This will allow the submitting party to invoke the 
provisions of RCW 42.17.330. 


{Statutory Authority: RCW 43.70.510. 94-24-001, § 246-50-030, filed 
11/23/94, effective 12/24/94.] 


WAC 246-50-040 Alternative programs. A health 
care entity seeking department approval of an alternative 
program shall submit to the department, in addition to the 
items specified in WAC 246-50-030(1), verification of 
certification or accreditation by an organization approved by 
the department. 


[Statutory Authority: RCW 43.70.510. 94-24-001, § 246-50-040, filed 
11/23/94, effective 12/24/94.] 


WAC 246-50-990 Fees. A health care entity shall 
submit a fee with each application for department approval 
as follows: 

(1) A coordinated quality improvement program 
pursuant to WAC 246-50-030(1) — two hundred fifty 
dollars; 

(2) An alternative program pursuant to WAC 246-50- 
040 — forty dollars; and 

(3) Modification of a department-approved program 
pursuant to WAC 246-50-030(2) — sixty-five dollars. 


{Statutory Authority: RCW 43.70.510. 94-24-001, § 246-50-990, filed 
11/23/94, effective 12/24/94.] 
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DISPOSITION OF SECTIONS FORMERLY 
CODIFIED IN THIS CHAPTER 
246-100-221 Duties of laboratories—Annual registration of laboratories. 
[Statutory Authority: RCW 43:20.050. 91-02-051 (Order 
124B), recodified as § 246-100-221, filed 12/27/90, 
effective 1/31/91; 87-11-047 (Order 302), § 248-100-221, 
filed 5/19/87.] Repealed by 96-19-043, filed 9/12/96, 
effective 10/13/96. Statutory Authority: RCW 43.20.050. 
246-100-226 Duties of laboratories—Approval of laboratories to 


perform prenatal serologic tests. for syphilis. [Statutory 
Authority: RCW 43.20.050. 92-02-019 (Order 225B), $ 
246-100-226, filed 12/23/91, effective 1/23/92; 91-02-051 
(Order 124B), recodified as § 246-100-226, filed 12/27/90, 
effective 1/31/91; 87-11-047 (Order 302), § 248-100-226, 
filed 5/19/87.] Repealed by 96-19-043, filed 9/12/96, 
effective 10/13/96. Statutory Authority: RCW 43.20.050. 
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WAC 246-100-006 Purpose. The following rules and 
regulations are adopted under the authority of chapter 43.20 
RCW to protect the health and well-being of the public by 
controlling communicable and certain other diseases. 


[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as § 246-100-006, filed 12/27/90, effective. 1/31/91; 87-11-047 (Order 302), 
$ 248-100-006, filed 5/19/87.] 


WAC 246-100-011 Definitions. The following 
definitions shall apply in the interpretation and enforcement 
of chapter 246-100 WAC: 

(1) "Acquired immunodeficiency syndrome (AIDS)" 
means illness, disease, or conditions defined and described 
by the Centers for Disease Control, U.S. Public Health 
Service, Morbidity and Mortality Weekly Report (MMWR), 
December 18, 1992, Volume 41, Number RR-17. 

(2) "AIDS counseling" means counseling directed 
toward: 

(a) Increasing the individual's understanding of acquired 
immunodeficiency syndrome; and 

(b) Assessing the individual's risk of HIV acquisition 
and transmission; and 

(c) Affecting the individual's behavior in ways to reduce 
the risk of acquiring and transmitting HIV infection. 

(3) "Board" means the Washington state board of health. 

(4) "Carrier" means a person harboring a specific 
infectious agent and serving as a potential source of infection 
to others, but who may or may not have signs and/or 
symptoms of the disease. 

(5) "Case" means a person, alive or dead, having been 
diagnosed to have a particular disease or condition by a 
health care provider with diagnosis based on clinical or 
laboratory criteria or both. 

(6) "Category A disease or condition" means a report- 
able disease or condition of urgent public health importance, 
a case or suspected case of which must be reported to the 
local or state health officer immediately at the time of 
diagnosis or suspected diagnosis. 

(7) "Category B disease or condition" means a report- 
able disease or condition of public health importance, a case 
of which must be reported to the local health officer no later 
than the next working day following date of diagnosis. 

(8) "Category C disease or condition" means a report- 
able disease or condition of public health importance, a case 
of which must be reported to the local health officer within 
seven days of diagnosis. 

(9) "Child day care facility" means an agency regularly 
providing care for a group of children for less than twenty- 
four hours a day and subject to licensing under chapter 74.15 
RCW. 

(10) "Communicable disease" means an illness caused 
by an infectious agent which can be transmitted from one 
person, animal, or object to another person by direct or 
indirect means including transmission via an intermediate 
host or vector, food, water, or air. 

(11) "Contact" means a person exposed to an infected 
person, animal, or contaminated environment which might 
provide an opportunity to acquire the infection. 

(12) "Department" means the Washington state depart- 
ment of social and health services. 
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(13) "Detention" or "detainment" means physical 
restriction of activities of an individual by confinement, 
consistent with WAC 246-100-206(8), for the purpose of 
monitoring and eliminating behaviors presenting imminent 
danger to public health and may include physical plant, 
facilities, equipment, and/or personnel to physically restrict 
activities of the individual to accomplish such purposes. 

(14) "Food handler" means any person preparing, 
processing, handling, or serving food or beverages for people 
other than members of his or her household. 

(15) "Food service establishment" means any establish- 
ment where food or beverages are prepared for sale or 
service on the premises or elsewhere, and any other estab- 
lishment or operation where food is served or provided for 
the public with or without charge. 

(16) "Health care facility" means: 

(a) Any facility or institution licensed under chapter 
18.20 RCW, boarding home, chapter 18.46 RCW, maternity 
homes, chapter 18.51 RCW, nursing homes, chapter 70.41 
RCW, hospitals, or chapter 71.12 RCW, private establish- 
ments, clinics, or other settings where one or more health 
care providers practice; and 

(b) In reference to a sexually transmitted disease, other 
settings as defined in chapter 70.24 RCW. 

(17) "Health care provider" means any person having 
direct or supervisory responsibility for the delivery of health 
care or medical care who is: 

(a) Licensed or certified in this state under Title 18 
RCW; or 

(b) Is military personnel providing health care within the 
state regardless of licensure. 

(18) "HIV testing" means conducting a laboratory test 
or sequence of tests to detect the human immunodeficiency 
virus (HIV) or antibodies to HIV performed in accordance 
with requirements to WAC 246-100-207. To assure that the 
protection, including but not limited to, pre- and post-test 
counseling, consent, and confidentiality afforded to HIV 
testing as described in chapter 246-100 WAC also applies to 
the enumeration of CD4+ (T4) lymphocyte counts (CD4+ 
counts) and CD4+ (T4) percents of total lymphocytes (CD4+ 
percents) when used to diagnose HIV infection, CD4+ 
counts and CD4+ percents will be presumed HIV testing 
except when shown by clear and convincing evidence to be 
for use in the following circumstances: 

(a) Monitoring previously diagnosed infection with HIV; 

(b) Monitoring organ or bone marrow transplants; 

(c) Monitoring chemotherapy; 

(d) Medical research; or 

(e) Diagnosis or monitoring of congenital immunodefi- 
ciency states or autoimmune states not related to HIV. 

The burden of proving the existence of one or more of 
the circumstances identified in (a) through (e) of this 
subsection shall be on the person asserting such existence. 

(19) "Infection control measures" means the manage- 
ment of infected persons, persons suspected to be infected, 
and others in such a manner as to prevent transmission of 
the infectious agent. 

(20) "Isolation" means the separation or restriction of 
activities of infected persons, or of persons suspected to be 
infected, from other persons to prevent transmission of the 
infectious agent. 
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(21) "Laboratory director" means the director or 
manager, by whatever title known, having the administrative 
responsibility in any medical laboratory. 

(22) "Local health department" means the city, town, 
county, or district agency providing public health services to 
persons within the area, as provided in chapter 70.05 RCW 
and chapter 70.08 RCW. 

(23) "Local health officer" means the individual having 
been appointed under chapter 70.05 RCW as the health 
officer for the local health department, or having been 
appointed under chapter 70.08 RCW as the director of public 
health of a combined city-county health department. 

(24) "Medical laboratory" means any facility analyzing 
specimens of original material from the human body for 
purposes of patient care. 

(25) "Nosocomial infection" means an infection acquired 
in a hospital or other health care facility. 

(26) "Outbreak" means the occurrence of cases of a 
disease or condition in any area over a given period of time 
in excess of the expected number of cases. 

(27) "Post-test counseling" means counseling after the 
HIV test when results are provided and directed toward: 

(a) Increasing the individual's understanding of human 
immunodeficiency virus (HIV) infection; 

(b) Affecting the individual's behavior in ways to 
reduce the risk of acquiring and transmitting HIV infection; 

(c) Encouraging the individual testing positive to notify 
persons with whom there has been contact capable of 
spreading HIV; 

(d) Assessing emotional impact of HIV test results; and 

(e) Appropriate referral for other community support 
services. 

(28) "Pretest counseling" means counseling provided 
prior to HIV testing and aimed at: 

(a) Helping an individual to understand: 

(i) Ways to reduce the risk of human immunodeficiency 
virus (HIV) transmission; 

(ii) The nature, purpose, and potential ramifications of 
HIV testing; 

(iii) The significance of the results of HIV testing; and 

(iv) The dangers of HIV infection; and 

(b) Assessing the individual's ability to cope with the 
results of HIV testing. 

(29) "Principal health care provider" means the attending 
physician or other health care provider recognized as 
primarily responsible for diagnosis and treatment of a patient 
or, in the absence of such, the health care provider initiating 
diagnostic testing or therapy for a patient. 

(30) "Quarantine" means the separation or restriction on 
activities of a person having been exposed to or infected 
with an infectious agent, to prevent disease transmission. 

(31) "Reportable disease or condition" means a disease 
or condition of public health importance, a case of which, 
and for certain diseases, a suspected case of which, must be 
brought to the attention of the local health officer. 

(32) "School" means a facility for programs of educa- 
tion as defined in RCW 28A.210.070 (preschool and 
kindergarten through grade twelve). I 

(33) "Sexually transmitted disease (STD)" means a 
bacterial, viral, fungal, or parasitic disease or condition 
which is usually transmitted through sexual contact, includ- 
ing: 
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(a) Acute pelvic inflammatory disease; 

(b) Chancroid; 

(c) Chlamydia trachomatis infection; 

(d) Genital and neonatal herpes simplex; 

(e) Genital human papilloma virus infection; 

(f) Gonorrhea; 

(g) Granuloma inguinale; 

(h) Hepatitis B infection; 

(i) Human immunodeficiency virus infection (HIV) and 
acquired immunodeficiency syndrome (AIDS); 

(j) Lymphogranuloma venereum; 

(k) Nongonococcal urethritis (NGU); and 

(1) Syphilis. | 

(34) "State health officer" means the person designated 
by the secretary of the department to serve as statewide 
health officer, or, in the absence of such designation, the 
person having primary responsibility for public health 
matters in the state. 

(35) "Suspected case" means a person whose diagnosis 
is thought likely to be a particular disease or condition with 
suspected diagnosis based on signs and symptoms, laboratory 
evidence, or both. 

(36) "Unusual communicable disease" means a commu- 
nicable disease which is not commonly seen in the state of 
Washington but which is of general public health concern 
including, but not limited to, Lassa fever, smallpox, typhus, 
and yellow fever. 

(37) "Veterinarian" means an individual licensed under 
provisions of chapter 18.92 RCW, veterinary medicine, 
surgery, and dentistry and practicing animal health care. 
[Statutory Authority: Chapter 70.24 RCW. 93-08-036 (Order 354B), $ 
246-100-011, filed 4/1/93, effective 5/2/93. Statutory Authority: RCW 
43.20.050 and 70.24.130. 92-02-019 (Order 225В), $ 246-100-011, filed 
12/23/91, effective 1/23/92. Statutory Authority: RCW 43.20.050. 91-02- 
051 (Order 124B), recodified as § 246-100-011, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.24 RCW. 89-07-095 (Order 
325), § 248-100-011, filed 3/22/89; 88-17-057 (Order 317), § 248-100-011, 
filed 8/17/88. Statutory Authority: RCW 43.20.050. 88-07-063 (Order 
308), § 248-100-011, filed 3/16/88; 87-11-047 (Order 302), § 248-100-011, 
filed 5/19/87.] 


WAC 246-100-016 Confidentiality. Identifying 
information about any individual with a reportable disease or 
condition pursuant to chapter 246-100 WAC shall be 
protected by persons with knowledge of such identity. 

(1) Health care providers, employees of a health care 
facility or medical laboratory, and other individuals with 
knowledge of a person with sexually transmitted disease, 
following the basic principles of health care providers, which 
respect the human dignity and confidentiality of patients: 

(a) May disclose identity of a person or release identify- 
ing information only as specified in RCW 70.24.105; and 

(b) Shall establish and implement policies and proce- 
dures to maintain confidentiality related to a patient's 
medical information. 

(2) For the purpose of RCW 70.24.105(6), customary 
methods for exchange of medical information shall be 
limited as follows: 

(a) Health care providers may exchange confidential 
medical information related to HIV testing, HIV test results, 
and confirmed HIV or confirmed STD diagnosis and 
treatment in order to provide health care services to the 
patient. Meaning: 
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(i) The information shared impacts the care or treatment 
decisions concerning the patient; and 

(ii) The health care provider requires the information for 
the patient's benefit. 

(b) "Health care services to the patient" means personal 
interaction, treatment, consultation, or intervention for patient 
care. I 

(c) Health care facility administrators are authorized to 
permit access to medical information as necessary to fulfill 
professional duties. Health care facility administrators shall 
advise those persons permitted access under this section of 
the requirement to maintain confidentiality of such informa- 
tion as defined under this section and chapter 70.24 RCW. 
Professional duties means the following or functionally 
similar activities: 

(i) Medical record or chart audits; 

(ii) Peer reviews; 

(iii). Quality assurance; 

(iv) Utilization review purposes; 

(v) Research review board reviews under chapter 42.48 
RCW; 

(vi) Risk management; and 

(vii) Reviews required under federal or state law or 
rules. 

(d) Health care facility administrators and health care 
providers responsible for office management are authorized 
to permit access to a patient's medical information and 
medical record by health care facility and medical staff or 
office staff to carry out duties required for care and treat- 
ment of a patient and the management of medical informa- 
tion and the patient's medical record. 

(e) Health care facility administrators are authorized to 
permit exchange of medical information for training and 
teaching of health care providers and students when ex- 
change of confidential medical information is necessary for 
such training and specifically related to the care of the 
patient. ' 

(3) Health care providers, employees of a health care 
facility or medical laboratory, and other individuals with 
knowledge of a person with a reportable disease or condi- 
tion, other than those specified in subsections (1) and (2) of 
this section, shall release identifying information only to 
other individuals responsible for protecting the health and 
well being of the public through control of communicable 
and certain other diseases. 

(4) Local and state health department personnel shall 
maintain individual case reports as confidential records 
consistent with WAC 246-100-091. 

(5) The Washington state public health laboratory, other 
laboratories approved as public health referral laboratories, 
and any persons, institutions, or facilities submitting speci- 
mens or records containing patient-identifying information 
shall maintain the identifying information accompanying 
submitted laboratory specimens as confidential records. 

(6) Statistical summaries and epidemiologic studies 
based on individual case reports may be public information 
provided no individual is identified. 

[Statutory Authority: RCW 43.20.050 and 70.24.130. 92-02-019 (Order 
225B), $ 246-100-016, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as 8 246- 


100-016, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.24.105. 90-07-033 (Order 043), § 248-100-016, filed 3/14/90, effective 
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4/14/90, Statutory Authority: Chapter 70.24 RCW. 88-21-093 (Order 
322), § 248-100-016, filed 10/19/88; 88-17-057 (Order 317), § 248-100-016, 
filed 8/17/88. Statutory Authority: RCW 43.20.050. 87-11-047 (Order 
302), § 248-100-016, filed 5/19/87.] 


WAC 246-100-021 Responsibilities and duties— 
Health care providers. Every health care provider, as 
defined in chapter 246-100 WAC, shall: 

(1) Provide adequate, understandable instruction in 
control measures designed to prevent the spread of disease 
to: 

(a) Each patient with a communicable disease under his 
or her care, 

(b) Family of a patient with a communicable disease, 

(c) Contacts and others as appropriate to prevent spread 
of disease. 

(2) Ensure notification of the local health officer or 
local health department regarding: 

(a) Cases of reportable diseases and conditions. See 
WAC 246-100-071, 246-100-076, and 246-100-081; 

(b) Outbreaks or suspected outbreaks of disease. See 
WAC 246-100-071, 246-100-076, and 246-100-081; 

(c) Known barriers which might impede or prevent 
compliance with orders for infection control or quarantine; 
and 

(d) Name, address, and other pertinent information for 
any case or carrier refusing to comply with prescribed 
infection control measures. 

(3) Cooperate with public health authorities during 
investigation of: 

(a) Circumstances of a case or suspected case of a 
reportable disease or condition or other communicable 
disease, and 

(b) An outbreak or suspected outbreak of illness. 

Comply with requirements in WAC 246-100-206, 246- 
100-211, and 246-100-217. 

[Statutory Authority: RCW 43.20.050, 70.24.130 and 70.104.055. 92-02- 
019 (Order 225B), § 246-100-021, filed 12/23/91, effective 1/23/92. 
Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as § 246-100-021, filed 12/27/90, effective 1/31/91. Statutory Authority: 
Chapter 70.104 RCW. 90-10-036 (Order 049), § 248-100-021, filed 


4/26/90, effective 5/27/90. Statutory Authority: RCW 43.20.050. 87-11- 
047 (Order 302), § 248-100-021, filed 5/19/87.] 


WAC 246-100-026 Responsibilities and duties— 
Veterinarians. (1) Veterinarians shall: 

(a) Notify the local health officer of any human case, 
suspected case, outbreak, or suspected outbreak of reportable 
disease listed in WAC 246-100-076; 

(b) Notify the state veterinarian, Washington state 
department of agriculture, within one working day of any 
animal case, suspected case, outbreak, or suspected outbreak 
of: 

(i) Anthrax, 

(ii) Brucellosis, 

(iii) Equine encephalitis, 

(iv) Plague, 

(v) Rabies, 

(vi) Psittacosis, and 

(vii) Tuberculosis. 

(2) Upon receipt of a report of human disease, the state 
health officer shall immediately notify the state veterinarian 
of reports of: 


[Title 246 WAC—page 80] 


Title 246 WAC: Department of Health 


(a) Anthrax, 

(b) Brucellosis, 

(c) Psittacosis, 

(d) Equine encephalitis, 

(e) Plague, 

(f) Rabies, and 

(g) Tuberculosis in an animal handler. 

(3) Upon receipt of a report of animal disease, the state 
veterinarian shall notify the state health officer of reports of: 

(a) Anthrax, 

(b) Brucellosis excluding Strain 19 disease, 

(c) Psittacosis, 

(d) Equine encephalitis, 

(e) Plague, 

(f) Rabies, and 

(g) Tuberculosis. 
[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), § 246- 
100-026, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 


recodified as § 246-100-026, filed 12/27/90, effective 1/31/91; 88-07-063 
(Order 308), § 248-100-026, filed 3/16/88.] 


WAC 246-100-031 Responsibilities and duties— 
Laboratory directors. The director of each medical 
laboratory in the state shall: 

(1) Register the laboratory with the department as 
described in WAC 246-100-221. 

(2) Submit microbiologic cultures or subcultures or 
appropriate clinical material to the Washington state public 
health laboratory or other laboratory designated by the state 
health officer, as described in WAC 246-100-231. 

(3) Report to the local health officer or state health 
officer certain positive test results, as described in WAC 
246-100-236. 

(4) Cooperate with local and state health department 
personnel in the investigation of an outbreak, suspected 
outbreak, case, suspected case, carrier, or contact of a 
communicable disease or reportable disease or condition, as 
described in WAC 246-100-241. 

[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), § 246- 
100-031, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 


recodified as § 246-100-031, filed 12/27/90, effective 1/31/91; 87-11-047 
(Order 302), § 248-100-031, filed 5/19/87.] 


WAC 246-100-036 Responsibilities and duties— 
Local health officers. (1) The local health officer shall 
review and determine appropriate action for: 

(a) Each reported case or suspected case of a reportable 
disease or condition; 

(b) Any disease or condition considered a threat to 
public health; 

(c) Each reported outbreak or suspected outbreak of 
disease, requesting assistance from the department in 
carrying out investigations when necessary; and 

(d) Instituting disease prevention and infection control, 
isolation, detention, and quarantine measures necessary to 
prevent the spread of communicable disease, invoking the 
power of the courts to enforce these measures when neces- 
sary. 

(2) Local health officers shall: 

(a) Submit reports to the state health officer as required 
in chapter 246-100 WAC; 
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(b) Establish a system at the local health department for 
maintaining confidentiality of written records and written and 
telephoned disease case reports consistent with WAC 246- 
100-016; 

(c) Notify health care providers within the health district 
regarding requirements in this chapter; 

(d) Distribute appropriate report forms to persons 
responsible for reporting; 

(e) Notify the principal health care provider, if possible, 
prior to initiating a case investigation by the local health 
department; I 

(f) Make HIV testing, AIDS counseling, and pretest and 
post-test counseling, as defined in this chapter, available for 
voluntary, mandatory, and anonymous testing and counseling 
as required by RCW 70.24.400; 

(g) Make information on anonymous HIV testing, AIDS 
counseling, and pretest and post-test counseling, as described 
under WAC 246-100-208 and 246-100-209, available; 

(h) Use identifying information on HIV-infected 
individuals provided according to WAC 246-100-072 only: 

(i) For purposes of contacting the HIV-positive individu- 
al to provide test results and post-test counseling; or 

(ii) To contact sex and injection equipment-sharing 
partners; and 

(i) Destroy documentation of referral information 
established in WAC 246-100-072 and this subsection 
containing identities and identifying information on HIV- 
infected individuals and at-risk partners of those individuals 
immediately after notifying partners or within three months, 
whichever occurs first. 

(3) Each local health officer has the authority to: 

(a) Carry out additional steps determined to be neces- 
sary to verify a diagnosis reported by a health care provider; 

(b) Require any person suspected of having a reportable 
disease or condition to submit to examinations required to 
determine the presence of the disease or condition; and 

(c) Investigate any case or suspected case of a report- 
able disease or condition or other illness, communicable or 
otherwise, if deemed necessary. 

(4) Local health officers shall conduct investigations and 
institute control measures consistent with those indicated in 
the fifteenth edition 1990 of Control of Communicable 
Diseases in Man, edited by Abram S. Benenson, published 
by the American public health association, except: 

(a) When superseded by more up-to-date measures, or 

(b) When other measures are more specifically related 
to Washington state. 

[Statutory Authority: RCW 43.20.050 and 70.24.130. 92-02-019 (Order 
225B), § 246-100-036, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as § 246- 
100-036, filed 12/27/90, effective 1/31/91. Statutory Authority: Chapter 
70.24 RCW. 89-02-008 (Order 324), § 248-100-036, filed 12/27/88. 


Statutory Authority: RCW 43.20.050. 88-07-063 (Order 308), 5 248-100- 
036, filed 3/16/88.] 


WAC 246-100-041 Responsibilities and duties— 
State health officer. (1) The state health officer shall have 
authority to: I 

(a) Require reporting of cases and suspected cases of 
disease and conditions in addition to those required in WAC 
246-100-076 for a period of time less than thirty-six months 
when: 
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(i) The disease or condition is newly recognized or 
recently acknowledged as a public health concern, and 

(ii) Epidemiologic investigation based on reports of 
cases may contribute to understanding of the disease or 
condition, and 

(iii) Written notification is provided to all local health 
officers regarding: 

(A) Additional reporting requirements, and 

(B) Rationale or justification for specifying the disease 
or condition as reportable. 

(b) Require laboratories to submit specimens indicative 
of infections in addition to those required in WAC 246-100- 
231 for a period of time less than thirty-six months, provid- 
ed: 

(i) The infection is of public health concern, and 

(ii) Written notification is provided to all local health 
officers and all directors of medical laboratories registered as 
described in WAC 246-100-221 explaining: 

(A) Actions required, and 

(B) Reason for the addition. 

(c) Eliminate the requirement for laboratories to report 
CD4+ counts and CD4+ percents as specified in WAC 246- 
100-236 if state and federal funding of HIV/AIDS-related 
health services do not depend on numbers of reported AIDS 
cases or if less than ten percent of cases reported are 
discovered through laboratory reporting of CD4+ count and 
CD4+ percent results. 

(2) The state health officer’s authorization to require 
reporting of cases or submission of laboratory specimens, 
other than those specified in WAC 246-100-076 and 246- 
100-231, shall expire thirty-six months from the date of 
written notification of local health officers and laboratory 
directors unless amended rules are adopted by the state board 
of health. 

(3) The state health officer shall distribute periodic 
epidemiologic summary reports and an annual review of 
public health issues to local health officers and local health 
departments. 
[Statutory Authority: Chapter 70.24 RCW. 93-08-036 (Order 354B), § 
246-100-041, filed 4/1/93, effective 5/2/93. Statutory Authority: RCW 
43.20.050. 92-02-019 (Order 225B), 5 246-100-041, filed 12/23/91, 
effective 1/23/92; 91-02-051 (Order 124B), recodified as § 246-100-041, 
filed 12/27/90, effective 1/31/91; 87-11-047 (Order 302), 8 248-100-041, 
filed 5/19/87.] 


WAC 246-100-042 Reporting of blood lead levels. 
(1) Pursuant to WAC 246-100-041, the state health officer 
finds as follows: 

(a) Adverse health effects resulting from elevated levels 
of lead in the blood has been acknowledged as a public 
health concern throughout the United States; 

(b) Epidemiologic investigation based on reports of the 
results of blood level tests may contribute to the understand- 
ing of the condition, its prevalence within the state of 
Washington, and especially the extent to which the condition 
affects both children and those who may be exposed to lead 
in the work place; 

(c) Rapid follow-up and appropriate management of 
potentially hazardous blood lead levels is necessary to assure 
safe public health, and assists in development of programs 
to prevent future lead over-exposure. 
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(2) Definitions. For the purposes of this section, the 
following words and phrases have the following meanings: 

(a) "Blood lead level" means a measurement of lead 
content in whole blood. 

(b) "Reporting organization" means any medical 
laboratory which performs blood lead analysis at a site 
within the state of Washington; or any individual or organi- 
zation which sends blood specimens to an out-of-state 
medical laboratory for lead testing, including in-state 
organizations which receive blood specimens from other in- 
state individuals or organizations, and then send those 
specimens to an out-of-state testing laboratory. 

(c) "Testing laboratory" means a medical laboratory 
which performs a blood lead analysis. 

(3) Reporting of blood lead levels. 

(a) A reporting organization shall report all blood lead 
levels to the department of health, including those which are 
within normal limits. The department of health shall send a 
copy of any report with a blood lead level equal to or greater 
than 40 micrograms per deciliter in adults, or equal to or 
greater than 10 micrograms per deciliter in children less than 
15 years of age, to the local health department serving the 
jurisdiction in which the tested person resides. 

(b) An individual or organization which sends blood 
specimens to an out-of-state laboratory may fulfill its 
reporting obligation by arranging for the testing laboratory 
to submit adequate reports. 

(c) Reports shall be made in a format approved by the 
department. 

(d) For blood lead levels equal to or greater than 40 
micrograms per deciliter for adults, or equal to or greater 
than 20 micrograms per deciliter in children less than 15 
years of age, the department must be notified by telephone, 
fax or mail within seven calendar days of the date test was 
performed, or if the test was performed by an out-of-state 
laboratory the date when the test result was received. 
Telephone reports must be supplemented by a written report 
submitted no later than the fifth business day of the next 
month after the telephone contact. In event age of patient is 
not known, the reporting organization shall follow the 
reporting schedule for children less than 15 years of age. 

(e) For blood lead levels equal to or greater than 20 
micrograms per deciliter in adults, or equal to or greater than 
10 micrograms per .deciliter in children less than 15 years of 
age, a report shall be made to the department no later than 
the fifth business day of the next month after the month in 
which the test was performed, or if the test was performed 
by an out-of-state laboratory the month during which the test 
result was received. In the event age of patient is not 
known, the reporting organization shall follow the reporting 
schedule for children less than 15 years of age. 

(f) Information to be reported to the department for 
blood lead levels specified in parts (3)(d) and (3)(e) shall 
include the following: 

(i) Name of the person tested; 

(ii) Name of the reporting organization; 

(iii) Name of the testing laboratory; 

(iv) Date specimen received; 

(v) Blood lead level of person tested; 

(vi) Name of health care provider ordering test; 

(vii) Address or telephone number of health care 
provider ordering test, if available; 
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(viii) Date of birth or the age of the person tested, if 
available; 

(ix) Sex of person tested, if available; 

(x) Race and ethnicity of person tested, if available; 

(xi) Whether blood specimen is venous or capillary, if 
available; 

(xii) Free erythrocyte or zinc protoporphyrin or zinc 
protoporphyrin/heme ratio, if performed, when available; 

(xiii) Address and occupation of the person tested, or if 
a child the parents' occupation, if available; 

(xiv) Name, address and telephone number of the 
employer, or if a child the parents' employer, if available; 

(g) For all other blood lead levels, the reporting organi- 
zation must either report the information specified in (3)(f) 
or submit a monthly summary report by the fifth day of the 
next month. The monthly summary must be categorized by 
the number of tests performed on specimens for children less 
than 15 years of age, the number of tests performed for 
individuals 15 years of age or older and the number of tests 
performed where patient's age is unknown. In each category 
the number of tests must be sorted by one of the following 
geographic indicators: patient county of residence, or patient 
postal zip code of residence, or provider county of practice, 
or provider postal zip code of practice. 

(4) Responsibilities of health care providers. Upon 
request of a representative of the department of health or the 
department of labor and industries, a health care provider 
who has ordered a blood lead test shall provide the patient's 
address and telephone number to the department of health or 
the department of labor and industries, and when known the 
following information: 

(a) Circumstances of lead exposure; 

(b) Employer's name, address and telephone number, or, 
if a child, the same information on the employers of the 
parents; 

(c) Occupation of person tested, or, if a child, occupa- 
tion of parents; 

(d) Type of industry of employer of person tested, or, if 
a child, type of industry of the employers of the parents; 

(e) Reason for drawing lead level. 

(5) Confidentiality. 

(a) The medical laboratory report and all patient 
information provided by the health care. provider shall be 
maintained in a confidential manner as with other disease 
reports and are not subject to public disclosure in any form 
under which the patient may be identified. 

(b) The department of labor and industries shall have 
full access to information collected pursuant to this section, 
for the purposes of research, analysis, and follow-up of 
blood lead levels. 

(6) This rule shall apply to tests performed for blood 
specimens drawn between May 15, 1996, and May 14, 1999, 
[Statutory Authority: RCW 43.20.050. 96-11-077, $ 246-100-042, filed 


5/13/96, effective 6/13/96. Statutory Authority: RCW 43.20.050(3). 93- 
10-038 (Order 358), § 246-100-042, filed 4/28/93, effective 5/29/93.] 


WAC 246-100-046 Responsibilities and duties— 


Cases, suspected cases, carriers, contacts, and others. (1) 
Persons shall cooperate with public health personnel during: 
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(a) Investigation of the circumstances of a case, suspect- 
ed case, outbreak, or suspected outbreak of a communicable 
or other disease or condition; and 

(b) Implementation of infection control measures, 
including isolation and quarantine measures. 

(2) Individuals having knowledge of a person with a 
reportable disease or condition may notify the local health 
officer as described in WAC 246-100-071. 

[Statutory Authority; RCW 43.20.050. 92-02-019 (Order 225B), $ 246- 
100-046, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 


recodified as § 246-100-046, filed 12/27/90, effective 1/31/91; 87-11-047 
(Order 302), § 248-100-046, filed 5/19/87.] 


WAC 246-100-071 Responsibility for reporting to 
and cooperating with the local health department. (1) A 
principal health care provider in attendance on a case of any 
reportable disease or condition shall report the case to the 
local health department as required in this chapter. 

(2) Other health care providers in attendance on a case 
of a reportable disease or condition shall report the case to 
the local health department unless the case has already been 
reported. 

(3) Health care facilities where more than one health 
care provider may be in attendance on a case of a reportable 
disease or condition may establish administrative procedures 
to assure forwarding of reports to the local health department 
without duplication. Neither the submission of a specimen 
to a public health laboratory as required in WAC 246-100- 
231 nor the laboratory reporting a positive test result as 
required in WAC 246-100-236 relieves the principal health 
care provider or health care facility from responsibility for 
reporting to the local health department. 

(4) Individuals knowing about a person suspected to 
have any reportable disease or condition may report the 
name, other identifying information, and other known 
information described in WAC 246-100-081 to the local 
health department. 

(5) School principals, school nurses, and day care center 
operators knowing of a case or suspected case of a report- 
able disease or condition in the school or center shall notify 
the local health department. 

(6) Each school teacher and day care worker knowing 
of a case or suspected case of a reportable disease or 
condition shall report the name and other identifying 
information to the principal, school nurse, or day care center 
operator. 

(7) Medical laboratories shall report laboratory evidence 
of certain reportable diseases to the local or state health 
department as described in WAC 246-100-236. 

(8) Health care providers, health care facilities, laborato- 
ry directors, and individuals shall cooperate with the local 
health officer in the investigation of a case or suspected case 
of a reportable disease or condition, and shall, when request- 
ed by the local health officer, provide in a timely manner 
any information related to the clinical, laboratory, and 
epidemiologic circumstances of the case or suspected case. 
[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), $ 246- 
100-071, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 


recodified as $ 246-100-071, filed 12/27/90, effective 1/31/91; 87-11-047 
(Order 302), § 248-100-071, filed 5/19/87.] 
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WAC 246-100-072 Rules for notification of partners 
at-risk of HIV infection. (1) A health care provider may 
consult with the local health officer or an authorized repre- 
sentative about an HIV-infected individual without identify- 
ing the individual. 

(2) Only under the specific circumstances listed below, 
a principal health care provider shall report the identity of 
sex or injection equipment-sharing partners of an HIV- 
infected individual to the local health officer or an autho- 
rized representative: 

(a) After being informed of the necessity to notify sex 
and injection-equipment sharing partners, the HIV-infected 
individual.either refuses or is unable to notify partners that 
partners: 

(i) May have been exposed to and infected with HIV; 
and 

(ii) Should seek HIV-pretest counseling and consider 
HIV testing; and 

(b) The HIV-infected individual neither accepts assis- 
tance nor agrees to referral to the local health officer or an 
authorized representative for assistance in notifying partners. 

(3) Only in the specific circumstances listed below, a 
principal health care provider shall report the identity of an 
individual with a positive HIV test result to the local health 
officer or an authorized representative: 

(a) The principal health care provider provided pretest 
counseling as described in WAC 246-100-209(1) before the 
individual was tested; and 

(b) The principal health care provider made efforts, but 
was unable to meet face-to-face with the individual to notify 
the individual of the HIV-test result and to provide post-test 
counseling as required in WAC 246-100-209 in order to 
assure partner notification. 

(4) A health care provider shall not disclose the identity 
of an HIV-infected individual or the identity of sex and 
injection equipment-sharing partners at risk of HIV infection, 
except as authorized in RCW 70.24.105, WAC 246-100-072, 
or 246-100-076. 

(5) Local health officers and authorized representatives 
shall: 

(a) Confirm conditions in subsections (2) and (3) of this 
section were met prior to initiating partner notification or 
receiving referral of identity of an HIV-infected individual; 
and 

(b) Use identifying information, provided according to 
this section, on HIV-infected individuals only for contacting 
the HIV-infected individual to provide post-test counseling 
or to contact sex and injection equipment-sharing partners; 
and 

(c) Destroy documentation of referral information 
established under this subsection, containing identities and 
identifying information on the HIV-infected individual and 
at-risk partners of that individual, immediately after notifying 
partners or within three months of the date information was 
received, whichever occurs first. 

[Statutory Authority: RCW 43.20.050 and 70.24.130. 92-02-019 (Order 
225B), § 246-100-072, filed 12/23/91, effective 1/23/92, Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 


100-072, filed 12/27/90, effective 1/31/91. Statutory Authority: Chapter 
70.24 RCW. 89-02-008 (Order 324), § 248-100-072, filed 12/27/88.] 
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WAC 246-100-076 Reportable diseases and condi- 
tions. (1) The following diseases and conditions shall be 
reported as individual case reports to the local health 
department in accordance with requirements and procedures 
described throughout chapter 246-100 WAC: 

(a) Category A diseases require an immediate report at 
the time a case is suspected or diagnosed and include: 

(i) Anthrax, 

(ii) Botulism (including food-borne, infant, and wound), 

(iii) Cholera, 

(iv) Diphtheria, noncutaneous, 

(v) Measles (rubeola), 

(vi) Paralytic shellfish poisoning, 

(vii) Plague, 

(viii) Poliomyelitis, and 

(ix) Rabies. 

(b) Category B diseases or conditions require a case 
report within one day of diagnosis and include: 

(i) Brucellosis, 

(ii) Gastroenteritis of suspected food-borne or water- 
borne origin, 

(iii) Hemophilus influenzae invasive disease (excluding 
otitis media) in children age five years and under, 

(iv) Hepatitis A and B, acute, 

(v) Leptospirosis, 

(vi) Listeriosis, 

(vii) Meningococcal disease, 

(viii) Paratyphoid fever (see salmonellosis), 

(ix) Pertussis, 

(x) Rubella, including congenital, 

(xi) Salmonellosis, including paratyphoid fever and 
typhoid fever, 

(xii) Shigellosis, 

(xiii) Syphilis—primary, secondary, or congenital (for 
other, see Category C), 

(xiv) Tuberculosis (suspected or diagnosed), 

(xv) Typhoid fever, including carrier (see salmonellosis), 

(xvi) Unusual communicable disease (see definition 
WAC 246-100-011). 

(c) Category C diseases or conditions require a case 
report within seven days of diagnosis and include: 

(i) Acquired immunodeficiency syndrome (AIDS) class 
IV human immunodeficiency virus (HIV, HTLV III, or 
LAV) disease (as classified by the Centers for Disease 
Control, U.S. Public Health Service, Morbidity and Mortality 
Weekly Report (MMWR), May 23, 1986, Volume 35, 
Number 20), and class P-2 pediatric HIV illness (as classi- 
fied by the Centers for Disease Control, U.S. Public Health 
Service, MMWR, April 24, 1987, Volume 36, Number 15), 

(ii) Amebiasis, 

(iii) Campylobacteriosis, 

(iv) Chancroid, 

(v) Chlamydia trachomatis infection, 

(vi) Ecoli 0157:H7 infection, 

(vii) Encephalitis, viral, 

(viii) Giardiasis, 

(ix) Gonorrhea, 

(x) Granuloma inguinale, 

(xi) Herpes simplex, initial genital infection, 

(xii) Herpes simplex, neonatal, 

(xiii) Hepatitis non-A, non-B, and unspecified, 

(xiv) Kawasaki syndrome, 
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(xv) Legionellosis, 

(xvi) Leprosy (Hansen's disease), 

(xvii) Lyme disease, 

(xviii) Lymphogranuloma venereum, 

(xix) Malaria, 

(xx) Mycobacteriosis, 

(xxi) Mumps, 

(xxii) Nongonococcal urethritis, 

(xxiii) Pelvic inflammatory disease, acute, 

(xxiv) Pseudomonas folliculitis of suspected waterborne 
origin, 

(xxv) Psittacosis, 

(xxvi) Q fever, 

(xxvii) Relapsing fever (borreliosis), 

(xxviii) Reye Syndrome, 

(xxix) Rheumatic fever, 

(xxx) Rocky mountain spotted fever, 

(xxxi) Syphilis—other (see also Category B), 

(xxxii) Tetanus, 

(xxxiii) Tick paralysis, 

(xxxiv) Toxic shock syndrome, 

(xxxv) Trichinosis, 

(xxxvi) Tularemia, 

(xxxvii) Vibriosis, 

(xxxviii) Yersiniosis, and 

(xxxix) Severe adverse reaction to immunization. 

(2) Any cluster or pattern of cases, suspected cases, 
deaths, or increased incidence of any disease or condition 
beyond that expected in a given period which may indicate 
an outbreak, epidemic, or related public health hazard shall 
be reported immediately by telephone to the local health 
officer. Such patterns include, but are not limited to, 
suspected or confirmed outbreaks of food borne or water- 
borne disease, chickenpox, influenza, viral meningitis, 
nosocomial infection suspected due to contaminated products 
or devices, or environmentally related disease. 

(3) Local health officers may require reporting of 
additional diseases and conditions. 


[Statutory Authority: RCW 70.28.032. 96-23-064, $ 246-100-076, filed 
11/20/96, effective 12/21/96. Statutory Authority: Chapter 70.24 RCW. 
93-08-036 (Order 354B), § 246-100-076, filed 4/1/93, effective 5/2/93. 
Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), § 246-100- 
076, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), recodified 
as § 246-100-076, filed 12/27/90, effective 1/31/91; 87-11-047 (Order 302), 
$ 248-100-076, filed 5/19/87.] 


WAC 246-100-081  Reports—Content—Time— 
Hospital monthly report permitted for certain diseases. 
(1) Health care providers, health care facilities, and others as 
required in chapter 246-100 WAC shall report each case of 
a reportable disease or condition (Category A, B, and C), to 
the local health officer including the following information: 

(a) Name, 

(b) Address, 

(c) Age, 

(d) Sex, 

(e) Diagnosis or suspected diagnosis of disease or 
condition, 

(f) Identity of the principal health care provider (mini- 
mally first and last name), and 

(g) Name and address or telephone number of the 
person providing the report. 
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(2) Local health officers may require other information 
of epidemiologic or public health value including but not 
limited to: 

(a) Immunization status, 

(b) History and circumstances of possible exposure or 
source, j 

(c) Identity of contacts at risk for disease, if known, 

(d) Occupation, school, or day care of case, 

(e) Date of onset of disease or condition, and 

(f) Race. 

(3) Health care providers, health care facilities, and 
others required in chapter 246-100 WAC to report cases of 
disease or conditions shall: 

(a) Immediately telephone the report of each case or 
suspected case of Category A disease or condition, WAC 
246-100-076, to the local health department, 

(b) Telephone a report of Category B disease or 
condition, WAC 246-100-076, to the local health department 
no later than one working day following diagnosis, 

. (c) Submit a written report of each Category C disease 
or condition, WAC 246-100-076, to the local health depart- 
ment within seven days of diagnosis including: 

(i) Completion of an individual case report form 
provided or approved by the local health department, or 

(ii) A telephone report if: 

(A) Telephone reports are approved by the local health 
officer, and 

(B) The local health officer assumes responsibility for 
completion of the written case report form. 

(4) Hospitals may: 

(a) Blect a monthly reporting system only for certain 
category C diseases or conditions including: 

(i) Chlamydia trachomatis infection; 

(ii) Kawasaki syndrome; 

(iii) Leprosy (Hansen's disease); 

(iv) Mumps; 

(v) Mycobacteriosis, excluding tuberculosis; 

(vi) Pelvic inflammatory disease, acute including those 
diseases classified as pelvic inflammatory disease in interna- 
tional classification of diseases, 9th revision, clinical modifi- 
cation, volume I and II, 1980; 

(vii) Reye syndrome; and 

(viii) Toxic shock syndrome. 

(b) Be waived from requirements to report: 

(i) Initial genital herpes simplex infection, 

(ii) Nongonococcal urethritis, and 

(iii) Pseudomonas folliculitis of suspected waterborne 
origin. 

(5) Hospitals shall: 

(a) Report immediately by telephone any outbreak or 
suspected outbreak (see WAC 246-100-076). 

(b) Include in monthly reports permitted only for certain 
diseases specified in subsection (4) of this section, at least: 

(i) Name of case, 

(ii) Date of admission or outpatient visit, and 

(iii) Name of principal health care provider. 

(6) Principal health care providers shall report each case 
of disease or condition, including those listed in subsection 
(4) of this section within seven days of diagnosis and as 
specified in subsection (3) of this section. 


[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), 8 246- 
100-081, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 
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recodified as $ 246-100-081, filed 12/27/90, effective 1/31/91; 87-11-047 
(Order 302), $ 248-100-081, filed 5/19/87.] 


WAC 246-100-086 Reporting diseases and condi- 
tions directly to department. (1) Health care providers and 
health care facilities shall telephone reports directly to the 
department for diseases and conditions under WAC 246-100- 
076 when: 

(a) A local health department is closed at the time a 
case or suspected case of a category A reportable disease 
occurs, and 

(b) A local health department is closed at the time an 
outbreak or suspected outbreak occurs (see WAC 246-100- 
076). 

(2) The twenty-four hour department telephone number 
for reporting diseases or conditions under WAC 246-100-076 
is (206) 361-2914 or SCAN 245-2914. 

(3) Health care providers and health care facilities shall 
telephone reports of pesticide poisoning cases or suspected 
pesticide poisoning cases under RCW 70.104.055 directly to 
the department of health by dialing the twenty-four hour toll- 
free telephone number 1-800-356-2323. 

[Statutory Authority: RCW 43.20.050 and 70.104.055. 92-02-019 (Order 
225B), § 246-100-086, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as 5 246- 
100-086, filed 12/27/90, effective 1/31/91. Statutory Authority: Chapter 
70.104 RCW. 90-10-036 (Order 049), $ 248-100-086, filed 4/26/90, 


effective 5/27/90. Statutory Authority: RCW 43.20.050. 87-11-047 (Order 
302), § 248-100-086, filed 5/19/87.] 


WAC 246-100-091 Handling of reports by local 
health department—Handling of reports by department. 
(1) The local health officer or local health department shall: 

(a) Notify the department immediately by telephone of 
any report of a case or suspected case of a category A 
disease or condition, I 

(b) Submit a department-approved individual case report 
form for each case of any reportable disease or condition to 
the department within seven days of completing the investi- 
gation and report. (The state health officer may waive the 
requirement to submit an individual case report if pertinent 
information was provided by phone.) 

(c) Submit a written report on forms approved by the 
department for a cluster or outbreak of food borne or 
waterborne disease within seven days of completing the 
investigation. (The state health officer may waive the 
requirements to submit a written report if pertinent informa- 
tion was provided to the department by phone.) 

(d) Maintain confidentiality procedures related to 
disclosure of identity of cases and suspected cases as 
specified in subsection (2) of this section. 

(2) The state health officer and designees shall establish 
and maintain confidentiality procedures related to employee 
handling of all reports of cases and suspected cases, prohibit- 


ing disclosure of report information identifying an individual 


case or suspected cases except: 

(a) To employees of the local health department, or 
other official agencies needing to know for the purpose of 
administering public health laws, 

(b) To health care providers, specific designees of health 
care facilities, laboratory directors, and others for the 
purpose of collecting additional information about a case or 
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suspected case as required for disease prevention and 
control. 
[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-100-091, filed 12/27/90, effective 1/31/91; 87-11-047 (Order 302), 
$ 248-100-091, filed 5/19/87.] ` 


WAC 246-100-166 Immunization of child care and 
school children against certain vaccine-preventable 
diseases. (1) Definitions for purposes of this section: 

(a) "Certificate of immunization status (CIS) form" 
means a form provided by the department labeled DOH 348- 
013, including data entry spaces for immunization informa- 
tion including: 

(i) Name of child or student, 

(ii) Birth date, 

(iii) Gender, 

(iv) Type of vaccine, 

(v) Date of each dose of vaccine received specifying 
day, month, and year, 

(vi) Signature of parent, legal guardian, or adult in loco 
parentis, and 

(vii) Documented exemptions, if applicable and as 
specified in subsection (5) of this section. 

(b) "Chief administrator" means: 

(i) The person with the authority and responsibility for 
the immediate supervision of the operation of a school, child 
care center, or 

(ii) A designee of the chief administrator assigned in 
writing to carry out the requirements of RCW 28A.210.160 
through the statutory or corporate board of directors of the 
school district or school, or 

(iii) Person or persons with the authority and responsi- 
bility for the general supervision of the operation of the 
school district or school. 

(c) "Child" means any person regardless of age admitted 
to any child care center, preschool, kindergarten, or grades 
one through twelve program of education in: 

(i) Any public school district, or 

(ii) Any private school or private institütion subject to 
approval by the state board of education or described in 
RCW 284.305.130 and 284.195.010 through 284.195.060, 
or 

(iii) Any licensed child care facility which regularly 
provides care for a group of thirteen or more children for 
periods of less than twenty-four hours subject to licensure by 
the department of social and health services as described in 
chapter 74.15 RCW. 

(d) "Full immunization" means vaccinated in accordance 
with schedules and immunizing agents approved by the state 
board of health in WAC 246-100-166 against: 

(i) Diphtheria, 

(ii) Tetanus, 

(iii) Pertussis or whooping cough, 

(iv) Measles or rubeola, 

(v) Rubella, 

(vi) Mumps, 

(vii) Poliomyelitis, 

(viii) Haemophilus influenzae type b disease, and 

(ix) Hepatitis b, after September 1, 1997. 

(e) "Immunizing agents" means any vaccine or other 
biologic licensed and approved by the United States Food 
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and Drug Administration (FDA), or meeting World Health 
Organization (WHO) requirements, for immunization of 
persons against: 

(i) Diphtheria, tetanus, pertussis (DTP, DT, Td); 

(ii) Measles; 

(iii) Mumps; 

(iv) Poliomyelitis, types I, II, and III (TOPV, IPV); 

(v) Rubella; 

(vi) Haemophilus influenzae type b vaccine (Hib); and 

(vii) Hepatitis b. 

(f) "National immunization guidelines" means the 
schedule for immunization described in the "Recommended 
Childhood Immunization Schedule: United States—January 
1995," approved by the Advisory Committee on Immuniza- 
tion Practices (ACIP), the American Academy of Pediatrics 
(AAP), and the American Academy of Family Physicians 
(AAFP). 

(g) "Parent" means a person who is: 

(i) The mother, father, legal guardian, or any adult in 
loco parentis of a child seventeen years of age or younger; 
or 

(ii) A person eighteen years of age or older; or 

Gii) An emancipated minor. 

(h) "Transfer student" means a student previously 


.enrolled in grades kindergarten through twelve moving from 


one school district or system to another at any time during 
the school year, excluding students transferring within a 
district or system when the school transfers records within 
the district. 

(2) Full immunization schedule. Each child care center, 
preschool, and school shall establish and maintain require- 
ments for full immunization of children attending child care 
and preschool through grade twelve. 

(3) For child care and preschool children, full immuni- 
zation means a child received age-appropriate vaccines as 
enumerated in the National Immunization Guidelines as 
defined in subsection (1) of this section. 

(4) For a child entering kindergarten or first grade 
(school entry level), full immunization means a child 
received age-appropriate vaccines as enumerated in the 
National Immunization Guidelines as defined in subsection 
(1) of this section. 

For transfer students and those above kindergarten or 
first grade, full immunization means a child received age- 
appropriate vaccines consistent with the National Immuniza- 
tion Guidelines as defined in subsection (1) of this section 
(not required of persons eighteen years of age and older). 

(5) Conditions for child care, preschool, and school 
attendance when a child is not fully immunized: 

(a) When a child lacks full immunization, the child care 
center, preschool, or school shall require satisfactory prog- 
ress toward full immunization (conditional status) as a 
condition of school attendance including: 

(1) Documented proof of start or continuance of child's 
schedule of immunization; 

(ii) Assurance the scheduled immunization is consistent 
with the national immunization guidelines defined in 
subsection (1) of this section; 

(iii) Notification of child’s parent(s) of when the 
schedule must be completed; and 

(iv) Exclusion of child from attendance as described in 
subsection (9) of this section if child has not received 
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required immunizations on schedule and if sufficient time 
has elapsed (one month from date due) for completion of 
next dose. 

(6) Schools, preschools, and child care centers shall 
require documented proof related to immunization including: 

(a) Completion of a certificate of immunization status 
(CIS) form by a-parent as documented proof of: 

(i) Full immunization, or 

(ii) Initiation or continuation of a schedule (conditional 
status), or 

(iii) Exemption. 

(b) Information from a written personal immunization 
record, as the source of the immunization data entered on the 
CIS form (substitution of a personal immunization record for 
a CIS form is prohibited); 

(c) Acceptance of only the CIS form (no other state or 
local immunization forms) from new enrollees registering in 
kindergarten through grade twelve; 

(d) In addition to current CIS form, acceptance of 
previous CIS forms, or locally developed forms approved by 
the department indicating the month and year of each 
immunization as the official immunization status for children 
enrolled prior to September 1, 1979. 

(7) Schools, preschools, and child care centers shall 
accept medical exemptions and: 

(a) Require a signature of a licensed medical doctor 
(M.D.), doctor of osteopathy (D.O.), doctor of naturopathy 
(N.D.), physician assistant, or nurse practitioner practicing 
within the limits of the medical or nurse practice acts to 
certify medical reasons to defer one or more immunizations 
on the CIS form; 

(b) Admit children and keep on file a CIS form for 
children with: 

(i) Temporary exemption from immunization for 
medical reasons if the required immunizations are received 
upon expiration of the exemption, or 

(ii) Permanent exemptions. 

(c) Include a statement on the CIS form informing the 
parent that should an outbreak of vaccine preventable disease 
for which the child is exempted occur, the child may be 
excluded from school or child care for the duration of the 
outbreak by order of the local health department as described 
in subsection (9) of this section; and 

(d) Keep on file a list of children so exempted and 
transmit the list to the local health department if requested. 

(8) Schools, preschools, and child care centers shall: 

(a) Allow a parent to exempt his/her child from the 
required immunizations for religious, philosophical, or 
personal objections when the CIS form indicates: 

(i) Type or exemption, and 

Gi) Signature of parent. 

(b) Keep on file a CIS form for each child so enrolled; 

(c) Include a statement on the CIS form informing the 
parent that should an outbreak of vaccine preventable disease 
for which the child is exempted occur, the child may be 
excluded from school for the duration of the outbreak by 
order of the local health department as described in subsec- 
tion (9) of this section; and 

(d) Keep on file a list of children so exempted and 
transmit the list to the local health department if requested. 

(9) Schools, preschools, and child care centers shall 
exclude children from school as follows: 
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(a) Exclude any child from school for failure to provide 
a completed CIS form as defined in subsection (1) of this 
section before or on the child’s first day of attendance 
consistent with procedures required by the state board of 
education, Title 180 WAC; 

(b) Exclude from attendance any child in a child care 
center for failure to provide a completed CIS form as 
defined in subsection (1) of this section before or on the 
child’s first day of attendance; 

(c) The chief administrator shall retain records on 
excluded children for at least three years including: 

(i) Name, 

(ii) Address, and 

(iii) Date of exclusion. 

(d) A health officer may exclude children from school, 
preschool, and child care attendance in the event of a child’s 
exposure to a disease according to chapter 246-110 WAC, 
including children presenting proof of: 

(i) Initiation of a schedule of immunization, 

(ii) Medical exemption, 

(iii) Religious exemption, 

(iv) Philosophical exemption, or 

(v) Personal exemption. 

(10) Schools, preschools, and child care centers shall 
maintain records and require: 

(a) A completed CIS form retained in the files for every 
child enrolled; 

(b) Return of original CIS form or a legible copy to the 
parent in the event of the child's withdrawal or transfer from 
school (withholding a record for any reason, including 
nonpayment of school, preschool, or child care fees is 
prohibited); 

(c) Access to immunization records by agents of the 
state or local health department for each child enrolled. 

(11) Persons or organizations administering immuniza- 
tions, either public or private, shall: 

(a) Furnish each person immunized, or his or her parent, 
with a written record of immunization containing information 
required by the state board of health; and 

(b) Provide immunizations and records in accordance 
with chapter 246-100 WAC. 

(12) Chief administrators of schools, preschools, and 
child care centers shall forward a written annual report to the 
department and local health department on the immunization 
status of children as follows: 

(a) For schools: By November 1 of each year on forms 
provided by the department (except in the event of a late 
school opening when the report is due thirty days after the 
first day of school); 

(b) For preschools and child care centers: By February 
1 of each year on forms provided by the department. 
[Statutory Authority: RCW 28A.210.140. 96-04-079, $ 246-100-166, filed 
2/7/96, effective 3/9/96. Statutory Authority: RCW 28A.210.140 and 
43.20.050. 91-15-066 (Order 182B), § 246-100-166, filed 7/22/91, effective 
8/22/91. Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), 


recodified as § 246-100-166, filed 12/27/90, effective 1/31/91; 88-07-063 
(Order 308), § 248-100-166, filed 3/16/88.] 


WAC 246-100-171 Special settings—Food service 


establishments. (1) Food handlers with communicable 
disease in an infectious or carrier state shall not handle food 
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or beverages if the infectious agent can be transmitted 
through food or beverages. 

(2) Employers or persons in charge of food service 
establishments shall prohibit persons from work as food 
handlers with a known disease, condition, and/or carrier state 
including, but not limited to: 

(a) Amebiasis; 

(b) B hemolytic streptococcal infection; 

(c) Campylobacter; 

(d) Cholera; 

(e) Hepatitis A and Hepatitis unspecified; 

(f) Salmonellosis, including typhoid and paratyphoid; 

(g) Shigellosis; 

(h) Staphylococcal infections; and 

(i) Signs of undiagnosed infection including: 

(A) Diarrhea (with episodes of over forty-eight hours 
requiring approval by a health care provider or local health 
officer prior to return to work); 

(B) Skin lesions; 

(C) Vomiting; or 

(D) Fever. 

(3) Work restrictions, control measures, and removal of 
work restrictions on food handlers and food service estab- 
lishments shall.be consistent with: 

(a) Control of Communicable Diseases in Man, 15th 
edition, Abram S. Benenson (editor), American public health 
association, 1990; 

(b) Chapter 246-215 WAC food service sanitation, rules, 
and regulations of the Washington state board of health; and 

(c) Chapter 69.06 RCW, food and beverage establish- 
ments, workers permits. 

(4) Employers and persons in charge of food service 
establishments shall: 

(a) Require notification or approval of removal of work 
restriction by a health care provider or local health officer 
for persons working with diseases, carrier states, conditions 
and signs listed in subsection (2) of this section; and 

(b) Cooperate with public health officials investigating 
cases, outbreaks, or suspected outbreaks, 

(5) The local health department has authority to: 

(a) Require an examination of a person or persons to 
determine presence of infection, 

(b) Adopt more stringent rules for excluding a food 
handler from work, and 

(c) Protect public safety consistent with chapter 246-215 
WAC by ordering food items to be: 

(i) Placed under a hold order, 

(ii) Destroyed immediately, 

(ili) Surrendered, 

(iv) Sampled, and 

(v) Submitted for laboratory testing. 

[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), 8 246- 
100-171, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 


recodified as $ 246-100-171, filed 12/27/90, effective 1/31/91; 88-07-063 
(Order 308), § 248-100-171, filed 3/16/88.] 


WAC 246-100-176 Special settings—Schools. 
Private and public schools, vocational schools, colleges, and 
universities shall cooperate with local and state health 
officers in carrying out requirements in chapters 246-110 and 
246-100 WAC. 
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[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), § 246- 
100-176, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 
recodified as § 246-100-176, filed 12/27/90, effective 1/31/91; 88-07-063 
(Order 308), § 248-100-176, filed 3/16/88.] 


WAC 246-100-181 Special settings—Child day care 
facilities. Child day care facilities shall: 

(1) Establish policy and procedures for prevention and 
control of communicable diseases in employees, voluntary 
staff, and children that: 

(a) Are consistent with "child health care plan guide- 
lines" available from division of health, office of licensing 
and certification, personal care facilities survey section, ET- 
33, Olympia, Washington 98504; and/or 

(b) Are consistent with additional or more stringent 
recommendations of the local health department; and 

(c) Include a provision for reporting illness to the local 
health department when required in chapter 246-100 WAC 
and WAC 388-73-056. 

(2) Consult with a health care provider or the local 
health department for information about infectious or 
communicable disease, as necessary. 

[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), $ 246- 
100-181, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 


recodified as § 246-100-181, filed 12/27/90, effective 1/31/91; 88-07-063 
(Order 308), 8 248-100-181, filed 3/16/88.] 


WAC 246-100-186 Special settings—Health care 
facilities. Health care facilities shall: 

(1) Adopt written policy and procedures restricting work 
of employees, staff, students, and volunteers diagnosed to 
have a communicable disease from direct contact with 
patients, residents, and recipients of care during the period 
of communicability when: 

(a) Transmission of the disease to recipients of care or 
other employees can occur in that particular job environment, 
and 

(b) The disease can cause serious illness. 

(2) Permit employees, staff, students, and volunteers to 
return to work when measures have been taken to prevent 
transmission of disease if: 

(a) Measures are consistent with recommendations of an 
infection control committee or equivalent authorized group 
if existing, and 

(b) Measures are consistent with recommendations of 
local health officer. 

(3) Comply with applicable state licensure law and 
department rules regarding communicable disease screening 
and control. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-100-186, filed 12/27/90, effective 1/31/91; 88-07-063 (Order 308), 
§ 248-100-186, filed 3/16/88.] 


WAC 246-100-191 Animals, birds, pets—Measures 
to prevent human disease. (1) All persons and entities are 
prohibited from: 

(a) Sale of milk, meat, hides, and hair from animals 
infected with anthrax; and 

(b) Sale and display of turtles except as permitted under 
Title 21 CFR, Food and Drug Administration, part 1240.62, 
1986. 
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(2) Except for bonafide public or private zoological 
parks, persons and entities are prohibited from: 

(a) Importing into Washington state any bat, skunk, fox, 
raccoon, or coyote without a permit from the director of the 
Washington state department of agriculture, as required in 
WAC 16-54-125; and 

(b) Acquiring, selling, bartering, exchanging, giving, 
purchasing, or trapping for retention as pets or for export 
any: 

(i) Bat, 

(ii) Skunk, 

(iii) Fox, 

(iv) Raccoon, and 

(v) Coyote. 

(3) Local health officers shall determine whether or not 
to order the destroying or testing of animals other than cats 
and dogs if: 

(a) The animal has bitten or otherwise exposed a person, 
and 

(b) Rabies is suspected. 

(4) When an animal has bitten or otherwise exposed a 
person, the local health officer shall institute any or all of 
the following as judged appropriate: 

(a) Order testing and destruction of the КЕГІ 

(Ы) Order restriction of dogs and cats for ten days 
observation, 

(c) Require examination and recommendation by a 
veterinarian related to signs of rabies, or 

(d) Specify other appropriate actions for animals 
considered low risk for rabies. 

(5) When an animal other than a bat is found to be 
rabid, the local health officer shall immediately institute a 
community-wide rabies control program including: 

(a) Issuance of orders to pick up and impound all stray 
and unlicensed dogs and cats, 

(b) Issuance of orders to owners of dogs and cats 
requiring proof of rabies vaccination of animals by a 
veterinarian within six previous months, 

(c) Restriction of household mammals to owners’ 
premises except when on a leash, or 

(d) Institute actions other than subsection (5)(a), (b), and 
(c) of this section when judged appropriate. 

(6) A person destroying an animal as described in this 
section shall: 

(a) Avoid damaging the brain; and 

(b) Transport the dead animal’s head, brain, or body in 
a manner approved by the local health department. 

(7) To improve surveillance for rabies, laboratories shall 
inform the local health officer prior to testing specimens and 
samples for rabies. 

(8) When a cat or dog has been bitten or exposed to a 
rabid or suspected rabid animal, the local health officer shall 
require: 

(a) Destruction of the exposed animal; or 

(b) Revaccination, if currently vaccinated, including 
observation by owner for ninety days; or 

(c) If not currently vaccinated, vaccination and strict 
isolation for six months with revaccination one month prior 
to release from isolation; or 

(d) Any other action judged appropriate by the local 
health officer. 
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(9) A person importing a dog and/or a cat into Washing- 
ton state shall comply with WAC 16-54-120. 
[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-100-191, filed 12/27/90, effective 1/31/91; 88-07-063 (Order 308), 
§ 248-100-191, filed 3/16/88.] 


WAC 246-100-196 Animal bites—Report to local 
health department. Health care providers shall: 

(1) Report all cases of humans exposed to secretions or 
bitten by domestic or wild animals, especially bats and 
carnivores, to the local health department or designated local 
authority; I 

(2) Report bites of rodents and lagomorphs only when 
an animal exhibits unusual behavior; and 

(3) Use protocols established in Communicable Diseases 

in Man, 15th edition, Abram S. Benenson, editor, 1990, 
when treating wounds caused by animal bites.. 
[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), § 246- 
100-196, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 
recodified as § 246-100-196, filed 12/27/90, effective 1/31/91; 88-07-063 
(Order 308), 8 248-100-196, filed 3/16/88.] 


WAC 246-100-201  Birds—Measures to prevent 
psittacosis. (1) Definitions specific to this section: 

(a) "Breeder" means a person or persons propagating 
birds for purpose of sale, trade, gift, or display; 

(b) "Displayer" means a person, owner, or entity other 
than a public or private zoological park showing, exhibiting, 
or allowing a person or persons to handle or access a bird in 
a place open to the public or in a health care facility; 

(c) "Leg band" means a smooth plastic or metal cylin- 
der, either open (seamed) or closed (seamless), designed to 
be used to encircle a leg of a bird including permanent 
inscription of identification indicating: 

(i) Code for individual bird, and 

(ii) Code for breeder source except when open bands 
identify vendor rather than breeder. 

(d) "Psittacine bird" or "bird" means all birds commonly 
known as: 

(i) Parrots, 

(ii) Macaws, 

(iii) Cockatoos, 

(iv) Lovebirds, 

(v) Parakeets, and 

(vi) All other birds of the order psittaciformes. 

(e) "Vendor" means a person or entity selling, trading, 
or giving a bird to another person or entity. 

(2) A person selling, trading, or otherwise transferring 
a bird shall identify each bird by: 

(a) A coded and closed (seamless) leg band; 

(b) A United States department of agriculture open 
(seamed) leg band; or 

(c) An open (seamed) leg band only in cases where an 
original and closed (seamless) leg band was lost or required 
replacement due to injury or potential injury to the bird. 

(3) A vendor transferring a bird to other than the 
general public shall maintain a record of transfer including 
acquisition, sales, and trade of a bird, for at least one year 
and including: 

(a) Date of transaction; 

(b) Name and address of the recipient and source; 
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(c) Number and type, including the common name of 
the bird transferred; and 

(d) Leg band codes, including breeder or vendor and 
individual bird codes, omitting individual bird code only 
upon initial transfer of a bird propagated by the breeder. 

(4) A vendor transferring a bird to the general public 
shall provide each buyer or recipient with: 

(a) A sales slip or written document including all 
information required in subsection (3)(a), (b), (c), and (d) of 
this section; and 

(b) A written warning or caution notice including: 

(i) Information about possible human infection or 
disease caused by birds, especially psittacosis, parrot fever, 
and ornithosis; 

(ii) Signs of infection or a sick bird including: 

(A) Nasal discharge, 

(B) Sneezing, 

(C) Coughing, 

(D) Ruffled feathers, 

(E) Lethargy, and 

(F) Diarrhea. 

(iii) Signs and symptoms of an illness in a human 
including, but not limited to: 

(A) Chills, 

(B) Fever, 

(C) Headache, 

(D) Cough, and 

(E) Muscle aches. 

(iv) Information that nasal discharge and droppings of 
an infected or sick bird may cause illness in humans; and 

(v) Advice to consult veterinarian or health care 
provider, as appropriate, if signs or symptoms occur. 

(5) A vendor shall post a readable sign in a public area 
with a warning described in subsection (4)(b) of this section. 

(6) When investigation of a human case of psittacosis 
indicates probable infection from a bird, the local health 
- Officer shall: 

(a) Order collection of blood or other appropriate 
samples from the suspect bird or birds for appropriate 
laboratory tests to rule out disease; or 

(b) Use protocols established in Communicable Diseases 
in Man, 15th edition, Abram S. Benenson, editor, 1990; and 

(c) Have authority to enforce requirements of this 
section on a nonpsittacine bird or birds when: 

(i) There is suspected exposure to an infected bird, or 

(ii) There is evidence a bird caused a disease. 

(7) When a local health officer orders a quarantine of a 
bird or birds, the vendor shall: 

(a) Cooperate with the local health officer, and 

(b) Assume costs associated with action. 

(8) Upon confirmation of psittacosis, vendors shall 
follow directions issued by the local health officer to: 

(a) Place the birds under antibiotic treatment with 
environmental cleaning and sanitizing; or 

(b) Destroy all birds on the premises followed by 
environmental cleaning and sanitizing; and 

(c) Assume costs associated with psittacosis prevention 
and control action ordered by local and state health officer; 

(d) Prohibit sale or addition of birds to inventory; and 

(e) Prevent contact of any bird with the public. 

(9) A person exhibiting or displaying a bird or birds in 
a place or area used or occupied by the public shall exhibit 
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the bird or birds in a manner preventing human exposure to 
the birds and bird discharges except: 

(a) In single-purpose pet shops and aviaries, and 

(b) At bird shows if: 

(i) A room containing a bird or birds is separated from 
other areas and activities, and 

(ii) The room entrance has a sign warning a person 
about potential exposure to psittacosis. 

(10) Shipment and embargo of birds. 

(a) Any person or entity receiving a psittacine bird or 
birds from points outside Washington state shall: 

(i) Comply with Title 9 CFR, parts 92.3 and 92.8(b); 

(1) Refuse receipt of any bird originating from premises 
where psittacosis infection is suspected ог known; and 

(iii) Refuse receipt of any bird from a premise quaran- 
tined for psittacosis. 

(b) The state health officer is authorized to: 

(1) Order placement and removal of an embargo upon 
shipment of a live bird or birds into Washington state, and 

(ii) Order any action necessary to control an outbreak or 
potential outbreak of psittacosis in Washington state. 
[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), § 246- 
100-201, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 


recodified as $ 246-100-201, filed 12/27/90, effective 1/31/91; 88-07-063 
(Order 308), § 248-100-201, filed 3/16/88.] 


WAC 246-100-206 Special diseases— Sexually 
transmitted diseases. (1) Definitions. 

(a) "Behaviors presenting imminent danger to public 
health (BPID)" means the following activities, under condi- 
tions specified below, performed by an individual with a 
laboratory confirmed HIV infection: 

(i) Anal or vaginal intercourse without a latex condom; 
or 

(ii) Shared use of blood-contaminated injection equip- 
ment; 

(iii) Donating or selling HIV-infected blood, blood 
products, or semen; and 

(iv) Under the following specified conditions: 

(A) The infected individual received post-test counseling 
as described in WAC 246-100-209 prior to repeating 
activities in subsection (1)(a)(i) and (ii) of this section; and 

(B) The infected individual did not inform the persons, 
with whom activities described in subsection (1)(a)(i) and (ii) 
of this section occurred, of his or her infectious status. 

(b) "Behaviors presenting possible risk" means: 

(i) Actual actions resulting in "exposure presenting a 
possible risk" limited to: 

(A) Anal, oral, or vaginal intercourse excluding conjugal 
visits; or 

(B) Physical assault; or 

(C) Sharing of injection equipment or sharp implements; 
or 

(D) Throwing or smearing of blood, semen, or vaginal 
fluids; or 

Gi) Threatened action if: 

(A) The threatening individual states he or she is 
infected with HIV; and 

(B) The threatened behavior is listed in subsection 
(1)(b)G@)(A), (В), (C), and (D) of this section; and 

(C) The threatened behavior could result in "exposure 
presenting a possible risk." 
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(c) "Conduct endangering public health" means: 

(i) Anal, oral, or vaginal intercourse for all sexually 
transmitted diseases; 

(ii) For HIV and Hepatitis B: 

(A) Anal, oral, or vaginal intercourse; and/or 

(B) Sharing of injection equipment; and/or 

(C) Donating or selling blood, blood products, body 
tissues, or semen; and 

(iii) Activities described in subsection (1)(d)(1) and (ii) 
of this section resulting in introduction of blood, semen, and/ 
or vaginal fluids to: 

(A) Mucous membranes; 

(B) Eyes; 

(C) Open cuts, wounds, lesions; or 

(D) Interruption of epidermis. 

(d) "Exposure presenting possible risk" means one or 
more of the following: 

(i) Introduction of blood, semen, or vaginal fluids into: 

(A) A body orifice or a mucous membrane; 

(B) The eye; or 

(C) An open cut, wound, lesion, or other interruption of 
the epidermis. 

(ii) A needle puncture or penetrating wound resulting in 
exposure to blood, semen, and/or vaginal fluids. 

(e) "Reasonably believed" or "reason to believe," in 
reference to a sexually transmitted disease, means a health 
officer's belief which: 

(i) For the purpose of investigating the source and 
spread of disease, is based upon a credible report from an 
identifiable individual indicating another person is likely to 
have a sexually transmitted disease (STD) or to have been 
exposed to a STD; and 

(ii) For the purpose of issuing a written order for an 
individual to submit to examination, counseling, or treatment 
is based upon: 

(A) Laboratory test results confirming or suggestive of 
a STD; or 

(B) A health care provider’s direct observation of 
clinical signs confirming an individual has or is likely to 
have a STD; or 

(C) Obtaining information directly from an individual 
infected with a STD about the identity of his or her sexual 
or needle-sharing contacts when: 

(D Contact with the infected individual occurred during 
a period when the disease may have been infectious; and 

(II) The contact was sufficient to transmit the disease; 
and 

(III) The infected individual is, in the health officer's 
judgment, credible and believable. 

(f) "Substantial exposure" means physical contact 
resulting in exposure presenting possible risk, limited to: 

(i) A physical assault upon the exposed person involving 
blood or semen; 

(ii) Intentional, unauthorized, nonconsensual use of 
needles or sharp implements to inject or mutilate the exposed 
person; 

(iii) An accidental parenteral or mucous membrane or 
nonintact skin exposure to blood, semen, or vaginal fluids. 

(2) Health care providers shall: 

(a) Report each case of sexually transmitted disease as 
required in chapter 246-100 WAC, and 

(b) Instruct each patient regarding: 
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(i) Communicability of the disease, and 

(ii) Requirements to refrain from acts that may transmit 
the disease to another. 

(c) Ensure completion of a prenatal serologic test for 
syphilis in each pregnant woman pursuant to RCW 
70.24.090 including: 

(i) Submission of a blood sample for syphilis to a 
laboratory approved to perform prenatal serologic tests for 
syphilis, as required in RCW 70.24.090, at the time of the 
first prenatal visit, and 

(ii) Decide whether or not to omit the serologic test for 
syphilis if the test was performed elsewhere during the 
current pregnancy. 

(3) Laboratories, health care providers, and other 
persons shall deny issuance of a certificate or statement 
implying an individual is free from sexually transmitted 
disease. 

(4) Local health officers, health care providers, and 
others, in addition to requirements in chapter 246-100 WAC, 
shall comply with the provisions in chapter 70.24 RCW. 

(5) Prevention of ophthalmia neonatorum. 

(a) Health care providers diagnosing or caring for a 
patient with gonococcal or chlamydial ophthalmia neonato- 
rum shall report the case to the local health officer or local 
health department in accordance with the provisions of this 
chapter. 

(b) The principal health care provider attending or 
assisting in the birth of any infant or caring for an infant 
after birth, shall ensure instillation of a department-approved 
prophylactic ophthalmic agent into the conjunctival sacs of 
the infant within the time frame established by the depart- 
ment in policy statement of ophthalmia agents approved for 
the prevention of ophthalmia neonatorum in the newborn, 
issued June 19, 1981. 

(6) State and local health officers or their authorized 
representatives shall: 

(a) Have authority to conduct or cause to be conducted 
an interview and investigation of persons infected or reason- 
ably believed to be infected with a sexually transmitted ` 
disease; and 

(b) Use procedures and measures described in WAC 
246-100-036(4) in conducting investigations. 

(7) State and local health officers and their authorized 
representatives shall have authority to: 

(a) Issue written orders for medical examination, testing, 
and/or counseling under chapter 70.24 RCW, only after: 

(i) All other efforts to protect public health have failed, 
including reasonable efforts to obtain the voluntary coopera- 
tion of the person to be affected by the order; and 

(ii) Having sufficient evidence to "reasonably believe" 
the individual to be affected by the order: 

(A) Has a sexually transmitted disease; and 

(B) Is engaging in "conduct endangering public health"; 
and 

(iii) Investigating and confirming the existence of 
"conduct endangering public health" by: 

(A) Interviewing sources to assess their credibility. and 
accuracy; and 

(B) Interviewing the person to be affected by the order; 
and 

(iv) Including in a written order all information required 
іп RCW 70.24.024. 
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(b) Issue written orders for treatment under RCW 
70.24.022 only after laboratory test results, or direct observa- 
tion of clinical signs or assessment of clinical data by a 
physician, confirm the individual has, or is likely to have, a 
sexually transmitted disease; 

(c) Issue written orders to cease and desist from 
specified activities, under RCW 70.24.024 only after: 

(i) Determining the person to be affected by the order 
is engaging in "conduct endangering public health"; and 

(ii) Laboratory test results, or direct observation of 
clinical signs or assessment of clinical data by a physician, 
confirm the individual has, or is likely to have, a sexually 
transmitted disease; and 

(iii) Exhausting procedures described in subsection 
(7)(a) of this section; and 

(iv) Enlisting, if appropriate, court enforcement of the 
orders described in subsections (7)(a) and (b) of this section; 
and 

(d) Seek court orders for detainment under RCW 
70.24.034, only for persons infected with HIV and only 
after: 

(i) Exhausting procedures described in subsection (7)(a), 
(b), and (c) of this section; and 

(ii) Enlisting, if appropriate, court enforcement of orders 
to cease and desist; and 

(iii) Having sufficient evidence to "reasonably believe" 
the person is engaging in "behaviors presenting an imminent 
danger to public health." 

(8) Conditions for detainment of individuals infected 
with sexually transmitted disease. 

(a) A local health officer may notify the state health 
officer if he or she determines: 

(i) The criteria for "behaviors presenting imminent 
danger to public health (BPID)" are met by an individual; 
and 

(ii) Such individual fails to comply with a cease and 
desist order affirmed or issued by a court. 

(b) A local or state health officer may request the 
prosecuting attorney to file an action in superior court to 
detain an individual specified in subsection (8)(a) of this 
section. 

(c) The requesting local or state health officer or 
authorized representative shall: 

(i) Notify the department prior to recommending the 
detainment setting where the individualized counseling and 
education plan may be carried out consistent with subsec- 
tions (8)(d), (e), and (f) of this section; 

. (ii) Make a recommendation to the court for placement 
of such individual consistent with subsections (8)(d) and (f) 
of this section; and 

(iii) Provide to the court an individualized plan for 
education and counseling consistent with subsection (8)(e) of 
this section. 

(d) State board of health requirements for detainment of 
individuals demonstrating BPID: 

(i) Sufficient number of staff, caregivers, and/or family 
members to: 

(A) Provide round-the-clock supervision, safety of 
detainee, and security; and 

(B) Limit and restrict activities to prevent BPID; and 

(C) Make available any medical, psychological, or 
nursing care when needed; and 
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(D) Provide access to AIDS education and counseling; 
and 

(E) Immediately notify the local or state health officer 
of unauthorized absence or elopement; and 

(ii) Sufficient equipment and facilities to provide: 

(A) Meals and nourishment to meet nutritional needs; 
and 

(B) A sanitary toilet and lavatory; and 

(C) A bathing facility; and ' 

(D) Bed and clean bedding appropriate to size of 
detainee; and 

(Е) A safe detention setting appropriate to chronological 
and developmental age of detainee; and 

(F) A private sleeping room; and 

(G) Prevention of sexual exploitation. 

(iii) Sufficient access to services and programs directed 
toward cessation of BPID and providing: 

(A) Linguistically, socially, culturally, and developmen- 
tally appropriate ongoing AIDS education and counseling; 
and 

(B) Psychological and psychiatric evaluation and 
counseling; and 

(C) Implementation of court-ordered plan for individual- 
ized counseling and education consistent with subsection 
(8)(e) of this section. 

(iv) If required, provide access to isolation and/or 
restraint in accordance with restraint and seclusion rules in 
WAC 275-55-263 (2)(c); 

(v) Maintain a safe, secure environment free from 
harassment, physical danger, and sexual exploitation. 

(e) Washington state board of health standards for an 
individualized counseling and education plan for a detainee 
include: I 

(i) Consideration of detainee’s personal and environmen- 
tal characteristics, culture, social group, developmental age, 
and language; 

(ii) Identification of habitual and addictive behavior and 
relapse pattern; 

(iii) Identification of unique risk factors and possible 
cross-addiction leading to behavior presenting imminent 
danger to public health; 

(iv) Identification of obstacles to behavior change and 
determination of specific objectives for desired behavior; 

(v) Provision of information about acquisition and 
transmission of HIV infection; 

(vi) Teaching and training of individual coping skills to 
prevent relapse to BPID; 

(vii) Specific counseling for chemical dependency, if 
required; 

(viii) Identification of and assistance with access to 
community resources, including social services and self-help 
groups appropriate to provide ongoing support and mainte- 
nance of behavior change; and 

(ix) Designation of a person primarily responsible for 
counseling and/or education who: 

(A) Completed pretest and post-test counselor training 
approved by the office on AIDS; and 

(B) Received training, as approved by the office on 
AIDS, focused on facilitating behavior change related to 
preventing BPID; and 
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(C) Has a post-graduate degree in social work, psychol- 
ogy, counseling, psychosocial nursing, or other allied 
profession; and 

(D) Completed at least one year clinical experience after 
post-graduate education with a primary focus on individual- 
ized behavior change; and 

(E) Is a certified counselor under chapter 18.19 RCW. 

(x) Designation and provision of a qualified counselor 
under WAC 275-19-145 when the detainee is assessed to 
have a drug or alcohol problem. 

(f) The state board of health designates the following 
settings appropriate for detainment provided a setting meets 
requirements in subsection (8)(d)(i), (11), (iii), (iv), and (v) of 
this section: 

(1) Homes, care facilities, or treatment institutions 
operated or contracted by the department; 

(ii) Private homes, as recommended by the local or state 
health officer; 

(iii) Boarding homes licensed under chapter 18.20 
RCW; 

(iv) Nursing homes licensed under chapter 18.51 RCW; 

(v) Facilities licensed under chapter 71.12 RCW, 
including: 

(A) Psychiatric hospitals, per chapter 246-322 WAC; 

(B) Alcoholism treatment centers if certified for sub- 
stance use under chapter 275-19 WAC; 

(C) Adult residential rehabilitation centers, per chapter 
246-325 WAC; 

(D) Private adult treatment homes, per chapter 246-325 
WAC; 

(E) Residential treatment facilities for psychiatrically 
impaired children and youth, per chapter 246-323 WAC; 

(vi) A hospital licensed under chapter 70.41 RCW. 

(9) Jail administrators may order pretest counseling, 
post-test counseling, and HIV testing of persons detained in 
jail according to RCW 70.24.360 only under the following 
conditions: 

(a) The jail administrator documents and reports to the 
local health officer, within seven days after the incident, any 
incident perceived to be actual or threatened "behaviors 
presenting possible risk"; and 

(b) The local health officer: 

(1) Determines the documented behavior or behaviors 
meet the criteria established in the definition of "behaviors 
presenting a possible risk"; and 

(ii) Interviews the detained individual to evaluate the 
factual basis for alleged actual or threatened behavior; and 

(iii) Makes a fact determination, based upon the docu- 
mented behavior, the interview with the detained individual, 
and/or independent investigation, that sufficient factual 
evidence exists to support the allegation of actual or threat- 
ened "behaviors presenting possible risk"; and 

(iv) Arranges for testing of the individual who is the 
source of the behavior to occur within seven days of the 
request from the jail administrator; and 

(v) Reviews with the detained individual who is the 
source of the behavior the documentation of the actual or 
threatened behavior to try to assure understanding of the 
basis for HIV testing; and 

(vi) Provides written approval of the jail administrator's 
order prior to HIV testing in accordance with subsection 
(7)(a)(i) of this section. 
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(c) The jail administrator maintains HIV test results and 
identity of the tested individual as a confidential, nondisclos- 
able record, as provided in RCW 70.24.105. 

(10) When an individual experiences a substantial 
exposure to another individual's body fluids and requests 
HIV testing of that other individual, the state and local 
health officers have authority to order pretest counseling, 
HIV testing, and post-test counseling of that other individual 
providing: 

(a) The alleged exposure occurred when the individual 
was employed or acting as an authorized volunteer in one of 
the following employment categories: 

(i) Law enforcement officer; 

(ii) Firefighter; 

(iii) Health care provider; 

(iv) Staff of health care facilities; and 

(b) The alleged substantial exposure occurred on the 
job; and 

(c) The request to the health officer for testing and 
counseling of the individual was made within seven days of 
the occurrence of the alleged exposure; and 

(d) The local health officer: 

(i) Determines that the alleged exposure meets the 
criteria established in the definition of "substantial exposure”; 
and 

(ii) Ensures that pretest counseling of the individual to 
be tested, or a legal representative, occurs; and 

(iii) Arranges for testing of the individual who is the 
source of the exposure to occur within seven days of the 
request from the person exposed; and 

(e) The exposed individual agrees to be tested for HIV 
if such testing is determined appropriate by the health 
officer; and 

(f) Records on HIV testing ordered by a health officer 
are maintained only by the ordering health officer. 

(11) For the purpose of RCW 49.60.172 concerning the 
absence of HIV infection as a bona fide occupational 
qualification only, "significant risk" means a job qualification 
which requires person-to-person contact likely to result in 
direct introduction of blood into the eye, an open cut or 
wound, or other interruption of the epidermis, when: 

(a) No adequate barrier protection is practical; and 

(b) Determined only on case-by-case basis consistent 
with RCW 49.60.180. 

[Statutory Authority: RCW 43.20.050 and 70.24.130. 92-02-019 (Order 
225B), § 246-100-206, filed 12/23/91, effective 1/23/92, Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 
100-206, filed 12/27/90, effective 1/31/91. Statutory Authority: Chapter 
70.24 RCW. 89-07-095 (Order 325), § 248-100-206, filed 3/22/89; 88-21- 
093 (Order 322), § 248-100-206, filed 10/19/88; 88-17-056 (Order 316), § 


248-100-206, filed 8/17/88. Statutory Authority: RCW 43.20.050. 87-11- 
047 (Order 302), § 248-100-206, filed 5/19/87.] 


WAC 246-100-207 Human immunodeficiency virus 
(HIV) testing—Ordering—Laboratory screening— 
Interpretation—Reporting. (1) Any person ordering or 
prescribing an HIV test for another, except for seroprevalent 
studies under chapter 70.24 RCW or provided under subsec- 
tions (2) and (3) of this section, shall: 

(a) Provide or refer for pretest counseling described 
under WAC 246-100-209; 
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(b) Obtain or ensure informed specific consent of the 
individual to be tested separate from other consents prior to 
ordering or prescribing an HIV test, unless excepted under 
provisions in chapter 70.24 RCW; and 

(c) Provide or refer for post-test counseling described 
under WAC 246-100-209 if HIV test is positive for or 
suggestive of HIV infection. 

(2) Blood banks, tissue banks, and others collecting or 
processing blood, sperm, tissues, or organs for transfusion/ 
transplanting shall: 

(a) Obtain or ensure informed specific consent of the 
individual prior to ordering or prescribing an HIV test, 
unless excepted under provisions in chapter 70.24 RCW; 

(b) Explain that the reason for HIV testing is to prevent 
contamination of the blood supply, tissue, or organ bank 
donations; and 

(c) At the time of notification regarding a positive HIV 
test, provide or ensure at least one individual counseling 
session. 

(3) Persons subject to regulation under Title 48 RCW 
and requesting an insured, subscriber, or potential insured or 
subscriber to furnish the results of an HIV test for underwrit- 
ing purposes, as a condition for obtaining or renewing 
coverage under an insurance contract, health care service 
contract, or health maintenance organization agreement shall: 

(a) Before drawing blood to perform an HIV test, 
provide written information to the individual tested explain- 
ing: 

(i) What an HIV test is; 

(ii) Behaviors placing a person at risk for HIV infection; 

(iii) The purpose of HIV testing in this setting is to 
determine eligibility for coverage; 

(iv) The potential risks of HIV testing; and 

(v) Where to obtain HIV pretest counseling. 

(b) Obtain informed specific written consent for an HIV 
test. The written informed consent shall include: 

(1) Àn explanation of confidential treatment of test result 
reports limited to persons involved in handling or determin- 
ing applications for coverage or claims for the applicant or 
claimant; and 

(1) Requirements under subsection (3)(c) of this section. 

(c) Establish procedures to inform an applicant of the 
following: 

(1) Post-test counseling specified under WAC 246-100- 
209(4) is required if an HIV test is positive or indeterminate; 

(ii) Post-test counseling is done at the time any positive 
or indeterminate HIV test result is given to the tested 
individual; 

(iii) The applicant is required to designate a health care 
provider or health care agency to whom positive or indeter- 


minate HIV test results are to be provided for interpretation 


and post-test counseling; and 

(iv) When an individual applicant does not identify a 
designated health care provider or health care agency and the 
applicant's HIV test results are positive or indeterminate, the 
insurer, health care service contractor, or health maintenance 
organization shall provide the test results to the local health 
department for interpretation and post-test counseling. 

(4) Laboratories and other places where HIV testing is 
performed shall demonstrate complete and satisfactory 
participation in an HIV proficiency testing program approved 
by the Department Laboratory Quality Assurance Section, 
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Mailstop K17-9, 1610 N.E. 150th, Seattle, Washington 
98155. 

(5) The department laboratory quality assurance section 
shall accept substitutions for EIA screening only as approved 
by the United States Food and Drug Administration (FDA) 
and a published list or other written FDA communication. 

(6) Medical laboratories testing for the presence of HIV 
shall: 

(a) Send an HIV test prevalence results report by 
telephone or in writing to the department office on AIDS 
(Mailstop K17-9, 1610 N.E. 150th, Seattle, Washington 
98155), quarterly or more often; and 

(b) Include in the report: 

(i) Number of samples tested; 

(ii) Number of samples repeatedly reactive by enzyme 
immuno assay (EIA); 

(iii) Number of samples tested by western blot assay 
(WBA) or other confirmatory test as approved by department 
office on AIDS; 

(iv) Number of positive test results by WBA or other 
confirmatory test as approved by department office on AIDS; 

(v) Number of specimens tested by viral culture; and 

(vi) Number of positive test results from viral cultures. 

(7) Persons informing a tested individual of positive 
laboratory test results indicating HIV infection shall do so 
only when: 

(a) HIV is isolated by viral culture technique; or 

(b) HIV antibodies are identified by a sequence of tests 
which are reactive and include: 

(i) A repeatedly reactive screening test such as the 
enzyme immunoassay (ЕЈА); and 

(ii) Àn additional, more specific, assay such as a 
positive western blot assay (WBA) or other tests as defined 
and described in the AIDS office manual, April, 1988, 
Department of Health, Office on AIDS, P.O. Box 47840, 
Olympia, Washington 98504-7840. 

(c) Such information consists of relevant, pertinent facts 
communicated in such a way that it will be readily under- 
stood by the recipient. 

[Statutory Authority: RCW 43.20.050 and 70.24.130. 92-02-019 (Order 
225B), § 246-100-207, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 
100-207, filed 12/27/90, effective 1/31/91. Statutory Authority: Chapter 
70.24 RCW and RCW 70.24,130. 89-20-006 (Order 334), $ 248-100-207, 
filed 9/22/89, effective 10/23/89. Statutory Authority: Chapter 70.24 RCW. 


89-14-003 (Order 329), § 248-100-207, filed 6/22/89; 88-17-058 (Order 
318), § 248-100-207, filed 8/17/88.] 


WAC 246-100-208 Counseling standard—AIDS 
counseling. (1) Principal health care providers shall counsel 
or ensure AIDS counseling for: 

(a) Each pregnant woman; and 

(b) Each patient seeking treatment of a sexually trans- 
mitted disease. 

(2) Drug treatment programs under chapter 70.96A 
RCW shall provide or ensure provision of AIDS counseling 
for each person in a drug treatment program. 

(3) Health care providers, persons, and organizations 
providing AIDS counseling shall: ` 

(a) Assess the behaviors of each individual counseled 
for risk of acquiring and transmitting human immunodefi- 
ciency virus (HIV); 
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(b) Maintain a nonjudgmental environment during 
counseling which: 

(i) Considers the individual’s particular circumstances; 
and 

(ii) Is culturally, socially, linguistically, and develop- 
mentally appropriate to the individual being counseled. 

(c) Focus counseling on behaviors increasing the risk of 
HIV acquisition and transmission; 

(d) Provide or ensure provision of personalized risk 
reduction education to individuals who: 

(i) Are men who had sex with other men at any time 
since 1977; . 

(ii) Used intravenous substances at any time since 1977; 

(iii) Engaged in sex for money or drugs at any time 
since 1977; 

(iv) Have had sexual and/or injection equipment-sharing 
contact with persons listed in subsection (3)(d)(i), (ii), and 
(iii) of this section; 

(v) Have been exposed to or known to have had a 
sexually transmitted disease at any time since 1977; 

(vi) Are at increased risk of HIV infection by definition 
of United States Public Health Service, Centers for Disease 
Control; 

(vii) Are enrolled in a drug treatment program under 
chapter 69.54 RCW; or 

(viii) Received multiple transfusions of blood, plasma, 
or blood products from 1977 to 1985. 


(e) Encourage individuals assessed to be at other than. 


virtually no risk of HIV infection to: 

(i) Receive AIDS risk reduction counseling; 

(ii) Consider information about the nature, purpose, and 
potential ramifications of HIV testing; 

(iii) Receive pretest counseling; 

(iv) Consider confidential or anonymous voluntary HIV 
testing if appropriate; and 

(v) "Virtually no risk of HIV infection" means persons 
with medical histories absent of and reporting none of the 
following factors: 

· (A) Transfusion with blood or blood products at any 
time since 1977; 

(B) Residence at any time in countries where HIV is 
considered endemic since 1977; 

(C) Unprotected sex between men at any time since 
1977; 

(D) Use of intravenous substances at any time since 
1977, especially when sharing injection equipment; 

(E) Engagement in sex for money or drugs at any time 
since 1977; 

(F) Sexual and/or injection equipment-sharing contacts 
at any time since 1977 with persons listed in subsection 
(3)(e)(ii(C), (D), and (E) of this section; 

(G) Exposure to a sexually transmitted disease; and 

(H) Increased risk of HIV infection by definition of 
United States Public Health Service, Centers for Disease 
Control. 

(4) Persons and organizations providing AIDS counsel- 
ing may provide additional or more comprehensive counsel- 
ing than required in this section. 

[Statutory Authority: RCW 43.20.050 and 70.24.130, 92-02-019 (Order 


225B), 8 246-100-208, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as 5 246- 
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100-208, filed 12/27/90, effective 1/31/91. Statutory Authority: Chapter 
70.24 RCW. 88-17-058 (Order 318), § 248-100-208, filed 8/17/88.] 


WAC 246-100-209 Counseling standards—Human 
immunodeficiency virus (HIV) pretest counseling—HIV 
post-test counseling. (1) Health care providers and other 
persons providing pretest counseling shall: 

(a) Assess the individual’s risk of acquiring and trans- 
mitting HIV by evaluating information about the individual’s 
possible risk-behaviors; 

(b) Provide at least one individual counseling session 
prior to HIV testing; 

(c) Inform any individual planning to be tested for HIV 
that: 

(i) If the test result is positive, the tested individual 
needs to notify sex and injection equipment-sharing partners 
that partners: 

(A) May have been exposed to and infected with HIV; 
and 

(B) Should seek HIV pretest counseling and consider 
HIV testing; and 

(ii) Unless HIV testing is anonymous, the principal 
health care provider is required to refer identities of at-risk 
partners to the local health officer or authorized representa- 
tive if: 

(A) The HIV-infected individual either refuses or is 
unable to notify partners of exposure, possible infection, and 
need for pretest counseling and HIV testing; or 

(B) The HIV-infected individual neither accepts assis- 
tance nor agrees to referral to the local health officer or an 
authorized representative for assistance in notifying partners, 
and 

(iii) Unless HIV testing is anonymous, the principal 
health care provider is required to refer the identify of the 
individual testing positive to the local health officer or an 
authorized representative if the principal health car [care] 
provider made efforts, but was unable to meet face-to-face 
with the individual to: 

(A) Notify the individual of the HIV test result; and 

(B) Provide post-test counseling, as required in this 
section, to assure partner notification. 

(2) When an individual is assessed by a counselor or 
health care provider as "virtually no risk of HIV infection," 
as defined in WAC 246-100-208 (3)(e)(v) a counselor or the 
health care provider shall, in addition to subsection (1)(a) of 
this section: 

(a) Maintain a nonjudgmental environment during 
counseling which: 

(i) Considers the individual's particular circumstances; 
and 

(ii) Is culturally, socially, linguistically, and develop- 
mentally appropriate to the individual being counseled. 

(b) Explain the nature, purpose, value, and reason for 
the HIV tests; 

(c) Explain the possible effect of HIV testing and a 
positive HIV test result related to employment, insurance, 
housing, and other potential legal, social, and personal 
consequences; 

(d) Develop and maintain a system of referral and make 
referrals that: 

(1) Are accessible and confidential for those counseled; 

Gi) Are acceptable to and supportive of those counseled; 
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(iii) Provide assistance to those counseled in maintaining 
: risk reduction behaviors. 

(e) Provide at least one individual counseling session at 
the time HIV test results are disclosed to individuals testing 
positive; and 

(f) Maintain disclosure and confidentiality requirements 
in WAC 246-100-016. 

(3) If the individual is assessed by a health care provid- 
er to be other than "virtually no risk of HIV infection," as 
defined in WAC 246-100-208 (3)(e)(v), the person providing 
pretest counseling shall maintain requirements in subsection 
(1) and (2) of this section and: 

(a) Focus counseling on behaviors increasing the risk of 
HIV acquisition and transmission; 

(b) Provide personalized risk reduction education to 
individuals who: 

(i) Are men engaging in unprotected intercourse with 
other men at any time since 1977; 

(ii) Used intravenous substances at any time since 1977, 
especially those sharing injection equipment; 

(iii) Engaged in sex for money or drugs at any time 
since 1977; 

(iv) Have had sexual and/or injection equipment-sharing 
contacts at any time since 1977 with persons listed in 
subsection (3)(b)(i), (11), and (iii) of this section; 

(v) Have been exposed to or diagnosed with a sexually 
transmitted disease; 

(vi) Are at increased risk of HIV infection by definition 
of United States Public Health Services, Centers for Disease 
Control; 

(vii) Are required by RCW 70.24.095 and 70.24.340 to 
receive HIV counseling and testing. 

(c) Inform any individual planning to be tested for HIV 
of the need to notify sexual and injection equipment-sharing 
partners if test results are positive; 

(d) Advise individuals listed in subsection (3)(b)(i), (ii), 
and (iii) of this section not to donate or sell blood, blood 
products, semen, organs, or other body tissues; and 

(e) Emphasize or reemphasize the following counseling 
messages: 

(1) The following will eliminate or decrease the risk of 
HIV infection: 

(A) Sexual abstinence; 

(B) A mutually monogamous relationship between 
uninfected people; and 

(C) Following safer sex guidelines. 

(ii) Do not share intravenous drugs and injection 
equipment; 

(iii) Do not engage in behaviors in which blood, vaginal 
fluid, or semen is exchanged; 

(iv) Condoms, even if used properly, do not supply 
absolute protection from HIV infection; 

(v) Condoms may reduce risk of HIV infection if the 
condom is: 

(A) Latex and used with a water-based lubricant rather 
than an oil-based lubricant, if a lubricant is used; 

(B) Used in conjunction with spermicide during vaginal 
or anal intercourse; and 

(C) Worn from start to finish of vaginal, oral, and anal 
intercourse. 

(vi) Dental dams may reduce risk of HIV infection if 
the dental dam is: 
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(A) Latex; and 

(B) Used from start to finish of oral intercourse. 

(vii) The sexual behaviors having highest risk for HIV 
infection are those involving the exchange of blood or 
semen, especially receptive anal and vaginal intercourse; 

(viii) Anal intercourse may increase the risk of condom 
failure and HIV infection; 

(ix) Infected women should postpone pregnancy until 
more is known about how to prevent prenatal and perinatal 
transmission of HIV infection; 

(x) Sexual negotiation skills can be learned to enhance 
risk reduction; and 

(xi) Other sexually transmitted diseases, especially those 
causing genital ulcers, may increase the risk of acquiring or 
transmitting HIV infection. 

(f) Make those counseled aware HIV retesting at a later 
date may be necessary or recommended. 

(4) Persons providing post-test counseling shall: 

(a) Follow requirements in subsection (1) of this section; 

(b) Provide at least one individual counseling session at 
the time HIV test results are disclosed for individuals: 

(i) Testing positive for HIV; or 

Gi) Reporting practice of behaviors listed in (3)(b)(1), 
(ii), and (iii) of this section. 

(c) If the individual being counseled tested positive for 
HIV infection: 

(i) Provide assistance to persons in notifying partners; 
and/or 

(31) Offer to refer individuals to the local health officer 
as necessary for assistance in notifying partners; and/or ` 

(iii) Offer to refer partners for counseling and testing; 
and 

(iv) Develop or adopt a system to avoid documenting 
the names of referred partners in the permanent record of the 
individual being counseled; and 

(v) Offer referral for alcohol and drug and mental health 
counseling, including suicide prevention, if appropriate; and 

(vi) Refer for tuberculosis screening. 

[Statutory Authority; RCW 43.20.050 and 70.24.130. 92-02-019 (Order 
225B), $ 246-100-209, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 
100-209, filed 12/27/90, effective 1/31/91. Statutory Authority: Chapter 


70.24 RCW. 89-02-008 (Order 324), § 248-100-209, filed 12/27/88; 88-17- 
058 (Order 318), 8 248-100-209, filed 8/17/88.] 


WAC 246-100-211 Special diseases— Tuberculosis. 
(1) Health care providers diagnosing or caring for a person 
with tuberculosis, whether pulmonary or nonpulmonary, 
shall: 

(a) Report the case to the local health officer or local 
health department in accordance with the provisions of this 
chapter, and 

(b) Report patient status to the local health officer every 
three months or as requested. 

(2) The local health officer or local health department 
shall: 

(a) Have primary responsibility for control of tuberculo- 
sis within the designated jurisdiction; 

(b) Maintain a tuberculosis control program including: 

(i) Prophylaxis, 

(ii) Treatment, 

(iii) Surveillance, 
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(iv) Case finding, 

(v) Contact tracing, and 

(vi) Other aspects of epidemiologic investigation; 

(c) Maintain a tuberculosis register of all persons with 
tuberculosis, whether new or recurrent, within the local 
jurisdiction including information about: 

(i) Identification of patient, 

(ii) Clinical condition, 

(iii) Epidemiology of disease, 

(iv) Frequency of examinations; 

(d) Impose isolation of a person with tuberculosis in an 
infectious stage if that person does not observe precautions 
to prevent the spread of the infection; 

(e) Designate the place of isolation when imposed; 

(f) Release the person from isolation when appropriate; 

(g) Maintain and provide outpatient tuberculosis diag- 
nostic and treatment services as necessary, including public 
health nursing services and physician consultation; and 

(h) Submit reports of all cases to the department in 
accordance with the provisions of this chapter. 

(3) When a person with tuberculosis requires hospital- 
ization, 

(a) Hospital admission shall occur in accordance with 
procedures arranged by the local health officer and the 
medical director or administrator of the hospital, and 

(b) The principal health care provider shall: 

(i) Maintain responsibility for deciding date of dis- 
charge, and 

Gi) Notify the local health officer of intended discharge 
in order to assure appropriate outpatient arrangements. 
[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as § 246-100-211, filed 12/27/90, effective 1/31/91; 87-11-047 (Order 302), 
§ 248-100-211, filed 5/19/87.] 


WAC 246-100-216 Special diseases—Surveillance 
for influenza. Local health departments shall: 

(1) Maintain a surveillance system for influenza during 
the appropriate season which may include: 

(a) Monitoring of excess school absenteeism, 

(b) Sample check with health care providers, clinics, and 
hospitals regarding influenza like illnesses, 

(c) Monitoring of work place absenteeism and other 
mechanisms, 

(2) Encourage submission of appropriate clinical 
specimens from a sample of patients with influenza-like 
illness to the Washington state public health laboratory or 
other laboratory approved by the state health officer. 
[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-100-216, filed 12/27/90, effective 1/31/91; 87-11-047 (Order 302), 
§ 248-100-216, filed 5/19/87.] 


WAC 246-100-217 Special condition—Pesticide 
poisoning. (1) Definitions. For the purposes of this section, 
the following words and phrases have the following mean- 
ings unless the context clearly indicates otherwise: 

(a) "Case of pesticide poisoning" means a person, alive 
or dead, having been diagnosed as poisoned by any pesticide 
with the diagnosis based on clinical and/or laboratory 
evidence. 
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(b) "Pesticide" means any pesticide defined in RCW 
70.104.020, as now stated and as may be amended in the 
future. 

(c) "Pesticide applicator" means any person applying 
pesticides under the authority of the licensing provisions of 
chapter 15.58 RCW, as a pesticide applicator and/or operator 
and any person applying pesticides to more than one acre of 
land in a calendar year. 

(d) "Pesticide poisoning" means the disturbance of 
function, damage to structure, or illness in humans resulting 
from the inhalation, absorption, ingestion of, or contact with 
any pesticide. 

(e) "PIRT" means the pesticide incident reporting and 
tracking review panel established under the provisions of 
RCW 70.104.080 with responsibilities as described in RCW 
70.104.090. 

(f) "Suspected case of pesticide poisoning" means a case 
in which the diagnosis is thought more likely than not to be 
pesticide poisoning. 

(2) Any attending physician or other health care 
provider recognized as primarily responsible for the diagno- 
sis and treatment of a patient or, in the absence of a primary 
health care provider, the health care provider initiating 
diagnostic testing or therapy for a patient shall: 

(a) Notify the department of any case or suspected case 
of pesticide poisoning, using the toll-free pesticide reporting 
telephone number (1-800-356-2323), within the following 
time limits: 

(i) Immediately, when: 

(A) A hospital admission is due to pesticide poisoning 
or suspected pesticide poisoning; 

(B) A death is due to pesticide poisoning or suspected 
pesticide poisoning; or 

(C) A threat to public health, such as multiple cases, is 
perceived; 

(ii) Within four days for all other cases or suspected 
cases; 

(b) Within seven days, submit to the department on a 
department-approved form, an individual case report for each 
case or suspected case of pesticide poisoning (unless the 
department of health waives the requirement to submit an 
individual case report because pertinent information was 
provided by phone); 

(c) Comply with the same confidentiality requirements 
established for other reportable diseases or conditions in 
WAC 246-100-016; and 

(d) Respond to department inquiries regarding reported 
cases. 

(3) Health care providers notifying the department shall 
provide: 

(a) Name of patient; 

(b) Patient's home and/or mailing address; 

(c) Patient’s home and/or work telephone number; 

(d) Age; 

(e) Sex; 

(f) Race/ethnicity; 

(g) Diagnosis or suspected diagnosis, including: 

(i) Name of pesticide, if known; 

(ii) Date of exposure; and 

(iii) Date of onset; 

(h) Name, address, and telephone number of the 
principal health care provider; 
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(i) Name, address, and telephone number of the person 
reporting; and 

(j) Occupation and employer’s name and address, if 
occupational exposure. 

(4) The department shall: 

(a) Initiate an investigation of each report of a case or 
suspected case of pesticide poisoning and such cases of 
suspected pesticide poisoning of animals that may relate to 
human illness to document the incident within the following 
time limits: 

(i) Immediately after notification is received from the 
health care provider of: 

(A) A hospital admission due to pesticide poisoning or 
suspected pesticide poisoning; 

(B) A death due to pesticide poisoning or suspected 
pesticide poisoning; or 

(C) A threat to public health, such as multiple cases; 

(ii) Within forty-eight hours after notification is received 
for all other cases; 

(b) Supply case report forms to health care providers for 
purposes of reporting cases or suspected cases of pesticide 
poisoning; 

(c) Document the known environmental, human, and/or 
other variables associated with the case or suspected case of 
pesticide poisoning; 

(d) Report the results of the pesticide investigation to 
the principal health care provider named in the case report 
form and to the local health officer in whose jurisdiction the 
exposure has occurred; 

(e) Provide a monthly report of cases or suspected cases 
of pesticide poisoning to the PIRT panel, as required under 
RCW 70.104.055; and 

(f) Complete case investigations within ninety days 
unless extenuating circumstances or surveillance needs 
require a longer investigation time. 
[Statutory Authority: RCW 43.20.050 and 70.104.055. 92-02-019 (Order 
225B), 8 246-100-217, filed 12/23/91, effective 1/23/92. Statutory 
Authority; RCW 43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 
100-217, filed 12/27/90, effective 1/31/91. Statutory Authority: Chapter 


70.104 RCW. 90-10-036 (Order 049), § 248-100-217, filed 4/26/90, 
effective 5/27/90.] 


WAC 246-100-218 Special condition—Gunshot 
wounds. (1) Pursuant to RCW 43.70.545 (relating to acts of 
violence) the state department of health finds that gunshot 
trauma is a significant public health problem which warrants 
mandatory reporting for purposes of monitoring, assessment, 
and development of prevention strategies. 

(2) Definitions. For the purposes of this section, the 
following words and phrases have the following meanings: 

(a) "Gunshot wound" means any injury caused by the 
projectile of any type gun including, but not limited to, 
rifles, shotguns, handguns, and bb/pellet guns. 

(b) "Reportable gunshot wound" means a gunshot 
wound which results in death or an injury severe enough to 
warrant medical attention at a hospital emergency department 
in Washington state. 

(3) Responsibilities of hospitals. Hospitals shall report 
to the state department of health all gunshot wounds treated 
in their emergency departments, regardless of whether the 
patient is subsequently hospitalized or discharged. Reports 
shall be made on reporting forms furnished by the state 
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department of health, and submitted within thirty days 
following the date of treatment. 

(4) Responsibilities of medical examiners and coroners. 
Coroners and medical examiners shall report all gunshot 
deaths which occur in their jurisdictions. Reports shall be 
made on forms furnished by the state department of health, 
and submitted within sixty days following the date of death. 

(5) Information to be reported. Information items to be 
reported include the following, provided they are routinely 
collected and available at the time of report preparation: 

(a) Victim’s name, gender, date of birth, race, and 
residence (city, state, zip code); 

(b) Shooting date, time, and location; 

(c) Type of gun used; 

(d) Whether the shooting was done by the victim or 
another person; 

(e) Whether the shooting was intentional or unintention- 
al; 

(f) Circumstance (e.g., argument, drive by shooting, 
other crime-related circumstance); 

(g) Relationship between perpetrator and victim; 

(h) Perpetrator’s age, gender and race; 

(i) Suspected drug or alcohol involvement; 

(j) Anatomic location(s) of gunshot wound(s); 

(k) Whether victim was released to home, admitted to 
hospital, transferred, or died. 

(6) Record security and disclosure. Reports of gunshot 
wounds shall be treated as confidential records consistent 
with the requirements of the Health Care Information Act 
(chapter 70.02 RCW) and WAC 246-100-091. 


[Statutory Authority: RCW 43.70.545. 96-08-028, § 246-100-218, filed 
3/27/96, effective 4/27/96.] 


WAC 246-100-231 Duties of laboratories— 
Submission of specimens by laboratories. (1) The director 
of every medical laboratory shall: 

(a) Submit microbiologic cultures, subcultures, or 
appropriate clinical material as specified in subsection (2) of 
this section to the Washington state public health laboratory 
or other laboratory designated by the state health officer for 
diagnosis, confirmation, or further testing; 

(b) Identify each specimen on a form provided or 
approved by the department including: 

(i) The patient’s name, and, if available, 

(1) Age, sex, date of onset of illness, first and last name 
of principal health care provider. 

(2) When test results indicate possible infection with 
any of the following, laboratory action shall include: 

(a) Brucellosis (Brucella species): Submit suspicious 
subcultures for confirmation and final identification; 

(b) Cholera (Vibrio cholerae): Submit subcultures for 
confirmation and final identification; 

(c) Diphtheria (Corynebacterium diphtheriae): Submit 
subcultures for identification and for toxin study when 
indicated; 

(d) Malaria (Plasmodium species): Laboratories are 
encouraged to submit thick and thin stained smears for 
conformation, final identification, and forwarding for 
international epidemiologic surveillance; 
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(e) Meningococcal infection of blood or spinal fluid 
(Neisseria meningitis): Submit subcultures for confirmation 
and final identification; 

(f) Plague (Yersinia pestis): Submit subcultures or 
appropriate clinical material for confirmation; 

(g) Salmonellosis, including typhoid fever (Salmonella 
species): Submit subcultures for confirmation and sero- 
typing; 

(h) Shigellosis (Shigella species): Submit subcultures 
for confirmation and serotyping; 

(i) Syphilis (Treponema pallidum): Submit reactive or 
weakly reactive serologic specimens for confirmation and 
further definitive testing; 

(j) Mycobacteriosis, including tuberculosis (Mycobacte- 
rium species): Submit subcultures of initial isolates for: 

(i) Mycobacterium tuberculosis, 

(ii) Mycobacterium bovis, and 

(iii) Other mycobacterial species when isolate is 
suspected of causing disease. 

(k) Tularemia (Francisella tularensis): Submit subcul- 
tures or appropriate clinical material for confirmation. 

(3) When clinical impression and epidemiologic circum- 
stances indicate a possible case of botulism, laboratory action 
shall include the following: 

(a) Infant botulism: Submit stool for clostridium 
botulinum identification and toxin typing, 

(b) Food borne botulism: 

(i) Submit serum and stool for C. botulinum identifica- 
tion and toxin typing, and 

(ii) If available, submit suspect foods (ideally in original 
containers). 

(c) Wound botulism: Submit subculture or serum, 
debrided tissue, or swab sample from wound for C. botuli- 
num identification. 

(4) The state health officer may require submission of 
specimens for other infections of public health concern as 
described in WAC 246-100-041. 


[Statutory Authority: RCW 43.20.050, 92-02-019 (Order 225B), 8 246- 
100-231, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 
recodified as § 246-100-231, filed 12/27/90, effective 1/31/91; 88-07-063 
(Order 308), § 248-100-231, filed 3/16/88; 87-11-047 (Order 302), § 248- 
100-231, filed 5/19/87.] 


WAC 246-100-236 Duties of laboratories— 
Reporting of laboratory results indicative of certain 
reportable diseases. (1) By December 31, 1987, medical 
laboratories shall: 

(a) Report each positive culture or other suggestive test 
results to the local health officer by phone, written report, or 
submission of specimen within two working days, unless 
specified otherwise, for: 

(i) Anthrax (Bacillus anthracis), 

(ii) Botulism (Clostridium botulinum), 

(iii) Cholera (Vibrio cholerae), 

(iv) Diphtheria (Corynebacterium diphtheriae) - toxigen- 
ic strains, 

(v) Gonorrhea (Neisseria gonorrhoeae) (report within 
seven days), 

(vi) Measles (rubeola) (measles virus), 

(vii) Plague (Yersinia pestis), 

(viii) Rabies (rabies virus), 

(ix) Brucellosis (Brucella species), 
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(x) Leptospirosis (Leptospira interrogans), 

(xi) Listeria infection of blood or spinal fluid (Listeria 
monocytogenes), 

(xii) Meningococcal infection of blood or spinal fluid 
(N. meningitidis), 

(xiii) Pertussis (Bordetella pertussis), 

(xiv) Salmonellosis (Salmonella species), 

(xv) Shigellosis (Shigella species), and 

(xvi) Hepatitis A (positive anti-HAV IgM), 

(xvii) Mycobacteriosis. 

(b) Send a copy of the state form accompanying 
specimen submitted as required in WAC 246-100-231 or 
identifying information including: 

(i) Type of specimen tested (e.g., serum or sputum), 

(ii) Test result, 

(iii) Name of reporting laboratory, 

(iv) Date of report, 

(v) Name of requesting health care provider or health 
care facility, and 

(vi) Name of patient. 

(2) By December 31, 1987, medical laboratories shall 
report positive cultures or other suggestive test results for 
chlamydial infection (chlamydia trachomatis) to local health 
departments monthly including either: 

(a) Identifying information specified in subsection 
(1)(b)(i-vi) of this section, or 

(b) Aggregate numbers of positive tests including age, 
sex, and site of infection when known. 

(3) Medical laboratories shall label or stamp reports 
appropriately with information indicating "reportable disease" 
and the telephone number of the local health department, if 
such labels or stamps are provided by the local health 
department. 

(4) State and local health officers and health depart- 
ments receiving reports from medical laboratories shall: 

(a) Allow time for the laboratory to notify the principal 
health care provider prior to contact if: 

(1) Delay is unlikely to jeopardize public health, and 

(ii) The laboratory requests a delay. 

(b) Try to contact the principal health care provider and 
discuss circumstances prior to contact of a patient when 
possible. 

(5) By June 1995, medical laboratories performing 
CD4+ (T4) tests or sending specimens for CD4 testing out- 
of-state shall submit to the state HIV/AIDS office monthly 
or quarterly reports on the enumeration of CD44 (T4) 
lymphocyte counts (CD4+ counts) and CD4+ (T4) percents 
of total lymphocytes (CD4+ percents) for specimens submit- 
ted after January 1, 1995, of patients aged thirteen or older 
with CD4+ counts less than two hundred or CD4+ percents 
less than fourteen, Laboratories may, but are not required 
to, exclude information concerning specimens which are 
unrelated to HIV infection or performed in conjunction with 
medical research, but otherwise shall report the following 
information: 

(a) Patient-specific identifier or anonymous code or, if 
authorized by the patient, the patient’s name submitted to the 
laboratory; and 

(b) Name of the patient’s health care provider; and 

(c) Address of patient’s health care provider; and 

(d) CD4+ count (and CD4+ percent if available); and 

(e) Date of CD4+ count or CD4+ percent. 
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{Statutory Authority: RCW 70.24.130. 95-13-037, § 246-100-236, filed 
6/14/95, effective 7/15/95. Statutory Authority: Chapter 70.24 RCW. 93- 
08-036 (Order 354B), § 246-100-236, filed 4/1/93, effective 5/2/93. 
Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), § 246-100- 
236, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), recodified 
as § 246-100-236, filed 12/27/90, effective 1/31/91; 88-07-063 (Order 308), 
§ 248-100-236, filed 3/16/88; 87-11-047 (Order 302), § 248-100-236, filed 
5/19/87.] 


WAC 246-100-241 Duties of laboratories—Duty to 
cooperate with local health departments and the depart- 
ment. (1) Medical laboratories shall: 

(a) Cooperate with local health departments and the 
department in the investigation of an outbreak, suspected 
outbreak, case, suspected case, carrier, or contact of a 
communicable disease or reportable disease or condition, and 

(b) Provide, in a timely manner, any information related 
to the laboratory features of the investigation when requested 
by the local or state health officer. 

(2) A laboratory director may designate responsibility 
for working and cooperating with public health personnel to 
certain laboratory employees as long as designated employ- 
ees are: 

(a) Readily available, and 

(b) Able to provide requested information in a timely 
manner. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-100-241, filed 12/27/90, effective 1/31/91; 87-11-047 (Order 302), 
§ 248-100-241, filed 5/19/87.] 


Chapter 246-110 WAC 


CONTAGIOUS DISEASE—SCHOOL DISTRICTS 
AND DAY CARE CENTERS 


WAC 

246-110-001 Purpose. 

246-110-010 Definition. 

246-110-020 Control of communicable (contagious) disease. 


WAC 246-110-001 Purpose. The following regula- 
tions are adopted by the board of health for the purpose of 
governing the presence on or about any school or day care 
center premises of susceptible persons who have, or have 


been exposed to, a communicable disease. These regulations : 


are in addition to other requirements imposed by chapter 
246-100 WAC. 

In furtherance of the purpose and intent of the law and 
these regulations, it is recommended that parents of students 
whose medical supervision seems inadequate should be 
encouraged to obtain the services of a physician for the 
child. When the economic situation warrants, the parents 
should be guided to the appropriate source of community- 
sponsored medical care. These regulations are not intended 
to imply that any diagnosis or treatment will be performed 
by school or day care center personnel. 


{Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), $ 246- 
110-001, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 
recodified as § 246-110-001, filed 12/27/90, effective 1/31/91; 90-21-056 
(Order 095), § 248-101-011, filed 10/15/90, effective 10/15/90.] 


WAC 246-110-010 Definition. As used in this 
portion of these regulations, these terms shall mean: 
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(1) "Contact" means a person exposed to an infected 
person, animal, or contaminated environment which might 
provide an opportunity to acquire the infection. 

(2) "Exposure" means such association with a person or 
animal in the infectious stage of a disease, or with a contam- 
inated environment, as to provide the opportunity to acquire 
the infection. 

(3) "Susceptible" means a person who does not possess 
sufficient resistance, whether natural or induced, to a 
pathogenic agent or disease to prevent contracting that 
disease when exposed thereto. 

(4) "Communicable disease (contagious disease)" means 
an illness caused by an infectious agent which can be 
transmitted from one person, animal, or object to another 
person by direct or indirect means including transmission via 
an intermediate host or vector, food, water, or air. Commu- 
nicable (contagious) diseases include, but are not limited to: 

(a) Chickenpox 

(b) Conjunctivitis (bacterial) 

(c) Diphtheria 

(d) Giardiasis 

(e) Hepatitis A 

(f) Invasive Haemophilus influenza disease (excluding 
otitis media) 

(g) Measles 

(h) Meningitis (bacterial) 

(1) Mumps 

(j) Pediculosis 

(k) Pertussis 

(1) Rubella 

(m) Salmonellosis 

(n) Shigellosis 

(o) Tuberculosis 

(5) "School" means each building, facility, and location 
at or within which any or all portions of a preschool, 
kindergarten and grades one through twelve program of 
education and related activities are conducted for two or 
more children by or in behalf of any public school district 
and by or in behalf of any private school or private institu- 
tion subject to approval by the state board of education. 

(6) "Day care center" means an agency which regularly 
provides care for a group of children for periods of less than 
twenty-four hours and is licensed pursuant to chapter 74.15 
RCW. 

(7) "Outbreak" means the occurrence of cases of a 
disease or condition in any area over a given period of time 
in excess of the expected number of cases. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as 8 246-110-010, filed 12/27/90, effective 1/31/91; 90-21-056 (Order 095), 
§ 248-101-021, filed 10/15/90, effective 10/15/90.] 


WAC 246-110-020 Control of communicable 
(contagious) disease. (1) When there is an outbreak. of a 
contagious disease, as defined in WAC 246-110-010, such 
that there is the potential for a case or cases within a school 
or day care center, the local health officer, if appropriate, 
after consultation with the secretary of health or designee 
shall take all medically appropriate actions deemed to be 
necessary to control or eliminate the spread of the disease, 
including, but not limited to: 
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(a) Closing the affected school(s) or day care center(s), 
or part(s) thereof; 

(b) Closing other schools or day care centers in the local 
health officer’s jurisdiction; 

(c) Causing the cessation of selected school or day care 
center activities or functions; 

(d) Excluding from schools or day care centers in the 
local health officer’s jurisdiction any students, staff, and 
volunteers who are infected with, or deemed to be suscepti- 
ble to, the disease. 

(2) Prior to taking action the health officer shall: 

(a) Consult with and discuss the ramifications of action 
with the superintendent of the school district, or the chief 
administrator of the day care center or their designees on the 
proposed action; and 

(b) Provide the board of directors and the superintendent 
of the school district or the chief administrator of the day 
care center a written decision in the form and substance of 
an order directing them to take action; 

(3) Where these actions have been taken, the local 
health officer shall, in addition: 

(a) Set the terms and conditions permitting schools or 
day care centers to reopen; activities and functions to 
resume; and excluded students, staff and volunteers to be 
readmitted; and 

(b) Pursue, in consultation with the secretary of health 
or designee and school and/or day care officials, the investi- 
gation of the source of disease, or order those actions 
necessary to the ultimate control of the disease. 


[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), $ 246- 
110-020, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 
recodified as § 246-110-020, filed 12/27/90, effective 1/31/91; 90-21-056 
(Order 095), § 248-101-221, filed 10/15/90, effective 10/15/90.] 


Chapter 246-130 WAC 


HUMAN IMMUNODEFICIENCY VIRUS (HIV) 
INFECTION INTERVENTIONS 


WAC 

246-130-001 Purpose. 

246-130-010 Definitions. 

246-130-020 Early intervention services. 
246-130-030 Reimbursements. 

246-130-040 Financial eligibility. 

246-130-060 Medical and financial information. 
246-130-070 Participation. 


DISPOSITION OF SECTIONS FORMERLY 
CODIFIED IN THIS CHAPTER 


246-130-050 Transfer of resources without adequate consideration. 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 
121), recodified as $ 246-130-050, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 43.70.120. 90- 
17-087 (Order 071), $ 248-168-050, filed 8/17/90, effec- 
tive 9/17/90. Statutory Authority: RCW 43.20A.550. 87- 
22-012 (Order 2549), § 248-168-050, filed 10/26/87.] 
Repealed by 95-23-018, filed 11/7/95, effective 12/8/95. 
Statutory Authority: RCW 43.70.040 and 43.70.120. 


WAC 246-130-001 Purpose. The department shall 
administer federal and state funds appropriated to assist 
eligible persons with HIV infection to access early interven- 
tion services. 
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[Statutory Authority: RCW 43.70.040 and 43.70.120. 95-23-018, § 246- 
130-001, filed 11/7/95, effective 12/8/95. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246-130-001, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 43.70.120. 90-17- 
087 (Order 071), 8 248-168-010, filed 8/17/90, effective 9/17/90. Statutory 
Authority: RCW 43.204.550. 87-22-012 (Order 2549), $ 248-168-010, 
filed 10/26/87.] 


WAC 246-130-010 Definitions. The following words 
and phrases have the following meaning in chapter 246-130 
WAC unless the context clearly indicates otherwise: 

" AIDS" means acquired immunodeficiency syndrome. 

"APDP" means HIV/AIDS prescription drug program. 

"Department" or "DOH" means the Washington state 
department of health. 

"Early intervention services" means personal health 
services and behavioral risk reduction interventions 
codelivered with these services that reduce the rate of pro- 
gression of HIV infection and reduce HIV transmission. 

"HIP" means the HIV intervention program. 

"HIV" means human immunodeficiency virus. 

"Participation" means the amount of cost borne by the 
eligible client. 

"Personal health services" mean clinical interventions 
and treatments, including but not limited to medications, that 
are delivered to individuals and are intended to reduce 
morbidity and mortality. 

[Statutory Authority; RCW 43.70.040 and 43.70.120. 95-23-018, $ 246- 
130-010, filed 11/7/95, effective 12/8/95. Statutory Authority: RCW 
43.70.120. 92-02-018 (Order 224), 8 246-130-010, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-130-010, filed 12/27/90, effective 1/31/91. Statutory 


Authority: RCW 43.70.120. 90-17-087 (Order 071), § 248-168-015, filed 
8/17/90, effective 9/17/90.] 


WAC 246-130-020 Early intervention services. To 

the extent federal or state funds are appropriated for the 
purpose of providing services through HIP or APDP, the 
department shall contract with participating pharmacies, other 
health care providers, or social service providers for the 
delivery of early intervention services. 
[Statutory Authority: RCW 43.70.040 and 43.70.120. 95-23-018, 8 246- 
130-020, filed 11/7/95, effective 12/8/95. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246-130-020, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 43.70.120. 90-17- 
087 (Order 071), § 248-168-020, filed 8/17/90, effective 9/17/90. Statutory 
Authority: RCW 43.20A.550. 87-22-012 (Order 2549), $ 248-168-020, 
filed 10/26/87.] 


WAC 246-130-030 Reimbursements. The depart- 

ment will make reimbursement to contracted providers to 
provide early intervention services to eligible persons. The 
department shall produce a schedule of reimbursement for all 
services covered on a fee-for-service basis that shall be 
applicable to all contracted providers. 
[Statutory Authority: RCW 43.70.040 and 43.70.120. 95-23-018, 5 246- 
130-030, filed 11/7/95, effective 12/8/95. Statutory Authority: RCW 
43.70.120, 92-02-018 (Order 224), § 246-130-030, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-130-030, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 43.70,120. 90-17-087 (Order 071), § 248-168-030, filed 
8/17/90, effective 9/17/90. Statutory Authority: RCW 43.20А.550. 87-22- 
012 (Order 2549), § 248-168-030, filed 10/26/87.] 
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WAC 246-130-040 Financial eligibility. The 
department shall provide early intervention services for 
persons with HIV infection, including those persons with 
disabling AIDS conditions, who meet financial eligibility 
requirements established by the department and who are not 
receiving similar services funded by other resources. Prior 
to their application, the department shall publish and seek 
public comment upon the process and criteria for establish- 
ing medical and financial eligibility for early intervention 
services. The department shall provide for public involve- 
ment in establishing and periodically reviewing these criteria, 
including seeking input from clients and providers of early 
intervention services. 

The following exemptions shall not be considered in 
determining financial eligibility for early intervention 
services: 

(1) A home, defined as real property owned by an 
eligible client as a principal place of residence, together with 
the property surrounding and contiguous thereto not to 
exceed five acres; 

(2) Commercial property, or property used for the 
purpose of producing income, except to the extent that its 
value exceeds the sum of twenty thousand dollars; 

(3) Household furnishings; 

(4) An automobile; 

(5) Savings, property, or other liquid assets, to the 
extent the value thereof does not exceed the sum of ten 
thousand dollars; 

(6) Proceeds whether lump sum or annuities from a 
viatical settlement contract; and 

(7) Accelerated benefits of a life insurance policy 
whether in lump sum or annuities. 

[Statutory Authority: RCW 43.70.040 and 43.70.120. 95-23-018, $ 246- 
130-040, filed 11/7/95, effective 12/8/95. Statutory Authority: RCW 
43.70.120. 92-02-018 (Order 224), 5 246-130-040, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-130-040, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 43.70.120. 90-17-087 (Order 071), § 248-168-040, filed 


8/17/90, effective 9/17/90. Statutory Authority: RCW 43.20А.550. 87-22- 
012 (Order 2549), $ 248-168-040, filed 10/26/87.] 


WAC 246-130-060 Medical and financial informa- 
tion. An individual seeking early intervention services shall 
provide medical and financial information upon request of 
the department including: 

(1) Sources and amounts of resources to verify financial 
eligibility; i 

(2) Evidence that all other available resources or 
entitlements for which a person is eligible were accessed 
before a person could receive early intervention services 
through HIP or APDP; and 

(3) Other medical or financial information as required 
by the department. 

[Statutory Authority: RCW 43.70.040 and 43.70.120. 95-23-018, § 246- 
130-060, filed 11/7/95, effective 12/8/95. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246-130-060, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 43.70.120. 90-17- 
087 (Order 071), § 248-168-060, filed 8/17/90, effective 9/17/90. Statutory 


Authority: RCW 43.20A.550. 87-22-012 (Order 2549), § 248-168-060, 
filed 10/26/87. 


WAC 246-130-070 Participation. Eligible clients 
may be responsible for paying part of the cost of early 
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intervention services received according to participation 
standards established by the department. 


[Statutory Authority: RCW 43.70.040 and 43.70.120. 95-23-018, 5 246- 
130-070, filed 11/7/95, effective 12/8/95. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246-130-070, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 43.70.120. 90-17- 
087 (Order 071), § 248-168-070, filed 8/17/90, effective 9/17/90.] 


Chapter 246-170 WAC 


TUBERCULOSIS—PREVENTION, TREATMENT, 
AND CONTROL 


WAC 

246-170-002 
246-170-011 
246-170-021 
246-170-031 
246-170-035 


Findings and purpose. 

Definitions. 

Responsibility of local health officers. 

Local health department responsibilities. 

Tuberculin skin testing and medication administration 
training. 

Inpatient services requirements. 

Procedures for involuntary testing, treatment, and 
detention. 

Due process proceedings. 

Initiation of testing or treatment. 

Persons already detained, confined, or committed. 


246-170-041 
246-170-051 


246-170-055 
246-170-061 
246-170-065 


DISPOSITION OF SECTIONS FORMERLY 
CODIFIED IN THIS CHAPTER 


Purpose. [Statutory Authority: RCW 70.33.020. 92-02- 
018 (Order 224), § 246-170-001, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as $ 246-170-001, filed 
12/27/90, effective 1/31/91; Order 848, § 248-99-010, filed 
8/23/73.] Repealed by 95-04-035, filed 1/24/95, effective 
1/24/95. Statutory Authority: ESB 6158 and chapter 
70.28 RCW. 

Definitions. [Statutory Authority: RCW 70.33.020. 92- 
02-018 (Order 224), 8 246-170-010, filed 12/23/91, 
effective 1/23/92, Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as $ 246-170-010, filed 
12/27/90, effective 1/31/91; Order 848, $ 248-99-020, filed 
8/23/73.] Repealed by 95-04-035, filed 1/24/95, effective 
1/24/95. Statutory Authority: ESB 6158 and chapter 
70.28 RCW. 

Responsibility of local health officers. [Statutory Authori- 
ty: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-170-020, filed 12/27/90, effective 1/31/91; Order 
848, § 248-99-030, filed 8/23/73.] Repealed by 95-04- 
035, filed 1/24/95, effective 1/24/95. Statutory Authority: 
ESB 6158 and chapter 70.28 RCW. 

Local health department responsibilities. [Statutory 
Authority: RCW 70.33.020. 92-02-018 (Order 224), $ 
246-170-030, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-170-030, filed 12/27/90, effective 
1/31/91; Order 848, § 248-99-040, filed 8/23/73.] Re- 
pealed by 95-04-035, filed 1/24/95, effective 1/24/95. 
Statutory Authority: ESB 6158 and chapter 70.28 RCW. 
Inpatient services. [Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-170-040, filed 
12/27/90, effective 1/31/91; Order 848, § 248-99-050, filed 
8/23/73.] Repealed by 95-04-035, filed 1/24/95, effective 
1/24/95. Statutory Authority: ESB 6158 and chapter 
70.28 RCW. 

Infection control. [Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as $ 246-170-050, filed 
12/27/90, effective 1/31/91; Order 848, § 248-99-060, filed 
8/23/73.] Repealed by 95-04-035, filed 1/24/95, effective 
1/24/95. Statutory Authority: ESB 6158 and chapter 
70.28 RCW. 


246-170-001 


246-170-010 


246-170-020 


246-170-030 


246-170-040 


246-170-050 
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246-170-060 Clinical services. [Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-170-060, filed 
12/27/90, effective 1/31/91; Order 848, § 248-99-070, filed 
8/23/73.] Repealed by 95-04-035, filed 1/24/95, effective 
1/24/95. Statutory Authority: ESB 6158 and chapter 
70.28 RCW. 

246-170-070 Home treatment. [Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-170-070, filed 
12/27/90, effective 1/31/91; Order 848, § 248-99-080, filed 
8/23/73.] Repealed by 95-04-035, filed 1/24/95, effective 
1/24/95. Statutory Authority: ESB 6158 and chapter 
70.28 RCW. 

246-170-080 Case monitoring. [Statutory Authority: RCW 70.33.020. 
92-02-018 (Order 224), § 246-170-080, filed 12/23/91, 
effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-170-080, filed 
12/27/90, effective 1/31/91; Order 138, § 248-99-090, filed 
2/1/77, Order 848, $ 248-99-090, filed 8/23/73.] Repealed 
by 95-04-035, filed 1/24/95, effective 1/24/95. Statutory 
Authority: ESB 6158 and chapter 70.28 RCW. 

246-170-090 Program review. [Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as $ 246-170-090, filed 
12/27/90, effective 1/31/91; Order 848, § 248-99-100, filed 
8/23/73.] Repealed by 95-04-035, filed 1/24/95, effective 
1/24/95. Statutory Authority: ESB 6158 and chapter 
70.28 RCW. 


WAC 246-170-002 Findings and purpose. (1) The 
board of health finds that: 

(a) Pulmonary tuberculosis is a life-threatening airborne 
disease that can be casually transmitted without significant 
interaction with an infectious person. Tuberculosis has 
reemerged as an epidemic disease nationally, and though 
Washington state is not in an epidemic yet, the increasing 
number of cases in Washington state each year clearly 
demonstrate that absent timely and effective public health 
intervention in individual cases, the residents of the state of 
Washington are at risk of being infected by tuberculosis. 

(b) In order to limit the spread of tuberculosis, it is 
essential that individuals who have the disease are diagnosed 
and treated before they infect others. Diagnosis requires a 
variety of methodologies including skin tests, x-rays, and 
laboratory analysis of sputum samples. 

(c) A person with infectious tuberculosis who does not 
voluntarily submit to appropriate testing, treatment, or 
infection control methods poses an unreasonable risk of 
spreading the disease to those who come into the infectious 
person's proximity. 

(d) Although the recommended course of treatment for 
tuberculosis varies somewhat from one individual to another, 
at a minimum, effective treatment requires a long-term 
regimen of multiple drug therapy. Some drugs are effective 
with some individuals but not others. The development of 
the appropriate course of treatment for any one individual 
may require trying different combinations of drugs and 
repeated drug susceptibility testing. The course of treatment 
may require as long as several years to complete. 

(e) A person who begins a course of treatment for 
tuberculosis and fails to follow the recommended course 
through to completion is highly likely to relapse at some 
point into infectious tuberculosis. The person will most 
likely then be infected with what is known as multiple drug 
resistant tuberculosis, which is more virulent, more difficult 
to treat, and more likely to result in fatality. A person who 
is infectious with multiple drug resistant tuberculosis poses 
a significant risk of transmitting multiple drug resistant 
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tuberculosis to other persons, unless appropriate treatment 
and infection control methods are followed. 

(f) Multiple drug resistant tuberculosis is a significant 
element in the epidemic that is being encountered nation- 
wide, and effective public health interventions are necessary 
to prevent that epidemic from developing in or spreading to 
Washington state. 

(2) The following rules are adopted for the purpose of 
establishing standards necessary to protect the public health 
by: 

(a) Assuring the diagnosis, treatment, and prevention of 
tuberculosis; and 

(b) Assuring that the highest priority is given to provid- 
ing appropriate individualized preventive and curative 
treatment in the least restrictive setting. 


[Statutory Authority: ESB 6158 and chapter 70.28 RCW. 95-04-035, § 
246-170-002, filed 1/24/95, effective 1/24/95.] 


WAC 246-170-011 Definitions. Unless the context 
clearly requires otherwise, the definitions in this section 
apply throughout this chapter. 

"Case management" means a comprehensive, ongoing 
identification of needs, including the need for any medical, 
social, educational, or other support services; the develop- 
ment and implementation of a detailed plan of services and 
related activities; use of community linkages; and advocacy 
for the client performed in a prescribed, accountable manner. 

"Confirmed" or "confirmed case" means an individual 
who has a positive bacteriologic culture for Mycobacterium 
tuberculosis complex or a suspected case that shows re- 
sponse to an appropriate course of treatment. 

"Department" means the department of health. 

"Detention" or "detain" means the act of restricting an 
individual's movement by confining the person. 

"Directly observed therapy (DOT)" and "directly 
observed preventive therapy (DOPT)" mean providing oral 
medications to patients and observing ingestion of medica- 
tions by patients. 

"Infected" means an individual who has tubercle bacilli 
as identified by a positive tuberculin skin test, but is not 
capable of transmitting the organism to another person. 

"Infectious" means the stage of disease in which an 
individual transmits viable tuberculosis organisms into the 
air. 

"Inpatient" means health care furnished to an individual 
who has been admitted to a hospital. 

"Outpatient" means health care furnished to an individu- 
al who is not an inpatient. 

"Personal protective equipment" means respirators and 
other equipment as required by the department of labor and 
industries. 

"Prevention" means the interventions that interrupt the 
spread of tuberculosis, either within an individual, within the 
population, or both. 

"Preventive therapy" means either treatment to prevent 
infection in an uninfected person or treatment to prevent 
disease in an infected person. 

"Primary health care provider" means the person who 
assumes the day-to-day medical care of a tuberculosis 
patient. 
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"Suspected case" means an individual with signs or 
symptoms suggestive of tuberculosis disease prior to confir- 
mation. 

"Treatment" means a course of long-term multiple drug 
or other appropriate therapy prescribed for an individual with 
suspected or confirmed disease in accordance with accepted 
medical practice and current applicable national and state 
guidelines, and may include preventive therapy. 

"Tuberculin skin test" means the introduction of purified 
protein derivative (PPD) by the Mantoux method. 

"Tuberculosis community health worker" means an 
unlicensed person trained to perform tuberculin skin testing, 
directly observed therapy, and directly observed preventive 
therapy and working pursuant to chapter 70.28 RCW as part 
of a program established by a state or local health officer to 
control tuberculosis. 


[Statutory Authority: ESB 6158 and chapter 70.28 RCW. 95-04-035, 8 
246-170-011, filed 1/24/95, effective 1/24/95.] 


WAC 246-170-021 Responsibility of local health 
officers. Each county, city-county and district health officer 
is responsible for the control of tuberculosis within a 
jurisdiction. Each health officer shall act as or shall desig- 
nate a physician to act as tuberculosis control officer. This 
individual shall coordinate all aspects of the prevention, 
treatment, and control program. 


[Statutory Authority: ESB 6158 and chapter 70.28 RCW. 95-04-035, 8 
246-170-021, filed 1/24/95, effective 1/24/95.] 


WAC 246-170-031 Local health department respon- 
sibilities. (1) Each local health department shall assure the 
provision of a comprehensive program for the prevention, 
treatment, and control of tuberculosis. Services shall 
include: 

(a) Prevention and screening, with emphasis on screen- 
ing of high risk populations; 

(b) Diagnosis and monitoring, including laboratory and 
radiology; 

(c) Individualized treatment planning consistent with 
American Thoracic Society/Centers for Disease Control and 
Prevention statements based on the least restrictive measures 
necessary to assure appropriate treatment; and 

(d) Case management. 

(2) In the absence of third party reimbursement, the 
local health department shall assure the provision of inpatient 
or outpatient care, including DOT/DOPT and case manage- 
ment. 

(3) Bach local health department shall maintain a 
register of all diagnosed or suspected cases of tuberculosis. 
In addition, each local health department shall also maintain 
a register of individuals to whom that health department is 
providing preventive therapy. Quarterly status reports on 
suspected and diagnosed cases shall be furnished to the 
department of health tuberculosis control program. 

(4) A physician knowledgeable in the diagnosis and 
treatment of tuberculosis approved by the department shall 
be available to provide review of diagnoses, plans of 
management and, if appropriate, discharge from inpatient 
facilities. 

(5) Sufficient nursing, clerical, and other appropriate 
personnel shall be provided to furnish supervision of 
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preventive and outpatient treatment, surveillance, suspect 
evaluation, epidemiologic investigation, and contact workup. 


[Statutory Authority: ESB 6158 and chapter 70.28 RCW. 95-04-035, $ 
246-170-031, filed 1/24/95, effective 1/24/05.] 


WAC 246-170-035  Tuberculin skin testing and 
medication administration training. The department shall 
make available a course to be used by the state tuberculosis 
control program or local health departments to train tubercu- 
losis community health workers. 

This course shall include, but not be limited to: 

(1) Tuberculosis infection and disease, including 
prevention, transmission, pathogenesis, diagnosis and 
treatment; 

(2) The administration, reading, and interpretation of the 
Mantoux tuberculin skin test; 

(3) The performance of oral directly observed therapy 
and directly observed preventive therapy; 

(4) Adverse reactions to tuberculosis medications and 
how to monitor patients for adverse reactions; 

(5) Appropriate referral mechanisms for positive skin 
tests, adverse reactions, or other medical needs; 

(6) Personal health and safety requirements including 
the use of personal protective equipment. 


[Statutory Authority: ESB 6158 and chapter 70.28 RCW. 94-20-080, 8 
246-170-035, filed 10/4/94, effective 11/4/94.] 


WAC 246-170-041 Inpatient services requirements. 
(1) Inpatient services to infectious or suspected cases shall 
be provided in hospitals or hospital units of correctional 
facilities. These facilities shall meet infection control 
program requirements pursuant to WAC 246-318-035, and 
shall provide: 

(a) A single-patient room consistent with the guidelines 
set forth in the 1994 CDC Guidelines For Preventing the 
Transmission of Tuberculosis in Health Care Facilities, or 
as hereafter amended. Copies of these guidelines are 
available from the Washington state department of health, 
TB control program; 

(b) Medical, nursing, laboratory, radiology, pharmacy, 
patient education, and social services; 

(c) Discharge conferences involving at least the current 
primary provider, a local health department representative, 
and transferring and receiving facility representatives. 

(2) Suspected and infectious cases may be housed and 
treated in other settings not meeting the requirements of this 
section only as approved by the local health officer. 


[Statutory Authority: ESB 6158 and chapter 70.28 RCW. 95-04-035, 8 
246-170-041, filed 1/24/95, effective 1/24/95.] 


WAC 246-170-051 Procedures for involuntary 
testing, treatment, and detention. (1) A local health . 
officer shall make reasonable efforts to obtain voluntary 
compliance with requests for examination, testing, and 
treatment prior to initiating the procedures for involuntary 
detention. 

(2) If the local health officer has reason to believe that: 

(a) A person is a suspected case, and that the person has 
failed to comply with a documented request from a health 
care practitioner or the local health officer to submit to 
examination and testing; 
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(b) A person with confirmed tuberculosis is failing to 
comply with an individual treatment plan approved by the 
local health officer; 

(c) A person who is either a suspected or confirmed 
case and is failing to comply with infection control directives 
issued by the local health officer; or 

(d) A person is a suspected or confirmed case of 
tuberculosis based upon generally accepted standards of 
medical and public health science. A local health officer 
shall investigate and evaluate the factual basis supporting his 
or her "reason to believe"; 
then the health officer may detain the person, cause the 
person to be detained by written order, or petition the 
superior court ex parte for an order to take the person into 
emergency detention for testing or treatment, or both. The 
period of detention shall not exceed seventy-two hours, 
excluding weekends and holidays. 

(3) At the time of detention the person detained shall be 
given the following written notice: 

NOTICE: You have the right to a superior court hearing 
within seventy-two hours of detention, excluding holidays 
and weekends. You have the right to legal counsel. If you 
are unable to afford legal counsel, then counsel will be 
appointed for you at government expense and you should 
request the appointment of counsel at this time. If you 
currently have legal counsel, then you have an opportunity 
to contact that counsel for assistance. 

You have a right to contest the facts alleged against 
you, to cross-examine witnesses, and to present evidence and 
witnesses on your behalf. 

You have a right to appeal any decision made by the 
court. 

You may be given appropriate TB medications only on 
your informed consent, or pursuant to a court order. 

(4) If a person is involuntarily detained under this 
section, within one judicial day of initial detention, the local 
health officer shall file with the superior court in the county 
of detention a petition for detention. A petition filed under 
this section shall specify: 

(a) The basis for the local health officer's belief that the 
respondent is either a suspected or confirmed case; including 
the name, address and phone numbers of whom the health 
officer expects to testify in support of the petition for 
detention and identification of any and all medical tests and 
records relied upon by the local health officer; 

(b) The specific actions taken by the local health officer 
to obtain voluntary compliance by the respondent with 
recommended examination and testing or treatment, as the 
case may be; 

(c) The nature and duration of further detention or other 
court-ordered action that the local health officer believes is 
necessary in order to assure that the respondent is appropri- 
ately tested or treated; 

(d) The basis for believing that further detention or 
other court-ordered action is necessary to protect the public 
health; and 

(e) Other information the local health officer believes is 
pertinent to the proper resolution of the petition. 

(5) Service on respondent. The health officer shall 
serve a copy of the petition on the individual named therein 
at the time of the detention. If the person informs the health 
officer that he or she is represented by legal counsel, service 
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on such counsel shall be made by delivering a copy of the 
petition to the attorney's office no later than the time of 
filing the petition with the superior court. 


[Statutory Authority: ESB 6158 and chapter 70.28 RCW. 95-04-035, § 
246-170-051, filed 1/24/95, effective 1/24/95.] 


> WAC 246-170-055 Due process proceedings. (1) A 
hearing on the petition for detention filed under WAC 246- 
170-051 shall be conducted in superior court within seventy- 
two hours after initial detention, excluding weekends and 
holidays. The local health officer shall have the burden of 
proving the allegations set forth in the petition by a prepon- 
derance of the evidence. The person named in the petition 
shall have the right to cross-examine witnesses, present 
evidence, and be represented by an attorney at any hearing 
held on the petition. If the person is indigent and requests 
appointment of legal counsel, legal counsel shall be appoint- 
ed at public expense at least twenty-four hours prior to the 
superior court hearing. 

(2) At the conclusion of the hearing, the court shall 
consider the evidence, the action taken by the health officer 
to secure voluntary compliance by the patient, and the 
purpose and intent of the public health laws, including this 
chapter, and may take one of the following actions: 

(a) If the court finds that the respondent is a-suspected 
case, the court may enter an order requiring that the person 
be subjected to further examination, testing, and treatment as 
specified in the court's order. If the court finds that further 
detention of the respondent is necessary in order to assure 
that the examination, testing, and treatment occurs, or to 
protect the public health the court may order that the 
respondent be detained for an additional period not to exceed 
forty-five days. The results of testing conducted under this 
chapter shall be provided to the court and the person 
detained or his or her legal counsel as soon as they are 
available to the local health officer. The court may then 
conduct an additional hearing to determine whether the 
person is a confirmed case and, if so, whether further 
measures are necessary to protect the public health pursuant 
to (b) or (c) of this subsection. 

(b) If the court finds that the person is a confirmed case, 
that further measures less restrictive than detention of the 
respondent are necessary to assure that appropriate treatment 
is implemented and that imposition of less restrictive 
measures will be sufficient to protect the public health, the 
court may enter an order setting forth such measures and 
ordering the respondent to comply with the measures. 

(c) If the court finds that the person is a confirmed case, 
that further detention of the respondent is necessary to 
protect the public health, and that imposition of less restric- 
tive measures will not be sufficient to protect the public 
health, the court may order that the respondent be detained 
and treated for an additional period not to exceed forty-five 
days. 

(d) If the court finds that there is insufficient evidence 
to support the petition for detention, then the court shall 
immediately release the person detained. 

(3) A person detained under this chapter may be 
released prior to the expiration of the court-ordered detention 
if the health officer or the court finds that less restrictive 
measures are sufficient to protect the public health. The 
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court may impose such conditions on the release of the 
person as the court finds are necessary to protect the public 
health. A person detained under this chapter may also 
petition the court for release based upon new evidence or a 
change in circumstances. 

(4) The court may extend a period of court-ordered 
detention for additional periods not to exceed one hundred 
eighty days each following a hearing as described in WAC 
246-170-051 and this section, if the court finds that the 
requirements of subsection (2)(a), (b), or (c) of this section 
have been met and if the court finds that further detention is 
necessary to assure that appropriate treatment is implement- 
ed, and that imposition of less restrictive measures are not 
sufficient to protect the public health. As an alternative to 
extending the period of detention, if the court finds after 
hearing that further measures less restrictive than detention 
are necessary to assure that appropriate treatment is contin- 
ued, and that imposition of less restrictive measures will be 
sufficient to protect the public health, the court may enter an 
order setting forth the measures and ordering the respondent 
to comply. 

(5) In the event that a person has been released from 
detention prior to completion of the prescribed course of 
treatment and fails to comply with the prescribed course of 
treatment, the health officer where that individual is found 
may detain that person, and any court having jurisdiction of 
the person may order the person detained for an additional 
period or periods, not to exceed one hundred eighty days 
each, as the court finds necessary to protect the public 
health. 

(6) If a person has been detained in a county other than 
the county in which the court that originally ordered the 
detention is located, venue of the proceedings may remain in 
the original county, or may be transferred to the county of 
detention. Change in venue may be sought either by the 
local health officer in the original county or in the county of 
detention, or by the person detained. Except as otherwise 
agreed between the original health officer and the health 
officer in the county of detention, the original health officer 
retains jurisdiction over the detained person, including 
financial responsibility for costs incurred in implementing 
and continuing the detention. 

(7) Court orders entered under this chapter shall be 
entered only after a hearing at which the respondent is 
accorded the same rights as at the initial hearing on the 
petition for detention. 

(8)(a) When a court order for detention is issued, the 
transporting law enforcement agency and the receiving 
facility shall be informed of the infectious TB status of the 
person for disease control and the protection of the health of 
the staff, other offenders and the public. Such information 
shall be made available prior to the transport. 

(b) Whenever disclosure is made pursuant to this 
subsection, it shall be accompanied by a statement in writing 


which includes the following or substantially similar lan- . 


guage: "This information has been disclosed to you from 
records whose confidentiality is protected by state law. State 
law prohibits you from making any further disclosure of it 
except as authorized by state law." 

(c) Transporting agencies and/or receiving facilities shall 
establish and implement policies and procedures that 
maintain confidentiality related to the detained person’s 
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medical information as defined in this subsection and state 
law. 


{Statutory Authority: ESB 6158 and chapter 70.28 RCW. 95-04-035, § 
246-170-055, filed 1/24/95, effective 1/24/95.] 


WAC 246-170-061 Initiation of testing or treatment. 
If a person has been detained under WAC 246-170-051 or 
246-170-055, the health officer may begin testing or treat- 
ment, with informed consent, or pursuant to a court order as 
appropriate, pending the hearing required under WAC 246- 
170-055. 


[Statutory Authority: ESB 6158 and chapter 70.28 RCW. 95-04-035, $ 
246-170-061, filed 1/24/95, effective 1/24/95.] 


WAC 246-170-065 Persons already detained, 
confined, or committed. (1) The provisions of WAC 246- 
170-051 through 246-170-061 do not apply to persons who 
have been lawfully detained, confined, or committed to the 
custody of a penal institution, a mental health facility, or 
another public or private institution. The person in charge 
of such facility or his or her designee shall report to the 
local health officer the names of persons in custody who are 
either a suspected or confirmed case. The report shall 
include information indicating the date upon which the 
person is to be released from the facility, if known, and if no 
specific release date has been determined, the earliest date 
upon which release is likely to occur. A person in custody 
may be ordered to undergo examination and testing or 
treatment, as appropriate, by the person in charge of the 
facility or designee, subject to such constitutional or other 
requirements as may be applicable. 

(2) The person in charge of a custodial facility shall 
notify the local health officer and the department of the 
release of a person who is at the time of release reasonably 
believed to be either a suspected or confirmed case. The 
notice shall be given to the local health officer where the 
facility is located and to the local health officer having 
jurisdiction over the place to which the person is being 
released, if known. The notice shall be given as early as is 
practical, but in no event later than the time of the actual 
release. 


[Statutory Authority: ESB 6158 and chapter 70.28 RCW. 95-04-035, 8 
246-170-065, filed 1/24/95, effective 1/24/95.] 


Chapter 246-171 WAC 
TUBERCULOSIS—FINANCIAL RESPONSIBILITY 


WAC 

246-171-010 Definitions. 

246-171-020 Statement of financial resources. 

246-171-030 Statement of financial resources— Cooperation in ob- 
taining information. 

246-171-040 Statement of financial resources—Emergencies. 

246-171-050 Financial ability—Determination. 

246-171-060 Financial ability—Forms. 

246-171-070 Financial ability—Review of financial ability. 

246-171-080 Financial ability—Standards generally. 

246-171-090 Financial ability—Inability to pay. 

246-171-100 Financial ability—Specific minimum standards. 

246-171-110 Payment by patient. 

246-171-120 Liability of estate. 

246-171-130 Statement of costs. 

246-171-140 Payment by county. 
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WAC 246-171-010 Definitions. (1) "Tuberculosis 
facility" shall mean any hospital, sanatorium or other facility 
maintained by a county for the in-patient care of persons 
suffering from infection or suspected infection with Myco- 
bacterium tuberculosis. 

(2) "Local health department" shall mean the health 
department which provides public health services for 
tuberculosis control to persons within the jurisdictional area. 

(3) “Local health officer" shall mean the legally quali- 
fied physician who has been appointed as the health officer 
for the city, town, county or district health department or his 
appointed tuberculosis control officer. 

(4) "Department" shall mean the Washington state 
department of health. 

(5) "Medical director" shall mean the director of the 
tuberculosis facility. 

(6) "Responsible person" shall mean those responsible 
for the support of a patient in the following order: 

(a) The spouse of the patient. 

(b) The parents of a minor patient. 

(c) The children of the patient where they have assumed 
the responsibility for the support of the patient. 

(d) The guardian or legal representative of the patient. 

(7) "Cost of care" of a hospitalized tuberculosis patient 
is all reasonable cost of services as computed by procedures 
and methods for determining reasonable cost necessary under 
provisions of the Health Insurance for the Aged Act of 1965 
as amended. 

(8) "Current income" shall be that monthly cash which 
the patient or his family earns during the time of hospitaliza- 
tion through wages, profits from business, dividends, interest, 
sick pay and benefits derived from health and accident 
insurance collectible as a result of illness and confinement in 
the tuberculosis facility. Funds derived from the liquidation 
of capital assets or withdrawal from savings may be used to 
supplement current income to the extent that such assets and 
savings exceed the exempt amount as specified in these 
regulations. 

(9) "Admission" shall mean the entry of a patient into 
a tuberculosis facility and the completion of all necessary 
admission records to include financial data. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as $ 246-171-010, filed 12/27/90, effective 1/31/91; Order 31, $ 
248-118-010, filed 8/18/69.] 


WAC 246-171-020 Statement of financial resources. 
Prior to admission as a patient to a tuberculosis facility, 
every patient, or the person responsible under the laws of the 
state of Washington for his support, shall provide the local 
health officer of the county of his residence a statement of 
his financial resources, holdings and obligations upon forms 
provided by the department. Said forms shall be in dupli- 
cate, one copy to be furnished to the tuberculosis facility, 
and one copy to be furnished to the local health officer: 
Provided, 'That no individual need provide any health official 
or tuberculosis facility a statement of his financial resources, 
holdings or obligations if he agrees to pay, and subsequently 
does pay that portion of the cost of hospitalization remaining 
after deducting all costs legitimately due from medical or 
hospital or health insurance, medicare, or other similar 
legitimate applicable prepaid health care or insurance type 
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resources: Provided further, 'That such individual is free to 
leave said tuberculosis facility at any time at his own 
discretion, with or without a medical discharge, but in no 
such instance will the hospital or sanatorium, nor physician 
nor nurse, be liable for any damages accruing from his ill 
health due to tuberculosis or complications thereof: Provid- 
ed further, That an individual whose sputum, gastric contents 
or other bodily discharges are demonstrated to contain 
pathogenic Mycobacterium organisms, and who because of 
this is quarantined to protect others from the disease, shall 
not be liable for the cost of such hospitalization beyond that 
received from medical or health or hospital insurance, 
medicare or similar legitimate, applicable prepaid health care 
or insurance resources. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 


as $ 246-171-020, filed 12/27/90, effective 1/31/91; Order 31, $ 248-118- 
020, filed 8/18/69.] 


WAC 246-171-030 Statement of financial resourc- 
es—Cooperation in obtaining information. Local health 
officers may have the assistance of the director of the 
tuberculosis facility, when necessary, in obtaining a state- 
ment of the patient's financial resources, holdings and 
obligations. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 


as § 246-171-030, filed 12/27/90, effective 1/31/91; Order 31, § 248-118- 
021, filed 8/18/69.] 


WAC 246-171-040 Statement of financial resourc- 
es—Emergencies. If a patient must be admitted to the 
tuberculosis facility at night or on a holiday or weekend or 
as an emergency the statement shall be obtained as soon as 
practicable following admission. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 


as § 246-171-040, filed 12/27/90, effective 1/31/91; Order 31, § 248-118- 
022, filed 8/18/69.] 


WAC 246-171-050 Financial ability—Determina- 
tion. Upon the filing of a financial statement as provided 
for under WAC 246-171-020 through 246-171-040, it shall 
be the duty of the local health officer to determine the 
financial ability of such patient, or the person responsible 
therefor, to contribute in whole or in part to the cost of care 
in such facility. 

[Statutory Authority: RCW 70.33.020 and 70.30.072. 92-02-018 (Order 
224), 8 246-171-050, filed 12/23/91, effective 1/23/92. Statutory Authority: 


RCW 43.70.040. 91-02-049 (Order 121), recodified as 5 246-171-050, filed 
12/27/90, effective 1/31/91; Order 31, § 248-118-030, filed 8/18/69.] 


WAC 246-171-060 Financial ability—Forms. In 
determining the financial responsibility of a patient, or the 
responsible person, it shall be the duty of the local health 
officer to complete the forms provided by the department. 
Said forms shall be made in triplicate, one copy to be 
furnished to the tuberculosis facility, one copy to be fur- 
nished to the department, and one to be retained by the local 
health officer. 


(Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-171-060, filed 12/27/90, effective 1/31/91; Order 31, § 248-118- 
040, filed 8/18/69.] 
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WAC 246-171-070 Financial ability—Review of 
financial ability. The determination of financial ability to 
pay shall be reviewed at the patient’s request or in the event 
that information of a substantial change in the patient’s or 
responsible person’s ability to pay should come to the 
attention of the health officer. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 


as § 246-171-070, filed 12/27/90, effective 1/31/91; Order 31, § 248-118- 
050, filed 8/18/69.] 


WAC 246-171-080 Financial ability—Standards 
generally. The patient or responsible person shall be 
charged that portion of the cost of care which he can pay 
from any and all sources of current income and capital 
available to him which is deemed to be in excess of his 
requirements to maintain the family standard of living at a 
level equal to that which existed prior to the patient’s. entry 
into the tuberculosis facility. In all cases, health insurance 
benefits accruing to the patient as a result of his hospitaliza- 
tion for tuberculosis shall be considered to be income in 
excess of that needed to maintain the family standard of 
living. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 


as § 246-171-080, filed 12/27/90, effective 1/31/91; Order 31, § 248-118- 
060, filed 8/18/69.] 


WAC 246-171-090 Financial ability—Inability to 
pay. Ifa patient or the responsible person is, in whole or in 
part, provided support by the Washington state department 
of public assistance, he shall be considered unable to pay 
any part of the cost of care. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as $ 246-171-090, filed 12/27/90, effective 1/31/91; Order 31, § 248-118- 
061, filed 8/18/69.] 


WAC 246-171-100 Financial ability—Specific 
minimum standards. A patient, or the person responsible 
therefor, shall not be required to contribute to the cost of his 
hospital care to the extent that such contribution would 
require any of the following steps: 

(1) Lowering of normal living expenditures from their 
level prior to hospitalization. 

(2) Endangering the title to a home, furnishings, or 
automobile. 

(3) Employment of any dependent not employed prior 
to the beginning of the patient's hospitalization. 

(4) Depletion of hospitalization insurance benefits 
available to dependents. 

(5) Depletion of real property holdings; or depletion of 
cash savings or securities below the value at which such 
assets would yield, at five percent per annum, a prescribed 
percentage of the current total annual living expense. The 
total annual living expense shall be figured at twelve times 
the monthly total family needs as determined on the forms 
provided by the department. The percentage shall be 
prescribed as follows: One hundred percent if either the 
patient or the responsible person is sixty years of age or 
older; sixty percent if the patient or responsible person is at 
least fifty but not more than fifty-nine years; thirty percent 
if he is at least forty but not more than forty-nine years; and 
ten percent if he is less than forty years of age. 
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(6) Reducing the patient's assets below the amount that 
would be allowed as an award in lieu of homestead pursuant 
to RCW 11.52.010. 

(7) Shortening of hospital stay to less than that neces- 
sary for adequate treatment. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 


as § 246-171-100, filed 12/27/90, effective 1/31/91; Order 31, § 248-118- 
070, filed 8/18/69.] 


WAC 246-171-110 Payment by patient. The patient, 
or the responsible person shall, upon a determination by the 
local health officer that he is capable of contributing to the 
cost of his hospitalization, pay to the sanatorium the amount 
determined by the local health officer who shall be informed 
of the payment on a monthly basis. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 


as $ 246-171-110, filed 12/27/90, effective 1/31/91; Order 31, 8 248-118- 
080, filed 8/18/69.] 


WAC 246-171-120 Liability of estate. The unpaid 
portion of any patient's share of charges for hospitalization 
shall be a liability of the estate which, while there is a 
surviving spouse, shall be considered as capital assets of the 
responsible person and subject to depletion according to 
WAC 246-171-100(5). 

[Statutory Authority: RCW 70.33.020 and 70.30.072. 92-02-018 (Order 
224), 8 246-171-120, filed 12/23/91, effective 1/23/92. Statutory Authority: 


RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-171-120, filed 
12/27/90, effective 1/31/91; Order 31, § 248-118-090, filed 8/18/69.] 


WAC 246-171-130 Statement of costs. A statement 
of the cost of care shall be prepared by the director of the 
tuberculosis facility monthly and at the time of discharge. 
Each statement shall show the amount charged to the patient, 
or responsible person, to a responsible insurance carrier or 
fiscal intermediary and to the county in which the patient 
resided prior to his hospitalization. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 


as $ 246-171-130, filed 12/27/90, effective 1/31/91; Order 31, $ 248-118- 
100, filed 8/18/69.] 


WAC 246-171-140 Payment by county. The local 
health officer shall be responsible for payment of tuberculo- 
sis hospital expenses from county funds monthly in amounts 
sufficient to pay that portion of the cost of care which has 
not been paid by the patient or responsible person, his 
medical insurance carrier or fiscal intermediary. Payments 
received from the patient, responsible person or insurance 
carrier after costs have been paid from county funds shall be 
credited to the county’s account. 

{Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 


as § 246-171-140, filed 12/27/90, effective 1/31/91; Order 31, § 248-118- 
110, filed 8/18/69.] 


Chapter 246-203 WAC 
GENERAL SANITATION 


WAC 

246-203-010 Definition—Public or common nuisance. 
246-203-020 Spitting. 

246-203-030 Common towel. 
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246-203-060 Water sold to the public for drinking purposes in bot- 
tles or other containers. 

246-203-070 Ice sold for public use. 

246-203-080 Pollution of ground water prohibited. 

246-203-090 Stream pollution. 

246-203-100 Disposal of human excreta. 

246-203-110 Kitchen and laundry water. 

246-203-120 Disposal of garbage, trash, rubbish, offal, dead ani- 
mals, and manure. 

246-203-130 Keeping of animals. 

246-203-140 Stagnant water. 

246-203-150 Highway sanitation. 

246-203-160 Sanitation of public buildings. 

246-203-170 Objectionable establishments and industrial wastes. 

246-203-180 Piggeries. 

246-203-200 Disease producing organisms for rodent extermination 
forbidden. 

246-203-210 Common drinking cups. 


WAC 246-203-010 Definition—Public or common 
nuisance. For the purpose of these regulations, a public or 
common nuisance shall be considered as that which is set 
up, maintained or continued so as to be injurious to the 
health, or an obstruction to the use of property by interfering 
with the repose, health, safety or life of any considerable 
number of persons. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-203-010, filed 12/27/90, effective 1/31/91; Regulation .50.010, 
effective 3/11/60.] 


WAC 246-203-020 Spitting. Spitting upon the floors 
or walls of a public building or buildings used for public 
assemblage, of a building used for manufacturing or industri- 
al purposes, or upon the floors or platforms or any part of 
any railroad or trolley car or ferry boat, or any other public 
conveyance, is prohibited. 

{Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-203-020, filed 12/27/90, effective 1/31/91; Regulation .50.020, 
effective 3/11/60.] 


WAC 246-203-030 Common towel. No person, firm, 
corporation or authorities owning, in charge of, or in control 
of any lavatory or wash room in any hotel, theatre, lodging 
house, restaurant, factory, school, church, store, office 
building, railway or trolley station, or public conveyance by 
land, water or air, or other institution or conveyance fre- 
quented by the public, or which may be used for the purpose 
of public assembly or as a place of employment, shall 
provide in or about such lavatory or washroom any towel for 
common use. 

The term "common use" in this section shall be con- 
strued to mean, the use of all or any portion of a towel by 
more than one person without adequate cleansing. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as $ 246-203-030, filed 12/27/90, effective 1/31/91; Regulation .50.030, 
effective 3/11/60.] 


WAC 246-203-060 Water sold to the public for 
drinking purposes in bottles or other containers. (1) 
Quality. No water shall be sold, offered for sale or ren- 
dered available for drinking purposes in bottles or other 
containers unless such water is of a sanitary quality approved 
by the secretary of the department of health. 
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(2) Inspection. All plants for the preparation of water 
for sale in bottles or other containers for drinking purposes 
and the sources of the water supply shall be inspected as 
frequently as necessary by a representative of the department 
of health, and samples of water collected for sanitary 
analyses at the department of health laboratories. 

(3) Sterilizing containers. Bottles or other containers 
in which water is sold for drinking purposes shall be 
sterilized before refilling. The method of sterilization shall 
be approved by the secretary of the department of health. 

(4) Water purification. Processes of purification of 
waters that are to be sold for drinking purposes shall be 
approved by the secretary of the department of health before 
the water can be sold or offered for sale. 

[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), 5 246- 
203-060, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 


recodified as § 246-203-060, filed 12/27/90, effective 1/31/91; Regulation 
.50.060, effective 3/11/60.] 


WAC 246-203-070 Ice sold for public use. (1) 
Quality. No ice shall be sold, offered for sale or rendered 
available for use to the public unless such ice is of a sanitary 
quality approved by the secretary of the department of 
health. 

(2) Information. Any company, corporation, city or 
individual selling artificial ice for public consumption shall 
submit to the department of health complete information 
concerning the source of water supply used for the manufac- 
ture of the ice and a detailed description of the manufactur- 
ing processes involved. 

Any company, corporation, city or individual harvesting 
natural ice shall file full information with the department of 
health with regard to the source of the ice and method of 
storage. 

[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), $ 246- 
203-070, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 


recodified as § 246-203-070, filed 12/27/90, effective 1/31/91; Regulation 
50,070, effective 3/11/60.] 


WAC 246-203-080 Pollution of ground water 
prohibited. (1) No privy contents, drainage from a building, 
or the effluent from any sewage treatment device shall be 
discharged directly into any well, either abandoned or 
constructed for that purpose, that is carried to such a depth 
as to penetrate the water-bearing strata. . 

(2) No privy contents, drainage from a building, or the 
effluent from any sewage treatment device shall be dis- 
charged into any crevice, sink-hole, or other opening, either 
natural or artificial, in a rock formation which will or may 
permit the pollution or contamination of ground water, 
except with the approval of the secretary of the department 
of health. 

[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), § 246- 
203-080, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 


recodified as $ 246-203-080, filed 12/27/90, effective 1/31/91; Regulation 
.50.080, effective 3/11/60.] 


WAC 246-203-090 Stream pollution. If, after 
investigation by the state department of health of any stream, 
lake, or other body of water within the state or forming the 
boundaries thereof, it is found that the entrance of sewage or 
industrial wastes are contributing sufficient pollution to 
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endanger the public health and welfare, and the correction 
thereof is both possible and practicable, the secretary of the 
department of health will issue and enforce such special 
orders as may be necessary for the protection of the public 
health and welfare. 

[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), $ 246- 
203-090, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 


recodified as § 246-203-090, filed 12/27/90, effective 1/31/91; Regulation 
50.090, effective 3/11/60.] 


WAC 246-203-100 Disposal of human excreta. (1) 
Waters of the state defined. For the purpose of this 
regulation, the term "waters of the state" wherever used, 
shall include all streams and springs, and all bodies of 
surface and of ground water, whether natural or artificial, 
within the boundaries of the state. 

` (2) Privies shall be fly-proof. No privy, cesspool, 
septic tank, or other receptacle for human excrement shall be 
constructed, maintained or used so that flies have or may 
have access to the excrementitious matter contained therein. 

(3) Privies shall not drain in any waters of the state. 
No privy, urinal, cesspool, septic tank or other receptacle for 
human excrement shall be constructed, maintained or used 
which directly or indirectly drains or discharges over or upon 
the surface of the ground, or into any waters of the state 
either directly or indirectly; unless the contents of such 
urinal, cesspool, septic tank or receptacle for human excre- 
ment are subjected to some recognized sterilization treatment 
approved by the department of health. 

(4) Privies shall be kept clean. All privies, urinals, 
cesspools, septic tanks or other receptacles for human 
excrement shall be cleansed at sufficiently frequent intervals 
to prevent the contents from overflowing. 

(5) Treating excreta on watersheds of public water 
. supplies. All schools, hamlets, villages, towns or industrial 
settlements which are now located or may be hereafter 
located on the watershed of any public water supply, not 
provided with a sewerage system, shall provide and maintain 
a reasonable system approved by the state director of health 
for collecting and disposing of all accumulations of human 
excrement within their respective jurisdiction or control. 

(6) Connection with sewer. No privy, cesspool, septic 
tank or similar receptacle for human excrement shall be 
constructed, maintained or used on premises where a sewer 
is at all accessible which is part of a sewerage system from 
which sewage is lawfully discharged into the waters of the 
state. 

(7) Use of human excreta for fertilizer prohibited. 
The contents of privies, cesspools, septic tanks or other 
receptacles for human excrement shall not be placed upon 
the surface of the ground or be used for fertilizing purposes 
for crops or gardens. 

(8) No privy near foodstuffs. No privy, urinal, toilet 
or other receptacle for human excrement shall be construct- 
ed, maintained or used in any room, or have direct connec- 
tion with any room wherein any kind of exposed foods or 
foodstuffs are prepared, stored or handled. 

[Statutory Authority; RCW 43.20.050. 92-02-019 (Order 225В), $ 246- 
203-100, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 


recodified as $ 246-203-100, filed 12/27/90, effective 1/31/91; Regulation 
.50.100, effective 3/11/60.] 
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WAC 246-203-110 Kitchen and laundry water. No 
kitchen or laundry water shall be discharged or be permitted 
to discharge or flow into any gutter, street, roadway or 
public place. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-203-110, filed 12/27/90, effective 1/31/91; Regulation .50.110, 
effective 3/11/60.] 


WAC 246-203-120 Disposal of garbage, trash, 
rubbish, offal, dead animals, and manure. (1) Defini- 
tions. For the purpose of these regulations the following 
definitions shall apply: 

"Garbage" shall mean all solid and semisolid kitchen 
refuse subject to decay or putrefaction and all market waste 
of animal and vegetable matter which was intended to be 
used as food. 

"Trash and rubbish" shall mean all waste material not of 
putrescible nature, which for the purpose of this regulation 
shall include ashes. 

"Offal" shall mean waste animal matter from butcher, 
slaughter, or packing houses. 

"Dead animals" shall mean all animals large and small 
which may die or which may be killed for other than food 
purposes. 

"Manure" shall mean cleanings from all barns, stables, 
corrals, pens, or cars used for stabling or penning of animals 
or fowl. 

(2) Methods of disposal. Garbage, offal and manure; 
or rubbish, trash, and ashes mixed with garbage, offal or 
manure shall be disposed of by incineration, burial, sanitary 
fill or other method approved, and within a time limit set by 
the health officer. Such material shall not be disposed of by 
being deposited in any ditch, gulch, ravine, river, stream, 
lake, pond, nor upon the surface of the ground, on any 
highway rights of way, where it may become a nuisance or 
menace to health through the breeding of flies, harboring of 
rodents, or pollution of water. 

(3) Dead animals. The carcass of any dead animal 
shall be removed and disposed of by burial, incineration or 
other proper method within twenty-four hours after death. 
If the carcass is buried it shall be placed so that every part 
shall be covered by at least two feet of earth and at a 
location not less than 100 feet from any well, spring, stream 
or other surface waters, and in a place not subject to 
overflow. In all cases of death from communicable disease, 
the carcass, if disposed of by burial, shall first be thoroughly 
enveloped in unslaked lime. 

Proper disposal shall be made by the owner of the 
animal or by the owner of the property on which the dead 
animal is found. Where the owner of the animal is unknown 
and the carcass is found upon any street, alley or other 
public place, it shall be removed and disposed of by the 
county board of health at public expense. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as 8 246-203-120, filed 12/27/90, effective 1/31/91; Regulation .50.120, 
effective 3/11/60; subsection (2) amended by filing of 6/3/65.] 


WAC 246-203-130 Keeping of animals. (1) Any 
person, firm or corporation is prohibited from keeping or 
sheltering animals in such a manner that a condition result- 
ing from same shall constitute a nuisance. 


(1997 Ed.) 


General Sanitation 


(2) In populous districts, stable manure must be kept in 
a covered watertight pit or chamber and shall be removed at 
least once a week during the period from April Ist to 
October Ist and, during the other months, at intervals 
sufficiently frequent to maintain a sanitary condition satisfac- 
tory to the health officer. Manure on farms or isolated 
premises other than dairy farms need not be so protected and 
removed unless ordered by the health officer. 

(3) Manure shall not be allowed to accumulate in any 
place where it can prejudicially affect any source of drinking 
water. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as $ 246-203-130, filed 12/27/90, effective 1/31/91; Regulation 50.130, 
effective 3/11/60.] 


WAC 246-203-140 Stagnant water. (1) All marshes 
or swamps, and all pools or ponds, either natural or artificial, 
shall be maintained by the owners free from the breeding of 
mosquitoes. If treatment is required to prevent the breeding 
of mosquitoes, it shall be accomplished by filling, draining, 
stocking with larvae-eating fish, treating with larvicide or 
mineral oil or by some other method approved by the state 
department of health. 

(2) No person shall maintain or permit to be maintained 
any privy vault, cesspool, well, cistern, rain barrel, or other 
receptacle containing water in such condition that mosquitoes 
may breed therein. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as § 246-203-140, filed 12/27/90, effective 1/31/91; Regulation .50.140, 
effective 3/11/60.] 


WAC 246-203-150 Highway sanitation. Any 
municipality, community, institution, corporation, association, 
firm or person who owns, operates, or maintains on or near 
any public highway, a place catering to the traveling public, 
shall maintain and operate said place in such a way that it 
does not constitute a menace to public health or a public 
nuisance. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-203-150, filed 12/27/90, effective 1/31/91; Regulation .50.150, 
effective 3/11/60.] 


WAC 246-203-160 Sanitation of public buildings. 
(1) Definition. A public building shall be construed to mean 
any theater, show-house, public hall, public meeting place, 
public transportation terminal, or any other public building 
not covered by specific regulations: Provided, That a public 
building shall not be construed to include any store, market, 
supermarket, or other commercial establishment open to the 
general public for commercial purposes which does not cater 
to an audience. 

(2) Lighting and ventilation. All public buildings shall 
be properly lighted and ventilated according to the type of 
said building and the uses to which it is put. 

(3) Water supply. 

(a) Any public place supplied with water under pressure 
shall be equipped with sanitary drinking fountains of an 
approved type. 

(b) Where water supplied for drinking is not obtained 
from a public water supply, such water shall be of a quality 
approved by the secretary of the department of health. 
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When not under pressure, drinking water shall be stored in 
a covered container of an approved type. 

(c) The use of the common drinking cup is prohibited. 

(4) Toilet facilities. Every public building shall be 
provided with adequate sanitary toilet facilities for each of 
the sexes; and such facilities shall be convenient and 
accessible. Every public building which must provide 
adequate sanitary toilet facilities shall provide at least one 
free sanitary toilet facility for each of the sexes. Where 
toilet facilities are voluntarily provided by any store, market, 
supermarket, or other commercial establishment for use by 
customers of such establishment or the general public, there 
shall be at least one free sanitary toilet facility provided for 
each of the sexes. It shall be the duty of the owner, manag- 
er, or other responsible person in charge to see that the toilet 
system is properly installed and maintained in a usable and 
sanitary condition at all times. 

The method of sewage disposal for all public buildings 
shall comply with the rules and regulations of the state board 
of health. 

(5) Cleaning. All public buildings shall be kept at all 

times in a clean and sanitary condition and the cleaning shall 
be carried on under proper sanitary conditions. All rooms 
used for public meetings shall be cleaned after each meeting 
held in them, such cleaning to consist of thorough sweeping 
of the floors and wiping of the woodwork, together with 
proper airing of the rooms. No room shall be swept without 
the use of a proper dust-laying substance. Dry dusting is 
prohibited. In construing this regulation all meetings held 
during the course of a single day shall be regarded as one 
meeting. 
[Statutory Authority; RCW 43.20.050. 92-02-019 (Order 225B), $ 246- 
203-160, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 
recodified as § 246-203-160, filed 12/27/90, effective 1/31/91; Order 98, § 
248-50-160, filed 4/5/74; Order 89, § 248-50-160, filed 10/3/73; Regulation 
.50.160, effective 3/11/60.] 


WAC 246-203-170 Objectionable establishments 
and industrial wastes. (1) No person, partnership, firm or 
corporation maintaining a slaughter house, rendering works, 
depository of dead animals, glue works, tannery, wool 
washing establishment, paper mill, by-product coke oven, 
dye works, oil refinery, dairy, creamery, cheese factory, milk 
station or similar establishment; or engaged in the manufac- 
ture of gas, chemicals, explosives, fertilizers, or similar 
products; or in the business of soap making, fish oil extrac- 
tion, bone boiling or similar occupation, shall allow any 
noxious exhalation, odors or gases that are deleterious or 
detrimental to public health to escape into the air, or any 
substance that is deleterious or detrimental to public health 
to accumulate upon the premises; or be thrown or allowed to 
discharge into any street, roadway or public place; or be 
thrown or allowed to discharge into any stream or other 
waters of the state. 

(2) All slaughter houses, rendering works, bone boiling 
establishments, depositories for dead animals, garbage 
disposal works, piggeries and similar establishments handling 
organic matter shall have an adequate water supply for the 
purpose of keeping the place clean and sanitary. All floors 
shall be constructed of concrete or other impervious material 
and shall have adequate provision for drainage to a sewer or 
treatment works approved by the department of health. 
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[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225В), $ 246- 
203-170, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), 
recodified as § 246-203-170, filed 12/27/90, effective 1/31/91; Regulation 
.50.170, effective 3/11/60.] 


WAC 246-203-180 Piggeries. (1) No pigsty or 
piggery shall be built or maintained on marshy ground or 
land subject to overflow, nor within 200 feet of any stream 
or other source of water supply. 

(2) When garbage is fed to pigs all unconsumed garbage 
shall be removed daily and disposed of by burial or incinera- 
tion. 

(3) No organic material furnishing food for flies shall be 
allowed to accumulate on the premises. 

(4) All garbage shall be handled and fed upon platforms 
of concrete or other impervious material. 

(5) Unslaked lime, hypochlorite of lime, borax or 
mineral oil shall be used daily in sufficient quantities to 
prevent offensive odors and the breeding to flies. 

(6) All garbage, offal and flesh fed to swine must be 
sterilized by cooking before feeding. 


[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as § 246-203-180, filed 12/27/90, effective 1/31/91; Order 44, § 248-50-180, 
filed 12/11/70; Regulation ,50.180, effective 3/11/60.] 


WAC 246-203-200 Disease producing organisms for 
rodent extermination forbidden. The use of any disease- 
producing organisms such as the so-called "rat viruses" or 
any bacteria for the purpose of rodent extermination is 
prohibited. 


[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as § 246-203-200, filed 12/27/90, effective 1/31/91; Regulation .50.200, 
effective 3/11/60.] 


WAC 246-203-210 Common drinking cups. No 
person, firm, corporation or authorities owning, in charge of, 
or in control of any hotel, theatre, restaurant, lodging house, 
factory, school, church, store, office building, railway, trolley 
or other public conveyance station, or public conveyance by 
land, water or air, or other institution or conveyance fre- 
quented by the public or which may be used for the purpose 
of public assembly or as a place of employment, is permitted 
to furnish any cup, vessel or other receptacle for common 
use in any such place for drinking or eating purposes. 

The term "common use" in this section shall be con- 
strued to mean, for use by more than one person without 
adequate cleansing. 


[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as $ 246-203-210, filed 12/27/90, effective 1/31/91; Regulation .50.210, 
effective 3/11/60.] 


Chapter 246-205 WAC 


DECONTAMINATION OF ILLEGAL DRUG 
MANUFACTURING OR STORAGE SITES 


WAC 
246-205-001 Purpose and authority. 
246-205-010 Definitions. 
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DECONTAMINATION CONTRACTOR CERTIFICATION 


246-205-020 Authorized contractor services. 

246-205-030 Courses for training workers and supervisors. 

246-205-040 Training course approval. 

246-205-050 Worker and supervisor certification. 

246-205-060 Worker and supervisor certificate renewal. 

246-205-070 Authorized contractor certification. 

246-205-080 Reciprocity. 

246-205-090 On-site supervision. 

246-205-100 Performance standards. 

246-205-110 Denial, suspension, revocation of certification, and 
civil penalties. 

246-205-120 Authorized contractor certification list. 


LOCAL HEALTH OFFICER RESPONSIBILITIES 


246-205-520 Posting of property. 
246-205-530 Environmental assessment. 
246-205-540 Evaluation. 

246-205-550 Reporting. 

246-205-560 Notification. 

246-205-570 Contamination reduction. 
246-205-580 Recording of decontamination. 


246-205-990 Fees. 


WAC 246-205-001 Purpose and authority. (1) This 
chapter is adopted to protect the public's health, safety, and 
welfare by establishing standards, procedures, and responsi- 
bilities for: 

(a) The certification of contractors and their employees 
authorized to perform decontamination of illegal drug 
manufacturing or storage sites; and 

(b) Regulating the occupancy and use of property where 
hazardous chemicals or chemical residues commonly 
associated with the manufacture of illegal drugs are or may 
be present. 

(2) The statutory authority for the adoption of this 
chapter is chapter 64.44 RCW. 

(a) Contractor certification rules are jointly adopted by 
the state board of health and the department of health; and 

(b) Rules in this chapter pertaining to local health 
officers’ responsibilities are adopted by the state board of 
health. 

(3) This chapter does not apply to industrial sites where 
a person's manufacturing process uses a hazardous chemical 
when licensed or regulated by state or federal agencies. 
[Statutory Authority: RCW 64.40.070 [64.44.070] and chapter 64.44 RCW. 
92-10-027 (Order 268B), § 246-205-001, filed 4/29/92, effective 5/30/92. 


Statutory Authority: RCW 64.44.060 and chapter 64.44 RCW. 91-04-007 
(Order 125SB), $ 246-205-001, filed 1/24/91, effective 4/1/91.] 


WAC 246-205-010 Definitions. For the purposes of 
this chapter, the following words and phrases shall have the 
following meanings unless the content clearly indicates 
otherwise. 

(1) "Authorized contractor" means any person or 
persons: I 

(a) Registered under chapter 18.27 RCW; and 

(b) Certified by the department to decontaminate, 
demolish, or dispose of contaminated property as required by 
chapter 64.44 RCW and this chapter. 

(2) "Basic course" means a training course which has 
been sponsored or approved by the department for workers 
and supervisors who perform or supervise decontamination 
on illegal drug manufacturing or storage sites. 
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(3) "Certificate" means a department issued written 
approval under this chapter. 

(4) "Certified" means a person who has department 
issued written approval under this chapter. 

(5) "Contaminated" or "contamination" means polluted 
by hazardous chemicals so that the property is unfit for 
human habitation or use due to immediate or long-term 
hazards. Property that at one time was contaminated but has 
been satisfactorily decontaminated according to procedures 
established by the state board of health is not "contaminat- 
ed." 

(6) "Decontamination" means the process of reducing 
levels of known contaminants to the lowest practical level 
using currently available methods and processes. 

(7) "Department" means the Washington state depart- 
ment of health. 

(8) "Disposal of contaminated property" means the 
disposition of contaminated property under the provisions of 
chapter 70.105 RCW. 

(9) "Hazardous chemicals" means the following sub- 
stances used in the manufacture of illegal drugs: 

(a) Hazardous substances as defined in RCW 
70.105D.020; and 

(b) Precursor substances as defined in RCW 69.43.010 
which the state board of health, in consultation with the state 
board of pharmacy, has determined present an immediate or 
long-term health hazard to humans. 

(10) "Illegal drug manufacturing or storage site" means 
any property where a person illegally manufactures or stores 
a controlled substance or a law enforcement agency or the 
property owner believes a person illegally manufactured or 
stored a controlled substance. 

(11) "Initial site assessment" means the first evaluation 
of a property to determine the nature and extent of observ- 
able damage and contamination. 

(12) "List of contaminated properties" means a list of 
properties contaminated by illegal drug manufacturing or the 
storage of hazardous chemicals. 

(13) "Local department" means the jurisdictional local 
health department or district. 

(14) "Local health officer" means a health officer or 
authorized representative as defined under chapters 70.05, 
70.08, and 70.46 RCW. 

(15) "Person" means an individual, firm, association, 
copartnership, political subdivision, government agency, 
municipality, industry, public or private corporation, or other 
entity. 

(16) "Posting" means attaching a written or printed 
announcement conspicuously on property which may be, or 
is determined to be, contaminated by illegal drug manufac- 
turing or the storage of a hazardous chemical. 

(17) "Property" means any site, lot, parcel of land, 
structure, or part of a structure involved in the illegal 
manufacture of a drug or storage of a hazardous chemical 
including but not limited to: 

(a) Single-family residences; 

(b) Units or multiplexes; 

(c) Condominiums; 

(d) Apartment buildings; 

(e) Motels and hotels; 

(f) Boats; 

(g) Motor vehicles; 
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(h) Trailers; 

(i) Manufactured housing; 

(j) Any ship, booth, or garden; or 

(k) Any site, lot, parcel of land, structure, or part of a 
structure that may be contaminated by previous use. 

(18) "Property owner" means a person with a lawful 
right of possession of the property by reason of obtaining it 
by purchase, exchange, gift, lease, inheritance, or legal 
action. 

(19) "Refresher course" means a department sponsored 
or approved biennial training course for decontamination 
workers and supervisors. An approved refresher course: 

(a) Reviews the subjects taught in the initial training 
course; and 

(b) Includes updated information on emerging decon- 
tamination technology. 

(20) "Storage site" means any property used for the 
storage of illegally manufactured controlled substances or 
hazardous chemicals. 

(21) "Subcontractor" means a person hired by an 
authorized contractor for the purpose of providing on-site 
services. 

(22) "Supervisor" means a person employed by an 
authorized contractor who is on site during the decontamina- 
tion of an illegal drug manufacturing or storage site and who 
is responsible for the activities performed. 

(23) "Worker" means a person employed by an autho- 
rized contractor who performs decontamination of an illegal 
drug manufacturing or storage site. j 
[Statutory Authority: RCW 64.40.070 [64.44.070] and chapter 64.44 RCW. 
92-10-027 (Order 268B), $ 246-205-010, filed 4/29/92, effective 5/30/92. 
Statutory Authority: RCW 64.44.060 and 64.44.070. 92-02-017 (Order 
223SB), § 246-205-010, filed 12/23/91, effective 1/23/92. Statutory 


Authority: RCW 64.44.060 and chapter 64.44 RCW. 91-04-007 (Order 
125SB), § 246-205-010, filed 1/24/91, effective 4/1/91.] 


DECONTAMINATION CONTRACTOR 
CERTIFICATION 


WAC 246-205-020 Authorized contractor services. 
(1) Persons performing or causing to be performed any 
decontamination, demolition, or disposal of contaminated 
property shall use the services of an authorized contractor. 

(2) Persons advertising or offering to undertake or 
perform any work necessary to decontaminate properties 
shall first comply with these rules and secure a certificate 
from the department under RCW 64.44.060 and this chapter. 


[Statutory Authority: RCW 64.44.060 and chapter 64.44 RCW. 91-04-007 
(Order 125SB), § 246-205-020, filed 1/24/91, effective 4/1/91.] 


WAC 246-205-030 Courses for training workers 
and supervisors. The department shall: 

(1) Train, test, or approve courses to train and test the 
authorized contractor’s workers and supervisors on the 
essential elements in assessing and decontaminating property 
used as an illegal drug manufacturing or storage site; 

(2) Require a biennial refresher course. 


[Statutory Authority: RCW 64.44.060 and chapter 64.44 RCW. 91-04-007 
(Order 125SB), § 246-205-030, filed 1/24/91, effective 4/1/91.] 
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WAC 246-205-040 Training course approval. (1) 
Persons having department approval may sponsor basic and 
refresher worker and supervisor training courses. 

(2) Training course approval shall be contingent on 
department evaluation of: 

(a) The breadth of knowledge and experience required 
to properly train workers or supervisors; 

(b) Adequacy and accuracy of content; and 

(c) Training techniques. 

(3) Department approved training courses shall provide 
at a minimum, information on: 

(a) Rules and regulations: 

(i) Chapters 69.43 and 69.50 RCW; 

(ii) Federal Occupational Health and Safety Act and 
Washington Industrial Safety and Health Act requirements. 

(b) Chemical terminology and classifications: 

(i) Definitions, physical and chemical properties, class 
characteristics and hazards, special cases; 

(ii) Equipment such as heating mantle, condenser, 
glassware; 

(iii) Concepts such as acid, base, and pH; 

(iv) Solvents; 

(v) Metals and salts; 

(vi) Corrosives; 

(vii) Precursor substances; 

(viii) By-products and contaminants; 

(ix) Poisons such as cyanide and phosphine. 

(c) Surface properties of chemicals: 

(i) Absorption; 

(ii) Adsorption; 

(iii) Chemical bonding; 

(iv) Specific chemicals such as 1-phenyl-2-propanone 
and phenylacetic acid. 

(d) Illegal drug laboratories: 

(i) Laboratory types including: 

(A) Methamphetamine/Amphetamine; 

(B) Hallucinogens; 

(C) Others such as cocaine and opiates. 

(ii) Chemicals; 

(iii) Equipment; 

(iv) An overview of synthetic processes used; and 

(v) Booby traps. 

(e) Health effects: 

(i) General: 

(A) Effects of exposure to classes of chemicals; 

(B) Use of literature such as Material Safety Data Sheet 
and Chemical Hazards Handbook. 

(ii) Toxicology: 

(A) Routes of exposure; and 

(B) Exposure limits such as time weighted averages and 
threshold limit value. 

(iii) Symptomatology; and 

(iv) First aid. 

(f) Incompatibility of chemicals related to clean-up: 

(i) General concepts such as heat generation and 
poisonous gas formation; and 

(ii) Specific hazards such as lithium, aluminum hydride 
and water, phosphorous and air. 

(g) Decontamination: 

(i) Structures and vehicles including cars and boats, 
covering: 

(A) Different techniques and required equipment; 
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(B) Applications of specific clean-up techniques using 
hypothetical case examples and correlating site status with 
appropriate techniques; and 

(C) Decision making about and prioritization of tech- 
niques based upon case-specific information. 

(ii) Contents, specifically removal vs. cleaning; and 

(iii) Personal decontamination of crew members prior to 
leaving a decontamination site. 

(h) Handling of contaminated materials: 

State/federal requirements for dealing with hazardous 
chemicals specific to: 

(i) Disposal; 

Gi) Transportation; and 

(iii) Storage. 

(i) Reporting requirements. 

(j) Site characterization which shall be required for 
supervisors only: 

How to acquire and review existing site specific infor- 
mation including: 

(i) Source of data from health department, property 
owner, law enforcement, or ecology department; 

(ii) Site walk-through and assessment; 

(iii) Sampling before and after cleanup including: 

(A) Who; 

(B) When; 

(C) What; 

(D) How; and 

(E) Where. 

(k) Recordkeeping and reporting which shall be required 
for supervisors only: 

(i) Initial site assessment; 

(ii) Obtaining necessary information; 

(iii) Initial site testing; 

Gv) Workplan including: 

(A) Scope; 

(B) Content; and 

(C) Format. 

(v) Final site testing; 

(vi) Report completion; 

(vii) Other responsibilities of authorized contractors; 

(viii) Penalties and liability. 

(4) Sponsors of basic and refresher training courses 
proposed for department approval shall submit: 

(a) Course location and fees; 

(b) Copies of course handouts; 

(c) A detailed description of course content and the 
amount of time allotted to each major topic; 

(d) A description of teaching methods to be utilized and 
a list of all audio-visual materials; 

(e) A list of all personnel involved in course preparation 
and presentation and a description of their qualifications; 

(f) When specifically requested by the department, 
copies of all audio-visual materials proposed for utilization; 
and 

(g) A list of two hundred questions for development of 
an examination. 

(5) Sponsors seeking initial and renewal department 
approval of training courses shall: 

(a) Apply on forms provided by the department; 

(b) Submit to the department completed application with 
the required fee as specified under WAC 246-205-990; 
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(c) Ensure initial course approval applications are 
received by the department sixty or more days before the 
requested approval date; and 

(d) Ensure training course renewal applications are 
received by the department thirty or more days before 
expiration of the current approval. 

(6) The department shall: 

(a) Approve basic and refresher training courses; 

(b) Issue the course sponsor an approval valid for two 
years from the date of issuance; 

(c) Require additional subjects to be taught to update 
information on new technology and determine the amount of 
time to be allotted to adequately cover these subjects; 

(d) Provide a detailed outline of subject matter devel- 
oped by the department to the sponsor for required incorpo- 
ration into the training course. 

(7) The course sponsor shall provide the department 
with a list of the names, addresses, and Social Security 
numbers of all persons completing a basic or refresher 
training course ten days or less after a course is completed. 

(8) The course sponsor shall: 

(a) Notify the department in writing thirty or more days 
before a training course is scheduled to begin; and 

(b) Include the date, time, and address of the locations 
where training will be conducted; and 

(c) Obtain department approval in advance for any 
changes to a training course. 

(9) A department representative may, at the depart- 
ment's discretion, attend a training course as an observer to 
verify the course sponsor conducts the training course in 
accordance with the program approved by the department. 

(10) Course sponsors conducting training outside the 
state of Washington shall: 

(a) Reimburse the department at current state of Wash- 
ington per diem and travel allowance rates for travel expens- 
es associated with department observance of the training 
courses; and 

(b) Submit reimbursement to the department within 
thirty days of receipt of the billing notice. 

(11) The training course sponsor shall limit each class 
to a maximum of thirty participants. 

(12) The department may terminate the training course 
approval if in the department's judgment the sponsor fails to: 

(a) Maintain the course content and quality as initially 
approved; 

(b) Make changes to a course as required by the depart- 
ment. 

[Statutory Authority; RCW 64.44.060 and 64.44.070. 92-02-017 (Order 
223SB), § 246-205-040, filed 12/23/91, effective 1/23/92. Statutory 


Authority: RCW 64.44.060 and chapter 64.44 RCW. 91-04-007 (Order 
125SB), § 246-205-040, filed 1/24/91, effective 4/1/91.] 


WAC 246-205-050 Worker and supervisor certifica- 
tion. (1) Applicants seeking an initial certificate as a 
decontamination worker shall submit to the department: 

(a) A completed application on a form provided by the 
department; 

(b) A fee as prescribed in WAC 246-205-990; and 

(c) Evidence of successful completion of: 

(i) Eighty or more hours of hazardous material training 
satisfying the requirements of WAC 296-62-3040; and 
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(ii) A department sponsored or approved decontamina- 
tion worker training course. 

(2) Applicants seeking an initial certificate as a decon- 
tamination supervisor shall submit to the department: 

(a) Evidence of a valid and current Washington state 
decontamination worker certificate; 

(b) Evidence of forty or more hours of on-site experi- 
ence in hazardous material or illegal drug manufacturing or 
storage site decontamination projects; 

(c) A completed application on a form provided by the 
department; 

(d) A fee as prescribed in WAC 246-205-990; and 

(e) Evidence of successful completion of a department 
sponsored or approved decontamination supervisor training 
course. 

(3) Applicants for department certification shall: 

(a) Ensure the completed application is received by the 
department sixty or less days after the completion of the 
course; or 

(b) Pass an examination administered by the department 
with a score of seventy percent or more. 

(4) Persons shall supervise and perform decontamination 
work only following issuance of the certificate, valid for two 
years from the date of issuance. 

(5) Persons shall make certificates available for inspec- 
tion at all times during an illegal drug manufacturing or 
storage site decontamination project. 

(6) The department may deny, suspend, or revoke a 
person’s certificate as described under WAC 246-205-110. 


[Statutory Authority: RCW 64.44.060 and chapter 64.44 RCW. 91-04-007 
(Order 125SB), § 246-205-050, filed 1/24/91, effective 4/1/91.] 


WAC 246-205-060 Worker and supervisor certifi- 
cate renewal. (1) Certified workers and supervisors seeking 
a renewal certificate shall submit to the department: 

(a) A completed application for certificate renewal on a 
form provided by the department; 

(b) A fee as prescribed in WAC 246-205-990; 

(c) Evidence of successful completion of a department 
sponsored or approved refresher training course. Refresher 
training shall include: 

(i) A thorough review of the subjects required under 
WAC 246-205-030; 

(ii) Update of information on state-of-the-art procedures 
and equipment; 

(iii) Review of regulatory changes and interpretation; 
and 

(iv) Other subjects if required by the department to 
update information on new technology and procedures. 

(2) Workers whose certificates have been expired for 
more than two years shall retake the entire basic course. 
Supervisors whose certificates have been expired for more 
than two years shall retake the entire basic supervisor’s 
course. 


{Statutory Authority: RCW 64.44.060 and chapter 64.44 RCW. 91-04-007 
(Order 1255В), 5 246-205-060, filed 1/24/91, effective 4/1/91.] 


WAC 246-205-070 Authorized contractor certifica- 


tion. (1) A contractor may perform decontamination, 
demolition, or disposal work at an illegal drug manufacturing 
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or storage site only after the department issues the contractor 
a certificate. 

(2) The department shall not require companies and 
persons providing only initial site assessment, sample 
collection, transportation, and testing services for drug 
laboratory decontamination contractors to be certified or 
trained under this chapter. 

(3) Applicants for department certification as an 
authorized contractor, shall submit to the department: 

(a) Evidence of being licensed, bonded, and insured as 
a general contractor under the provisions of chapter 18.27 
RCW. 

(b) Evidence of successful completion of specialized 
training for each employee who will do work on an illegal 
drug manufacturing or storage site; 

(c) Documentation that the contractor has at least one 
department certified supervisor; 

(d) A completed application on a form provided by the 
department; and 

(e) A fee as prescribed in WAC 246-205-990. 


[Statutory Authority: RCW 64.44.060 and chapter 64.44 RCW. 91-04-007 
(Order 125SB), § 246-205-070, filed 1/24/91, effective 4/1/91.] 


WAC 246-205-080 Reciprocity. (1) The department 
may provide reciprocal certification for contractors, supervi- 
sors, and workers trained and certified in another state if 
standards and training are substantially equivalent to those of 
this chapter. 

(2) Applicants for reciprocity shall submit to the 
department: 

(a) A completed application on a form provided by the 
department; 

(b) Documentation of specialized training for illegal 
drug manufacturing or storage site decontamination; 

(c) Evidence of successful completion of training 
required by Federal Occupational Safety and Health Act, 
Washington Industrial Safety and Health Act regulations, and 
WAC 296-62-3040; and 

(d) A fee as prescribed in WAC 246-205-990. 

(3) After reviewing the application, the department may 
issue the applicant a certificate or require: 

(a) Additional information; 

(b) A refresher course; or 

(с) A department-administered examination. 


[Statutory Authority: RCW 64.44.060 and 64.44.070. 92-02-017 (Order 
223SB), 8 246-205-080, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 64.44.060 and chapter 64.44 RCW. 91-04-007 (Order 
125SB), § 246-205-080, filed 1/24/91, effective 4/1/91.] 


WAC 246-205-090 On-site supervision. (1) During 
decontamination, demolition, or disposal of contaminated 
property at illegal drug manufacturing or storage sites, a 
contractor employed supervisor meeting the qualifications 
required in this chapter shall be on site and responsible for 
the activities performed. 

(2) The contractor employed supervisor shall, while on 
site, make available for inspection, department provided 
certification attesting to the supervisor's training and 
credentials. 


[Statutory Authority: RCW 64.44.060 and chapter 64.44 RCW. 91-04-007 
(Order 125SB), $ 246-205-090, filed 1/24/91, effective 4/1/91.] 
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WAC 246-205-100 Performance standards. Autho- 
rized contractors and their employees working at a decon- 
tamination site shall, at a minimum, meet the following 
performance standards: 

(1) File a workplan with and obtain approval of the 
local health department; 

(2) Perform work in accordance with the approved 
workplan; 

(3) Perform work meeting the requirements of state and 
local building codes; 

(4) Comply with applicable Federal Occupational Safety 
and Health Act and Washington Industrial Safety and Health 
Act regulations and requirements; 

(5) Comply with the requirements of chapter 70.105 
RCW and chapter 173-303 WAC; 

(6) Comply with the requirements of applicable depart- 
ment of ecology and Environmental Protection Agency 
regulations; 

(7) Comply with applicable contractor regulations; 

(8) Notify the state and local jurisdictional health 
department of all work performed within ten days after 
completion of the project; 

(9) Perform all decontamination work only with depart- 
ment certified workers and supervisors; and 

(10) Comply with all other applicable laws and regula- 
tions. 


[Statutory Authority: RCW 64.44.060 and chapter 64.44 RCW. 91-04-007 
(Order 125SB), § 246-205-100, filed 1/24/91, effective 4/1/91.] 


WAC 246-205-110 Denial, suspension, revocation of 
certification, and civil penalties. (1) The department shall 
deny an initial, renewal, or reciprocal illegal drug manufac- 
turing or storage site decontamination worker, supervisor, or 
contractor certificate if the applicant fails to meet the 
requirements of this chapter. 

(2) The department may take disciplinary action against 
a worker, supervisor, or contractor if the following occurs: 

(a) Failure to comply with the requirements of chapter 
64.44 RCW to include the performance standards or any rule 
adopted under chapter 64.44 RCW and this chapter; 

(b) Failure of a worker or supervisor to make certifi- 
cates available for inspection on site; or 

(c) Committing fraud or misrepresentation in: 

(i) Applying for certification; 

(ii) Seeking approval of a workplan; or 

(iii) Documenting completion of the work to the local 
health department. 

(3) The department may take disciplinary action against 
a decontamination worker, supervisor, or contractor includ- 
ing, but not limited to, denial, suspension, or revocation of 
certification. 

(4) The department may impose against a contractor a 
civil penalty not to exceed five hundred dollars, for each 
violation in addition to or in lieu of certification denial, 
suspension, or revocation pursuant to this rule. Each day the 
violation continues shall be considered a separate violation. 

(5) Adjudicative proceedings are governed by chapter 
34.05 RCW, the Administrative Procedure Act, chapter 246- 
08 WAC, and this chapter. 


[Statutory Authority; RCW 64.44.060 and chapter 64.44 RCW. 91-04-007 
(Order 125SB), § 246-205-110, filed 1/24/91, effective 4/1/91.] 
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WAC 246-205-120 Authorized contractor certifica- 
tion list. The department shall maintain a list of authorized 
illegal drug manufacturing or storage site decontamination 
contractors. The department’s authorized contractor list shall 
be made available to local health officials and other appro- 
priate agencies semi-annually, and to the public upon 
request. 


{Statutory Authority: RCW 64.44.060 and chapter 64.44 RCW. 91-04-007 
(Order 125SB), § 246-205-120, filed 1/24/91, effective 4/1/91.] 


LOCAL HEALTH OFFICER RESPONSIBILITIES 


WAC 246-205-520 Posting of property. (1) Within 
one working day of notification by a law enforcement 
agency or property owner that a property may be contami- 
nated by hazardous chemicals, the local health officer shall 
notify the public of the potential contamination by causing 
a posting of a notice on the premises. 

(2) The local health officer’s initial notice shall: 

(a) Warn the public that entry to the property may be 
unsafe; and 

(b) Not declare the property unfit for use unless in the 
local health officer’s opinion an immediate public health 
threat exists. 

(3) If, in the local health officer’s opinion, an immediate 
public health threat exists, the local health officer shall cause 
a posting of an order prohibiting use of all or portions of the 
property as required under WAC 246-205-560. 

(4) The local health officer shall cause the posting, but, 
based on applicable local regulations or agreements, actual 
physical attachment of the written notice to the property may 

“be effected by the: 

(a) Health officer; 

(b) Law enforcement personnel; 

(c) Fire department personnel; or 

(d) Other local health officer designee. 


[Statutory Authority: RCW 64.40.070 [64.44.070] and chapter 64.44 RCW. 
92-10-027 (Order 268B), § 246-205-520, filed 4/29/92, effective 5/30/92.] 


WAC 246-205-530 Environmental assessment. (1) 
Within fourteen days after a law enforcement agency or 
property owner notifies the local health officer of potential 
property contamination, the local health officer shall cause 
an inspection of the property to commence. To enable the 
local health officer to determine contamination, the property 
inspection shall include an acquisition of data such as 
evidence of hazardous chemical use or storage on site, the 
presence of chemical stains, or the presence of glassware or 
other paraphernalia associated with the manufacture of illegal 
drugs. 

(2) As part of the property’s inspection, the local health 
officer shall request copies of any law enforcement reports, 
forensic chemist reports, and any department of ecology 
hazardous material transportation manifests needed to 
evaluate: 

(a) The length of time a person used the property as an 
illegal drug manufacturing or storage site; 

(b) The size of the site actually used for the manufac- 
ture or storage of illegal drugs; 

(c) What chemical process was involved in the manufac- 
ture of illegal drugs; 
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` (d) What chemicals were removed from the scene; and 

(e) The location of the illegal drug manufacturing or 
storage site in relation to the habitable areas of the property. 

(3) The local health officer may coordinate the proper- 
ty's inspection with other appropriate agencies. At the 
request of the local health officer, the Washington state 
department of ecology may conduct an environmental 
assessment and may sample the property's ground water, 
surface water, septic tank water, soil, and other media as 
necessary to enable the local health officer to evaluate the 
long-term public health threats. 

(4) If the local health officer determines law enforce- 
ment and ecology documents do not provide enough data to 
determine whether the property is contaminated, the local 
health officer may conduct a site visit or use other methods 
of obtaining information, to include a review of the analyti- 
cal results obtained through sampling of the property by an 
authorized contractor or by the local health officer. 


[Statutory Authority: RCW 64.40.070 [64.44.070] and chapter 64.44 RCW. 
92-10-027 (Order 268B), § 246-205-530, filed 4/29/92, effective 5/30/92.] 


WAC 246-205-540 Evaluation. (1) In making а 
determination of contamination, the local health officer shall 
follow guidelines developed by the Washington state 
department of health or other more stringent guidelines as 
deemed appropriate. If the local health officer determines 
that a contaminant is present for which no guidelines exist, 
and further finds that the contaminant presents a potential 
immediate or long term health hazard, then the local health 
officer shall find that the property is unfit for use. 

(2) If designated unfit for use, the local health officer 
shall cause a posting of an order prohibiting use of all or 
portions of the property as required under WAC 246-205- 
560. 

(3) If the local health officer determines the property is 
not contaminated and is fit for use, the local health officer 
shall document the findings for future use. The local health 
officer’s documentation shall include: 

(a) Findings; 

(b) Conclusions; 

(c) Name of the property owner; 

(d) Mailing and street address of the property owner; 

(e) Parcel identification number and legal description of 
the property; and 

(f) Clear directions for locating the property. 


[Statutory Authority: RCW 64.40.070 [64.44.070] and chapter 64.44 RCW. 
92-10-027 (Order 268B), § 246-205-540, filed 4/29/92, effective 5/30/92.] 


WAC 246-205-550 Reporting. (1) When property is 
determined unfit for use, the local health officer shall report 
the contaminated property to the state department of health 
within one working day by: 

(a) Telephone; and 

(b) In writing within ten working days. 

(2) The local health officer's written unfit for use report 
to the state department of health shall include: 

(a) Description of the findings; 

(b) Conclusions; 

(c) Name of the property owner; 

(d) Mailing and street address of the property owner; 
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(e) Parcel identification number and legal description of 
the property to including township and section; 

(f) Tax account number; 

(g) Date property designated unfit for use; and 

(h) Clear directions for locating the property. 


{Statutory Authority: RCW 64.40.070 [64.44.070] and chapter 64.44 RCW. 
92-10-027 (Order 268B), § 246-205-550, filed 4/29/92, effective 5/30/92.] 


WAC 246-205-560 Notification. (1) Within one 
working day after the local health officer’s determination 
that a property is contaminated, the local health officer or 
the local health officer’s designee shall post in a conspicuous 
place on the property an order prohibiting use of all or 
portions of the property. 

(2) Within ten working days after the local health 
officer’s determination that a property is contaminated, the 
local health officer shall cause to be served, either personally 
or by certified mail, return receipt requested, an order 
prohibiting use to all known: 

(a) Occupants; and 

(b) Persons having an interest in the property as shown 
upon the records of the auditor’s office of the county in 
which the property is located. 

(3) If the whereabouts of persons described under 
subsection (2) of this section is unknown and the same 
cannot be ascertained by the local health officer in the 
exercise of reasonable diligence, and the health officer 
makes an affidavit to that effect, then the serving of the 
order upon such persons may be made by: 

(a) Personal service; or 

(b) Mailing a copy of the order by certified mail, 
postage prepaid, return receipt requested: 

G) To each person at the address appearing on the last 
equalized tax assessment roll of the county where the 
property is located; or 

(ii) At the address known to the county assessor. 

(4) The local health officer shall also mail a copy of the 
order addressed to each person or party having a recorded 
right, title, estate, lien, or interest in the property. 

(5) The local health officer's order shall: 

(a) Describe the local health officer's intended course of 
action; 

(b) Describe a property owner's penalties for noncom- 
pliance with this order; 

(c) Prohibit a property owner's use of all or portions of 
the property; 

(d) Describe what measures a property owner must take 
to have the property decontaminated; and 

(e) Indicate the potential health risks involved. 

(6) The local health officer shall: 

(a) File a copy of the order prohibiting use of the 
property with the county auditor; and 

(b) Provide a copy of such order to the local building 
permit department. 

(7) The local health officer's order shall advise that: 

(a) A hearing before the local health officer or local 
health board shall be held upon the request of a person 
notified of the order as required under this chapter; and 

(b) The person's request for a hearing shall be made 
within ten days of the local health officer's serving of the 
order; and 
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(c) The hearing shall then be held within not less than 
twenty days or more than thirty days after the serving of the 
order; and 

(d) In any hearing concerning whether property is fit for 
use, the property owner has the burden of showing that the 
property is decontaminated or fit for use. 


[Statutory Authority: RCW 64.40.070 [64.44.070] and chapter 64.44 RCW. 
92-10-027 (Order 268B), § 246-205-560, filed 4/29/92, effective 5/30/92.] 


WAC 246-205-570 Contamination reduction. (1) 
An owner of contaminated property who desires to reduce 
the contamination shall use the services of an authorized 
contractor. 

(2) The local health officer shall provide the property 
owner with a list of authorized contractors upon request. 

(3) Before commencing contamination reduction, the 
property owner shall have a written work plan to reduce 
contamination of the property prepared by the contractor and 
approved by the local health officer. The work plan shall 
outline the contamination reduction and waste disposal 
procedures the contractor intends to use. 

(4) The property owner and the contractor shall follow 
the state department of health contamination reduction 
guidelines or other more stringent procedures as deemed 
appropriate by the local health officer. 

(5) The property owner shall be: 

(a) Financially responsible for any property testing 
which may be required to demonstrate the presence or 
absence of hazardous chemicals; 

(b) Financially responsible for the property’s contamina- 
tion reduction and disposal expenses, as well as costs 
incurred by the local health officer resulting from the 
enforcement of this chapter; 

(c) Responsible for keeping records documenting 
contamination reduction procedures and submitting notarized 
copies of all records to the local health officer; and 

(d) Responsible for petitioning the local health officer 
to review the contamination reduction records and to declare 
the property fit for use. 


[Statutory Authority: RCW 64.40.070 [64.44.070] and chapter 64.44 RCW. 
92-10-027 (Order 268B), § 246-205-570, filed 4/29/92, effective 5/30/92.] 


WAC 246-205-580 Recording of decontamination. 
(1) Within ten working days of a request for review of 
contamination reduction records, the local health officer: 

(a) Shall review the documentation to verify reduction 
of contamination to acceptable levels for reoccupancy as 
stated in state department of health guidelines or other more 
stringent requirements as deemed appropriate by the local 
health officer; 

(b) May visit the property site to assess the thorough- 
ness of the contractor's clean-up; 

(c) May require the property owner to provide more 
extensive testing and assessment of the property site by an 
independent laboratory or firm qualified to perform such 
testing and assessment. 

(2) If, after review of the information in subsection (1) 
of this section, the local health officer determines the 
property has been decontaminated, the local health officer 
shall within ten working days: 
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(a) Record a notice in the real property records of the 
county auditor where the property is located indicating that 
to the best of his or her knowledge, the basis upon which the 
property was originally declared unfit for use has been 
addressed by decontamination in accordance with board of 
health and department of health rules and guidelines. 

(b) Send a copy of the notice to the property owner. 

(c) Send a copy of the notice to the state department of 
health. 

(d) Send a copy of the notice to the local building 
permit department. 


[Statutory Authority: RCW 64.40.070 [64.44.070] and chapter 64.44 RCW. 
92-10-027 (Order 268B), $ 246-205-580, filed 4/29/92, effective 5/30/92.] 


WAC 246-205-990 Fees. (1) The department shall 
charge fees for issuance and renewal of certificates. The 
department shall set the fees by rule. 

(2) The fees shall cover the cost of issuing certificates, 
filing papers and notices, and administering this chapter. 
The costs shall include reproduction, travel, per diem, and 
administrative and legal support costs. 

(3) Fees are nonrefundable and shall be in the form of 
check or money order made payable to the department. 

(4) The department shall require payment of the 
following fees upon receipt of application: 

(a) Twenty-five dollars shall be assessed for each initial, 
renewal, or reciprocal worker certificate application. 

(b) Twenty-five dollars shall be assessed for each initial, 
renewal, or reciprocal supervisor certificate application. 

(c) Five hundred dollars shall be assessed for each 
initial, renewal, or reciprocal authorized contractor certificate 
application. The applicant's certificate shall expire annually 
on the expiration date of the contractor's license issued 
under the provisions of chapter 18.27 RCW. 

(d) Two hundred dollars shall be assessed for each 
initial application and fifty dollars shall be assessed for each 
renewal application for illegal drug manufacturing or storage 
site decontamination training course approval. 


[Statutory Authority: RCW 64.44.060 and chapter 64.44 RCW. 91-04-007 
(Order 125SB), § 246-205-990, filed 1/24/91, effective 4/1/91.] 
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246-215-020 Food supplies. 
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246-215-040 Public health labeling. 

246-215-050 Food preparation. 

246-215-060 Modified atmosphere packaging. 

246-215-070 Temperature control. 

246-215-080 Personal hygiene. 
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246-215-170 Customer self-service of food and bulk food dispens- 
ing. 

246-215-180 Bed and breakfast food service operations. 

246-215-190 Temporary food service establishments. 

246-215-200 Permits required, suspension, revocation, enforcement. 

246-215-210 Service of notices. 

246-215-220 Hearings. 
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246-215-250 Review of plans and menu. 

246-215-260 Procedure when disease transmission is suspected. 

246-215-270 Variance clause. 
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DISPOSITION OF SECTIONS FORMERLY 
CODIFIED IN THIS CHAPTER 


246-215-009 ^ Definitions. [Statutory Authority: RCW 43.20.050. 91- 
02-051 (Order 124B), recodified as $ 246-215-009, filed 
12/27/90, effective 1/31/91; 84-14-090 (Order 274), § 248- 
84-002, filed 7/3/84; 80-14-059 (Order 203), 8 248-84- 
002, filed 10/1/80.] Repealed by 92-08-112 (Order 261B), 
filed 4/1/92, effective 5/2/92. Statutory Authority: RCW 
43.20.050. 

246-215-019 Food supplies. [Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as § 246-215-019, 
filed 12/27/90, effective 1/31/91; 80-14-059 (Order 203), 
8 248-84-010, filed 10/1/80; Regulation .84.010, filed 
6/4/63; Regulation .84.010, effective 3/11/60.] Repealed 
by 92-08-112 (Order 261B), filed 4/1/92, effective 5/2/92. 
Statutory Authority: RCW 43.20.050. 

246-215-029 Food protection and storage. [Statutory Authority; RCW 
43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 
215-029, filed 12/27/90, effective 1/31/91; 80-14-059 
(Order 203), $ 248-84-015, filed 10/1/80.] Repealed by 
92-08-112 (Order 261B), filed 4/1/92, effective 5/2/92. 
Statutory Authority: RCW 43.20.050. 

246-215-039 Food preparation, display, service and transportation. 
[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 
124B), recodified as § 246-215-039, filed 12/27/90, 
effective 1/31/91; 80-14-059 (Order 203), § 248-84-020, 
filed 10/1/80; Regulation .84.020, filed 6/4/63; Regulation 
.84.020, effective 3/11/60.] Repealed by 92-08-112 (Order 
261B), filed 4/1/92, effective 5/2/92. Statutory Authority: 
RCW 43.20.050. 

246-215-049 Personnel. [Statutory Authority: RCW 43.20.050. 91-02- 
051 (Order 124B), recodified as § 246-215-049, filed 
12/27/90, effective 1/31/91; 80-14-059 (Order 203), § 248- 
84-025, filed 10/1/80.] Repealed by 92-08-112 (Order 
261B), filed 4/1/92, effective 5/2/92. Statutory Authority: 
RCW 43.20.050. 

246-215-059 Sanitary design, construction, and installation of equip- 
ment and utensils. (Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as $ 246-215-059, 
filed 12/27/90, effective 1/31/91; 84-14-090 (Order 274), 
$ 248-84-030, filed 7/3/84; 80-14-059 (Order 203), $ 248- 
84-030, filed 10/1/80; Regulation .84.030, filed 6/4/63; 
Regulation .84.030 effective 3/11/60.] Repealed by 92-08- 
112 (Order 261B), filed 4/1/92, effective 5/2/92. Statutory 
Authority: RCW 43.20.050. 

246-215-069 ^ Equipment and utensil cleaning and sanitation. [Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), 
recodified as $ 246-215-069, filed 12/27/90, effective 
1/31/91; 84-14-090 (Order 274), § 248-84-035, filed 
7/3/84; 80-14-059 (Order 203), § 248-84-035, filed 
10/1/80.] Repealed by 92-08-112 (Order 261B), filed 
4/1/92, effective 5/2/92. Statutory Authority: RCW 
43.20.050. 

246-215-079 Sanitary facilities and controls. [Statutory Authority: 
RCW 43.20.050. 91-02-051 (Order 124B), recodified as 
8 246-215-079, filed 12/27/90, effective 1/31/91; 80-14- 
059 (Order 203), 8 248-84-040, filed 10/1/80; Regulation 
.84.040, filed 6/4/63; Regulation .84.040, effective 
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3/11/60.] Repealed by 92-08-112 (Order 261B), filed 
4/1/92, effective 5/2/92. Statutory Authority; RCW 
43.20.050. 

Garbage and rubbish. [Statutory Authority; RCW 
43.20.050. 91-02-051 (Order 124B), recodified as 8 246- 
215-089, filed 12/27/90, effective 1/31/91; 80-14-059 
(Order 203), 8 248-84-045, filed 10/1/80.] Repealed by 
92-08-112 (Order 261B), filed 4/1/92, effective 5/2/92. 
Statutory Authority: RCW 43.20.050. 

Insect and rodent control. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as 5 246- 
215-099, filed 12/27/90, effective 1/31/91; 80-14-059 
(Order 203), § 248-84-050, filed 10/1/80; Regulation 
.84.050, filed 6/4/63; Regulation .84.050, effective 
3/11/60.] Repealed by 92-08-112 (Order 261B), filed 
4/1/92, effective 5/2/92. Statutory Authority; RCW 
43.20.050. 

Construction and maintenance of physical facilities. 
[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 
124B), recodified as $ 246-215-109, filed 12/27/90, 
effective 1/31/91; 80-14-059 (Order 203), $ 248-84-055, 
filed 10/1/80.] Repealed by 92-08-112 (Order 261B), filed 
4/1/92, effective 5/2/92. Statutory Authority: RCW 
43.20.050. 

Mobile units. [Statutory Authority: RCW 43.20.050. 91- 
02-051 (Order 124B), recodified as § 246-215-119, filed 
12/27/90, effective 1/31/91; 80-14-059 (Order 203), § 248- 
84-060, filed 10/1/80; Regulation .84.060, filed 6/4/63; 
Rules (part), effective 3/11/60.] Repealed by 92-08-112 
(Order 261B), filed 4/1/92, effective 5/2/92. Statutory 
Authority: RCW 43.20.050. 

Bulk foods, storage, and display. [Statutory Authority: 
RCW 43.20.050. 91-02-051 (Order 124B), recodified as 
§ 246-215-129, filed 12/27/90, effective 1/31/91; 84-14- 
090 (Order 274), $ 248-84-062, filed 7/3/84.] Repealed 
by 92-08-112 (Order 261B), filed 4/1/92, effective 5/2/92. 
Statutory Authority: RCW 43.20.050. 

Temporary food service establishments. [Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), 
recodified as § 246-215-139, filed 12/27/90, effective 
1/31/91; 80-14-059 (Order 203), § 248-84-065, filed 
10/1/80.] Repealed by 92-08-112 (Order 261B), filed 


. 4/1/92, effective 5/2/92. Statutory Authority: RCW 


43.20.050. Р : 

Permits required, suspension and revocation procedures. 
[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 
124B), recodified as 8 246-215-149, filed 12/27/90, 


effective 1/31/91; 80-14-059 (Order 203), $ 248-84-070, - 


filed 10/1/80; Regulation .84.070 (part), filed 6/4/63; Rules 
(part), effective 3/11/60.] Repealed by 92-08-112 (Order 
261B), filed 4/1/92, effective 5/2/92. Statutory Authority: 
RCW 43.20.050. 

Service of notices. [Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as $ 246-215-159, 
filed 12/27/90, effective 1/31/91; 80-14-059 (Order 203), 
8 248-84-075, filed 10/1/80.] Repealed by 92-08-112 
(Order 261B), filed 4/1/92, effective 5/2/92. Statutory 
Authority: RCW 43.20.050. 

Hearings. [Statutory Authority: RCW 43.20.050. 91-02- 
051 (Order 124B), recodified as § 246-215-169, filed 
12/27/90, effective 1/31/91; 80-14-059 (Order 203), 8 248- 
84-080, filed 10/1/80.] Repealed by 92-08-112 (Order 
261B), filed 4/1/92, effective 5/2/92. Statutory Authority: 
RCW 43.20.050. 

Inspections. [Statutory Authority: RCW 43.20.050. 91- 
02-051 (Order 124B), recodified as § 246-215-179, filed 
12/27/90, effective 1/31/91; 80-14-059 (Order 203), § 248- 
84-085, filed 10/1/80.] Repealed by 92-08-112 (Order 
261B), filed 4/1/92, effective 5/2/92. Statutory Authority: 
RCW 43.20.050. 

Examination—Hold orders—Condemnation—Destruction 
of food. [Statutory Authority: RCW 43.20.050. . 91-02- 
051 (Order 124B), recodified as § 246-215-189, filed 
12/27/90, effective 1/31/91; 80-14-059 (Order 203), 8 248- 
84-090, filed 10/1/80.] Repealed by 92-08-112 (Order 
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261B), filed 4/1/92, effective 5/2/92. Statutory Authority: 
RCW 43.20.050. 

Review of plans. [Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as § 246-215-199, 
filed 12/27/90, effective 1/31/91; 80-14-059 (Order 203), 
§ 248-84-095, filed 10/1/80.] Repealed by 92-08-112 
(Order 261B), filed 4/1/92, effective 5/2/92. Statutory 
Authority: RCW 43.20.050. 

Procedure when infection is suspected. [Statutory Authori- 
ty: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as § 246-215-209, filed 12/27/90, effective 1/31/91; 80-14- 
059 (Order 203), $ 248-84-100, filed 10/1/80.] Repealed 
by 92-08-112 (Order 261B), filed 4/1/92, effective 5/2/92. 
Statutory Authority: RCW 43.20.050. 

Variance clause. {Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as § 246-215-219, 
filed 12/27/90, effective 1/31/91; 80-14-059 (Order 203), 
§ 248-84-105, filed 10/1/80.] Repealed by 92-08-112 
(Order 261B), filed 4/1/92, effective 5/2/92. Statutory 
Authority: RCW 43.20.050. ` 

Interpretation. [Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as § 246-215-229, 
filed 12/27/90, effective 1/31/91; 80-14-059 (Order 203), 
§ 248-84-110, filed 10/1/80.] Repealed by 92-08-112 
(Order 261B), filed 4/1/92, effective 5/2/92. Statutory 
Authority: RCW 43.20.050. 

Sulfiting agents. [Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as § 246-215-239, 
filed 12/27/90, effective 1/31/91; 85-11-024 (Order 288), 
§ 248-84-120, filed 5/13/85.] Repealed by 92-08-112 
(Order 261B), filed 4/1/92, effective 5/2/92. Statutory 
Authority: RCW 43.20.050. 

Separability clause. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 
215-500, filed 12/27/90, effective 1/31/91; 80-14-059 
(Order 203), § 248-84-500, filed 10/1/80.] Repealed by 
92-08-112 (Order 261B), filed 4/1/92, effective 5/2/92. 
Statutory Authority: RCW 43.20.050. 

Penalty clause. [Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as § 246-215-900, 
filed 12/27/90, effective 1/31/91; 80-14-059 (Order 203), 
§ 248-84-900, filed 10/1/80.] Repealed by 92-08-112 
(Order 261B), filed 4/1/92, effective 5/2/92. Statutory 
Authority: RCW 43.20.050. 
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WAC 246-215-001 Purpose and authority. The 
purpose of chapter 246-215 WAC is to establish state board 
of health standards for food service under RCW 43.20.050 
to promote and protect the health, safety, and well-being of 
the public and prevent the spread of disease by food. 
[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), $ 246- 
215-001, filed 4/1/92, effective 5/2/92; 91-02-051 (Order 124B), recodified 
as § 246-215-001, filed 12/27/90, effective 1/31/91; 80-14-059 (Order 203), 
8 248-84-001, filed 10/1/80; Regulation .84.001, filed 6/4/63; Regulation 
.84.001, effective 3/11/60.] 


WAC 246-215-010 Definitions. (1) "Abbreviations": 

(a) "FDA" means United States Food and Drug Admin- 
istration. 

(b) "HACCP" means hazard analysis, critical control 
point. 

(c) "PPM" means parts per million. 

(d) "USA" means United States of America. 

(e) "USDA" means United States Department of 
Agriculture. 

(f) "WSDA" means Washington state department of 
agriculture. 

(2) "Adulterated" means the altered condition of food 
including: 
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(a) Bearing or containing any poisonous or deleterious 
substance in a quantity rendering food injurious to health; 

(b) Bearing or containing any added poisonous or 
deleterious substance where no safe tolerance has been 
established by regulation, or exceeding such tolerance if one 
has been established; 

(c) Consisting in whole or in part of any filthy, putrid, 
or decomposed substance, or otherwise being unfit for 
human consumption; 

(d) Processing, preparing, packing, or holding potentially 
hazardous foods under improper time-temperature conditions 
or under other conditions increasing the probability of food 
contamination with excessive microorganisms or physical 
contaminants; 

(e) Processing, preparing, packing, or holding food 
under insanitary conditions increasing the probability of food 
contamination or cross-contamination; 

(f) Holding or packaging food in containers composed, 
in whole or in part, of any poisonous or deleterious sub- 
stance rendering the contents potentially injurious to health; 
or 

(g) Containing any product of a diseased animal, or an 
animal dying by means other than by slaughter, except as 
‘permitted under WAC 246-215-020(6). 

(3) "Approved" means acceptable to the health officer 
based on his/her determination regarding conformance with 
appropriate standards and public health practice. 

(4) "Approved source" means foods which are obtained 
by the food service establishment owner from persons who 
comply with applicable federal, state and local laws, ordi- 
nances and regulations. 

(5) “Aquatic foods" means foods grown in or harvested 
from water, including all types of fish, shellfish and mol- 
lusks, edible crustacea, reptiles, amphibians, and mixtures 
containing aquatic foods and synthetic foods, such as surimi. 

(6) “Base of operation" means an approved site for 
servicing, cleaning, sanitizing, supplying, and maintaining a 
mobile food unit. 

(7) "Bed and breakfast" means a private home or inn 
offering lodging on a temporary basis to travelers, tourists, 
and transient guests which provides food service only to 
registered guests. 

(8) "Bulk food" means processed or unprocessed food 
in containers where consumers withdraw desired quantities. 

(9) "Caterer" means a person or food service establish- 
ment contracted to prepare food in an approved facility for 
final cooking or service at another location. 

(10) "Commissary" means an approved food service 
establishment where food is stored, prepared, portioned, or 
packaged for service elsewhere. 

(11) "Corrosion-resistant" means a material maintaining 
original surface characteristics under prolonged contact with 
food, cleaning compounds, or sanitizing solutions. 

(12) "Critical control point" means a location where 
exercising a preventive measure or procedure eliminates, 
prevents, or minimizes a hazard or hazards from occurring 
after that point. 

(13) "Cross-contamination" means the process where 
disease causing organisms are transferred from raw or other 
foods to equipment or ready-to-eat foods. 

(14) "Department" means the Washington state depart- 
ment of health. 
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(15) "Durable" means capable of withstanding expected 
use and remaining easily cleanable. 

(16) "Easily cleanable" means readily accessible with 
materials and finish fabricated to permit complete removal 
of residue by normal cleaning methods. 

(17) "Equipment" means all stoves, ovens, ranges, 
hoods, slicers, mixers, meat blocks, tables, counters, refriger- 
ators, sinks, dish machines, steam tables, and similar items 
used in the operation of a food service establishment. 

(18) "Extensive remodel" means construction in a food 
service establishment requiring a building permit or plumb- 
ing permit, except for signs and fences. 

(19) "Food" means any raw, cooked, or processed edible 
substance, ice, beverage, or ingredient used or intended for 
use or for sale, in whole or in part, for human consumption. 

(20) "Food additive" means substances added directly or 
indirectly to food. 

(21) "Food contact surfaces" means those surfaces of 
equipment and utensils normally contacting food, and those 
surfaces where food may drain, drip, or splash back onto 
surfaces normally in contact with food. 

(22) "Food service establishment" means: 

(a) A place, location, operation, site, or facility where 
food is manufactured, prepared, processed, packaged, 
dispensed, distributed, sold, served, or offered to the con- 
sumer regardless of whether or not compensation for food 
occurs, including but not limited to: 

(i) Restaurants, snack bars, cafeterias, taverns, bars; 

(ii) Retail food stores, supermarkets, retail meat markets, 
retail fish markets, retail bakeries, delicatessens; 

(iii) Institutional operations licensed by the department 
or local health officer, such as schools, hospitals, jails, 
prisons, and child care facilities; 

(iv) Central preparation sites, including caterers; 

(v) Satellite servicing locations; 

(vi) Temporary food service establishments or mobile 
food units; 

(vii) Bed and breakfast operations; 

(viii) Remote feeding sites; and 

(ix) Vending machines dispensing potentially hazardous 
foods. 

(b) Except for the following: 

(i) Private homes where food is prepared or served for 
consumption by household members and/or their guests; 

(ii) Establishments offering only commercially prepack- 
aged nonpotentially hazardous foods; 

(iii) Commercial food processing establishments, 
licensed and regulated by the USDA, FDA, or WSDA; and 

(iv) Farmers exempt from licensure under RCW 
36.71.090. 

(23) "Food service worker" means the permit holder, an 
individual having supervisory or management duties, and any 
other person working in a food service establishment. 

(24) "Frozen" means the condition of a food when it is 
continuously stored at or below 10? F. 

(25) "Game meat" means warm-blooded and cold- 
blooded animals, excluding fish and meat food animals as 
defined by USDA, noncommercially raised and processed 
without continuous regulatory surveillance, including, but not 
limited to: 

(a) Mammals such as deer, elk, antelope, buffalo, and 
bear; 
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(b) Birds; and 

(c) Reptiles such as alligator. 

(26) "Hazard analysis critical control point (HACCP)" 
means a method used to reduce the risk of foodborne illness 
by: 

(a) Identifying hazards of high risk foods; 
(b) Assessing the hazards posed by each preparation 
step; 

(c) Determining the critical points for controlling 
hazards; 

(d) Monitoring a critical control point or points; and 

(e) Implementing immediate and appropriate corrective 
action when control criteria are not met. 

(27) "Health officer" means the city, county, city- 
county, or district health officer defined under RCW 
70.05.010(2), or his/her authorized representative, or the 
representative of the department. 

(28) "Hermetically sealed container" means a properly 
designed container, intended to keep the contents free of 
contamination by microorganisms and to maintain the 
commercial sterility of its contents after thermal processing. 

(29) "Imminent or actual health hazard" means: 

(a) A breakdown or lack of equipment or power causing 
improper temperature control for potentially hazardous foods; 
and/or 

(b) Lack of water preventing adequate handwashing or 
equipment cleaning and sanitizing; and/or 

(c) Emergency situations including fire, flood, building 
collapse, or similar accident or natural disaster; and/or 

(d) A sewage backup or sewage contamination within a 
food service establishment; and/or 

(e) An occurrence of an outbreak of foodborne illness 
linked to the food service establishment. 

(30) "Immediate service" means foods served to the 
public within thirty minutes of preparation. 

(31) "Menu" means a written or graphic description of 
foods prepared and offered for sale or service by a food 
service establishment. 

(32) "Mislabeled" means the presence of any false or 
misleading written, printed, or graphic material upon or 
accompanying food or food containers. 

(33) "Mobile food unit" means a readily movable food 
service establishment. 

(34) "Modified atmosphere packaging" means a process 
that completely encases food in an impermeable or partially 
permeable membrane, with either a partial or complete 
vacuum; or a gas or mixture of gases surrounding the food. 
Hermetically sealed containers are not considered to be 
modified atmosphere packaging. 

(35) "Owner" means a person owning and/or responsible 
for the operation of a food service establishment. 

(36) "Perishable food" means foods, other than poten- 
tially hazardous foods, where deterioration or spoilage due 
to loss of moisture or growth of molds and bacteria may 
occur. A 

(37) "Person" means any individual, partnership, 
corporation, association, or other legal entity or agency of 
state, county, or municipal government, or agency of the 
federal government which is subject to the jurisdiction of the 
state. . 

(38) "Person in charge" means the individual present in 
a food service establishment and designated supervisor of the 
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food service establishment at the time of inspection or any 
food service worker present when a designated supervisor is 
absent. 

(39) "pH" means a measure of the amount of acid in a 
food product. 

(40) "Potentially hazardous food" means any natural or 
synthetic edible item, material, or ingredient in a form 
supporting rapid and progressive growth of infectious or 
toxigenic microorganisms or the slower growth of Clostridi- 
um botulinum. Potentially hazardous food: 

(a) Includes any food of animal origin, raw, cooked, or 
processed; 

(b) Includes certain cooked or prepared foods of plant 
origin, including but not limited to: 

(i) Potato products; 

(ii) Dry legumes; 

(ili) Rice; 

(iv) Sprouts; and 

(v) Cut melons and cut cantaloupes. 

(c) Excludes foods: 

(i) With a water activity (Aw) value of 0.90 or less; 

(ii) With a pH level of 4.6 or below; 

(iii) Enclosed in unopened hermetically sealed contain- 
ers commercially processed to achieve and maintain com- 
mercial sterility under nonrefrigerated storage and distribu- 
tion conditions; and 

(iv) Where laboratory evidence acceptable to the health 
officer indicates no likelihood of rapid or progressive growth 
of infectious or toxigenic microorganisms or the slower 
growth of Clostridium botulinum. 

(41) "Restructured" means potentially hazardous foods 
processed and formed so surface contaminants may become 
incorporated inside the final product. 

(42) "Sanitary design" means smooth, nonabsorbent, and 
easily cleanable. 

(43) "Sanitized" means effective bactericidal treatment 
by a process providing enough accumulative heat or concen- 
tration of chemicals for enough time to reduce the bacterial 
count, including pathogens, to a safe level on food contact 
surfaces. 

(44) "Sealed" means free of cracks or other openings 
permitting entry or passage of moisture or air. 

(45) "Self-service" means any site within a food service 
establishment where customers dispense their own food or 
beverages. 

(46) "Served" means offered to a person for consump- 
tion. 

(47) "Single service articles" means utensils designed, 
fabricated, and intended by the manufacturer for one time 
use. 

(48) "Sulfiting agents" means chemicals used to treat 
food to increase shelf life and enhance appearance including: 

(a) Sulfur dioxide; 

(b) Sodium sulfite; 

(c) Sodium bisulfite; 

(d) Potassium bisulfite; 

(e) Sodium metabisulfite; and 

(f) Potassium metabisulfite. 

(49) "Temporary food service establishment" means a 
food service establishment operating at a fixed location for 
not more than twenty-one consecutive days in conjunction 
with a single event or celebration. 
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(50) "Time/temperature" means the relationship between 
the length of time and the specific temperatures to which 
potentially hazardous foods are subjected during storage, 
transportation, preparation, cooking, reheating, dispensing, 
service, or sale. 

(51) "Utensil" means any food contact implement used 
in storing, preparing, transporting, dispensing, serving, or 
selling of food. 

(52) "Water activity (Aw)" means a measure of the 
amount of moisture available for bacterial growth in a food. 

(53) "Wholesome" means in sound condition, clean, free 
from adulteration, and otherwise suitable for use as human 
food. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), $ 246- 
215-010, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-020 Food supplies. Food service 
establishment owners shall: 

(1) Use or sell food supplies which are: 

(a) From approved sources; 

(b) In compliance with applicable federal, state, and 
local laws, ordinances, and regulations; : 

(c) Clean, wholesome, and free from spoilage and 
adulteration; 

(d) Protected from becoming adulterated; 

(e) Safe for human consumption; and 

(f) Hermetically sealed containers, processed in an 
approved commercial food processing establishment, when 
used. 

(2) Use or sell commercially pasteurized fluid milk, 
fluid milk products, dry milk, and dry milk products which 
meet the Grade "A" quality standards contained in the most 
current version of 
the federal Pasteurized Milk Ordinance, except: 

(a) Grade "A" raw milk as defined under RCW 
15.36.140 may be sold in the original container for off- 
premises consumption in retail food stores only; 

(b) Unripened raw milk cheese and similar raw milk 
cultured products may be sold in retail stores for off-premis- 
es consumption and may be used in food service establish- 
ments, only if the foods are subsequently cooked to a 
minimum temperature of 165? F; and 

(c) Properly fermented raw milk cheeses, produced 


. using a flash heating process and meeting cheese composi- 


tion requirements described under WAC 246-215-040 (6)(c), 
may be sold or used in food service establishments and are 
exempted from the cooking requirements of (b) of this 
subsection. 

(3) Use or sell fresh and frozen shellfish (oysters, clams, 
mussels, and scallops): 

(a) From sources approved by the department; or 
certified for interstate shipment in accordance with the 
National Shellfish Sanitation Program (NSSP); and 

(b) Which are identified by one of the following 
methods: 

(1) A tag or label containing name, address, state 
certification number, harvest date, and location attached to 
bags of unshucked shellfish; 

(ii) A label containing name, address, and state certifica- 
tion number attached to containers of shucked shellfish; or 


(1997 Ed.) 


246-215-010 


(iii) State certification numbers and harvest location 
provided on invoices accompanying shellfish. 

(4) Use or sell eggs meeting WSDA or USDA stan- 
dards. The use or sale of ungraded eggs, unpasteurized 
liquid eggs, except as specified in WAC 246-215-030 (1)(), 
or cracked or checked eggs is prohibited. 

(5) Use or sell only USDA inspected meat, meat 
products, poultry, and poultry products. Custom meat 
facilities defined in RCW 16.49.435 may process or handle 
uninspected meat for the household user. Custom meat 
facilities shall not use or sell uninspected meat to the public. 

(6) Use or sell game meat: 

(a) Processed in a state agriculture inspected processing 
plant; 

(b) Processed in a processing plant with USDA volun- 
tary inspection; 

(c) Imported from outside the USA from a country 
having an approved program of inspection euthon Zed by 
USDA or FDA; or 

(d) Approved by the health officer fat use in the 
following types of institutions: 

(i) Jails and correction facilities; and 

(ii) Distributing organizations limited to food banks and 
soup kitchens specified under RCW 69.80.020. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), § 246- 
215-020, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-030 Food protection. (1) Food 
service establishment owners shall protect food from 
potential or actual sources of contamination or adulteration 
during transporting, storing, preparing, cooking, displaying, 
and serving by the following methods: 

(a) Covering food or food storage containers with tightly 
fitting covers manufactured from approved materials such as 
metal, plastic, plastic wrap, or aluminum foil, except: 

(i) During necessary preparation or cooling periods; 

(ii) When serving food to the customers; 

(iii) When displaying or storing fresh, raw, unprocessed 
whole fruits and vegetables; 

(iv) When displaying or storing raw, whole aquatic 
foods; and 

(v) During storage, quarters or sides of meat, and primal 
cuts may be placed on clean sanitized hooks or racks. 

(b) Prohibiting the storage of food under leaking 
refrigeration condensers, exposed or unprotected sewer lines, 
leaking water lines, or water lines with accumulations of 
condensed water; 

(c) Storing foods above the floor level to prevent 
contamination and permit easy cleaning, except: 

(i) Floor storage is permitted for foods stored in bulk if 
contained in impervious covered containers; 

(ii) Storage on a floor surface is permitted when 
beverages are in pressurized beverage containers; or foods 
are protected by glass, durable plastic, cans, or other 
waterproof containers; and 

(A) Floors beneath the foods are dry and easily clean- 
able; and 

(B) Foods can be easily moved to allow cleaning of the 
floor. 


[Title 246 WAC—page 123] 


246-215-030 


(d) Prohibiting the storage of food, utensils, or single- 
service articles in toilet rooms, toilet room vestibules, or 
garbage rooms; 

(e) Labeling foods removed from original containers, 
unless identity of the food is unmistakable; 

(f) Providing protection from contamination through use 
of a sneeze guard, display case, packaging, or other effective 
measures; 

(g) Minimizing hand contact with foods by: 

(i) Using appropriate utensils, including single service 
food service gloves when practical; and 

(ii) Providing tongs, bakery papers, scoops, spatulas, 
ladles, and similar utensils for handling foods during display 
or service. 

(h) Prohibiting the storage of raw meats, poultry, and 
aquatic foods above foods requiring no additional cooking 
before service or in a manner increasing the probability of 
cross-contamination; 

(i) Prohibiting the use of ice for human consumption 
following use for cold holding or after contamination; or 

(j) Prohibiting use of pooled eggs prepared from raw 
eggs, except: 

(i) If used for immediate service; or 

(ii) If cooked to 140° F. or above within thirty minutes 
of breaking. 

(k) Prohibiting egg breaking procedures where liquid 
eggs contact egg shells such as egg breaking machines; 

(I) By any other methods approved by the health officer. 

(2) In emergency situations when an imminent or actual 
health hazard exists, the owner or person in charge of a food 
service establishment shall take appropriate action to prevent 
adulteration of foods, including the following: 

(a) Protecting foods from contamination; 

(b) Ensuring proper temperature controls; 

(c) Notifying the health officer; and 

(d) Destroying contaminated, adulterated, or temperature 
abused foods after consultation with the health officer. 

(3) Food service establishment owners shall: 

(a) Prohibit application of sulfiting agents in the food 
service establishment; 

(b) Prohibit the storage of sulfiting agents on the 
premises unless in packaged form, clearly labeled, and 
offered for retail sale; and 

(c) Allow sulfiting agents only if contained within 
properly labeled commercially processed foods. 

(4) When owners of food service establishments store or 
display mollusks in live holding systems, they shall protect 
the mollusks from contamination by: 

(a) Requiring an approved source for seawater placed in 
the system; or 

(b) Using a commercial mix for artificial seawater 
mixed with potable drinking water; and 

(c) Completely separating mollusks from crustaceans or 
fish. . 

(5) Owners of food service establishments specified in 
WAC 246-215-020 (6)(d) shal] establish control measures for 
the use of game meat. These control measures designed to 
prevent illness and approved by the health officer include: 

(a) Requiring adequate facilities for butchering and 
processing; 

(b) Designation of a person in charge who is responsible 
for: 
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(0) Record keeping of all game meat received and used; 

Gi) Insuring separation of raw game meat from all other 
foods; 

(iii) Adequate cooking of all game meat to 165? F. or 
above; and 

(iv) Maintenance of temperature monitoring and control. 

(c) Compliance with all other parts of this chapter, 
unless specified otherwise. 

(6) Game meat, except sources specified in WAC 246- 
215-020 (6)(a), (b), and (c), may only be possessed, handled, 
and processed by retail food stores: 

(a) When approved by the health officer; 

(b) For hunters who bring their game meat to the retail 
store and receive the same game meat back after the comple- 
tion of processing; 

(c) So contamination is avoided by separating raw game 
meat from all other foods; and 

(d) When all processing of game meat occurs at a 
separate time than processing of all other meat or meat 
products. 

(7) Owners of food service establishments may sell or 
serve mold cultured cheeses. The sale or service of moldy 
cheese is prohibited unless the cheese is reconditioned by 
removing the mold in the following manner: 

(a) If the cheese has been held under refrigeration, a 
one-half inch layer is removed and the moldy portions are 
discarded; 

(b) If the cheese has been held at ambient temperatures, 
a one inch layer is removed and the moldy portions are 
discarded; 

(c) The cutting is performed so that mold contamination 
of the new surfaces is minimized; and 

(d) When cheese has high moisture content such as brie, 
camembert, cream cheese, or cottage cheese, or where mold 
filaments have deeply penetrated the surface, the entire 
cheese shall be discarded. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), § 246- 
215-030, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-040 Public health labeling. (1) Food 
service establishment owners shall label all food products 
offered for sale if enclosed in a package or container; except: 

(a) Food products produced on-site; 

(b) Nonpotentially hazardous bakery products from 
approved sources; or 

(c) Single service portions or other packaged foods 
which are shipped to the food service establishment enclosed 
within a properly labeled master carton. 

(2) Food service establishment owners shall label 
modified atmosphere packaged foods in compliance with 
WAC 246-215-060. 

(3) Food service establishment owners shall ensure 
labels include: 

(a) The common name of the food; 

(b) All ingredients, including food additives, in descend- 
ing order of predominance;: 

(c) The name, city, state, and zip code of the manufac- 
turer; and 

(d) A packaging date code, when required by law or 
when the food is potentially hazardous. 
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(4) Food service establishment owners shall ensure 
information contained on labels is: 

(a) Accurate; 

(b) Easily readable; and 

(c) In the English language, except that duplicate 
labeling in foreign languages is allowed. 

(5) When labels, menus, or other printed or graphic 
materials are inaccurate or misleading and a report of illness 
or injury is associated with the food product, the health 
officer may: 

(a) Stop sale of the product until correctly labeled; 

(b) Require relabeling of the product; and 

(c) Issue public health advisories. 

(6) Whenever raw milk or raw milk cheese or similar 
raw milk products are offered for sale in a food service 
establishment, the health officer shall: 

(a) Require conspicuous labeling of raw milk or pro- 
ducts containing raw milk as "raw milk" or "contains raw 
milk"; 

(b) Require conspicuous posting of signs near the 
product that state: "Warning: Raw milk or foods prepared 
from raw milk, such as unripened or fresh cheese, may be 
contaminated with dangerous bacteria capable of causing 
severe intestinal illnesses. Contact your local health depart- 
ment for advice or to report a suspected illness"; 

(c) Exempt properly fermented raw milk cheeses from 
the labeling requirements contained in this subsection, 
provided the cheeses are produced using a flash heating 
process and they meet the following cheese composition 
requirements: 

(i) Moisture content of 40% or less; 

(ii) Saline-in-moisture content of 3.75% or greater; 

(iii) Water activity (Aw) of 0.96 or less; and 

(iv) pH of 5.40 or less. 

(7) Food service establishment owners shall label 
packaged or bulk foods containing sulfiting agents at detect- 
able levels as follows: 

(a) Accept accurate labels placed on packaged foods by 
the manufacturer; 

(b) Place a label on prepackaged foods stating, "This 
food contains a sulfiting agent"; 

(c) Place a sign or label on the bulk food container or 
in a conspicuous place nearby stating, "The following food 
or foods contain a sulfiting agent, ...... 

(d) Except these foods may be sold without labeling: 

(i) Wine by the glass; 

(ii) Salad bars; and 

(iii) Delicatessens and similar take-out food facilities 
when food is prepared on-site. . 

(8) Food service establishment owners shall provide 
prominent and conspicuous labels on bulk food display units 
with at least one of the following: 

(a) Manufacturer's or processor's container label plainly 
in view; 

(b) A card, sign, or other appropriate device stating the 
common name of the food; or 

(c) A list of ingredients and any food additives con- 
tained in the product. 

(9) Food service establishment owners shall ensure 
accurate labels are present on bulk containers of chemicals 
and pet foods. 
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(10) When raw or undercooked meats, eggs, or aquatic 
foods are offered for immediate service or for sale as ready- 
to-eat, the health officer shall require these foods to be 
identified, as such: 

(a) On the menu; 

(b) On the label; or 

(c) On a sign clearly visible to the patrons. 

(11) The health officer may approve alternate wording 
on signs required in subsections (6) and (7) of this section. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), $ 246- 
215-040, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-050 Food preparation. (1) The health 
officer may require a food service establishment owner to 
limit or modify food preparation and may delete some menu 
items when the available equipment is inadequate to rapidly 
cool or reheat, properly cook, hot hold, cold hold, or process 
potentially hazardous foods. 

(2) Food service establishment owners shall prepare, 
display, serve, and transport food: 

(a) Only with safe and necessary time-temperature steps; 

(b) With a minimum amount of hand contact; 

(c) With suitable utensils; 

(d) On clean, sanitized surfaces: 

(i) Washed, rinsed, and sanitized as required under this 
chapter prior to use; and 

(ii) Washed, rinsed, and sanitized to prevent cross- 
contamination. 

(3) Food service establishment owners shall: 

(a) Maintain the internal temperature of potentially 
hazardous food at 45? F. or below, or 140? F. or above, at 
all times except as provided in these regulations; 

(b) Minimize the time potentially hazardous foods 
remain at room temperature during preparation to a total 
time of two hours; 

(c) Store in-use serving utensils: 

(i) In the food product, only if the handle remains out 
of the food item; except in ice machines; 

(ii) In a running water dipper well; 

(iii) In water above 140? F., or below 45° F 

(iv) For ice machines, either on a clean dry surface or 
in an approved utensil holder; or 

(v) By other approved methods; 

(vi) Except that in-use serving utensils for nonpotent- 
ially hazardous foods may be stored on a clean surface. 

(d) Discard any leftover foods already served to a 
customer; except that packaged, nonpotentially hazardous 
foods which are still packaged in a sound and sanitary 
condition, may be re-served. Properly dispensed, 
nonpotentially hazardous foods such as those dispensed by 
using squeeze dispensers, covered containers with proper 
serving utensils, or shaker dispensers, may be re-served. 

(e) Ensure all foods served raw are thoroughly washed 
with potable water before serving; 

(f) Prepare potentially hazardous salads and sandwich 
spread using cold ingredients prechilled to 45? F. or below; 

(g) Ensure potentially hazardous foods transported or 
stored in ice are prechilled to 45? F. or below. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), § 246- 
215-050, filed 4/1/92, effective 5/2/92.] 
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WAC 246-215-060 Modified atmosphere packaging. 
(1) Modified atmosphere packaging of foods in food service 
establishments is permitted by the health officer for the 
following: 

(a) Nonpotentially hazardous foods; 

(b) Raw meat; 

(c) Natural hard or semi-soft cheeses containing live 
starter culture organisms; and 

(d) Foods which are rapidly frozen and are stored frozen 
until reheated or thawed for immediate service. Foods 
frozen under this subsection shall meet all of the following 
continuous cooling and freezing requirements: 

(i) Cooling foods from 140° F. to 70? F. or below 
within two hours; 

(ii) Cooling foods from 140? F. to 45° F. or below 
within four hours; 

(iti) Cooling foods to below 38° F. within twelve hours; 
and 

(iv) Freezing foods completely to below 10° F. within 
twenty-four hours. 

(2) Food service establishment owners shall not perform 
modified atmosphere packaging on the premises for any 
foods unless allowed under subsection (1) of this section; 
except 

(3) The health officer may allow additional foods to be 
modified atmosphere packaged only if an approved HACCP 
based procedure which controls the growth of bacterial 
pathogens is in place. Acceptable controls would be: 

(a) Maintaining water activity below 0.93; 

(b) Maintaining pH below 4.6; 

(c) Using processed meats or meat products, poultry, or 
poultry products produced in a plant regulated by USDA and 
received in an intact package before modified atmosphere 
packaging; 

(d) Properly curing the food on site using a standard 
recipe approved by the health officer with an initial sodium 
nitrite concentration of 120 ppm and 3.5% salt concentration; 
or 

(e) Properly processing uncured meats or poultry on-site 
by monitoring critical control points established in the 
HACCP plan specified in subsection (4)(e) of this section. 

(4) Whenever foods are modified atmosphere packaged 
under subsection (3) of this section, the health officer shall 
require all of the following: 

(a) Store the food at 38° F. or below; 

(b) Sell the food within fourteen days of packaging; 

(c) Prohibit exceeding the original processor’s shelf life, 
if applicable; 

(d) Establish critical control points during processing, 
packaging, and storage; 

(e) Monitor critical control points established in (d) of 
this subsection by any or all of the following: 

(i) Routine laboratory testing; 

(ii) Measuring refrigerated storage temperatures; 

(iii) Measuring temperatures during smoking or cooking 
processes; 

(iv) Providing other information requested by the health 
officer; and 

(f) Maintain accurate records of critical control point 
monitoring specified in (e) of this subsection, for examina- 
tion by the health officer; 

(g) Attach the following labels: 
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(i) "Keep refrigerated at 38? F. or below and use within 
seven days of purchase, unless frozen"; and 

(ii) "Sell by month/day/year" with the date established 
within fourteen days of packaging. 

(5) Modified atmosphere packaging of aquatic foods, 
including fish, is prohibited by the health officer except 
under subsections (1)(d), (3)(a), (b), or (d) of this section. 

(6) The food service establishment owner shall designate 
a person in charge of all modified atmosphere packaging 
operations to be responsible for control measures contained 
in subsections (4) and (9) of this section. 

(7) Modified atmosphere packaged foods packaged in 
USDA or FDA regulated plants and maintained in intact 
packages are exempted by the health officer from meeting 
labeling requirements contained in subsection (4)(g) of this 
section. 

(8) The food service establishment owner shall destroy 
modified atmosphere packaged foods which have exceeded 
the requirement for foods to be sold within fourteen days of 
packaging (contained in subsection (4)(b) of this section), 
except until that date modified atmosphere packaged foods 
may be: 

(a) Frozen; or 

(b) Removed from the packaging and used in the food 
service establishment. 

(9) Modified atmosphere packaged foods which have 
exceeded the requirement for foods to be sold within 
fourteen days of packaging (contained in subsection (4)(b) of 
this section) are prohibited by the health officer from sale. 


(Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), § 246- 
215-060, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-070 Temperature control. (1) The 
food service establishment owner shall: 

(a) Provide metal, stem-type, numerically scaled food 
thermometers accurate to within 2° F. in the appropriate 
range for the foods being tested; 

(b) Ensure thermometers are checked for accuracy; 

(c) Be allowed to use digital thermometers or thermo- 
couples to measure temperatures as long as they are accurate 
to within 2? F. and are capable of measuring all food 
temperatures contained in (e) of this subsection; 

(d) Equip each refrigeration unit with a numerically 
scaled thermometer accurate to within 3° F. located: 

(i) To be easily readable; and 

(ii) In the warmest part of the unit. 

(e) Ensure food service workers use thermometers to 
measure food temperatures to attain and maintain safety for 
potentially hazardous foods during: 

(i) Cooking; 

(ii) Reheating; 

(iii) Hot holding; 

(iv) Cooling; and 

(v) Cold holding. 

(2) Food service workers shall safely thaw potentially 
hazardous foods: 

(a) In refrigeration units at à temperature of 45? F. or 
less; 

(b) Under potable running water of a temperature of 70? 
F. or less with sufficient water velocity to agitate and float 
loose food particles into the overflow; or 
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(c) In an approved cooking unit as part of a continuous 
cooking process, only when the food depths or thickness for 
solid foods is less than four inches. 

(3) Food service workers shall safely cook all parts of 
potentially hazardous foods requiring cooking to the follow- 
ing minimum internal temperatures: 

(a) 165° F. or above for: 

(i) Poultry or any food containing poultry; 

(ii) Stuffed meats or stuffing containing meats; and 

(iii) Casseroles containing potentially hazardous foods. 

(b) 155? F. or above for ground, fabricated, or restruc- 
tured meats; except that ground beef may be cooked to lower 
temperatures if specifically ordered by the immediate 
consumer; 

(c) 150? F. or above for pork or any food containing 
pork; 

(d) 130? F. or above for: 

(i) Rare roast beef; and 

(ii) Rare beef steak, except that beef steak may be 
cooked to a lower temperature if specifically ordered by the 
immediate consumer. 

(e) 140? F. or above for eggs and foods containing 
uncooked eggs, unless specifically ordered by the immediate 
consumer otherwise, except: 

(i) Health care facilities such as nursing homes and 
hospitals shall only use pasteurized eggs or eggs cooked to 
140? F. or above unless a physician's statement allows 
otherwise; and 

(ii) Traditionally uncooked or undercooked eggs when 
used to prepare foods such as eggs benedict, caesar salad, 
meringue, or hollandaise sauce shall be: 

(A) Prepared for immediate service to the customer; 

(B) Rapidly cooled and held at 45? F. or less; or 

(C) Held hot at 140? F. or above. 

(f) 140? F. or above for all other potentially hazardous 
foods except as specified under (a) through (e) of this 
subsection; 

(g) Except that potentially hazardous foods that have 
been partially cooked or blanched shall be cooled rapidly 
using procedures contained in subsection (6) of this section 
and reheated before service as described in subsection (8) of 
this section. 

(4) Food service establishment owners are prohibited 
from overnight cooking without temperature monitoring. 

(5) Food service workers shall ensure potentially 
hazardous foods, after initial cooking or reheating, are held 
hot at or above the following temperatures: 

(a) 130? F. for unsliced rare roast beef; or 

(b) 140? F. for all other potentially hazardous foods; 

(c) Except that overnight hot holding without tempera- 
ture monitoring is prohibited. 

(6) When potentially hazardous foods require cooling or 
cold holding after preparation, rapid methods of cooling 
from 140? F. to 45? F. shall be used. Food service workers 
shall use methods including: 

(a) Reducing very viscous foods such as refried beans, 
chowders, and gravies to a thickness of two inches or less 
and: 

(i) Placing immediately in a refrigerator or in a freezer; 
and 

(ii) Leaving uncovered until cooled to 45? F. or below, 
while protecting the food from cross-contamination. 


(1997 Ed.) 


246-215-070 


(b) Reducing foods not listed in subsection (6)(a) of this 
section to a thickness of four inches or less and: 

(i) Placing immediately in a refrigerator or freezer; and 

(ii) Leaving uncovered until cooled to 45? F. or below, 
while protecting the food from cross-contamination. 

(c) Placing liquid foods deeper than four inches into an 
ice and water bath provided: 

(i) The container is immersed to the depth of the food; 

(ii) Ice is replaced as it melts; 

(iii) The food is frequently stirred; 

(iv) A metal stem thermometer is used; and 

(v) The food is refrigerated or frozen once cooled to 45? 
F. 

(d) Using other methods for rapid cooling approved by 
the health officer, provided the food is cooled from 140? F. 
to 45? F. or below within four hours. 

(7) Food service workers shall ensure potentially 
hazardous foods requiring cold holding are kept at 45? F. or 
below by: 

(a) Using mechanical refrigeration; 

(b) Storing in ice provided: 

(i) The food is prechilled to 45? F. or below; 

(ii) The container is placed in ice to the height of the 
food; 

(iii) Ice is replaced as it melts; and 

(iv) Melt water is frequently drained. 

(c) Using refreezable ice or similar products with prior 
approval by the health officer; 

(d) Except cold holding temperatures required for 
commercially prepared modified atmosphere processed 
aquatic foods are 38? F. or below. 

(8) Food service workers shall ensure potentially 
hazardous foods previously cooked and cooled are rapidly 
reheated from 45? F 

(a) With no interruption in the reheating process; 

(b) In one hour or less; 

(c) To the following minimum temperatures: 

(i) 165? F. for foods prepared in any food service 
establishment; or 

(ii) 140? F. for foods prepared in any food processing 
establishment under jurisdiction of USDA or FDA only for 
initial reheating. 

(d) In equipment designed to meet the performance 
standards provided in this subsection; and 

(e) With frequent stirring for liquid or semi-solid 
potentially hazardous foods. 

(9) Food service workers may reheat completely cooked 
potentially hazardous foods with no minimum reheating 
temperature only if they are: 

(a) Served either hot or cold; and 

(b) Reheated to order in individual portions when 
ordered by the consumer. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), $ 246- 
215-070, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-080 Personal hygiene. (1) Food 
service workers shall wash their hands, including fingernails, 
in an approved handwashing facility by applying soap, using 
warm water, scrubbing thoroughly, rinsing, and then drying, 
using methods which prevent recontamination: 

(a) Before starting work; and 
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(b) During work, as often as necessary to prevent 
contamination of foods: 

(i) After using the toilet; 

(ii) After handling raw meat, poultry, or aquatic foods; 

(іп) After handling unclean items; 

(iv) After eating or smoking; and 

(v) Before preparing ready-to-eat foods. 

(2) Food service workers shall: 

(a) Wear clean outer garments; 

(b) Maintain a high degree of personal cleanliness; and 

(c) Restrain hair as necessary. 

(3) The food service establishment owner shall ensure 
bactericidal and viricidal hand rinses are used only in 
addition to approved handwashing methods. 

(4) The food service establishment owner shall ensure 
eating or use of tobacco in any form by food service workers 
is permitted only in designated areas approved by the health 
officer. · 

(5) The food service establishment owner shall provide 
adequate facilities for the orderly storage of food service 
workers’ clothing and personal belongings. 

(6) The person in charge of the food service establish- 
ment shall ensure all food service workers: 

(a) Comply with the provisions of chapter 69.06 RCW 
and chapter 246-217 WAC; 

(b) Obtain valid food and beverage service worker 
permits within thirty days of employment; and 

(c) Maintain current food and beverage service worker 
permits. 

(7) The person in charge of the food service establish- 
ment must display or file the food and beverage service 
workers permits, or copies thereof, where they are available 
for inspection by the health officer upon request. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), 5 246- 
215-080, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-090 Sanitary design, construction, 
and installation of equipment and utensils. (1) Food 
service establishment owners shall use equipment and 
utensils designed and of such materials and workmanship to 
be: 

(a) Smooth; 

(b) Easily cleanable; 

(c) Durable; 

(d) In good repair; and 

(e) In conformance with the current standards and 
listings of the National Sanitation Foundation or equivalent. 

(2) Food service establishment owners shall ensure food 
contact surfaces of equipment and utensils are: 

(a) Made of food grade material; 

(b) Smooth; 

(c) Easily accessible for cleaning; 

(d) Nontoxic; 

(e) Corrosion resistant; and 

(f) Nonabsorbent. 

(3) When single service articles are used, the food 
service establishment owner shall ensure they are: 

(a) Made from clean, sanitary, and safe materials; and 

(b) Prohibited from reuse. 

(4) Food service establishment owners shall install and 
maintain equipment to: 
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(a) Facilitate cleaning of equipment and adjacent areas; 
and 

(b) Avoid placement under: 

(i) Exposed or unprotected sewer lines; 

(ii) Open stairwells; 

(iii) Unprotected insulation; and 

(iv) Other sources of contamination. 

(5) Owners shall ensure food service establishments 
using equipment or utensils requiring cleaning and sanitizing 
are equipped with either: 

(a) Approved mechanical dishwashing facilities and a 
sink with a minimum of two compartments in the dishwash- 
ing area; 

(b) A sink with a minimum of three compartments, a 
space for soiled utensils ahead of the first compartment, and 
a drainboard for clean utensils when no mechanical dish- 
washer is available, or when utensils cannot be cleaned and 
sanitized in the mechanical dishwasher due to size or 
configuration; or 

(c) A sink with a minimum of two compartments, a 
space for soiled utensils ahead of the first compartment, and 
a drainboard for clean utensils when: 

(i) Only single service articles are provided for use by 
the consumer, very minimal utensil washing is needed, and 
the health officer determines it is consistent with the intent 
of the regulations; and 

(ii) Only single service articles are provided for use by 
the consumer, only nonpotentially hazardous foods and 
ingredients are used, and the health officer determines it is 
consistent with the intent of the regulations. 

(6) Food service establishment owners shall provide sink 
compartments of sufficient s size to accommodate the largest 
utensil. 

(7) Food service establishment owners of bars and 
taverns shall provide a sink compartment for disposing of 
liquid waste in addition to sinks necessary for cleaning and 
sanitizing. 

(8) Food service establishment owners shall provide 
sufficient food preparation sinks in which foods may be: 

(a) Washed, soaked, rinsed, or drained; 

(b) Cooled or thawed; or 

(c) Processed in a manner requiring placements in a sink. 

(9) Food service establishment owners shall prohibit use 
of food preparation sinks for: 

(a) Handwashing; 

(b) Utensil washing; and 

(c) Other activities which may contaminate foods. 

(10) Food service establishment owners shall provide a 
mop sink or equivalent fixture capable of supplying and 
disposing of water for cleaning floors, walls, and other 
nonfood contact surfaces. 

(11) The health officer may exempt food service estab- 
lishment owners from subsections (5)(a), (7), (8), and (10) 
of this section when: 

(a) A plan review was approved prior to the effective 
date of these regulations; 

(b) The food service establishment was constructed prior 
to the effective date of these regulations; or 

(c) The menu, method of food preparation, and volume 
of food preparation present no health hazard. 


(Statutory Authority; RCW 43.20.050. 92-08-112 (Order 261B), § 246- 
215-090, filed 4/1/92, effective 5/2/92.] 
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WAC 246-215-100 Equipment and utensil cleaning 
and sanitizing. (1) The following articles shall be thorough- 
ly washed, rinsed, and sanitized by a food service worker 
after each use: 

(a) Utensils; and 

(b) Food contact surfaces of equipment, except cooking 
surfaces. 

(2) All utensils and food contact surfaces of equipment 
used in preparation, service, display, or storage of potentially 
hazardous food shall be sanitized by a food service worker: 

(a) Following any interruption of operations during 
which contamination of the food contact surfaces may have 
occurred; and 

(b) Whenever contamination has occurred. 

(3) When equipment and utensils are used for the 
preparation of potentially hazardous foods on a continuous 
or production line basis, the food service establishment 
owner shall ensure utensils and the food contact surfaces of 
equipment are washed, rinsed, and sanitized. The health 
officer, based on food temperatures, type of food, and 
amount of particle accumulation shall specify the minimum 
time interval between cleaning operations. 

(4) The food service establishment owner shall ensure 
cleaning and sanitizing of food contact surfaces of equipment 
and utensils are accomplished by first prescraping or 
prerinsing and then by either of the following methods: 

(a) Manual dishwashing in proper sequence: 

(i) Washing in a clean, hot detergent solution; 

(ii) Rinsing in clean, warm water; 

(iii) Sanitizing by immersion for at least one minute in: 

(A) A chemical sanitizing solution at proper concentra- 
tion as described in C.F.R. 21.178; or 

(B) A mechanically heated sink at a temperature of at 
least 170? F.; and 

(iv) Air drying; or 

(b) Mechanical dishwashing which washes and then 
sanitizes by: 

(i) A high temperature final rinse with a minimum of 
180? F. measured by the gauge; 

(ii) A high temperature final rinse with a minimum of 
160? F. measured at the surface of the utensil; 

(iii) An approved concentration of chemical sanitizer as 
described in C.F.R. 21.178 which is automatically dispensed; 
or 

(iv) A method approved by the health officer consistent 
with the intent of the regulations. 

(5) The food service establishment owner shall ensure 
cleaned and sanitized equipment, utensils, and single service 
articles are stored to: 

(a) Protect from all sources of contamination; and 

(b) Minimize unnecessary handling. 

(6) Food service workers shall ensure wiping cloths 
used for cleaning up food spills or wiping work surfaces, 
table surfaces, high chairs, equipment, utensils, or food- 
workers’ hands are: 

(a) Kept in a clean, sanitary condition at all times; 

(b) Moistened with an approved sanitizing solution at all 
times when in use; and 

(c) Stored in a proper concentration of sanitizing solu- 
tion between uses, 

(7) Food service workers shall be responsible for 
monitoring sanitizing operations by: 
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(a) Checking temperature gauges; 

(b) Measuring chemical concentrations with appropriate 
methods; or 

(c) Using premeasured sanitizing packages or tablets, 
following label directions. 

(8) The food service establishment owner shall ensure: 

(a) Wiping cloths used for removing food spills from 
tableware such as plates or bowls, are clean, dry, and used 
for no other purposes; 

(b) Cooking surfaces of equipment are cleaned at least 
once daily; and 

(c) Nonfood contact surfaces of equipment are cleaned 
at such intervals to keep them clean and in a sanitary 
condition. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), § 246- 
215-100, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-110 Poisonous or toxic materials. (1) 
Food service establishment owners shall allow poisonous or 
toxic materials on the premises only under the following 
conditions: 

(a) When necessary and intended for the operation and 
maintenance of the food service establishment; 

(b) When used to prevent or control pests; 

(c) When used to clean and sanitize equipment, utensils, 
and work surfaces; or 

(d) When offered for sale in a retail food store, grocery, 
or similar food service establishment, provided these 
materials are separated from food and single-service articles 
by: 

(i) Spacing; 

(ii) Partitioning; 

(iii) Dividers; or 

(iv) Storage below food or single-service articles. 

(2) Food service establishment owners shall ensure 
commercially filled containers of poisonous or toxic materi- 
als are labeled in accordance with Environmental Protection 
Agency regulations. Small containers may be filled or taken 
from a properly labeled container only when identified with 
the common name of the material. 

(3) Food service establishment owners shall ensure 
poisonous or toxic materials are stored and used: 

(a) In accordance with the manufacturer’s label require- 
ments; 

(b) In a manner preventing adulteration of food and 
contamination of food contact surfaces, utensils, and single- 
service articles; and 

(c) So food service workers and other persons are 
protected from potential health and safety hazards. 

(4) Food service establishment owners shall ensure 
lubricants used on food contact surfaces of equipment are 
nontoxic. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), § 246- 
215-110, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-120 Sanitary facilities and controls. 
(1) Food service establishment owners shall ensure: 

(a) Their water source is; 

(i) Adequate in quantity and quality; 

(ii) Supplied by a source approved under chapter 246- 
290 WAC (formerly chapter 248-54 WAC); and 
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(iii) Monitored according to standards established by the 
health officer. 

(b) Use of bottled water from an approved source; and 

(c) Ice used for any purpose is: 

(i) Made from an approved water source; and 

(ii) Manufactured, stored, transported, and handled in a 
sanitary manner. 

(2) Food service establishment owners shall dispose of 
all liquid waste including gray water, mop water, and ice 
melt: 

(a) Into a public sewer system; 

(b) Into an approved on-site sewage disposal system; or 

(c) In another manner approved by the health officer. 

(3) Food service establishment owners shall ensure 
plumbing is: 

(a) Sized, installed, and maintained in accordance with 
applicable state and local plumbing codes; 

(b) Free of cross connections between potable water 
supplies and: 

(i) Nonpotable or questionable sources of water; or 

(ii) Chemical feed lines or similar devices. 

(c) Indirectly drained from ice machines, food prepara- 
tion sinks, beverage ice sinks, salad bars, dipper wells, and 
mechanical dishwashers, into: 

(1) A floor sink; 

(1) Hub drain; or 

(iii) A similar device. 

(4) Food service establishment owners shall install a 
properly vented dual check valve device or an approved 
reduced pressure backflow assembly between copper pipe or 
tubing and carbonated beverage dispensing machines. 
Carbonated beverage dispensing machines installed before 
the effective date of these regulations are exempt from this 
requirement. 

(5) Food service establishment owners shall ensure 
toilets for food workers are: 

(a) Provided within the food service establishment; or 

(b) Convenient to food workers and within two hundred 
feet of the food service establishment. 

(6) Food service establishment owners shall ensure toilet 
facilities for patrons are provided within, or convenient to, 
the food service establishment when: 

(a) Customer seating for on-premises consumption of 
food or drink is provided; and 

(b) The food service establishment was constructed or 
extensively remodeled after the effective date of these 
regulations. I 

(7) Toilet facilities may be used jointly by patrons and 
food service workers, provided patrons accessing the facility 
are excluded from food preparation and storage areas. 

(8) Food service establishment owners shall ensure all 
toilet facilities are: 

(a) Of sanitary design; 

(b) Kept clean; 

(c) In good repair; 

(d) Provided with toilet paper; and 

(e) Provided with easily cleanable waste storage 
receptacles. 

(9) Food service establishment owners shall ensure hand 
sinks are: 

(a) Accessible to food workers at all times; 
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(b) Located to permit convenient use by all food 
workers in food preparation, food service, and utensil 
washing areas and in, or immediately adjacent to, toilet 
facilities; and 

(c) Used exclusively for hand washing. 

(10) Food service establishment owners shall be 
responsible for maintenance of hand sinks designated for use 
by food service workers and patrons and ensure each hand 
sink is: 

(a) Provided with hot, at a minimum temperature of 
100° F., and cold running water provided through a mixing | 
faucet; 

(b) Provided with hand soap; 

(c) Provided with single use towels or other hand drying 
devices approved by the health officer; and 

(d) Kept clean and in good repair. 

(11) Food service establishment owners shall ensure 
hand operated automatic faucets have a minimum cycle of 
fifteen seconds. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), $ 246- 
215-120, filed 4/1/92, effective 5/2/92,1 


WAC 246-215-130 Garbage, rubbish, and litter. 
The food service establishment owner shall: 

(1) Properly store and dispose of all garbage, rubbish, 
and litter in and around a food service establishment. 
Storage prior to disposal shall be in containers that are: 

(a) Durable; 

(b) Easily cleanable; 

(c) Insect and rodent proof; 

(d) Nonabsorbent; 

(e) In sound condition; 

(f) Watertight; and 

(g) Kept covered with tight fitting lids except when 
stored in a closed, pest-proof room or enclosure. 

(2) Dispose of liquid wastes as waste water when 
collected from: 

(a) Leaking garbage containers; 

(b) Garbage compacting operations; or 

(c) Cleaning operations. 

(3) Store all other rubbish in containers or other areas 
in a manner approved by the health officer. 

(4) Use rooms, enclosures, areas, and containers 
adequate in size and number for garbage storage. 

(5) Prevent overflows and nuisances caused by garbage, 
rubbish, and litter by: 

(a) Ensuring frequent disposal; 

(b) Providing adequate cleaning facilities; and 

(c) Ensuring that containers, rooms, and areas are 
cleaned as needed. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261В), § 246- 
215-130, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-140 Pests and pest control. Food 
service establishment owners shall: 

(1) Take effective measures to minimize: 

(a) Entry of pests such as rodents and insects; and 

(b) Presence of pests. | 

(2) Ensure the premises are kept in such condition to 
prevent: 

(a) Harborage of pests; and 
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(b) Feeding of pests. 

(3) Ensure only pesticides labeled for use in food 
service areas are stored on the premises or used to eliminate 
or control pests. 

(4) Ensure pesticides are stored: 

(a) In cabinets; 

(b) In a physically separate place used for no other 
purpose; and 

(c) Below or separate from food, food equipment, 
utensils, or single service articles. 

(5) Ensure that pesticides are applied: 

(a) In accordance with label directions; and 

(b) In compliance with Washington state department of 
agriculture rules located in chapter 16-228 WAC, pesticide 
regulations, to prevent adulteration of foods and contamina- 
tion of food contact surfaces. 

(6) Employ the services of a licensed pest control 
operator when the health officer determines: 

(a) Measures taken by the owner of the food service 
establishment are ineffective; or 

(b) Pest problems are severe and extend beyond the 
property boundaries controlled by the food service establish- 
ment owner. 

(7) Ensure that automatic dispensing aerosol units, if 
used, are: 

(a) Prohibited in all areas where food is prepared or 
served; and 

(b) Installed and used only in areas outside the influence 
area of ventilation systems and at least twenty feet away 
from any: 

(i) Food storage area; 

(ii) Food preparation or service area; 

(iii) Unprotected food contact surfaces; and 

(iv) Utensil washing or storage area. 


{Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), § 246- 
215-140, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-150 Construction and maintenance 
of physical facilities. Food service establishment owners 
shall: 

(1) Ensure floors and floor coverings in all areas are: 

(a) Constructed of easily cleanable materials; 

(b) Kept clean; 

(c) In good repair; and 

(d) Coved at the floor/wall junctures, except for carpeted 
areas. 

(2) Provide proper construction of floors and floor 
coverings with the following characteristics: 

(a) Water impervious construction; 

(b) Grease resistance; 

(c) Durability; and 

(d) Drains provided when water or pressure spray 
methods of cleaning are used, in any of the following areas: 

(i) Food preparation areas; 

(ii) Food and utensil storage areas; 

(iii) Utensil washing areas; 

(iv) Walk-in refrigerators; 

(v) Dressing rooms or locker rooms with shower facili- 
ties; and 

(vi) Bathrooms where toilets or urinals are located. 
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(3) Ensure walls, windows, doors, and ceilings in all 
areas are clean and in good repair. 

(4) Ensure that walls are constructed, in addition to 
requirements in subsection (3) of this section, with the 
following characteristics: 

(a) Smooth finish; 

(b) Nonabsorbent surfaces; and 

(c) Construction with easily cleanable materials in the 
following areas: 

(i) Walk-in refrigerators and freezers; 

(ii) Food preparation areas; 

(iii) Utensil washing areas; 

(iv) Dressing rooms or locker rooms with shower 
facilities; and 

(v) Bathrooms. 

(5) Provide: 

(a) Lighting of at least thirty foot candles in the follow- 
ing: 

(i) Areas where food is prepared or stored; 

(ii) Areas where utensils are washed; 

(iii) Areas where hands are washed; 

(iv) In bathrooms; and 

(v) When cleaning is occurring. 

(b) Proper shields or guards for lights in the food 
preparation and storage areas. 

(6) Ensure design, installation, and maintenance of 
ventilation systems in accordance with applicable staté and 
local mechanical and fire codes; and 

(a) Provide ventilation systems, when necessary, to keep 
all areas free of excessive: 

(1) Heat; 

(ii) Steam; 

(iii) Condensation; 

(iv) Fumes and vapors; 

(v) Obnoxious odors; and 

(vi) Smoke. 

(b) Design and maintain ventilation hoods and filters to: 

(i) Prevent grease and condensate from dripping into 
food or onto food contact surfaces; and 

(ii) Allow ready removal of filters for cleaning and 
replacement. 

(7) Maintain the premises by: 

(a) Allowing only articles necessary for operation and 
maintenance of the food service establishment to be stored 
there; 

(b) Prohibiting use of any room in the food service 
establishment as living or sleeping quarters: 

(i) Except when separated from all food service opera- 
tions by complete partitions and solid doors; and 

(ii) Except for bed and breakfasts. 

(c) Allowing live animals only under the following 
conditions: 

(i) Fish, crustacea, and shellfish for food purposes in 
aquariums; 

(ii) Fish in aquariums for display or decor; 

(iii) Patrol dogs accompanying security or police 
Officers; or 

(iv) Guide dogs or service dogs, as defined under 
chapter 70.84 RCW, are allowed to accompany a blind, 
visually handicapped, hearing impaired, or otherwise 
physically disabled person in all areas of a food service 
establishment except in food preparation areas. 
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(d) Allowing only food service workers or other persons 
authorized by the health officer in food preparation and 
storage areas. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), § 246- 
215-150, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-160 Mobile food units. (1) The 
owner of a mobile food unit shall comply with the require- 
ments of this chapter, except as allowed in this section. 

(2) The health officer may impose additional require- 
ments to protect against health hazards related to the 
operation of a mobile food unit and may: 

(a) Limit the food preparation steps; 

(b) Restrict the mode of operation when facilities or 
equipment are inadequate to protect public health; or 

(c) Prohibit some menu items; and 

(d) When no imminent health hazard will result, may 
waive or modify requirements of this chapter. 

(3) The person in charge of the mobile food unit shall 
ensure: 

(a) All foods, including ice, are from an approved 
source or commissary; and j 

(b) All prepackaged foods are properly labeled, except 
when prepared in and sold from the same mobile food unit. 

(4) The person in charge of the mobile food unit shall 
ensure proper temperature control of potentially hazardous 
foods on the unit by: 

(a) Prohibiting cooling of potentially hazardous foods or 
ingredients; 

(b) Allowing only potentially hazardous foods that have 
been cooked and cooled in an approved commissary to be 
reheated in individual portions for immediate service; 

(c) Allowing only foods processed in commercial food 
processing plants to be reheated from 45° F. to 140° F. or 
above within one hour when reheated at the commissary or 
when reheated on the mobile unit after leaving the commis- 
sary. 
(d) Prohibiting cooking of raw meats greater than one 
inch in thickness; 

(e) Preheating hot holding equipment and prechilling 
cold holding equipment before loading potentially hazardous 
food onto the mobile unit; and 

(f) Monitoring temperatures of potentially hazardous 
foods with a thermometer. 

(5) The person in charge of the mobile food unit shall 
ensure: 

(a) Preparation steps for potentially hazardous foods are 
minimized to decrease risk of foodborne illness; 

(b) Facilities are adequate for all food preparation steps 
on the mobile unit; and 

(c) Daily preparation of potentially hazardous foods 
prepared on the mobile unit. 

(6) The owner of a mobile food unit shall: 

(a) Allow only food service workers and persons 
authorized by the health officer to be present in the mobile 
food unit; and 

(b) Ensure that all food service workers in the mobile 
food unit have current food and beverage service workers 
permits, unless all foods are prepackaged and nonpotentially 
hazardous. 
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(7) The owner of a mobile food unit shall ensure cold 
holding of potentially hazardous foods is accomplished by 
use of: ` 

(a) Mechanical refrigeration; or 

(b) Ice, when all food is prechilled and packaged in 
sealed containers. 

(8) The owner of a mobile food unit shall only provide 
single service articles for use by the consumer. 

(9) When a mobile food unit has a water supply: 

(a) The source and system design shall be approved by 
the health officer; 

(b) The capacity of the system shall be sufficient to 
furnish enough hot and cold water for each of the following 
procedures if they occur on the mobile food unit: 

(i) Food preparation; 

(ii) Utensil cleaning; 

(iii) Sanitizing; 

(iv) Handwashing; and 

(v) Facility cleaning. 

(10) The owner of a mobile food unit with a water 
system shall ensure: 

(a) All liquid waste is stored in a wastewater retention 
tank with at least fifteen percent more capacity than the 
water tank; and 

(b) Wastewater is retained on the mobile food unit until 
disposed of by a method approved by the health officer. 

(11) The owner of a mobile food unit shall provide: 

(a) A three-compartment sink with hot and cold running 
water to wash, rinse, and sanitize utensils when equipment 
or utensils are reused on the mobile food unit; except 

(b) This requirement may be waived or modified by the 
health officer when: 

(i) Limited food preparation occurs; or 

(ii) Additional clean utensils are available and utensil 
washing can take place at an approved base of operation. 

(12) The person in charge of the mobile food unit shall 
provide a separate handwashing facility for food workers 
consisting of: 

(a) A sink with potable, warm, running water; 

(b) Soap; and 

(c) Paper towels. 

(13) Food workers may use a three-compartment utensil 
washing sink for handwashing if: 

(a) The mobile food unit owner locates it in the food 
preparation area; and 

(b) The health officer determines that periodic hand- 
washing will not interfere with washing of utensils. 

(14) When only prepackaged food items are served, the 
health officer may waive or modify requirements for 
handwashing. 

(15) The person in charge of the mobile food unit shall 
ensure toilet facilities for food workers are available. and 
readily accessible within two hundred feet of the unit during 
operation. 

(16) The owner of a mobile food unit or permit appli- 
cant shall submit properly prepared plans and specifications 
of the mobile food unit, base of operation, and/or commis- 
sary to the health officer for approval before: 

(a) Construction or remodeling begins; 

(b) The menu of the mobile food unit is changed; or 

(c) The method of food preparation is changed. 
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(17) The owner or permit applicant shall include in the 
plan: 

(a) Menu and food preparation steps; 

(b) Floor plan; 

(c) Equipment specifications and location; 

(d) Finish schedule; 

(e) Proposed itinerary or sites to be served; 

(f) Source of water and specifications of the on-board 
plumbing; 

(g) Site used for sewage disposal; 

(h) Availability of restrooms for food service workers; 
and 

(i) Base of operation or commissary. 

(18) The permit applicant shall obtain approval from the 
department of labor and industries, if necessary. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), $ 246- 
215-160, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-170 Customer self-service of food 
and bulk food dispensing. (1) Food service establishment 
owners shall protect foods from adulteration and contamina- 
tion during customer self-service by: 

(a) Designating a person to be responsible for the 
customer self-service area. This person shall: 

(i) Monitor the customer self-service and bulk food 
areas to prevent tampering and contamination of foods; 

(ii) Ensure adequate temperature control of potentially 
hazardous foods by: 

(A) Cooking, reheating, or prechilling foods before 
offering for sale; 

(B) Monitoring food temperatures with a metal stem 
thermometer; and 

(C) Correcting improper storage practices. 

(11) Clean up any spills that occur and rotate stock; 

(iv) Clean and sanitize storage containers and utensils 
used for food storage or handling of foods; and 

(v) Dispose of any bulk foods returned to the food 
service establishment or contaminated by customers. 

(b) Separating all bulk food display units from any 
containers of chemicals which might contaminate bulk foods 
and from pet foods by approved methods including one of 
the following: 

(i) Horizontal separation, different aisles, or partitions 
between bulk foods and chemicals or pet foods; or 

(ii) Vertical separation with chemicals or pet foods 
stored below bulk foods. 

(c) Storing and dispensing all foods on display for 
customer self-service or bulk foods by one of the following: 

(i) Gravity dispensing units; 

(ii) Display units or storage containers with covers or 
lids; or 

(iii) Foods on display while being held hot or cold shall 
be protected with a properly designed sneeze guard, display 
case, or easily movable cover. 

(2) Food service workers shall utilize: 

(a) Proper utensils when required in this section using 
the following: 

(i) Properly designed and cleaned scoops, spatulas, 
tongs, and similar dispensing utensils present in or on each 
display unit; 
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(ii) In-use serving utensils stored in the food with the 
handles extending out of the food; or 

(iii) Dispensing utensils stored clean and dry between 
uses in a protective enclosure or utensil holder. 

(b) Containers for display of ready-to-eat foods with the 
lowest access point at least thirty inches above floor level, 
except for: 

(i) Raw fruits and vegetables; 

(ii) Honey; 

(iii) Oil; or 

(iv) Similar liquids as approved by the health officer. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), § 246- 
215-170, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-180 Bed and breakfast food service 
operations. (1) Owners of bed and breakfast homes and 
inns shall comply with all food supply, food handling, 
personal hygiene, food protection, food service establishment 
maintenance, permitting, and enforcement requirements 
under WAC 246-215-020, 246-215-030, 246-215-050, 246- 
215-060, 246-215-070, 246-215-080, 246-215-090, 246-215- 
100, 246-215-110, 246-215-120, 246-215-130, 246-215-140, 
246-215-200, 246-215-210, 246-215-220, 246-215-230, 246- 
215-240, 246-215-260 and 246-215-300, except as otherwise 
provided in this section. 

(2) The health officer may impose additional require- 
ments to protect against health hazards related to the food 
service portion of a bed and breakfast operation and when no 
health hazard will result, may waive or modify requirements 
of these regulations. 

(3) Owners of bed and breakfast homes and inns may 
prepare foods in their residential kitchen when: 

(a) All food service is limited to overnight guests; 

(b) Potentially hazardous foods items are prepared for 
immediate service; 

(c) Cooling and/or reheating of potentially hazardous 
foods prepared on-site is prohibited; 

(d) A minimum of a three-compartment sink or a sink 
together with a homestyle dishwasher with 155° F. water 
provided by a booster or a sanitizing cycle is available and 
used; 

(e) Food supplies for domestic use are separated from 
food supplies intended for customer use; and 

(f) Children under age ten and pets are kept out of the 
kitchen during preparation of foods for bed and breakfast 
guests. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), § 246- 
215-180, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-190 Temporary food service estab- 
lishments. (1) The owner of a temporary food service 
establishment shall comply with the requirements of this 
chapter, except as allowed in this section. 

(2) The health officer may impose additional require- 
ments to protect against health hazards related to the 
operation of the temporary food service establishment and 
may: 

(a) Limit the preparation steps; or 

(b) Prohibit some menu items; and 

(c) When no health hazard will result, waive or modify 
requirements of this chapter. 
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(3) The owner of a temporary food service establish- 
ment shall ensure proper time/temperature control by: 

(a) Prohibiting cooling of potentially hazardous foods at 
temporary food service establishments, except potentially 
hazards foods may be cooled before an event if: 

(i) The food product that was cooled will be served 
cold; or 

(ii) Individual portions of the food are reheated for 
immediate service; f 

Gii) The food was cooled in an approved facility with 
adequate cooling capacity and cold holding facilities; and 

(iv) Cooling procedures meet requirements contained in 
WAC 246-215-070(6). 

(b) Ensuring rapid reheating of all potentially hazardous 
foods from 45? F. to a minimum temperature of 165° F. 
within thirty minutes, except when individual portions are 
reheated for immediate service. 

(4) The owner of a temporary food service establish- 
ment shall safely prepare foods by: 

(a) Providing adequate facilities at the temporary food 
service establishment for all proposed food preparation steps; 
and à 

(b) Ensuring all off-site preparation is done in an 
approved facility. 

(5) The owner of a temporary food service establish- 
ment shall: 

(a) Apply for a permit to operate a temporary food 
service establishment, as far in advance as possible, to allow 
adequate time for review by the health officer; 

(b) Require the person in charge of the temporary food 
service establishment to obtain a valid food and beverage 
service worker permit before beginning work; 

(c) Allow only food service workers and other persons 
authorized by the health officer to be present in a temporary 
food service establishment; 

(d) Require the use of only single service articles for 
use by consumers; 

(e) Separate grills and barbecues from public access by 
using ropes or other approved methods; and 

(f) Construct booths to minimize: 

(i) Public access; 

(ii) Dust; 

(iii) Mud; and 

(iv) Overhead contamination. 

(6) The owner of a temporary food service establish- 
ment shall provide: 

(a) Approved hand washing facilities for food workers 
at the temporary food service establishment with: 

(i) Clean, warm, running water; 

(ii) Soap; and 

(iii) Paper towels. 

(b) Readily accessible and available toilet facilities 
within two hundred feet of the temporary food service 
establishment; and 

(c) Access within two hundred feet to a three compart- 
ment sink with running water to wash, rinse, and sanitize 
utensils when: 

(i) Equipment or utensils are reused on-site; or 

(ii) The temporary food service establishment operates 
for two or more consecutive days; 
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(iii) Except the health officer may approve an alternative 
utensil cleaning method when three compartment sinks are 
not available and no health hazard will exist. 

(7) The health officer may allow handwashing in a three 
compartment utensil washing sink only if: 

(a) The sink is located in the food preparation area; and 

(b) Periodic handwashing will not interfere with 
washing of utensils. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), $ 246- 
215-190, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-200 Permits required, suspension, 
revocation, enforcement. (1) Any person desiring to 
operate a food service establishment shall: 

(a) Comply with the provisions of these regulations; and 

(b) Make written application for a permit on forms 
provided by the health officer. 

(2) Food service establishment owners operating a food 
service establishment: 

(a) Shall possess a valid permit issued to him/her by the 
health officer; 

(b) Shall post the permit conspicuously in the food 
service establishment; 

(c) May be guilty of a misdemeanor pursuant to RCW 
70.05.120 and/or local regulations if operating without a 
valid permit issued by the health officer; and 

(d) May be exempt from the permit requirements for the 
sale of certain foods with prior authorization of the health 
officer and concurrence of the department. 

(3) The health officer may suspend any permit to 
operate a food service establishment if: 

(a) Continued operation of the food service establish- 
ment constitutes an imminent or actual health hazard; 

(b) Operations, facilities, or equipment in the food 
service establishment fail to comply with these regulations; 

(c) The holder of the permit does not comply with these 
regulations; or 

(d) Interference with the health officer in the perfor- 
mance of his/her duties has occurred. 

(4) When the health officer has suspended a food 
service establishment permit, the person in charge: 

(a) Shall immediately cease all food service operations; 

(b) Shall be notified in writing by the health officer that 
the food service establishment permit is immediately 
suspended upon service of the notice and the suspension 
shall remain in effect until a hearing with the health officer 
occurs. If the health officer finds the operation to be in 
compliance with the requirements of these regulations the 
suspension will be lifted; 

(c) May request a hearing by filing a written request for 
a hearing with the health officer within ten days of receipt 
of the notice of suspension; and 

(d) Shall be notified, if a written request for a hearing 
is not filed within ten days, that the suspension is sustained. 

(5) Any food service establishment owner whose food 
service permit has been suspended may at any time make 
written application for a reinspection for the purpose of 
reinstatement of the permit. The application shall include a 
statement, signed by the owner, that in the owners’s opinion, 
the conditions causing the suspension of the permit have 
been corrected. 
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(6) Within two working days following receipt of a 
written request for a reinspection, the health officer shall 
make a reinspection, and reinstate the permit if the owner of 
the food service establishment is in compliance with these 
regulations. 

(7) The health officer may use a permit suspension 
process different from those specified under subsections (3), 
(4), (5), or (6) of this section, if adopted by the local board 
of health. 

(8) The health officer may revoke a food service permit 
after providing the owner of the food service establishment 
an opportunity for a hearing if: 

(a) Serious and repeated violation(s) of any requirements 
of these regulations have occurred; or 

(b) Repeated interference with, or assault upon, the 
health officer in the performance of his/her duty has oc- 
curred. 

(9) Before revocation, the health officer shall notify, in 
writing, the owner of the food service establishment or the 
person in charge of the specific reason(s) why the permit is 
to be revoked. The notice shall state: 

(a) That the permit will be revoked at the end of the ten 
days following such notice unless a written request for a 
hearing is filed with the health officer by the owner of the 
food service establishment within such ten-day period; and 

(b) If a request for a hearing is not filed by the owner 
of the food service establishment within the ten-day period, 
the revocation of the permit becomes final. 

(10) Any owner of a food service establishment whose 
permit has been revoked by the health officer, after a period 
of six months may: 

(a) Make written application for a new permit; and 

(b) Request a hearing with the health officer to deter- 
mine whether a new permit will be issued. 

(11) The health officer may use a permit revocation 
process different from those specified under subsections (8), 
(9), and (10) of this section if adopted by the local board of 
health. 

(12) The health officer may initiate any one, or a 
combination of, compliance methods which include, but are 
not limited to: 

(a) Holding an administration conference with the food 
service establishment owner or person in charge; 

(b) Placing the owner of the food service establishment 
on probation; 

(c) Setting conditions for continued operation of the 
food service establishment, by the owner, during the proba- 
tion period; 

(d) Requiring additional education and/or training of 
employees, management, and owners of the food service 
establishment; and 

(e) Completing a hazard analysis critical control point 
(HACCP) evaluation and requiring monitoring procedures be 
implemented for critical control points identified. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), § 246- 
215-200, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-210 Service of notices. (1) A notice 
provided for in these regulations is properly served when it 
is: 

(a) Delivered to the holder of the permit; 
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(b) Delivered to the person in charge of the food service 
establishment; or 

(c) Sent by registered or certified mail, return receipt 
requested, to the last known address of the holder of the 
permit. 

(2) A copy of the notice shall be filed in the records of 
the health officer. 


[Statutory Authority; RCW 43.20.050. 92-08-112 (Order 261B), 8 246- 
215-210, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-220 Hearings. (1) The hearings 
provided for in these regulations shall be: 

(a) Conducted by the health officer or his/her designee; 
and 

(b) Conducted at a time and place designated by the 
health officer. 

(2) The health officer or designee shall: 

(a) Make a final finding based upon the complete 
hearing record; 

(b) Sustain, modify, or rescind any notice or order 
considered in the hearing; and 

(c) Furnish a written report of the hearing decision to 
the holder of the permit. 

(3) An alternate hearing process, if adopted by a local 
board of health, may be used. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261В), 5 246- 
215-220, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-230 Inspections and investigations. 
(1) Inspections or investigations of a food service establish- 
ment: 

(a) Shall be performed by the health officer as often as 
necessary for the enforcement of these regulations; 

(b) Shall be required by the health officer: 

(i) Before issuing a new permit to a new food service 
establishment; and 

(ii) Following extensive remodeling of a food service 
establishment. 

(c) May be required by the health officer: 

(1) For renewal of a permit; 

(ii) Before issuing a new permit to an existing food 
service establishment; and 

(iii) For an existing food service establishment when the 
on-site management has changed. 

(2) The person in charge of any food service establish- 
ment shall permit the health officer, after proper identifica- 
tion, to enter at any time, for the purpose of making inspec- 
tions or investigations to determine compliance with these 
regulations. 

(3) The person in charge of the food service establish- 
ment shall permit the health officer to examine the records 
of the establishment to obtain information pertaining to: 

(a) Food and supplies purchased, received, or used; and 

(b) Any person employed which is pertinent to an 
illness investigation; or I 

(c) Other matters which may affect health or the 
enforcement of these regulations. 

(4) The health officer may conduct a HACCP in lieu of, 
or in addition to, routine inspections. The health officer may 
investigate to ensure monitoring of critical control points. 
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(5) Whenever an inspection of a food service establish- 
ment is made: 

(a) The health officer shall record the findings on an 
inspection report form approved by the department; 

(b) The health officer shall state on the completed 
inspection report specific violations found, and establish a 
specific and reasonable period of time for correction; and 

(c) The health officer shall furnish a copy of the 
completed inspection report to the person in charge of the 
food service establishment at the conclusion of the inspec- 
tion. 

(6) The health officer shall inspect all food service 
establishments at least once a year. 

(7) The health officer shall conduct additional inspec- 
tions of food service establishments based upon the risk of 
foodborne illness transmission as determined by: 

(a) Types of foods served; 

(b) Methods of food preparation and service; 

(c) Number of meals served; and 

(d) Past history of compliance. 


[Statutory Authority: RCW 43.20,050, 92-08-112 (Order 261B), § 246- 
215-230, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-240 Examination, hold orders, 
condemnation, and destruction of food. (1) The person in 
charge of a food service establishment in which food has 
been improperly handled, stored, or prepared shall: 

(a) Voluntarily destroy the questionable food; or 

(b) Contact the health officer to determine if the food is 
safe for human consumption. 

(2) The person in charge of a food service establishment 
shall denature or destroy any food if the health officer 
determines the food presents an imminent or actual health 
hazard. 

(3) The health officer may examine or collect samples 
of food as often as necessary for enforcement of these 
regulations. 

(4) The health officer may, after notice to the person in 
charge, place a written hold order on any suspect food until 
a determination on its safety can be made and shall: 

(a) Tag; 

(b) Label; or 

(c) Otherwise identify any food subject to the hold order 
and complete a department-approved form for all suspect 
food. 

(5) The hold order issued by the health officer shall 
include: 

(a) Instructions for filing a written request for a hearing 
with the health officer within ten calendar days; and 

(b) Notification that if a hearing is not requested in 
accordance with the instructions provided in the hold order, 
and the health officer does not vacate the hold order, the 
food shall be destroyed under the supervision of the health 
officer. 

(6) When foods are subject to a hold order by the health 
officer the food service establishment owner is prohibited 
from: 

(a) Using; 

(b) Serving; or 

(c) Moving them from the food service establishment. 
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(7) The health officer shall permit storage of food under 
conditions specified in the hold order, unless storage is not 
possible without risk to the public health, in which case, 
immediate destruction shall be ordered and accomplished by 
the owner of the food service establishment. 

(8) Based upon evidence provided at the hearing, the 
health officer shall either: 

(a) Vacate the hold order; or 

(b) Direct the owner of the food service establishment 
by written order to: 

(i) Denature or destroy such food; or 

(ii) Bring the food into compliance with the provisions 
of these regulations. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), § 246- 
215-240, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-250 Review of plans and menu. (1) 
The food service establishment owner shall submit properly 
prepared plans and specifications to the health officer for 
approval whenever: 

(a) A food service establishment is constructed; 

(b) An existing structure is converted for use as a food 
service establishment; 

(c) Significant changes to the methods of food prepara- 
tion or style of service occurs; or 

(d) An existing food service establishment undergoes an 
extensive remodel, provided that the health officer may 
waive a complete plan review if: 

(i) The remodel does not substantially affect the require- 
ments of these regulations; or 

(ii) The health officer requires minor modifications of 
the existing food service establishment to improve compli- 
ance with these regulations. 

(2) The health officer shall base plan approval on: 

(a) Information on proposed type of menu and style of 
service, including: 

(i) Type of food to be served; 

(ii) Method of food preparation and type of cooking; 

(iii) Seating capacity and anticipated maximum meals 
per day; 

(iv) Designation of smoking and nonsmoking sections 
as applicable; 

(v) Methods of customer service; 

(vi) Type of customer utensils; and 

(vii) Number of employees per shift. 

(b) Information on proposed site, including: 

(i) Site plan; 

(ii) Availability of approved public water supply; 

(iii) Availability of approved sewage disposal; and 

(iv) Accessibility for delivery traffic, garbage storage, 
garbage pickup frequency, and other auxiliary needs. 

(c) Information on proposed facilities, including: 

(1) Floor plan; 

(ii) Finishes used on floors, walls, and ceilings; 

(iii) Number, types, and locations of sinks and drain 
boards; 

(iv) Plumbing specifications, such as types and locations 
of fixtures, drains, and grease traps; 

(v) Restroom design and number of fixtures; 

(vi) Types and locations of lighting; and 
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(vii) Types and locations of ventilation, including 
exhaust hoods, screened windows, or doors. 

(d) Information on proposed equipment, including: 

(i) Material and design of food contact surfaces; 

(ii) Refrigeration and shelving design for rapid cooling, 
prechilling, thawing, and separation of raw meats from other 
foods; 

(iii) Ice-making equipment for supplying ice bath 
cooling, salad bar, or buffet service; 

(iv) Cooking, reheating, and hot holding equipment; 

(v) Shelving for dry food storage; 

(vi) Mechanical dishwashing machine and associated 
equipment; and 

(vii) Design and installation of equipment, including 
self-service and display equipment. 

(3) The procedure for plan approval is as follows: 

(a) The food service establishment.owner shall submit 
plans as described in this chapter; 

(b) The health officer shall grant approval if the health 
officer determines the plans are satisfactory; 

(c) The food service establishment owner shall submit 
a food service permit application and request a preoperation- 
al inspection; and 

(d) Prior to operation of the food service establishment, 
the health officer shall provide a preoperational inspection to 
determine conformance with approved plans and compliance 
with these regulations. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261В), $ 246- 
215-250, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-260 Procedure when disease trans- 
mission is suspected. (1) When a possible foodborne illness 
incident is reported to any food service employee, the person 
in charge of the food service establishment shall: 

(a) Immediately report the incident to the local health 
officer; and 

(b) Remove from sale and refrigerate any suspect foods 
until released by the health officer. 

(2) When the health officer suspects that a food service 
establishment, or its employees, may be a source of a 
foodborne illness, the health officer shall take appropriate 
action to control the transmission of disease. Such actions 
shall include any or all of the following: 

(a) Secure records that may enable identification of 
persons potentially exposed to the disease, and/or require 
additional assistance in locating such persons; 

(b) Secure the illness history of each suspected employ- 
ee; 

(c) Exclude any suspected employee(s) from working in 
food service establishments until, in the opinion of the health 
officer, there is no further risk of disease transmission; 

(d) Suspend the permit of the food service establishment 
until, in the opinion of the health officer, there is no further 
risk of disease transmission; 

(e) Restrict the work activities of any suspected employ- 
ee; 

(f) Require medical and laboratory examinations of any 
food service employee and of his/her body discharges; 

(g) Obtain any suspect food for laboratory examination; 
and 
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(h) Require the destruction of suspect food or prevent it 
from being served. 

(3) The health officer shall prohibit food handlers with 
a communicable illness in a disease or carrier state from 
handling food if the infectious agent can be transmitted 
through food. 

(4) The provisions of chapter 246-100 WAC, Communi- 
cable and certain other diseases shall apply. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), 5 246- 
215-260, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-270 Variance clause. The health 
officer, upon written petition of the owner of the food 
service establishment, may grant a variance to any section of 
these regulations covering physical facilities, equipment 
standards, and food source requirements when: 

(1) No health hazard would exist as a result of this 
action; and 

(2) The variance is consistent with the intent of these 
regulations. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), 5 246- 
215-270, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-280 Interpretation. (1) These 
regulations shall be enforced by the health officer in accor- 
dance with the interpretations contained in the 1976 edition 
of the United States Public Health Service, "Food Service 
Sanitation Manual," where applicable. 

(2) When a section of these regulations conflicts with 
the "Food Service Sanitation Manual," these regulations shall 
apply. 

(3) A local board of health may adopt more stringent 
regulations than those contained in these regulations. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), $ 246- 
215-280, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-290 Separability clause. Should any 
section, paragraph, clause, or phrase of these rules and 
regulations be declared unconstitutional or invalid for any 
reason, the remaining rules and regulations shall not be 
affected. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), 8 246- 
215-290, filed 4/1/92, effective 5/2/92.] 


WAC 246-215-300 Penalty clause. Any person 
violating, refusing, or neglecting to comply with these 
regulations shall: 

(1) Upon conviction be guilty of a misdemeanor under 
RCW 70.05.120; or 

(2) May be subject to a civil penalty under local health 
department/district rules and regulations. 


[Statutory Authority: RCW 43.20.050. 92-08-112 (Order 261B), § 246- 
215-300, filed 4/1/92, effective 5/2/92.] 
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Chapter 246-217 WAC 
FOOD WORKER PERMITS 


WAC 

246-217-001 Objective. 

246-217-002 Legal authority of the state board of health. 
246-217-010 Definitions, 

246-217-011 Definitions. 

246-217-020 Communicable disease. 
246-217-030 Form of permits—Fees. 
246-217-040 Requirements for permits. 
246-217-050 Examination may be required. 
246-217-060 Revocation of permit. 
246-217-070 Right of appeal. 


WAC 246-217-001 Objective. For the purpose of 
preventing the spread of infectious diseases and attaining a 
uniform sanitary standard in the state, it is deemed essential 
to require all food workers in the state to demonstrate 
through the process of an examination that they possess an 
adequate knowledge of the sanitary principles and practices 
involved in the preparation, storage, and service of foods and 
beverages, and in the handling of related equipment and 
facilities by extending the provisions of chapter 197, Laws 
of 1957, and (chapter 248-86 WAC), to all such workers, 
[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-217-001, filed 12/27/90, effective 1/31/91; Regulation .87.001, 
effective 3/11/60.] 


WAC 246-217-002 Legal authority of the state 
board of health. RCW 69.06.010 and 69.06.020. See also 
RCW 43.20.050. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as $ 246-217-002, filed 12/27/90, effective 1/31/91; Regulation .86.999, 
effective 3/11/60.] 


WAC 246-217-010 Definitions. As used in this 
chapter of the rules and regulations, the following definitions 
shall apply: 

(1) A "food service worker" shall mean a person 
engaged in a food and/or beverage establishment and who 
may contribute to the transmission of infectious diseases 
through the nature of his contact with food products and/or 
equipment and facilities. This shall not include persons 
engaged in food handling operations where the products are 
sterilized after packaging or in the processing of frozen fruits 
or vegetables, nor nonsupervisory personnel assisting with 
food services functions of churches, lodges, granges and 
similar organizations when such are exempted from collected 
retail sales tax by rule 169 of the tax commission of the state 
of Washington as effective May 1, 1935. 

(2) The term "food establishment" shall include, but is 
not limited to, all food handling operations associated with 
school lunches, carnivals, circuses, intrastate ferries, state 
institutions, bakeries, shellfish processing plants, caterers, 
hospitals, nursing homes, maternity homes, boarding homes, 
child care agencies, churches, lodges, granges, clubs, and 
food demonstrations. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-217-010, filed 12/27/90, effective 1/31/91; Regulation .87.002, 
effective 3/11/60.] 
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WAC 246-217-011 Definitions. Definitions as used 
in this chapter of the rules and regulations and in chapter 
197, Laws of 1957, (chapter 69.06 RCW) - 

(1) "Act" or "this act" means chapter 197, Laws of 
1957, (chapter 69.06 RCW). 

(2) "Person" means any individual, firm, partnership, 
corporation, company, association, or joint stock association, 
and the legal successor thereof. 

(3) "Director" means the state director of health. 

(4) "Department" means the state department of health. 

(5) "Jurisdictional health department" refers to one of 
the following: 

(a) Local health district as defined in chapter 70.46 
RCW. 

(b) City-county health department as defined in chapter 
70.08 RCW. 

(c) City health department as defined in chapter 70.04 
RCW. 

(d) County health department as defined in chapter 
70.06 RCW. 

(6) All other words and designations shall have the 
meaning as set forth in WAC 248-100-001. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-217-011, filed 12/27/90, effective 1/31/91; Regulation .86.001, 
effective 3/11/60.] 


WAC 246-217-020 Communicable disease. It shall 
be unlawful and a violation of these regulations for any 
person with a communicable disease in the infectious state 
or a known carrier of a communicable disease or infectious 
condition to handle, prepare, serve or sell food, food 
products, or beverages for public consumption and it shall be 
unlawful and a violation of these regulations for any person 
to knowingly employ such person so afflicted. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-217-020, filed 12/27/90, effective 1/31/91; Regulation .87.020, 
effective 3/11/60.) 


WAC 246-217-030 Form of permits—Fees. (1) All 
permits required by this act shall be issued by the jurisdic- 
tional health department and signed by the local health 
officer or his authorized representative. 

(2) All applicants for a permit or renewal of a permit 
shall pay to the jurisdictional health department a fee in the 
amount of eight dollars, effective August 1, 1992. Such fee 
shall be used by the jurisdictional health department to 
defray the expenses arising out of the administration of this 
act. 

(3) The permit shall conform to the following specifica- 
tions: 

(a) The permit shall be six inches by five inches in size 
and shall consist of two sections titled as follows: 

(i) Food and beverage service worker’s permit, and 

(ii) Food and beverage service worker’s health record. 

(b) The permit is given to the worker and the health 
record is kept on file in the health department. 

(4) The permit shall contain the following information: 

(a) Number of the permit; 

(b) Signature of the worker; 

(c) Occupation; 

(d) Home address; 
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(е) The statement, "THIS CERTIFIES ТНАТ........ has 
satisfied the requirements of chapter 197, Laws of 1957, and 
the state board of health for issuance of permit"; 

(f) Manual chapters covered in test shall be noted; 

(g) Permit expiration date; and 

(h) Signature of health officer. 

(5) On the reverse side of the permit there shall be 
noted the following: 


"Please note: This card is valid only to the em- 
ployee whose signature appears on the reverse side. 
It must be filed at place of employment and shown 
upon request to sanitarian, health officer, or deputy. 


Instructions Governing 
Personal Hygiene and Sanitation 


1. Do not work if you are ill with a "catching" sickness, 
such as sore throat, common cold, diarrhea, or other 
contagious disease. 


2. Notify the health department if you, any person in your 
home, or your place of business has a contagious 
disease or a disease suspected of being contagious. 


3. Keep your hands and fingernails clean. Wash your 
hands frequently, particularly every time after going to 
the toilet, blowing the nose, or handling soiled objects. 


4. Use disposal tissue for blowing the nose or spitting. 
Spitting can be a dangerous habit. 


5. Do not pick pimples, boils, or your nose. This is a 
dangerous source of infection. If you have sores of this 
kind, keep them covered with a dressing. 


6. Handle foods with your fingers as little as possible. 
Use utensils whenever you can, as in picking up butter, 
etc. 


7. Avoid handling rims of glasses, cups, soup bowls, and 
eating surfaces of silver. 


8. Protect food by keeping it covered from flies, keeping 
perishable foods and cream-filled pastries properly 
refrigerated." 


(6) The food and beverage service worker's health 
record shall contain the following information: 


(a) Date issued; 

(b) Number; 

(c) Name; 

(d) Age; 

(e) Sex; 

(f) Home address; 
(g) Occupation; 

(h) Where employed; 


(i) City; 

(j) Typhoid fever ........ No() Yes () Date... 
(k) Amoebic dysentery .... No() Yes ( ) Date... 
(D Laboratory examinations, x-rays, or skin tests: 

(D) Test 22 aoc Bh аа Result..... Date... 
("Test ra mean els 2 Ale Result..... Date... 
(iii) Тей............... Result... .. Date... 


(m) Manual chapters covered in test shall be noted. 


(7) The reverse side of the health record shall contain: 
"Follow-up remarks." 
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[Statutory Authority: RCW 43.20.050 and chapter 69.03 RCW. 92-14-093 
(Order 286B), § 246-217-030, filed 6/30/92, effective 7/31/92. Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as § 246- 
217-030, filed 12/27/90, effective 1/31/91.” Statutory Authority: Chapter 
69.06 RCW. 87-19-069 (Order 346), § 248-86-010, filed 9/16/87; 
Regulation .86.010, effective 3/11/60.] 


WAC 246-217-040 Requirements for permits. (1) 
The local health officer shall furnish to applicant for a 
permit or renewal of permit a copy of the latest edition of 
the "Food and Beverage Service Workers' Manual," as 
prepared by the department and approved by the director. 

(2) In order to qualify for issuance of a permit or 
renewal of a permit, the applicant shall demonstrate his 
knowledge of elementary acceptable practices in the sanitary 
preparation, service, and storage of food and beverages, and 
the proper sanitation of equipment and facilities, by satisfac- 
torily completing an examination conducted by the local 
health officer or his authorized representative on such 
subjects, based on the practices and procedures set forth in 
the "Food and Beverage Service Workers’ Manual." 
[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as $ 246-217-040, filed 12/27/90, effective 1/31/91; Regulation .86.020, 
effective 3/11/60.] 


WAC 246-217-050 Examination may be required. 
Whenever, in the judgment of the director or any local health 
officer, circumstances indicate the necessity, specified 
persons engaged in the preparation, service, or sale of food 
or unbottled beverages for public consumption shall, upon 
request of such public health officials and at no additional 
charge to such persons, submit to examination by the local 
health officer, or a legally qualified physician designated by 
him for the purpose of determining the presence of a 
communicable disease or infection. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-217-050, filed 12/27/90, effective 1/31/91; Regulation .86.040, 
effective 3/11/60.] 


WAC 246-217-060 Revocation of permit. The food 
and beverage service workers’ permit may be revoked by the 
local health officer, or by the director, upon evidence 
indicating repeated or continuing violations of accepted 
procedures and practices in the preparation, service, or 
storage of food or beverage offered for public consumption, 
or upon demonstration of the presence of a communicable 
disease in the infectious state, or an infectious condition of 
potential hazard to the public or to the persons’ co-workers, 
or for falsification of information required for issuance of the 
permit, 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-217-060, filed 12/27/90, effective 1/31/91; Regulation .86.050, 
effective 3/1 1/60.] 


WAC 246-217-070 Right of appeal. Any food or 
beverage service worker whose permit has been revoked by 
a local health officer, or the director, may appeal to the local 
board of health, or the state board of health in the event such 
revocation is by the director, for review of the findings. 
Such appeal must be in writing and must be filed with the 
appropriate board of health within ten days of revocation of 
the worker’s permit. While such appeal is pending, the 
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revocation of the worker’s permit shall be stayed until such 
time as the appropriate board of health has reviewed the 
findings and entered its decision. 


[Statutory Authority: RCW 43.20.050, 91-02-051 (Order 124B), recodified 
as § 246-217-070, filed 12/27/90, effective 1/31/91; Regulation .86.060, 
effective 3/11/60.] 


Chapter 246-220 WAC 
RADIATION PROTECTION—GENERAL 


PROVISIONS 
WAC 
246-220-001 Authority, 
246-220-002 Purpose. 
246-220-003 Scope. 
246-220-007 Statement of philosophy. 
246-220-010 Definitions. 
246-220-020 Records. 
246-220-030 Inspections. 
246-220-040 Tests and surveys. 
246-220-050 Exemptions. 
246-220-060 Violations, 
246-220-070 Impounding. 
246-220-080 Prohibited uses. 
246-220-090 Communications. 
246-220-100 Additional requirements. 
246-220-110 Appendix A—Determination of A, and A» values, 
246-220-120 Appendix B—Information on transportation special 
form licensed material. 
246-220-130 Appendix C—The international system of units (SI). 


WAC 246-220-001 Authority. Rules and regulations 
set forth herein are adopted pursuant to the provisions of 
chapter 70.98 RCW. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-220-001, filed 12/27/90, effective 1/31/91; Order 1095, § 402-12- 


010, filed 2/6/76; Order 1, § 402-12-010, filed 1/8/69; Rules (part), filed 
10/26/66.] 


WAC 246-220-002 Purpose. It is the purpose of 
these regulations to state such requirements as shall be 
applied to the use of all ionizing radiation, radiation ma- 
chines, and radioactive materials to ensure the maximum 
protection of the public health and the maximum safety to all 
persons at, or in the vicinity of, the place of use, storage, or 
disposal thereof. These regulations are intended to be 
consistent with the best use of radiation machines and 
radioactive materials. 


[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-220-002, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 43.70.040. 91-02-049 
(Order 121), recodified as § 246-220-002, filed 12/27/90, effective 1/31/91. 
Statutory Authority: RCW 70.98.080. 87-01-031 (Order 2450), § 402-12- 
030, filed 12/11/86; Order 1095, § 402-12-030, filed 2/6/76; Order 1, § 402- 
12-030, filed 1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-220-003 Scope. Except as otherwise 
specifically provided, these regulations apply to all persons 
who receive, possess, use, transfer, own or acquire any 
source of radiation, provided, however, that nothing in these 
regulations shall apply to any person to the extent such 
person is subject to regulation by the U.S. Nuclear Regulato- 
ry Commission.* 

Note: *Attention is directed to the fact that regulation by the state of 


source material, by-product material, and special nuclear 
material in quantities not sufficient to form a critical mass is 
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subject to the provisions of the agreement between the state and 
the U.S. Nuclear Regulatory Commission and to Part 150 of the 
commission’s regulations (10 CFR Part 150). 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-220-003, filed 12/27/90, effective 1/31/91; Order 1095, § 402-12- 
040, filed 2/6/76; Order 1, § 402-12-040, filed 1/8/69; Rules (part), filed 
10/26/66.] 


WAC 246-220-007 Statement of philosophy. In 
accordance with the recommendations of the Environmental 
Protection Agency, formerly the Federal Radiation Council, 
approved by the president of the United States of America, 
persons engaged in activities under licenses issued by the 
Washington state department of health pursuant to the 
Atomic Energy Act of 1954, as amended, shall, in addition 
to complying with the requirements set forth in chapter 246- 
221 WAC, make every reasonable effort to maintain radia- 
tion exposures, and releases of radioactive materials in 
effluents to unrestricted areas, as low as is reasonably 
achievable. Such persons should make particular efforts to 
keep the radiation exposure of an embryo or fetus as low as 
is reasonably achievable during the entire gestation period as 
recommended by the National Council on Radiation Protec- 
tion and Measurements. The term "as low as is reasonably 
achievable" means making every reasonable effort to 
maintain exposures to radiation as far below the dose limits 
in these regulations as is practical, consistent with the 
purpose for which the licensed or registered activity is 
undertaken, taking into account the state of technology, the 
economics of improvements in relation to the state of 
technology, the economics of improvements in relation to 
benefits to the public health and safety, and other socioeco- 
nomic considerations, and in relation to the utilization of 
nuclear energy, ionizing radiation, and radioactive materials 
in the public interest. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-220-007, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), § 246-220-007, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-220-007, filed 12/27/90, effective 1/31/91, Statutory 
Authority: RCW 70.98.050. 81-01-011 (Order 1570), 8 402-10-010, filed 
12/8/80; Order 1095, § 402-10-010, filed 2/6/76.] 


WAC 246-220-010 Definitions. As used in these 
regulations, these terms have the definitions set forth below. 
Additional definitions used only in a certain part will be 
found in that part. 

(1) "A," means the maximum activity of special form 
radioactive materia] permitted to be transported in a Type A 
package. "A," means the maximum activity of normal form 
radioactive material permitted to be transported in a Type A 
package. A, and A, values are assigned to individual 
radionuclides and are tabulated in WAC 246-220-110, 
Appendix A. Methods of calculating values are also given. 

(2) "Absorbed dose" means the energy imparted by 
ionizing radiation per unit mass of irradiated material. The 
units of absorbed dose are the gray (Gy) and the rad. 

(3) "Accelerator produced material" means any material 
made radioactive by exposing it in a particle accelerator. 

(4) "Act" means Nuclear energy and radiation, chapter 
70.98 RCW. 
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(5) "Activity" means the rate of disintegration or 
transformation or decay of radioactive material. The units 
of activity are the becquerel (Bq) and the curie (Ci). 

(6) "Adult" means an individual eighteen or more years 
of age. 

(7) "Agreement state" means any state with which the 
United States Nuclear Regulatory Commission has entered 
into an effective agreement under section 274 b. of the 
Atomic Energy Act of 1954, as amended (73 Stat. 689). 

(8) "Airborne radioactive material" means any radioac- 
tive material dispersed in the air in the form of particulates, 
dusts, fumes, mists, vapors, or gases. 

(9) "Airborne radioactivity area" means a room, enclo- 
sure, or operating area in which airborne radioactive material 
exists in concentrations (a) in excess of the derived air 
concentration (DAC) specified in WAC 246-221-290, 
Appendix A, or (b) to such a degree that an individual 
present in the area without respiratory protective equipment 
could exceed, during the hours an individual is present in a 
week, an intake of 0.6 percent of the annual limit on intake 
(ALI) or twelve DAC-hours. 

(10) "Alert" means events may occur, are in progress, 
or have occurred that could lead to a release of radioactive 
material but that the release is not expected to require a 
response by offsite response organizations to protect persons 
offsite. 

(11) "Annual limit on intake" (ALI) means the derived 
limit for the amount of radioactive material taken into the 
body of an adult worker by inhalation or ingestion in a year. 
ALI is the smaller value of intake of a given radionuclide in 
a year by the reference man that would result in a committed 
effective dose equivalent of 0.05 Sv (5 rem) or a committed 
dose equivalent of 0.5 Sv (50 rem) to any individual organ 
or tissue. ALI values for intake by ingestion and by 
inhalation of selected radionuclides are given in WAC 246- 
221-290. 

(12) "Background radiation" means radiation from 
cosmic sources; naturally occurring radioactive materials, 
including radon, except as a decay product of source or 
special nuclear material, and including global fallout as it 
exists in the environment from the testing of nuclear explo- 
sive devices. "Background radiation" does not include 
sources of radiation from radioactive materials regulated by 
the department. 

(13) "Becquerel" (Bq) means the SI unit of activity. 
One becquerel i is equal to 1 disintegration or transformation 
per second (1). 

(14) "Bioassay" means the determination of kinds, 
quantities or concentrations, and, in some cases, the locations 
of radioactive material in the human body, whether by direct 
measurement, in vivo counting, or by analysis and evaluation 
of materials excreted or removed from the human body. For 
purposes of these regulations, "radiobioassay" is ап equiva- 
lent term. . 

(15) "Byproduct material" means: (a) Any radioactive 
material (except special nuclear material) yielded in or made 
radioactive by exposure to the radiation incident to the 
process of producing or utilizing special nuclear material, 
and (b) the tailings or wastes produced by the extraction or 
concentration of uranium or thorium from any ore processed 
primarily for its source material content, including discrete 
surface wastes resulting from uranium or thorium solution 
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extraction processes. Underground ore bodies depleted by 
these solution extraction operations do not constitute "by- 
product material" within this definition. 

(16) "Calendar quarter" means not less than twelve 
consecutive weeks nor more than fourteen consecutive 
weeks. The first calendar quarter of each year shall begin in 
January and subsequent calendar quarters shall be so 
arranged such that no day is included in more than one 
calendar quarter and no day in any one year is omitted from 
inclusion within a calendar quarter. No licensee or registrant 
shall change the method of determining calendar quarters for 
purposes of these regulations except at the beginning of a 
calendar year. 

(17) "Calibration" means the determination of (a) the 
response or reading of an instrument relative to a series of 
known radiation values over the range of the instrument, or 
(b) the strength of a source of radiation relative to a stan- 
dard. 

(18) "CFR" means Code of Federal Regulations. 

(19) "Class" means a classification scheme for inhaled 
material according to its rate of clearance from the pulmo- 
nary region of the lung. Materials are classified as D, W, or 
Y, which applies to a range of clearance half-times: For 
Class D, Days, of less than ten days, for Class W, Weeks, 
from ten to one hundred days, and for Class Y, Years, of 
greater than one hundred days. For purposes of these 
regulations, "lung class" and "inhalation class" are equivalent 
terms. For "class of waste" see WAC 246-249-040. 

(20) "Collective dose" means the sum of the individual 
doses received in a given period of time by a specified 
population from exposure to a specified source of radiation. 

(21) "Committed dose equivalent" (Hy. 50) means the 
dose equivalent to organs. or tissues of reference (T) that will 
be received from an intake of radioactive material by an 
individual during the fifty-year period following the intake. 

(22) "Committed effective dose equivalent" (Hg. 50) is 
the sum of the products of the weighting factors applicable 
to each of the body organs or tissues that are irradiated and 
the committed dose equivalent to each of these organs or 
tissues (Hg 59 = У wr H. 7,50) 

(23) ооа sen" Ses ЛЕН area? 

(24) "Curie" means a unit of quantity of crt 
One curie (Ci) is that quantity or radioactive material which 
decays at the rate of 3.7 x 1010 transformations per second 
(tps). 

(25) "Declared pregnant woman" means a woman who 
has voluntarily informed her employer, in writing, of her 
pregnancy, and her estimated date of conception. 

(26) "Deep dose equivalent" (Hy), which applies to 
external whole body exposure, means the doss equivalent at 
a tissue depth of 1 centimeter (1000 mg/cm?). 

(27) "Department" means the department of health, 
division of radiation protection, which has been designated 
as the state radiation control agency. 

(28) "Depleted uranium" means the source material 
uranium in which the isotope Uranium-235 is less than 0.711 
percent by weight of the total uranium present. Depleted 
uranium does not include special nuclear material. 

(29) "Derived air concentration" (DAC) means the 
concentration of a given radionuclide in air which, if 
breathed by the reference man for a working year of two 
thousand hours under conditions of light work, results in an 
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intake of one ALI. For purposes of these regulations, the 
condition of light work is an inhalation rate of 1.2 cubic 
meters of air per hour for two thousand hours in a year. 
DAC values are given in WAC 246-221-290. 

(30) "Derived air concentration-hour" (DAC-hour) 
means the product of the concentration of radioactive 
material in air, expressed as a fraction or multiple of the 
derived air concentration for each radionuclide, and the time 
of exposure to that radionuclide, in hours. A licensee or 

registrant may take two thousand DAC-hours to represent 
one ALI, equivalent to a committed effective dose equivalent 
of 0.05 Sv (5 rem). 

(31) "Dose" is a generic term that means absorbed dose, 
dose equivalent, effective dose equivalent, committed dose 
equivalent, committed effective dose equivalent, total organ 
dose equivalent, or total effective dose equivalent. For 
purposes of these regulations, "radiation dose" is an equiva- 
lent term. 

(32) "Dose commitment" means the total radiation dose 
to a part of the body that will result from retention in the 
body of radioactive material. For purposes of estimating the 
dose commitment, it is assumed that from the time of intake 
the period of exposure to retained material will not exceed 
fifty years. 

(33) "Dose equivalent (H.)" means the product of the 
absorbed dose in tissue, quality factor, and all other neces- 
sary modifying factors at the location of interest. The units 
of dose equivalent are the sievert (Sv) and rem. 

(34) "Dose limits" means the permissible upper bounds 
of radiation doses established in accordance with these 
regulations. For purposes of these regulations, "limits" is an 
equivalent term. 

(35) "Dosimetry processor" means a person that process- 
es and evaluates individual monitoring devices in order to 
determine the radiation dose delivered to the monitoring 
devices. 

(36) "dpm" means disintegrations per minute. See also 
"curie." 

(37) "Effective dose equivalent (Hg)" means the sum of 
the products of the dose equivalent to each organ or tissue 
(H4) and the weighting factor (т) applicable to each of the 
body organs or tissues that are irradiated (Нр = 2 wrH+). 

(38) "Embryo/fetus" means the developing human 
organism from conception until the time of birth. 

(39) "Entrance or access point" means any opening 
through which an individual or extremity of an individual 
could gain access to radiation areas or to licensed radioactive 
materials. This includes entry or exit portals of sufficient 
size to permit human entry, without respect to their intended 
use. 

(40) "Exposure" means (a), when used as a verb, being 
exposed to ionizing radiation or to radioactive material, or 
(b), when used as a noun, the quotient of AQ by Am where 
"AQ" is the absolute value of the total charge of the ions of 
one sign produced in air when all the electrons (negatrons 
and positrons) liberated by photons in a volume element of 
air having mass "Am" are completely stopped in air. The 
special unit of exposure is the roentgen (R) and the SI 
equivalent is the coulomb per kilogram. One roentgen is 
equal to 2.58 x 104 coulomb per kilogram of air. 
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(41) "Exposure rate" means the exposure per unit of 
time, such as roentgen per minute and milliroentgen per 
hour. 

(42) "External dose" means that portion of the dose 
equivalent received from any source of radiation outside the 
body. 

(43) "Extremity" means hand, elbow, arm below the 
elbow, foot, knee, and leg below the knee. 

(44) "Eye dose equivalent" means the external dose 
equivalent to the lens of the eye at a tissue depth of 0.3 
centimeter (300 тр/ст2). 

(45) "Former United States Atomic Energy Commission 
(AEC) or United States Nuclear Regulatory Commission 
(NRC) licensed facilities" means nuclear reactors, nuclear 
fuel reprocessing plants, uranium enrichment plants, or 
critical mass experimental facilities where AEC or NRC 
licenses have been terminated. 

(46) "Generally applicable environmental radiation 
standards" means standards issued by the United States 
Environmental Protection Agency (EPA) under the authority 
of the Atomic Energy Act of 1954, as amended, that impose 
limits on radiation exposures or levels, or concentrations or 
quantities of radioactive material, in the general environment 
outside the boundaries of locations under the control of 
persons possessing or using radioactive material. 

(47) "Gray" (Gy) means the SI unit of absorbed dose. 
One gray is equal to an absorbed dose of 1 joule/kilogram 
(100 rad). 

(48) "Healing arts" means the disciplines of medicine, 
dentistry, osteopathy, chiropractic, podiatry, and veterinary 
medicine. 

(49) "High radiation area" means any area, accessible to 
individuals, in which radiation levels could result in an 
individual receiving a dose equivalent in excess of 1 mSv 
(0.1 rem) in one hour at 30 centimeters from any source of 
radiation or from any surface that the radiation penetrates. 
For purposes of these regulations, rooms or areas in which 
diagnostic x-ray systems are used for healing arts purposes 
are not considered high radiation areas. 

(50) "Highway route controlled quantity" means a 
quantity of radioactive material in a single package which 
exceeds: 

(a) 3,000 times the A, or A, quantity as appropriate; or 

(b) 30,000 curies, whichever is less. 

(51) "Human use" means the intentional internal or 
external administration of radiation or radioactive material to 
human beings. 

(52) "Immediate" or "immediately" means as soon as 
possible but no later than four hours after the initiating 
condition. 

(53) "IND" means investigatory new drug for which an 
exemption has been claimed under the United States Food, 
Drug and Cosmetic Act (Title 21 CFR). 

(54) "Individual" means any human being. 

(55) "Individual monitoring" means the assessment of: 

(a) Dose equivalent (i) by the use of individual monitor- 
ing devices or (ii) by the use of survey data; or 

(b) Committed effective dose equivalent (i) by bioassay 
or (ii) by determination of the time-weighted air concentra- 
tions to which an individual has been exposed, that is, DAC- 
hours. 
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(56) “Individual monitoring devices" means devices 
designed to be worn by a single individual for the assess- 
ment of dose equivalent. For purposes of these regulations, 
individual monitoring equipment, personnel monitoring 
device, personnel dosimeter, and dosimeter are equivalent 
terms. Examples of individual monitoring devices are film 
badges, thermoluminescent dosimeters (TLDs), pocket 
ionization chambers, and personal air sampling devices. 

(57) "Inspection" means an official examination or 
observation by the department including but not limited to, 
tests, surveys, and monitoring to determine compliance with 
rules, regulations, orders, requirements and conditions of the 
department. 

(58) "Interlock" means a device arranged or connected 
such that the occurrence of an event or condition is required 
before a second event or condition can occur or continue to 
occur, 

(59) "Internal dose" means that portion of the dose 
equivalent received from radioactive material taken into the 
body. 

(60) "Irretrievable source" means any sealed source 
containing licensed material which is pulled off or not 
connected to the wireline downhole and for which all 
reasonable effort at recovery, as determined by the depart- 
ment, has been expended. 

(61) "License" means a license issued by the department 
in accordance with the regulations adopted by the depart- 
ment. 

(62) "Licensed material" means radioactive material 
received, possessed, used, transferred, or disposed under a 
general or specific license issued by the department. 

(63) "Licensee" means any person who is licensed by 
the department in accordance with these regulations and the 
act. 

(64) "Licensing state" means any state with regulations 
equivalent to the suggested state regulations for control of 
radiation relating to, and an effective program for, the 
regulatory control of NARM and which has been granted 
final designation by the Conference of Radiation Control 
Program Directors, Inc. . 

(65) "Lost or missing licensed material" means licensed 
material whose location is unknown. This definition 
includes licensed material that has been shipped but has not 
reached its planned destination and whose location cannot be 
readily traced in the transportation system. 

(66) "Major processor" means a user processing, 
handling, or manufacturing radioactive material exceeding 
Type À quantities as unsealed sources or material, or 
exceeding four times Type B quantities as sealed sources, 
but does not include nuclear medicine programs, universities, 
industrial radiographers, or small industrial programs. Type 
A and B quantities are defined in Section 71.4 of 10 CFR 
Part 71. 

(67) "Member of the public" means an individual except 
when the individual is receiving an occupational dose. 

(68) "Minor" means an individual less than eighteen 
years of age. 

(69) "Monitoring" means the measurement of radiation, 
radioactive material concentrations, surface area activities or 
quantities of radioactive material and the use of the results 
of these measurements to evaluate potential exposures and 
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doses. For purposes of these regulations, radiation monitor- 
ing and radiation protection monitoring are equivalent terms. 

(70) "МАЕМ" means any naturally occurring or acceler- 
ator-produced radioactive material. It does not include by- 
product, source, or special nuclear material. For the purpose 
of meeting the definition of a Licensing State by the Confer- 
ence of Radiation Control Program Directors, Inc. (CRCPD), 
NARM refers only to discrete sources of NARM. Diffuse 
sources of NARM are excluded from consideration by the 
CRCPD for Licensing State designation purposes. 

(71) "Natural radioactivity" means radioactivity of 
naturally occurring nuclides. 

(72) "NDA" means a new drug application which has 
been submitted to the United States Food and Drug Adminis- 
tration. 

(73) "Nonstochastic effect" means a health effect, the 
severity of which varies with the dose and for which a 
threshold is believed to exist. Radiation-induced cataract 
formation is an example of a nonstochastic effect. For 
purposes of these regulations, a "deterministic effect" is an 
equivalent term. 

(74) "Normal form radioactive material" means radioac- 
tive material which has not been demonstrated to qualify as 
"special form radioactive material." 

(75) "Nuclear Regulatory Commission" (NRC) means 
the United States Nuclear Regulatory Commission or its duly 
authorized representatives. 

(76) "Nuclear waste" as used in WAC 246-232-090(5) 
means any quantity of source or byproduct material, (not 
including radiography sources being returned to the manufac- 
turer) required to be in Type B packaging while transported 
to, through, or across state boundaries to a disposal site, or 
to a collection point for transport to a disposal site. Nuclear 
waste, as used in these regulations, is a special classification 
of radioactive waste. 

(77) "Occupational dose" means the dose received by an 
individual in the course of employment in which the 
individual's assigned duties involve exposure to sources of 
radiation, whether in the possession of the licensee, regis- 
trant, or other person. Occupational dose does not include 
dose received: From background radiation, as a patient from 
medical practices, from voluntary participation in medical 
research programs, or as a member of the public. 

(78) "Ore refineries" means all processors of a radioac- 
tive material ore. 

(79) "Package" means the packaging together with its 
radioactive contents as presented for transport. 

(80) "Particle accelerator" means any machine capable 
of accelerating electrons, protons, deuterons, or other 
charged particles in a vacuum and of discharging the 
resultant particulate or other radiation into a medium at 
energies usually in excess of 1 MeV. 

(81) "Permittee" means a person who has applied for, 
and received, a valid site use permit for use of the low-level 
waste disposal facility at Hanford, Washington. 

(82) "Person" means any individual, corporation, 
partnership, firm, association, trust, estate, public or private 
institution, group, agency, political subdivision of this state, 
any other state or political subdivision or agency thereof, and 
any legal successor, representative, agent or agency of the 
foregoing, but shall not include federal government agencies. 
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(83) "Personal supervision" means supervision such that 
the supervisor is physically present at the facility and in such 
proximity that contact can be maintained and immediate 
assistance given as required. 

(84) "Personnel monitoring equipment. 
monitoring devices. 

(85) "Pharmacist" means an individual licensed by this 
state to compound and dispense drugs, and poisons. 

(86) "Physician" means an individual licensed by this 
state to prescribe and dispense drugs in the practice of 
medicine. 

(87) "Planned special exposure" means an infrequent 
exposure to radiation, separate from and in addition to the 
annual occupational dose limits. 

(88) "Practitioner" means an individual licensed by the 
state in the practice of a healing art (i.e., physician, dentist, 
podiatrist, chiropractor, etc.). 

(89) "Public dose" means the dose received by a 
member of the public from exposure to sources of radiation 
under the licensee's or registrant's control or to radioactive 
material released by the licensee. It does not include 
occupational dose, dose received from background radiation, 
dose received as a patient from medical practices, or dose 
received from voluntary participation in medical research 
programs. 

(90) "Qualified expert" means an individual who has 
demonstrated to the satisfaction of the department he/she has 
the knowledge, training, and experience to measure ionizing 
radiation, to evaluate safety techniques, and to advise 
regarding radiation protection needs. The department 
reserves the right to recognize the qualifications of an 
individual in specific areas of radiation protection. 

(91) "Quality factor" (Q) means the modifying factor, 
listed in Tables I and II, that is used to derive dose equiva- 
lent from absorbed dose. 


See individual 
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TABLE I 
QUALITY FACTORS AND ABSORBED DOSE EQUIVALENCIES 


Quality Factor Absorbed Dose 


TYPE OF RADIATION (Q) Equal to 

A Unit Dose 
Equivalent? 

X, gamma, or beta radiation 1 1 

and high-speed electrons 

Alpha particles, multiple- 

charged particles, fission 

fragments and heavy particles 

of unknown charge 20 0.05 

Neutrons of unknown energy 10 0.1 

High-energy protons 10 0.1 


a Absorbed dose in rad equal to 1 rem or the absorbed dose in 


gray equal to 1 Sv. 


If it is more convenient to measure the neutron fluence rate 
rather than to determine the neutron dose equivalent rate in 
sievert per hour or rem per hour as required for Table I, then 
0.01 Sv (1 rem) of neutron radiation of unknown energies 
may, for purposes of these regulations, be assumed to result 
from a total fluence of 25 million neutrons per square 
centimeter incident upon the body. If sufficient information 
exists to estimate the approximate energy distribution of the 
neutrons, the licensee or registrant may use the fluence rate 
per unit dose equivalent or the appropriate Q value from 
Table II to convert a measured tissue dose in gray or rad to 
dose equivalent in sievert or rem. 


TABLE II 


MEAN QUALITY FACTORS, Q, AND FLUENCE PER UNIT DOSE 
EQUIVALENT FOR MONOENERGETIC NEUTRONS 


Neutron Quality 
Energy Factor? 
(MeV) (Q) 
(thermal)2.5 x 10-8 2 
1 x 107 2 
1 x 106 2 
1 x 10° 2 
1x 104 > 
1x 103 2 
1 x 102 2.5 
1 x 10! 7.5 
5x101 11 
1 11 
2.5 9 
5 8 
7 7 
10 6.5 
14 7.5 
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Fluence per Unit 
Dose Equivalent? 


Fluence per Unit 
Dose Equivalent? 


(neutrons (neutrons 
cm? rem!) cm? Sv!) 
980 x 105 980 x 108 
980 x 106 980 x 108 
810 x 106 810 x 108 
810 x 106 810 x 108 
840 x 10° 840 x 10 
980 x 10 980 x 10 
1010 x 106 1010 x 108 
170 x 10° 170 x 108 
39 x 106 39 x 108 
27 x 106 27 x 108 
29 x 106 29 x 108 
23 x 106 23 x 108 
24 x 106 24 x 108 
24 x 106 24 x 108 
17 x 106 17 x 108 
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20 8 
40 7 
60 5.5 
1х 102 4 
2x10? 3.5 
3x10? 3.5 
4 x 102 3.5 
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16 x 106 16 x 108 
14 x 106 14 x 108 
16 x 106 16 x 108 
20 x 106 20 x 108 
19 x 106 19 x 108 
16 x 106 16 x 108 
14 x 106 14 x 108 


Value of quality factor (Q) at the point where the dose equiva- 
lent is maximum in a 30-cm diameter cylinder tissue-equivalent 
phantom. 


Monoenergetic neutrons incident normally on a 30-cm diameter 
cylinder tissue-equivalent phantom. 


(92) "Quarter" means a period of time equal to one- 
fourth of the year observed by the licensee, approximately 
thirteen consecutive weeks, providing that the beginning of 
the first quarter in a year coincides with the starting date of 
the year and that no day is omitted or duplicated in consecu- 
tive quarters. 

(93) "Rad" means the special unit of absorbed dose. 
One rad equals one-hundredth of a joule per kilogram of 
material; for example, if tissue is the material of interest, 
then 1 rad equals 100 ergs per gram of tissue. One rad is 
equal to an absorbed dose of 100 erg/gram or 0.01 joule/ 
kilogram (0.01 gray). 

(94) "Radiation" means alpha particles, beta particles, 
gamma rays, x-rays, neutrons, high-speed electrons, high- 
speed protons, and other particles capable of producing ions. 
For purposes of these regulations, ionizing radiation is an 
equivalent term. Radiation, as used in these regulations, 
does not include magnetic fields or nonionizing radiation, 
such as radiowaves or microwaves, visible, infrared, or 
ultraviolet light. I 

(95) "Radiation area" means any area, accessible to 
individuals, in which radiation levels could result in an 
individual receiving a dose equivalent in excess of 0.05 mSv 
(0.005 rem) in one hour at thirty centimeters from the source 
of radiation or from any surface that the radiation penetrates. 

(96) "Radiation machine" means any device capable of 
producing ionizing radiation except those devices with 
radioactive materials as the only source of radiation. 

(97) "Radiation safety officer" means an individual who 
has the knowledge and responsibility to apply appropriate 
radiation protection regulations and has been assigned such 
responsibility by the licensee or registrant. 

(98) "Radiation source." See "Source of radiation." 

(99) "Radioactive material" means any material (solid, 
liquid, or gas) which emits radiation spontaneously. 

(100) "Radioactive waste" means any radioactive 
material which is no longer of use and intended for disposal 
or treatment for the purposes of disposal. 

(101) "Radioactivity" means the transformation of 
unstable atomic nuclei by the emission of radiation. 

(102) "Reference man" means a hypothetical aggregation 
of human physical and physiological characteristics deter- 
mined by international consensus. These characteristics may 
be used by researchers and public health workers to stan- 
dardize results of experiments and to relate biological insult 
to a common base. 
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(103) "Registrable item" means any radiation machine 
except those exempted by RCW 70.98.180 or exempted by 
the department pursuant to the authority of RCW 70.98.080. 

(104) "Registrant" means any person who is registered 
by the department or is legally obligated to register with the 
department in accordance with these regulations and the act. 

(105) "Registration" means registration with the depart- 
ment in accordance with the regulations adopted by the 
department. 

(106) "Regulations of the United States Department of 
Transportation" means the regulations in 49 CFR Parts 170- 
189, 14 CFR Part 103, and 46 CFR Part 146. 

(107) "Rem" means the special unit of any of the 
quantities expressed as dose equivalent. The dose equivalent 
in rem is equal to the absorbed dose in rad multiplied by the 
quality factor (1 rem = 0.01 Sv). 

(108) "Research and development" means: (a) Theoreti- 
cal analysis, exploration, or experimentation; or (b) the 
extension of investigative findings and theories of a scientific 
or technical nature into practical application for experimental 
and demonstration purposes, including the experimental 
production and testing of models, devices, equipment, 
materials, and processes. Research and development does 
not include the internal or external administration of radia- 
tion or radioactive material to human beings. 

(109) "Respiratory protective equipment" means an 
apparatus, such as a respirator, used to reduce an individual's 
intake of airborne radioactive materials. 

(110) "Restricted area" means any area to which access 
is limited by the licensee or registrant for purposes of 
protecting individuals against undue risks from exposure to 
radiation and radioactive material. "Restricted area" shall 
not include any areas used for residential quarters, although 
a separate room or rooms in a residential building may be 
set apart as a restricted area. 

(111) "Roentgen" (R) means the special unit of expo- 
sure. One roentgen equals 2.58 x 104 coulombs/kilogram of 
air. 

(112) "Sanitary sewerage" means a system of public 
sewers for carrying off waste water and refuse, but excluding 
sewage treatment facilities, septic tanks, and leach fields 
owned or operated by the licensee or registrant. 

(113) "Sealed source" means any device containing 
radioactive material to be used as a source of radiation 
which has been constructed in such a manner as to prevent 
the escape of any radioactive material. 

(114) "Shallow dose equivalent" (H,), which applies to 
the external exposure of the skin or an extremity, means the 
dose equivalent at a tissue depth of 0.007 centimeter (7 mg/ 
cm?) averaged over an area of 1 square centimeter. 

(115) "SI" means an abbreviation of the International 
System of Units. 
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(116) "Sievert" means the SI unit of any of the quanti- 
ties expressed as dose equivalent. The dose equivalent in 
sievert is equal to the absorbed dose in gray multiplied by 
the quality factor (1 Sv = 100 rem). 

(117) "Site area emergency” means events may occur, 
are in progress, or have occurred that could lead to a 
significant release of radioactive material and that could 
require a response by offsite response organizations to 
protect persons offsite. 

(118) "Site boundary" means that line beyond which the 
land or property is not owned, leased, or otherwise con- 
trolled by the licensee or registrant. 

(119) "Source container" means a device in which 
radioactive material is transported or stored. 

(120) "Source material" means: (a) Uranium or thori- 
um, or any combination thereof, in any physical or chemical 
form, or (b) ores which contain by weight one-twentieth of 
one percent (0.05 percent) or more of (i) uranium, (ii) 
thorium, or (iii) any combination thereof. Source material 
does not include special nuclear material. 

(121) "Source material milling" means the extraction or 
concentration of uranium or thorium from any ore processing 
primarily for its source material content. 

(122) "Source of radiation" means any radioactive 
material, or any device or equipment emitting or capable of 
producing ionizing radiation. 

(123) "Special form radioactive material" means 
radioactive material which satisfies the following conditions: 

(a) It is either a single solid piece or is contained in a 
sealed capsule that can only be opened by destroying the 
capsule; 

(b) The piece or capsule has at least one dimension not 
less than five millimeters (0.197 inch); and 

(c) It satisfies the test requirements specified by the 
United States Nuclear Regulatory Commission. A special 
form encapsulation designed in accordance with the United 
States Nuclear Regulatory Commission requirements in 
effect on June 30, 1983, and constructed prior to July 1, 
1985, may continue to be used. A special form encapsula- 
tion either designed or constructed after June 30, 1985, must 
meet requirements of this definition applicable at the time of 
its design or construction. 

(124) "Special nuclear material" means: 

(a) Plutonium, uranium-233, uranium enriched in the 
isotope 233 or in the isotope 235, and any other material that 
the United States Nuclear Regulatory Commission, pursuant 
to the provisions of section 51 of the Atomic Energy Áct of 
1954, as amended, determines to be special nuclear material, 
but does not include source material; or 

(b) Any material artificially enriched in any of the 
foregoing, but does not include source material. 

(125) "Special nuclear material in quantities not suffi- 
cient to form a critical mass" means uranium enriched in the 
isotope U-235 in quantities not exceeding three hundred fifty 
grams of contained U-235; Uranium-233 in quantities not 
exceeding two hundred grams; Plutonium in quantities not 
exceeding two hundred grams; or any combination of them 
in accordance with the following formula: For each kind of 
special nuclear material, determine the ratio between the 
quantity of that special nuclear material and the quantity 
specified above for the same kind of special nuclear materi- 
al. The sum of such ratios for all of the kinds of special 
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nuclear material in combination shall not exceed "1" (i.e., 
unity). For example, the following quantities in combination 
would not exceed the limitation and are within the formula: 


175(grams contained U-235) 


+ 
350 
50(grams U-233) 
————————————— T 
200 
50(grams, Pu) 
<1 


200 


(126) "Stochastic effect" means a health effect that 
occurs randomly and for which the probability of the effect 
occurring, rather than its severity, is assumed to be a linear 
function of dose without threshold. Hereditary effects and 
cancer incidence are examples of stochastic effects. For 
purposes of these regulations, probabilistic effect is an 
equivalent term. 

(127) "Survey" means an evaluation of the radiological 
conditions and potential hazards incident to the production, 
use, release, disposal, or presence of sources of radiation. 
When appropriate, such evaluation includes, but is not 
limited to, tests, physical examinations, calculations and 
measurements of levels of radiation or concentration of 
radioactive material present. 

(128) "Test" means (a) the process of verifying compli- 
ance with an applicable regulation, or (b) a method for 
determining the characteristics or condition of sources of 
radiation or components thereof. 

(129) "These regulations" mean all parts of the rules for 
radiation protection of the state of Washington. 

(130) "Total effective dose equivalent" (TEDE) means 
the sum of the deep dose equivalent for external exposures 
and the committed effective dose equivalent for internal 
exposures. 

(131) "Total organ dose equivalent (TODE)" means the 
sum of the deep dose equivalent and the committed dose 
equivalent to the organ or tissue receiving the highest dose. 

(132) "Type A packaging" means packaging designed in 
accordance with 49 CFR 173.411 and 173.412 to retain its 
integral containment and shielding under normal conditions 
of transport as demonstrated by tests described in 49 CFR 
173.465 or 173.466 as appropriate. The contents are limited 
to A, or A, quantities. The package does not require 
competent authority approval. 

(133) "Type A quantity" means a quantity of radioactive 
material less than or equal to the A, or A, value for a single 
radionuclide, or for which the sum of the fractions does not 
exceed unity for a mixture of radionuclides. 

(134) "Type B packaging" means packaging approved 
by the United States Nuclear Regulatory Commission for the 
transport of quantities of radioactivity in excess of A, or A. 
It is defined in detail in 10 CFR 71.4. 

(135) "Type B quantity" means a quantity of radioactive 
material in excess of a Type A quantity. It requires Type B 
packaging for transportation. 

(136) "United States Department of Energy" means the 
Department of Energy established by Public Law 95-91, 
August 4, 1977, 91 Stat. 565, 42 U.S.C. 7101 et seq., to the 
extent that the department exercises functions formerly 
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vested in the United States Atomic Energy Commission, its 
chairman, members, officers and components and transferred 
to the United States Energy Research and Development 
Administration and to the administrator thereof pursuant to 
sections 104 (b), (c) and (d) of the Energy Reorganization 
Act of 1974 (Public Law 93-438, October 11, 1974, 88 Stat. 
1233 at 1237, 42 U.S.C. 5814 effective January 19, 1975) 
and retransferred to the Secretary of Energy pursuant to 
section 301(a) of the Department of Energy Organization Act 
(Public Law 95-91, August 4, 1977, 91 Stat. 565 at 577-578, 
42 U.S.C. 7151, effective October 1, 1977). 

(137) "Unrefined and unprocessed ore" means ore in its 
natural form prior to any processing, such as grinding, 
roasting, beneficiating, or refining. 

(138) "Unrestricted area" (uncontrolled area) means any 
area which is not a restricted area. Areas where the external 
dose exceeds 2 mrem in any one hour or where the public 
dose, taking into account occupancy factors, will exceed 100 
mrem total effective dose equivalent in any one year must be 
restricted. 

(139) "Very high radiation area" means an area, accessi- 
ble to individuals, in which radiation levels could result in an 
individual receiving an absorbed dose in excess of 5 Gy (500 
rad) in one hour at one meter from a source of radiatión or 
from any surface that the radiation penetrates. 

(140) "Waste handling licensees" mean persons licensed 
to receive and store radioactive wastes prior to disposal and/ 
or persons licensed to dispose of radioactive waste. 

(141) "Week" means seven consecutive days starting on 
Sunday. 

(142) "Weighting factor" wy for an organ or tissue (T) 
means the proportion of the risk of stochastic effects 
resulting from irradiation of that organ or tissue to the total 
risk of stochastic effects when the whole body is irradiated 
uniformly. For calculating the effective dose equivalent, the 
values of wy are: 


ORGAN DOSE WEIGHTING FACTORS 


Organ or 
Tissue WT 
Gonads 0.25 
Breast 0.15 
Red bone marrow 0.12 
Lung 0.12 
Thyroid 0.03 
Bone surfaces 0.03 
Remainder 0.30? 
Whole Body 1.00 
a 0.30 results from 0.06 for each of 5 "remainder" organs, 
excluding the skin and the lens of the eye, that receive the 
highest doses. 
b 


For the purpose of weighting the external whole body dose, for 
adding it to the internal dose, a single weighting factor, wy = 
1.0, has been specified. The use of other weighting factors for 
external exposure will be approved on a case-by-case basis until 
such time as specific guidance is issued. 


(143) "Whole body" means, for purposes of external 
exposure, head, trunk including male gonads, arms above the 
elbow, or legs above the knee. 

(144) "Worker" means an individual engaged in activi 
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ties under a license or registration issued by the department 
and controlled by a licensee or registrant but does not 
include the licensee or registrant. Where the licensee or 
registrant is an individual rather than one of the other legal 
entities defined under "person," the radiation exposure limits 
for the worker also apply to the individual who is the 
licensee or registrant. If students of age eighteen years or 
older are subjected routinely to work involving radiation, 
then the students are considered to be workers. Individuals 
of less than eighteen years of age shall meet the require- 
ments of WAC 246-221-050. 

(145) "Working level" (WL) means any combination of 

short-lived radon daughters i in 1 liter of air that will result in 
the ultimate emission of 1.3 x 10° MeV of potential alpha 
particle energy. The short-lived radon daughters are — for 
radon-222: polonium-218, lead-214, bismuth-214, and 
polonium-214; and for radon-220: polonium- -216, lead-212, 
bismuth-212, and polonium-212. 
(146) "Working level month" (WLM) means an expo- 
sure to one working level for one hundred seventy hours — 
two thousand working hours per year divided by twelve 
months per year is approximately equal to one hundred 
seventy hours per month. 

(147) "Year" means the period of time beginning in 
January used to determine compliance with the provisions of 
these regulations. The licensee or registrant may change the 
starting date of the year used to determine compliance by the 
licensee or registrant provided that the change is made at the 
beginning of the year and that no day is omitted or duplicat- 
ed in consecutive years. 

[Statutory Authority: RCW 70.98.050. 95-01-108, § 246-220-010, filed 
12/21/94, effective 1/21/95; 94-01-073, § 246-220-010, filed 12/9/93, 
effective 1/9/94. Statutory Authority: RCW 70.98.050 and 70.98.080. 91- 
15-112 (Order 184), § 246-220-010, filed 7/24/91, effective 8/24/91. 
Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as $ 246-220-010, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.080. 87-01-031 (Order 2450), $ 402-12-050, filed 12/11/86; 
83-19-050 (Order 2026), § 402-12-050, filed 9/16/83. Statutory Authority: 
Chapter 70.121 RCW. 81-16-031 (Order 1683), § 402-12-050, filed 
7/28/81. Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), 
§ 402-12-050, filed 12/8/80; Order 1095, § 402-12-050, filed 2/6/76; Order 


708, $ 402-12-050, filed 8/24/72; Order 1, 8 402-12-050, filed 7/2/71; Order 
1, $ 402-12-050, filed 1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-220-020 Records. (1) Each licensee or 
registrant shall maintain records relating to the receipt, use, 
storage, transfer, or disposal of radiation sources, and such 
other records as the department may require which will 
permit the determination of the extent of occupational and 
public exposure from such radiation sources. Copies of 
these records shall be submitted to the department on 
request. These requirements are subject to such exemptions 
as may be provided by department rules. 

(2) In accordance with the Public Disclosure Act, the 
department shall make available to each licensee and/or 
registrant departmental records pertaining to that licensee or 
registrant, at his/her written request. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as 8 246-220-020, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.050. 81-01-011 (Order 1570), $ 402-12-080, filed 12/8/80; 
Order 1095, $ 402-12-080, filed 2/6/76; Order 1, $ 402-12-080, filed 1/8/69; 
Rules (part), filed 10/26/66.] 
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WAC 246-220-030 Inspections. (1) Each licensee 
and/or registrant shall afford the department at all reasonable 
times opportunity to inspect sources of radiation and the 
premises and facilities wherein such sources of radiation are 
used or stored. 

(2) Each licensee and/or registrant shall make available 
to the department for inspection, upon reasonable notice, 
records maintained pursuant to these regulations. 

(3) In accordance with the Public Disclosure Act, the 
department shall make available to each licensee and/or 
registrant a copy of every inspection report written which 
covers any inspection of the licensee’s and/or registrant’s 
source of radiation, records, premises, or facilities. Copies 
of these inspection records shall be submitted to the licensee 
or registrant by the department upon the receipt of the 
written request of the licensee and/or registrant. 

(4) Any person who resists, impedes, or in any manner 
interferes with, any individual who performs inspections 
which are related to any activity or facility registration/ 
license issued by the department is subject to immediate 
license and/or registration certificate revocation as well as 
applicable civil and criminal penalties. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-220-030, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.080. 83-19-050 (Order 2026), $ 402-12-090, filed 9/16/83. 
Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), § 402-12- 


090, filed 12/8/80; Order 1095, § 402-12-090, filed 2/6/76; Order 1, § 402- 
12-090, filed 1/8/69; Rules (part), filed 10/26/66.) 


WAC 246-220-040 Tests and surveys. (1) Each 
licensee and registrant shall perform upon instructions from 
the department or shall permit the department to perform 
such reasonable tests and surveys as the department deems 
appropriate or necessary including, but not limited to, tests 
and surveys of: 

(a) Sources of radiation; 

(b) Facilities wherein sources of radiation are used or 
stored; 

(c) Radiation detection and monitoring instruments; and 

(d) Other equipment and devices used in connection 
with utilization or storage of licensed or registered sources 
of radiation. 

(2) In accordance with the Public Disclosure Act, the 
department shall provide to the licensee and/or registrant 
copies of all tests and surveys conducted on the licensee’s 
and/or registrant’s sources of radiation, upon written request 
of the licensee and/or registrant. The department shall 
acknowledge the receipt of the request in a timely manner by 
telephone or letter. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-220-040, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.050. 81-01-011 (Order 1570), $ 402-12-100, filed 12/8/80; 


Order 1095, § 402-12-100, filed 2/6/76; Order 1, § 402-12-100, filed 1/8/69; 
Rules (part), filed 10/26/66.] 


WAC 246-220-050 Exemptions. (1) The department 
may, upon application therefor or upon its own initiative, 
grant such exemptions or exceptions from the requirements 
of these regulations as it determines are authorized by law 
and will not result in undue hazard to public health and 
safety or property. 


[Title 246 WAC—page 148] 


Title 246 WAC: Department of Health 


(2) Any U.S. Department of Energy contractor or 
subcontractor and any U.S. Nuclear Regulatory Commission 
contractor or subcontractor of the following categories 
operating within this state is exempt from these regulations 
to the extent that such contractor or subcontractor under the 
applicable contract receives, possesses, uses, transfers or 
acquires sources of radiation: 

(a) Prime contractors performing work for the Depart- 
ment of Energy at U.S. government-owned or controlled 
sites, including the transportation of sources of radiation to 
or from such sites and the performance of contract services 
during temporary interruptions of such transportation; 

(b) Prime contractors of the Department of Energy 
performing research in, or development, manufacture, 
storage, testing or transportation of, atomic weapons or 
components thereof; 

(c) Prime contractors of the Department of Energy using 
or operating nuclear reactors or other nuclear devices in a 
United States government-owned vehicle or vessel; and 

(d) Any other prime contractor or subcontractor of the 
Department of Energy or of the Nuclear Regulatory Com- 
mission when the state and the Nuclear Regulatory Commis- 
sion jointly determine (i) that the exemption of the prime 
contractor or subcontractor is authorized by law, and (ii) that 
under the terms of the contract or subcontract, there is 
adequate assurance that the work thereunder can be accom- 
plished without undue risk to the public health and safety. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-220-050, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-220-050, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.050. 81-01- 
011 (Order 1570), 8 402-12-125, filed 12/8/80; Order 1095, 8 402-12-125, 
filed 2/6/76.] 


WAC 246-220-060 Violations. An injunction or other 
court order may be obtained prohibiting any violation of any 
provision of the act or any regulation or order issued 
thereunder. Any person who violates any provision of the 
act or any regulation or order issued thereunder may be 
guilty of a gross misdemeanor and upon conviction, may be 
punished by fine or imprisonment or both, as provided by 
law. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-220-060, filed 12/27/90, effective 1/31/91; Order 1095, § 402-12- 
130, filed 2/6/76; Order 1, $ 402-12-130, filed 1/8/69; Rules (part), filed 
10/26/66.] 


WAC 246-220-070 Impounding. Sources of radiation 
shall be subject to impoundment pursuant to RCW 70.98.- 
160. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-220-070, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.080. 87-01-031 (Order 2450), 8 402-12-140, filed 12/11/86; 
Order 1095, § 402-12-140, filed 2/6/76; Order 1, § 402-12-140, filed 1/8/69; 
Rules (part), filed 10/26/66.] 


WAC 246-220-080 Prohibited uses. (1) Hand-held 
fluoroscopic screens shall not be used unless listed in the 
Registry of Sealed Sources and Devices or accepted for 
certifications by the United States Food and Drug Adminis- 
tration, Center for Devices and Radiological Health. 

(2) Shoe-fitting fluoroscopic devices shall not be used. 
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[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-220-080, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 43.70.040. 91-02-049 
(Order 121), recodified as § 246-220-080, filed 12/27/90, effective 1/31/91; 
Order 1095, § 402-12-150, filed 2/6/76.] 


WAC 246-220-090 Communications. All communi- 
cations and reports concerning these regulations, and 
applications filed thereunder, should be addressed to the 
Department of Health, Division of Radiation Protection, P.O. 
Box 47827, Olympia, Washington 98504-7827. The emer- 
gency telephone number in Seattle, is 206-682-5327 or 206 
(NUCLEAR). ; 
[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-220-090, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), § 246-220-090, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-220-090, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 83-19-050 (Order 2026), § 402-12-160, filed 
9/16/83. Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), 
§ 402-12-160, filed 12/8/80; Order 1095, § 402-12-160, filed 2/6/76.] 


WAC 246-220-100 Additional requirements. The 
department may, by rule, regulation, or order, impose upon 
any licensee or registrant such requirements in addition to 
those established in these regulations as it deems appropriate 
or necessary to minimize danger to public health and safety 
or property. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-220-100, filed 12/27/90, effective 1/31/91. Statutory Authority: 


RCW 70.98.050. 81-01-011 (Order 1570), $ 402-12-170, filed 12/8/80; 
Order 1095, § 402-12-170, filed 2/6/76.] 


WAC 246-220-110 Appendix A—Determination of 
A, and A, values. I. Single radionuclides. 

(1) For a single radionuclide of known identity, the 
values of A, and A, are taken from Table A-1 if listed there. 
The values A, and A, in Table A-1 are also applicable for 
radionuclides contained in (0, n) or (y, n) neutron sources. 

(2) For any single radionuclide whose identity is known 
but which is not listed in Table A-1, the values of A, and 
A, are determined according to the following procedure: 

(a) If the radionuclide emits only one type of radiation, 
A, is determined according to the rules in paragraphs (i), 
(11), (111) and (iv) of this paragraph. For radionuclides 
emitting different kinds of radiation, A, is the most restric- 
tive value of those determined for each kind of radiation. 
However, in both cases, A, is restricted to a maximum of 37 
TBq (1000 Ci). If a parent nuclide decays into a shorter 
lived daughter with a half-life not greater than 10 days, A, 
is calculated for both the parent and the daughter, and the 
more limiting of the two values is assigned to the parent 
nuclide. 

(i) For gamma emitters, A, is determined by the 
expression: 


9 
Ау = — 
GRC 
where GRC is the gamma-ray constant, corresponding to the 
dose in R/h at 1 m per Ci; the number 9 results from the 
choice of 1 rem/h at a distance of 3 m as the reference dose- 
equivalent rate. 


curies , 
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(ii) For X-ray emitters, A, is determined by the atomic 
number of the nuclide: 

for Z « 55-A,=37 TBq (1000 Ci) 

for Z > 55-A,=7.4 TBq (200 Ci) 

where Z is the atomic number of the nuclide. 

(iii) For beta emitters, A, is determined by the maxi- 
mum beta energy (Emax) according to Table А-2; 

(iv) For alpha emitters, A, is determined by the expres- 
sion: 

A,=1000 A4 

where А; is the value listed in Table А-3; 

` (b) A, is the more restrictive of the following two 
values: 

(i) The corresponding A,; and 

(ii) The value A, obtained from Table A-3. 

(3) For any single radionuclide whose identity is 
unknown, the value of A, is taken to be 74 GBq (2 Ci) and 
the value of A, is taken to be 74 MBq (0.002 Ci). Howev- 
er, if the atomic number of the radionuclide is known to be 
less than 82, the value of A, is taken to be 370 GBq (10 Ci) 
and the value of A, is taken to be 14.8 GBq (0.4 Ci). 


II. Mixtures of radionuclides, including radioactive decay 
chains. 


(1) For mixed fission products the following activity 
limits may be assumed if a detailed analysis of the mixture 
is not carried out: 

A,=370 GBq (10 Ci) 

А,=(14.8 GBq) (0.4 Ci) 

(2) A single radioactive decay chain is considered to be 
a single radionuclide when the radionuclides are present in 
their naturally occurring proportions and no daughter nuclide 
has a half-life either longer than 10 days or longer than that 
of the parent nuclide. The activity to be taken into account 
and the A, or A, value from Table A-1 to be applied are 
those corresponding to the parent nuclide of that chain. 
When calculating A, or A, values, radiation emitted by 
daughters must be considered. However, in the case of 
radioactive decay chains in which any daughter nuclide has 
a half-life either longer than 10 days or greater than that of 
the parent nuclide, the parent and daughter nuclides are 
considered to be mixtures of different nuclides. 

(3) In the case of a mixture of different radionuclides, 
where the identity and activity of each radionuclide are 
known, the permissible activity of each radionuclide Rp Ry 
...R, is such that F} + F, +. .F, is not greater than unity, 
where 


Total activity of R, 


қ 
A (R) 
Total activity of R; 
F, = —H—— t 
A (R> 
Total activity of К, 
F. = —V 


A,(R,) 


AR}, К). . Ry) is ће value of A, ог A, as appropriate for 
the nuclide Rp R>, R,. 


(4) When the identity of each radionuclide is known but 
the individual activities of some of the radionuclides are not 


[Title 246 WAC—page 149] 


246-220-110 


known, the formula given in paragraph (3) is applied to 
establish the values of A, or A, as appropriate. All the 
radionuclides whose individual activities are not known 
(their total activity will, however, be known) are classed in 
a single group and the most restrictive value of A, and A, 
applicable to any one of them is used as the value of A, or 
A, in the denominator of the fraction. 

(5) Where the identity of each radionuclide is known 
but the individual activity of none of the radionuclides is 
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known, the most restrictive value of A, or A, applicable to 
any one of the radionuclides present is adopted as the 
applicable value. 

(6) When the identity of none of the nuclides is known, 
the value of A, is taken to be 74 GBq (2 Ci) and the value 
of A, is taken to be 74 MBq (0.002 Ci). However, if alpha 
emitters are known to be absent, the value of A, is taken to 
be 14.8 GBq (0.4 Ci). 


TABLE A-1.—A, AND A, VALUES FOR RADIONUCLIDES 
(See footnotes at end of table) 


Symbol of radionuclide 


227 Ac 

22846 

105 Ag 

110m Ag 

111 Ag 

241 am 

243 am 

37,,(compressed or uncompressed)* 
41, (uncompressed)* 

41, (compressed)* 

As Arsenic (33) 


Actinium (89) 


Silver (47) 


Americium (95) 


Argon (18) 


Astatine (85) 
Gold (79) 


Barium (56) 


7ве Beryllium (4) 
Bismuth (83) 


Berkelium (97) 
Bromine (35) 


Пе Carbon (6) 
Calcium (20) 


Cadmium (48) 


Сегішп (58) 


Californium (98) 
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Element and atomic number 


АСС) А/С) Specific 
activity (Ci/g) 

1000 0.003 7.2X10 
10 4 2.2Х106 
40 40 3.1X104 
7 7 4.7Х103 
100 20 . 1.6X10? 

8 0.008  .32 
8 0.008 1.9X107 
1000 1000 1.0X105 
20 20 4.3X107 
1 1 4.3X107 
1000 400 2.4X104 
20 20 1.0X10° 
10 10 1.6X106 
300 20 1.1X106 
200 7 2.1X106 
200 200 9.3X 10? 
30 30 1.2X105 
40 20 2.5X10° 
200 25 2.1X105 
40 40 8.7X104 
40 10 4.0X10? 
20 20 7.3Х104 
300 300 3.5Х105 
5 5 9.9X104 
10 10 22X10? 
100 4 1.2X105 
6 6 1.5X107 
1000 1 1.8X10? 
70 25 7.1X10° 
6 6 1.1X106 
20 20 8.4X108 

1000 60 4.6 
1000 25 1.9Х104 
20 20 5.9X10° 
1000 70 2.6X10? 
30 30 2.6X104 
80 20 5.1X105 
100 100 6.5X103 
300 25 2.8X104 
60 20 6.6X10° 
10 7 3.2Х103 

2 0.002 3.1 
7 0.007 1.3X10? 
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| 252с4 2 0000 6.5Х102 
| 36сі Chlorine (17) 300 10 3.2X10? 
38g 10 10 1.3X108 
| | 242 n Curium (96) 200 0.2 3.3X103 
=| 2435 9 0.009 42Х10 
a 244 n 10 0.01 8.2X10 
| 245cm 6 0.006 1.0X101 
| 2466 6 0.000 | 3.6X10! 
ET 56co Cobalt (27) 5 5 3.0X104 
A 510 90 90 8.5X10? 
Et 58mc, 1000 1000 5.9Х106 
a 58со 20 20 3.1X104 
al 606, 7 7 1.1X10? 
i] Slo Chromium (24) 600 600 9.2X104 
3 129... Cesium (55) 40 40 7.6Х105 
2 131c, 1000 1000 1.0X10° 
zu 134mc, 1000 ` 10 7.4Х106 
a 134o 10 10 1.2Х103 
5. 135с; 1000 25 8.8X104 
136c; T 7 7.4X104 
1376, 30 10 9.8X10 
64с, Соррег (29) 80 25 3.8X10° 
67. 200 25 7.9X10° 
= 165p, Dysprosium (66) 100 20 8.2X10° 
Ej 166p, 1000 200 2.3X10° 
E: 1695. Erbium (68) 1000 25 8.2X104 
171g. 50 20 2.4X10° 
521 152mg, Europium (63) 30 30 2.2Х106 
A 1527 20 10 1.9X10? 
51 | 154, 10 5 1.5X10? 
i 15555 400 60 1.4Х103 
а. 18g Fluorine (9) 20° 20 9.3X107 
- 52р, Iron (26) 5 5 7.3X10° 
51| 55Fe 1000 1000 2.2X103 
59, f 10 10 4.9X104 
E 676. Gallium (31) 100 100 6.0Х105 
uA 685, 20 20 4.0X107 
2 Ga 7 7 — 31X10 
| 15364 Gadolinium (64) 200 100 3.6X103 
| 159G4 300 20 1.1X106 
| 686. Germanium (32) 20 10 7.0X10? 
715 1000 1000 1.6Х105 

Зн Hydrogen (1) see T-Tritium 
18 lise Hafnium (72) 30 25 1.6X104 
197 my, Mercury (80) 200 200 6.6Х105 
197, 200 200 2.5Х105 
203. 80 25 14X10* 
166; Holmium (67) 30 30 6.9X10° 
123, Todine(53) 50 50 1.9Х106 
125, 1000 70 1.7Х104 
126 40 10 7.8X10* 
129, 1000 2 1.6Х104 
131, 40 10 1.2X10° 
132, 7 7 1.1X107 
133, 30 10 1.1X10° 
134, 8 8 2.7Х107 
135, 10 10 3.5X10° 
ПІ, Indium (49) 30 25 4.2Х105 
113m,, 60 60 1.6X107 
114m,, 2 30 20 2.3X104 
115m), 100 20 6.1Х106 
190. Iridium (77) 10 10 6.2Х10% 
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1921, 
194. 
42x 
43k 


85m x,(uncompressed)* 
85m,,(compressed)* 
85% (uncompressed)* 
85,,(compressed)* - 
87 y (uncompressed)* 


874 (compressed)* 
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Potassium (19) 


Krypton (36) 


Lanthanum (57) 
Lutetium (71) 


Mixed fission products 


Magnesium (12) 
Manganese (25) 


Molybdenum (42) 
Nitrogen (7) 
Sodium (11) 


Niobium (41) 


Neodymium (60) 


Nickel (28) 
Neptunium (93) 


Osmium (76) 


Phosphorus (15) 
Protactinium (91) 


Lead (82) 


Palladium (46) 
Promethium (61) 


Polonium (84) 
Praseodymium (59) 


Platinum (78) 


Plutonium (94) 


Radium (88) 
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9.1X10? 
8.5X105 
6.0Х106 
3.3X106 
8.4Х106 
8.4Х106 
4.0X10? 
4.0X102 
2.8X107 
2.8X107 
5.6X10° 
1.1X105 


5.2X106 
4.4X105 
8.3X103 
2.2X107 
4.7Х105 
1.5X10? 
6.3X10? 
8.7X106 
1.1X103 
3.9X104 
2.6X 107 
8.0X104 
1.1X107 
8.1X102 
4.6X10 
1.9X107 
6.9X104 
2.3X105 
7.3X10? 
4.6X104 
1.2Х106 
5.3X105 
2.9K 105 
32X10* 
4.5Х102 
2.1X104 
1.7X106 
8.8X10 
1.4Х106 
7.5X104 
2.1X106 
9.4X10? 
4.2Х105 
4,5Х103 
12X10* 
6.6X104 
2.3X10° 
2.0X105 
1.2X107 
8.8Х105 
1.7X10 
6.2Х102 
23X101 
1.1X10? 
3.9X103 
5.0Х104 
1.6Х105 
1.0 
23X10? 
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| 22228 Radon (86) 10 2 1.5X10° 

| 815, Rubidium (37) 30 25 8.2Х106 

| 865, 30 30 8.1X10* 

87рь Unlimited Unlimited 6.6Х10% 

Ri (natural) Unlimited Unlimited 1.8X10° 

186,. Rhenium (75) 100 20 1.9X10° 

1875. Unlimited Unlimited 3.8Х10% 

188. 10 10 1.0Х106 

Re(natural) Unlimited Unlimited 2.4Х10:8 

103трр Rhodium (45) 1000 1000 3.2Х107 

105, 200 25 8.2X10° 

y Ruthenium (44) 80 80 5.5X105 

10%, 30 25 3.2X10* 

105,5, 20 20 6.6X106 

ES 106;, 10 7 3.4X103 
c 35; Sulphur (16) 1000 60 4.3X10* 
T 1225. Antimony (51) 30 30 3.9Х105 
21 124a, 5 5 1.8Х10* 
a 1255, | 40 25 1.4X10? 
j 46s. Scandium (21) 8 8 3.4X10^ 

| 47% 200 20 8.2X10° 

| 48 5 5 1.5Х106 

| СЕТ Selenium (34) 40 40 1.4X104 

| 315; Silicon (14) 100 20 3.9X107 

| 1475. Samarium (62) Unlimited Unlimited 2.0Х10% 
j 151gm 1000 90 2.6X10 
oF 1535 300 20 4.4Х105 
d 1135. Tin (50) 60 60 1.0Х10% 
> 119mg, 100 100 4.4X102 
1252. 10 10 1.1Х105 

| 85mg, Strontium (38) 80 80 3.2X107 
a 85g, 30 30 2.4Х104 
| 87mg, 50 50 1.2X107 
ES 895. 100 10 2.9X10* 
EM 90s. 10 04 1.5Х102 
| 91s. 10 10 3.6Х106 
92, 10 10 1.3X107 
т(опсотргеѕѕей)* Tritium (1) 1000 1000 9.7Х10? 
(compressed)* 1000 1000 9.7X10 

x (activated luminous paint) 1000 1000 9.7X10? 

(absorbed on solid carrier) 1000 1000 9.7Х103 

(tritiated water) 1000 1000 9.7X10? 

(other forms) 20 20 9.7X10? 

1824, Tantalum (73) 20 20 6.2Х103 

160, Terbium (65) 20 10 1.1X104 

96m, Technetium (43) 1000 1000 3.8X107 

967, 6 6 3.2X10° 

97m, 1000 200 1.5X104 

971, 1000 400 1.4103 

99m, 100 100 5.2X10° 

991, 1000 25 1.7102 

125mq, Tellurium (52) 1000 100 1.8Х10* 

127Мт, 300 20 4.0X104 

121% 300 20 2.6X106 

129Mre 30 10 2.5X104 

1291, 100 20 2.0107 

131my, | 10 10 8.0Х105 

1327. 7 7 3.1X105 

227 Thorium (90) 200 0.2 3.2X10^ 

2281, 6 0.008 — 83XI10? 

2301, 3 0.003 1.9Х102 

2317, 1000 25 5.3X105 
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2327p 
2347, 

pp natural) 
pprradiated)** 
200.7 
2011 
2024 
204. 
170 
171 tm 
230y 
232y 
233y 
2341; 
235y 
236y 
238y 
y(natural) 


Thallium (81) 


Thulium (69) 


Uranium (92) 


v(enriched) < 20% 
20% or greater 
y(depleted) 


yitradiated)*** 

48, Vanadium (23) 
181g Tungsten (74) 
185% 

187a, 

127, (uncompressed)* 
127y,(compressed)* 
131my,,(compressed)* 
131my,(uncompressed)* 
133, (uncompressed)* 
133, (compressed)* 

135, (uncompressed)* 
135; (сотргеѕѕей)* 

87. Yttrium (39) 


Xenon (54) 


Ytterbium (70) 


Zinc (30) 


Zirconium (40) 


*For the purpose for Table A-1, compressed gas means a gas at a 
pressure which exceeds the ambient atmospheric pressure at the location 
where the containment system was closed. 

**The values of A; and A» must be calculated in accordance with the 
procedure specified in Appendix A, paragraph II(3), taking into account the 
activity of the fission products and of the uranium-233 in addition to that 
of the thorium. 
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Unlimited 
10 
Unlimited 


20 

200 

40 

300 

300 

1000 

100 

30 

100 

100 

100 

200 
Unlimited 
Unlimited 


Unlimited 
100 


Unlimited 


80 
400 


40 
300 
1000 
20 


20 


***The values of A, and Аҙ must Бе calculated in accordance with 
the procedure specified in Appendix A, paragraph 11(3), taking into account 
the activity of the fission products and plutonium isotopes in addition to that 


of the uranium. 


Title 246 WAC: Department of Health 


Unlimited 
10 
Unlimited 


20 
200 
40 
10 
10 
100 

0.1 

0.03 

0.1 

0.1 

0.2 

0.2 
Unlimited 
Unlimited 


Unlimited 
0.1 


Unlimited 


1.1X107 
2.3X104 
22X107 


5.8X10? 
2.2X105 
54X10* 
43X10? 
6.0X10? 
1.1X10? 
2.7Х104 
2.1X10 
9,5Х103 
6.2Х103 
2.1х10%6 
6.3X10°5 
3.3X107 
(SEE TABLE 
A-4) 
(SEE TABLE 
A-4) 
(SEE TABLE 
A-4) 
(SEE TABLE 
A-4) 


1.7X105 
5.0X103 
9.7X103 
7.0X105 
2.8Х104 
2.8Х104 
1.0X105 
1.0X10? 
1.9Х105 
1.9X105 
2.5Х105 
2.5Х105 
4.5X10 
2.5X10° 
4.1X107 
2.5Х104 
9.5X106 
3.2X106 
2.3Х105 
1.8Х105 
308.0Х103 
3.3X106 
5.3X107 
3.5X103 
2.1X104 
2.0X106 


Radiation Protection—General Provisions 


TABLE A-2 
RELATIONSHIP BETWEEN A, AND E nax FOR BETA EMITTERS 


Е ax (MeV) A, (Ci) 

< 05 1000 

0.5 -< LO 300 

10-<15 100 

L5-«20 30 

220 10 
TABLE A-3 


RELATIONSHIP BETWEEN A4 AND THE ATOMIC NUMBER 
OF THE RADIONUCLIDE 


Аз 
Atomic Half-life less Half-life 1000 Half-life greater 
Number than 1000 days days to 10” years than 10" years 
l to 81 3 Ci .05 Ci 3 Ci 


82 and above .002 Ci .002 Ci 3 Ci 


TABLE A-4—ACTIVITY-MASS RELATIONSHIPS FOR URANIUM/ 
THORIUM 


Specific activity 
Thorium and ium ЕЕЕ 
1 980 present Ci/g g/Ci 


enrichment" wt % 
T E белен ае ДАС а, 5.0х107 2.0х106 
0.72 (паша!) ...................... 706x107 — 142xl 
ККЕ are E еня 7.6x10" 13x10 
ОАА ОРЕН cR MA 1.0x106 1.0x10 
НЕ ma E Rani re Pl 27x106 3.7x102 
WOO se cc ао ual ee зо ны 4.8x106 2.1х105 
О а оъ 1.0х1075 1.0х105 
ОН НЕ УЕ 2.0x10" 5.0х104 
BOG scl phe dined EATEN AN 2.5x10°> 4.0х104 
еа NER HO 5.8х1075 1.7x10 
0307 vier ce ed sak UM ADU ML IE 7.0х105 1.4x104 
050 shred fi NEED REN S 91х102 1.1x10* 
Natural Thorium .................... 22x10 4.6х106 


1 The figures for uranium include representative values 
for the activity of the uranium-234 which is concentrated 
during the enrichment process. The activity for Thorium 
includes the equilibrium concentration of Thorium-228. 


[Statutory Authority: RCW 70.98.050. 95-01-108, § 246-220-110, filed 
12/21/94, effective 1/21/95, Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as § 246-220-110, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 70.98.080. 87-01-031 (Order 2450), 
§ 402-12-200, filed 12/11/86; Order 1095, § 402-12-200, filed 2/6/76.] 


WAC 246-220-120 Appendix B—Information on 
transportation special form licensed material. (1) 
"Special form" means any of the following physical forms of 
licensed material: 

(a) The material is in solid form having no dimension 
less than 0.5 millimeter or at least one dimension greater 
than five millimeters; does not melt, sublime, or ignite in air 
at a temperature of 1,000 degrees Fahrenheit; will not shatter 
or crumble if subjected to the percussion test described in 
this section; and is not dissolved or converted into dispersi- 
ble form to the extent of more than 0.005 percent by weight 
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by immersion for one week in water at 68 degrees Fahren- 
heit or in air at 86 degrees Fahrenheit; or 

(b) The material is securely contained in a capsule 
having no dimension less than 0.5 millimeter or at least one 
dimension greater than five millimeters, which will retain its 
contents if subjected to the tests prescribed in this section; 
and which is constructed of materials which do not melt, 
sublime, or ignite in air at 1,475 degrees Fahrenheit, and do 
not dissolve, or convert into dispersible form, to the extent 
of more than 0.005 percent by weight by immersion for one 
week in water at 68 degrees Fahrenheit or in air at 86 
degrees Fahrenheit. 

(2) Tests for special form licensed material. 

(a) Free drop - A free drop through a distance of thirty 
feet onto a flat essentially unyielding horizontal surface, 
striking the surface in such a position as to suffer maximum 
damage. 

(b) Percussion - Impact of the flat circular end of a one 
inch diameter steel rod weighing three pounds, dropped 
through a distance of forty inches. The capsule or material 
shall be placed on a sheet of lead, of hardness number 3.5 to 
4.5 on the Vickers scale, and not more than one inch thick, 
supported by a smooth essentially unyielding surface. 

(c) Heating - Heating in air to a temperature of 1,475 
degrees Fahrenheit and remaining at that temperature for a 
period of ten minutes. 

(d) Immersion - Immersion for twenty-four hours in 
water at room temperature. The water shall be at pH 6-pH 
8, with a maximum conductivity of ten micromhos per 
centimeter. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-220-120, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 43.70.040. 91-02-049 
(Order 121), recodified as § 246-220-120, filed 12/27/90, effective 1/31/91. 
Statutory Authority: RCW 70.98.080. 87-01-031 (Order 2450), $ 402-12- 
210, filed 12/11/86; Order 1095, § 402-12-210, filed 2/6/76.] 


WAC 246-220-130 Appendix C—The international 
system of units (SI). Conversion factors. 


Multiply by to obtain 

becquerels 2.703 x 101! curies 

becquerels 2.703 x 10:8 millicuries 

curies 3.700 x 1010 becquerels 

curies 2.220 x 10 disintegrations/min (dpm) 
curies 10 millicuries 

curies 106 microcuries 

curies 1012 рісосигіев 

dis/min (dpm) 4.505 х 1010 millicuries 

dis/min (dpm) 4.505 x 107 microcuries 

dis/sec (Bq) 2.703 x 10°8 millicuries 

dis/sec (Bq) 2.703 x 10° microcuries 

gray 100 rad 

microcuries 3,700 x 104 becquerels 

microcuries 2.220 x 10 disintegrations/min (dpm) 
millicuries 3.700 x 10 becquerels 

millicuries 2.220 x 10 disintegrations/min (dpm) 
rad 0.01 gray 

rem 0.01 sievert 

sievert 100 rem 


[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-220-130, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), $ 246-220-130, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-220-130, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.050. 81-01-011 (Order 1570), § 402-12-250, filed 
12/8/80.) 
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Chapter 246-221 WAC 
RADIATION PROTECTION STANDARDS 


WAC 

246-221-001 Purpose and scope. 

246-221-005 Radiation protection programs. 

246-221-010 Occupational dose limits for adults. 

246-221-015 Compliance with requirements for summation of exter- 
nal and internal doses. 

246-221-020 Determination of prior occupational dose. 

246-221-030 Requirements for planned special exposures. 

246-221-040 Determination of internal exposure of individuals to 
concentrations of radioactive materials in restricted 
areas, 

246-221-050 Occupational dose limits for minors. 

246-221-055 Dose to an embryo/fetus. 

246-221-060 Dose limits for individual members of the public. 

246-221-070 Compliance with dose limits for individual members 
of the public. 

246-221-080 Leak tests. 

246-221-090 Personnel monitoring for external dose. 

246-221-100 Personnel monitoring for internal dose. 

246-221-102 Control of access to high radiation areas. 

246-221-104 Control of access to very high radiation areas. 

246-221-106 Control of access to very high radiation areas— 
Irradiators. 

246-221-110 Surveys. 

246-221-113 Use of process, engineering or other controls. 

246-221-117 Use of individual respiratory protection equipment. 

246-221-120 Caution signs, and labels. 

246-221-130 Exceptions from posting and labeling requirements. 

246-221-140 Instruction of personnel. 

246-221-150 Security and control of stored radioactive material and 
radiation machines. 

246-221-160 Procedures for picking up, receiving, and opening 
packages. 

246-221-170 Waste disposal, general requirement. 

246-221-180 Method of obtaining approval of proposed disposal 
procedures. 

246-221-190 Disposal by release into sanitary sewerage systems. 

246-221-200 Disposal by burial in soil. 

246-221-210 Disposal by incineration. 

246-221-220 Disposal of specific wastes. 

246-221-230 Records important to radiation safety. 

246-221-240 Reports of stolen, lost or missing radiation sources. 

246-221-250 Notification of incidents. 

246-221-260 Reports of overexposures and excessive levels and 
concentrations. 

246-221-265 Special reports to the department—Planned special 
exposures, individual monitoring results from 
certain licensees, and leaking sources. 

246-221-270 Vacating premises and release of equipment. 

246-221-275 Notification of changes in a facility. 

246-221-280 Notifications and reports to individuals. 

246-221-285 Protection factors for respirators. 

246-221-290 Appendix A—Annual limits on intake (ALI) and de- 
rived air concentrations (DAC) of radionuclides 
for occupational exposure; effluent concentrations; 
concentrations for release to sanitary sewerage. 

246-221-300 Appendix B—Minimum quantities of radioactive mate- 


rial requiring labeling. 


WAC 246-221-001 Purpose and scope. (1) This 
chapter establishes standards for protection against radiation 
hazards. Except as otherwise specifically provided, this 
chapter applies to all licensees or registrants. The require- 
ments of this chapter are designed to control the receipt, 
possession, use, transfer, and disposal of sources of radiation 
by any licensee or registrant so the total dose to an individu- 
al, including doses resulting from all sources of radiation 
other than background radiation, does not exceed the 
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standards for protection against radiation prescribed in this 
chapter. f 

(2) The limits in this chapter do not apply to doses due 
to background radiation, to exposure of patients to radiation 
for the purpose of medical diagnosis or therapy, or to 
voluntary participation in medical research programs. 

(3) Nothing in this chapter shall be interpreted as 
limiting actions that may be necessary to protect health and 
safety in an emergency. 

(4) The definitions contained in WAC 246-220-010 also 
apply to this chapter. WAC 246-220-007, Statement of 
philosophy, is directly applicable to this chapter. 


[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-221-001, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080, 91-15-112 (Order 184), § 246-221-001, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-221-001, filed 12/27/90, effective 1/31/91; Order 1095, 
§ 402-24-010, filed 2/6/76; Order 1, § 402-24-010, filed 1/8/69; Rules 
(part), filed 10/26/66.] 


WAC 246-221-005 Radiation protection programs, 
(1) Each specific licensee shall develop, document, and 
implement a radiation protection program sufficient to ensure 
compliance with the provisions of this chapter. 

(2) The licensee shall use, to the extent practicable, 
procedures and engineering controls based upon sound 
radiation protection principles to achieve occupational doses 
and doses to members of the public that are as low as is 
reasonably achievable (ALARA), 

(3) The licensee shall review the radiation protection 
program content and implementation at the frequency 
specified in the license. 

(4) Each licensee shall maintain records of the radiation 
protection program, including: 

(a) The provisions of the program; and 

(b) Audits, where required, and other reviews of 
program content and implementation. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-005, filed 
12/9/93, effective 1/9/94.] 


WAC 246-221-010 Occupational dose limits for 
adults. (1) The licensee or registrant shall control the 
occupational dose to individual adults, except for planned 
special exposures pursuant to WAC 246-221-030, to the 
following dose limits: 

(a) An annual limit, which is the more limiting of: 

(1) The total effective dose equivalent being equal to 
0.05 Sv (5 rem); or 

(ii) The sum of the deep dose equivalent and the 
committed dose equivalent to any individual organ or tissue 
other than the lens of the eye being equal to 0.50 Sv (50 
rem). 

(b) The annual limits to the lens of the eye, to the skin, 
and to the extremities which are: 

(1) An eye dose equivalent of 0.15 Sv (15 rem); and ` 

(i1) A shallow dose equivalent of 0.50 Sv (50 rem) to 
the skin or to any extremity. 

(2) Doses received in excess of the annual limits, 
including doses received during accidents, emergencies, and 
planned special exposures, must be subtracted from the 
limits specified in WAC 246-221-030 for planned special 
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exposures that the individual may receive during the current 
year and during the individual’s lifetime. 

(3) The assigned deep dose equivalent and shallow dose 
equivalent shall be for the portion of the body receiving the 
highest exposure. The deep dose equivalent, eye dose 
equivalent and shallow dose equivalent may be assessed 
from surveys or other radiation measurements for the 
purpose of demonstrating compliance with the occupational 
dose limits, if the individual monitoring device was not in 
the region of highest potential exposure, or the results of 
individual monitoring are unavailable. 

(4) Derived air concentration (DAC) and annual limit on 
intake (ALI) values are specified in WAC 246-221-290 and 
may be used to determine the individual’s dose and to 
demonstrate compliance with the occupational dose limits. 

(5) Notwithstanding the annual dose limits, the licensee 
shall limit the soluble uranium intake by an individual to 10 
milligrams in a week in consideration of chemical toxicity. 

(6) The licensee or registrant shall reduce the dose that 

an individual may be allowed to receive in the current year 
by the amount of occupational dose received while employed 
by any other person during the current year as determined in 
accordance with WAC 246-221-020. 
[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-010, filed 
12/9/93, effective 1/9/94, Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), 8 246-221-010, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040, 91-02-049 (Order 121), 
recodified as § 246-221-010, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), $ 402-24-020, filed 
12/11/86. Statutory Authority: RCW 70,98.050. 81-01-011 (Order 1570), 
§ 402-24-020, filed 12/8/80; Order 1095, § 402-24-020, filed 2/6/76; Order 
1, § 402-24-020, filed 1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-221-015 Compliance with requirements 
for summation of external and internal doses. (1) If the 
licensee is required to monitor pursuant to both WAC 246- 
221-090 and 246-221-100, the licensee shall demonstrate 
compliance with the dose limits by summing external and 
internal doses. If the licensee is required to monitor only 
pursuant to WAC 246-221-090 or only pursuant to WAC 
246-221-100, then summation is not required to demonstrate 
compliance with the dose limits. The licensee may demon- 
strate compliance with the requirements for summation of 
external and internal doses pursuant to subsections (2), (3), 
and (4) of this section. The dose equivalents for the lens of 
the eye, the skin, and the extremities are not included in the 
summation, but are subject to separate limits. 

(2) Intake by inhalation. If the only intake of 
radionuclides is by inhalation, the total effective dose 
equivalent limit is not exceeded if the sum of the deep dose 
equivalent divided by the total effective dose equivalent 
limit, and one of the following, does not exceed unity: 

(a) The sum of the fractions of the inhalation ALI for 
each radionuclide; or 

(b) The total number of derived air concentration-hours 
(DAC-hours) for all radionuclides divided by two thousand; 
or 

(c) The sum of the calculated committed effective dose 
equivalents to all significantly irradiated organs or tissues (T) 
calculated from bioassay data using appropriate biological 
models and expressed as a fraction of the annual limit. For 
purposes of this requirement, an organ or tissue is deemed 
_ to be significantly irradiated if, for that organ or tissue, the 
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product of the weighting factors, wz, and the committed 
dose equivalent, Hy 5o, per unit intake is greater than ten 
percent of the maximum weighted value of Но, that is, 
WyHry so per unit intake for any organ or tissue. 

(3) Intake by oral ingestion. If the occupationally 
exposed individual also receives an intake of radionuclides 
by oral ingestion greater than ten percent of the applicable 
oral ALI, the licensee shall account for this intake and 
include it in demonstrating compliance with the limits. 

(4) Intake through wounds or absorption through 
skin. The licensee shall evaluate and, to the extent practical, 
account for intakes through wounds or skin absorption. The 
intake through intact skin has been included in the calcula- 
tion of DAC for hydrogen-3 and does not need to be 
evaluated or accounted for pursuant to this section. 

(5) External dose from airborne radioactive material. 
Licensees shall, when determining the dose from airborne 
radioactive material, include the contribution to the deep 
dose equivalent, eye dose equivalent, and shallow dose 
equivalent from external exposure to the radioactive cloud. 
Airborne radioactivity measurements and DAC values shall 
not be used as the primary means to assess the deep dose 
equivalent when the airborne radioactive material includes 
radionuclides other than noble gases or if the cloud of 
airborne radioactive material is not relatively uniform. The 
determination of the deep dose equivalent to an individual 
shall be based upon measurements using instruments or 
individual monitoring devices. 


[Statutory Authority; RCW 70.98.050. 94-01-073, 8 246-221-015, filed 
12/9/93, effective 1/9/94.] 


WAC 246-221-020 Determination of prior occupa- 
tional dose. (1) For each individual who may enter the 
licensee's or registrant's restricted area and is likely to 
receive, in a year, an occupational dose requiring monitoring 
pursuant to WAC 246-221-090 and 246-221-100, the 
licensee or registrant shall: 

(a) Determine the occupational radiation dose received 
during the current year; and 

(b) Attempt to obtain the records of lifetime cumulative 
occupational radiation dose. 

(2) Prior to permitting an individual to participate in a 
planned special exposure, the licensee or registrant shall 
determine: 

(a) The internal and external doses from all previous 
planned special exposures; and 

(b) All doses in excess of the limits, including doses 
received during accidents and emergencies, received during 
the lifetime of the individual. 

(3) In complying with the requirements of subsection (1) 
of this section, a licensee or registrant may: 

(a) Accept, as a record of the occupational dose that the 
individual received during the current year, a written signed 
statement from the individual, or from the individual's most 
recent employer for work involving radiation exposure, that 
discloses the nature and the amount of any occupational dose 
that the individual received during the current year; and 

(b) Accept, as the record of lifetime cumulative radia- 
tion dose, an up-to-date Form RHF-4A, or equivalent, signed 
by the individual and countersigned by an appropriate 
official of the most recent employer for work involving 
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radiation exposure, or the individual’s current employer, if 
the individual is not employed by the licensee or registrant; 
and 

(c) Obtain reports of the individual's dose equivalent 
from the most recent employer for work involving radiation 
exposure, or the individual's current employer, if the 
individual is not employed by the licensee or registrant, by 
telephone, telegram, facsimile, or letter. The licensee or 
registrant shall request a written verification of the dose data 
if the authenticity of the transmitted report cannot be 
established. 

(4) The licensee or registrant shall record the exposure 
history, as required by subsection (1) of this section, on 
Form RHF-4A, or other clear and legible record, of all the 
information required on that form. The form or record shall 
show each period in which the individual received occupa- 
tional exposure to radiation or radioactive material and shall 
be signed by the individual who received the exposure. For 
each period for which the licensee or registrant obtains 
reports, the licensee or registrant shall use the dose shown in 
the report in preparing Form RHF-4A. For any period in 
which the licensee or registrant does not obtain a report, the 
licensee or registrant shall place a notation on Form RHF-4A 
indicating the periods of time for which data are not avail- 
able. 

(5) Licensees or registrants are not required to reevalu- 
ate the separate external dose equivalents and internal 
committed dose equivalents or intakes of radionuclides 
assessed under the regulations in effect before January 1, 
1994. Further, occupational exposure histories obtained and 
recorded on Form RHF-4 before January 1, 1994, would not 
have included effective dose equivalent, but may be used in 
the absence of specific information on the intake of 
radionuclides by the individual. 

(6) If the licensee or registrant is unable to obtain a 
complete record of an individual's current and previously 
accumulated occupational dose, the licensee or registrant 
shall assume: 

(a) In establishing administrative controls under WAC 
246-221-010(6) for the current year, that the allowable dose 
limit for the individual is reduced by 12.5 mSv (1.25 rem) 
for each calendar quarter for which records were unavailable 
and the individual was engaged in activities that could have 
resulted in occupational radiation exposure; and 

(b) That the individual is not available for planned 
special exposures. 

(7) The licensee or registrant shall retain the records on 
Form RHF-4A or equivalent until the department terminates 
each pertinent license requiring this record. The licensee or 
registrant shall retain records used in preparing Form RHF-4 
or RHF-4A for three years after the record is made. 


[Statutory Authority: RCW 70.98.050. 94-01-073, 8 246-221-020, filed 
12/9/93, effective 1/9/94, Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), § 246-221-020, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-221-020, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.050. 81-01-011 (Order 1570), § 402-24-024, filed 
12/8/80; Order 1095, § 402-24-024, filed 2/6/76.] 


WAC 246-221-030 Requirements for planned 
special exposures. A licensee or registrant may authorize 
an adult worker to receive doses in addition to and account- 
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ed for separately from the doses received under the limits 
specified in WAC 246-221-010 provided that each. of the 
following conditions is satisfied: 

(1) The licensee or registrant authorizes a planned 
special exposure only in an exceptional situation when 
alternatives that might avoid the higher exposure are unavail- 
able or impractical. 

(2) The licensee or registrant, and employer if the 
employer is not the licensee or registrant, specifically 
authorizes the planned special exposure, in writing, before 
the exposure occurs. 

(3) Before a planned special exposure, the licensee or 
registrant ensures that each individual involved is: 

(a) Informed of the purpose of the planned operation; 
and 

(b) Informed of the estimated doses and associated 
potential risks and specific radiation levels or other condi- 
tions that might be involved in performing the task; and 

(c) Instructed in the measures to be taken to keep the 
dose ALARA considering other risks that may be present. 

(4) Prior to permitting an individual to participate in a 
planned special exposure, the licensee or registrant ascertains 
prior doses as required by WAC 246-221-020(2) during the 
lifetime of the individual for each individual involved. 

(5) Subject to WAC 246-221-010(2), the licensee or 
registrant shall not authorize a planned special exposure that 
would cause an individual to receive a dose from all planned 
special exposures and all doses in excess of the limits to 
exceed: 
(a) The numerical values of any of the dose limits in 
WAC 246-221-010(1) in any year; and 

(b) Five times the annual dose limits in WAC 246-221- 
010(1) during the individual’s lifetime. 

(6) The licensee or registrant maintains records that 
describe: 

(a) The exceptional circumstances requiring the use of 
a planned special exposure; and 

(b) The name of the management official who autho- 
rized the planned special exposure and a copy of the signed 
authorization; and 

(c) What actions were necessary; and 

(d) Why the actions were necessary; and 

(e) What precautions were taken to assure that doses 
were maintained ALARA; and 

(f) What individual and collective doses were expected 
to result. 

(7) The licensee or registrant records the best estimate 
of the dose resulting from the planned special exposure in 
the individual’s record and informs the individual, in writing, 
of the dose within thirty days from the date of the planned 
special exposure. The dose from planned special exposures 
shall not be considered in controlling future occupational 
dose of the individual pursuant to МАС 246-221-010(1) but 
shall be included in evaluations required by subsections (4) 
and (5) of this section. 

(8) The licensee or registrant submits a written report in 
accordance with WAC 246-221-265. 


[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-221-030, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), 8 246-221-030, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-221-030, filed 12/27/90, effective 1/31/91. Statutory 


(1997 Ed.) 


Radiation Protection Standards 


Authority: RCW 70.98.050. 81-01-011 (Order 1570), § 402-24-027, filed 
12/8/80.] 


WAC 246-221-040 Determination of internal 
exposure of individuals to concentrations of radioactive 
materials in restricted areas. For purposes of assessing 
dose used to determine compliance with occupational dose 
equivalent limits, the licensee shall, when required under 
WAC 246-221-100, take suitable and timely measurements 
of: 

(a) Concentrations of radioactive materials in air in 
work areas; or 

(b) Quantities of radionuclides in the body; or 

(c) Quantities of radionuclides excreted from the body; 
Or 

(d) Combinations of these measurements. 

(2) Unless respiratory protective equipment is used, as 
provided in WAC 246-221-117, or the assessment of intake 
is based on bioassays, the licensee shall assume that an 
individual inhales radioactive material at the airborne 
concentration in which the individual is present. 

(3) When specific information on the physical and 
biochemical properties of the radionuclides taken into the 
body or the behavior or the material in an individual is 
known, the licensee may: 

(a) Use that information to calculate the committed 
effective dose equivalent, and, if used, the licensee shall 
document that information in the individual's record; and 

(b) Upon prior approval of the department, adjust the 
DAC or ALI values to reflect the actual physical and chem- 
ical characteristics of airborne radioactive material, for 
example, aerosol size distribution or density; and 

(c) Separately assess the contribution of fractional 
intakes of Class D, W, or Y compounds of a given radionu- 
clide to the committed effective dose equivalent. See WAC 
246-221-290. 

(4) If the licensee chooses to assess intakes of Class Y 
material using the measurements given in subsection (1)(b) 
or (c) of this section, the licensee may delay the recording 
and reporting of the assessments for periods up to seven 
months, unless otherwise required by WAC 246-221-250 or 
246-221-260. This delay permits the licensee to make 
additional measurements basic to the assessments. 

(5) If the identity and concentration of each radionuclide 
in a mixture are known, the fraction of the DAC applicable 
to the mixture for use in calculating DAC-hours shall be 
either: 

(a) The sum of the ratios of the concentration to the 
appropriate DAC value, that is, D, W, or Y, from WAC 246- 
221-290 for each radionuclide in the mixture; or 

(b) The ratio of the total concentration for all radionu- 
clides in the mixture to the most restrictive DAC value for 
any radionuclide in the mixture. 

(6) If the identity of each radionuclide in a mixture is 
known, but the concentration of one or more of the radionu- 
clides in the mixture is not known, the DAC for the mixture 
shall be the most restrictive DAC of any radionuclide in the 
mixture. 

(7) When a mixture of radionuclides in air exists, a 
licensee may disregard certain radionuclides in the mixture 
if: 
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(a) The licensee uses the total activity of the mixture in 
demonstrating compliance with the dose limits in WAC 246- 
221-010 and in complying with the monitoring requirements 
in WAC 246-221-100; and 

(b) The concentration of any radionuclide disregarded is 
less than ten percent of its DAC; and 

(c) The sum of these percentages for all of the radionu- 
clides disregarded in the mixture does not exceed thirty 
percent. 

(8) When determining the committed effective dose 
equivalent, the following information may be considered: 

(a) In order to calculate the committed effective dose 
equivalent, the licensee may assume that the inhalation of 
one ALI, or an exposure of 2,000 DAC-hours, results in a 
committed effective dose equivalent of 0.05 Sv (5 rem) for 
radionuclides that have their ALIs or DACs based on the 
committed effective dose equivalent. 

(b) For an ALI and the associated DAC determined by 

the nonstochastic organ dose limit of 0.50 Sv (50 rem), the 
intake of radionuclides that would result in a committed 
effective dose equivalent of 0.05 Sv (5 rem), that is, the 
stochastic ALI, is listed in parentheses in Table I of WAC 
246-221-290. The licensee may, as a simplifying assump- 
tion, use the stochastic ALIs to determine committed 
effective dose equivalent. However, if the licensee uses the 
stochastic ALIs, the licensee shall also demonstrate that the 
limit in WAC 246-221-010 (1)(a)(ii) is met. 
[Statutory Authority: RCW 70.98.050. 94-01-073, 8 246-221-040, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), § 246-221-040, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-221-040, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.050. 81-01-011 (Order 1570), § 402-24-030, filed 
12/8/80; Order 1095, § 402-24-030, filed 2/6/76; Order 1, § 402-24-030, 
filed 1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-221-050 Occupational dose limits for 

minors. No licensee or registrant shall possess, use, or 
transfer sources of radiation in such a manner as to cause 
any occupationally exposed individual who is under 18 years 
of age, to receive a dose in excess of 10 percent of the 
annual occupational dose limits specified in WAC 246-221- 
010(1). 
[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-050, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), 5 246-221-050, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-221-050, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.050. 81-01-011 (Order 1570), § 402-24-035, filed 
12/8/80; Order 1095, § 402-24-035, filed 2/6/76.] 


WAC 246-221-055 Dose to an embryo/fetus. (1) 
The licensee or registrant shall ensure that the dose to an 
embryo/fetus during the entire pregnancy, due to occupation- 
al exposure of a declared pregnant woman, does not exceed 
5 mSv (0.5 rem). 

(2) Once pregnancy has been declared, the licensee or 
registrant shall make every effort to avoid substantial vari- 
ation above a uniform monthly exposure rate to a declared 
pregnant woman so as to satisfy the limit in subsection (1) 
of this section. 

(3) If by the time the woman declares pregnancy to the 
licensee or registrant, the dose to the embryo/fetus has 
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exceeded 4.5 mSv (0.45 rem), the licensee or registrant shall 
be deemed to be in compliance with subsection (1) of this 
section if the additional dose to the embryo/fetus does not 
exceed 0.50 mSv (0.05 rem) during the remainder of the 
pregnancy. 

(4) The dose to an embryo/fetus shall be taken as the 
sum of: 

(a) The calculated dose equivalent to the embryo/fetus 
resulting from external exposure of the declared pregnant 
woman or, in the absence of this information, the deep dose 
equivalent to the declared pregnant woman; and 

(b) The dose to the embryo/fetus from radionuclides in 
the embryo/fetus and radionuclides in the declared pregnant 
woman. 

(5) The licensee or registrant shall maintain the records 
of dose to an embryo/fetus with the records of dose to the 
declared pregnant woman. The declaration of pregnancy, 
including the estimated date of conception, shall also be kept 
on file, but may be maintained separately from the dose 
records. 


[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-221-055, filed 
12/9/93, effective 1/9/94.] 


WAC 246-221-060 Dose limits for individual 
members of the public. (1) Each licensee or registrant 
shall conduct operations so that: 

(a) The total effective dose equivalent to individual 
members of the public from the licensed or registered 
operation does not exceed 1 mSv (0.1 rem) in a year, 
exclusive of the dose contribution from the licensee's or 
registrant's disposal of radioactive material into sanitary 
sewerage in accordance with WAC 246-221-190; and 

(b) The dose in any unrestricted area from external 
sources does not exceed 0.02 mSv (0.002 rem) in any one 
hour. 

(2) If the licensee or registrant permits members of the 
public to have access to restricted areas, they shall be 
escorted and the limits for members of the public continue 
to apply to those individuals. 

(3) Notwithstanding subsection (1) of this section, a 
licensee or registrant may continue to operate a facility 
constructed and put into operation prior to January 1, 1994, 
where the annual dose limit for an individual member of the 
public is more than 1 mSv (0.1 rem) and less than 5 mSv 
(0.5 rem) total effective dose equivalent, provided: 

(a) The facility’s approved operating conditions for each 
radiation source remain the same. Any increase in the 
following operating conditions shall require reevaluation 
and/or modification of the facility shielding applicable to the 
source of radiation to meet the 1 mSv (0.1 rem) total 
effective dose equivalent limit for individual members of the 
public: size of the radiation source, workload, or occupancy 
factors associated with the source of radiation; and 

(b) Any change in the permanent shielding of the 
facility due to remodeling, repair or replacement shall 
require the facility to meet the 1 mSv (0.1 rem) total 
effective dose equivalent limit for individual members of the 
public for areas affected by that portion of the shielding. 

(4) Each licensee or registrant shall maintain records 
sufficient to demonstrate compliance with the dose limit for 
individual members of the public. 
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[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-060, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), § 246-221-060, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-221-060, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), $ 402-24-040, filed 
12/11/86. Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), 
§ 402-24-040, filed 12/8/80; Order 1095, § 402-24-040, filed 2/6/76; Order 
1, § 402-24-040, filed 1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-221-070 Compliance with dose limits for 
individual members of the public. (1) The licensee shall 
make or cause to be made surveys of radiation levels in 
unrestricted areas and radioactive materials in effluents 
released to unrestricted areas to demonstrate compliance with 
the dose limits for individual members of the public in WAC 
246-221-060. 

(2) A licensee shall show compliance with the annual 
dose limit in WAC 246-221-060 by: 

(a) Demonstrating by measurement or calculation that 
the total effective dose equivalent to the individual likely to 
receive the highest dose from the licensed operation does not 
exceed the annual dose limit; or 

(b) Demonstrating that: 

(i) The annual average concentrations of radioactive 
material released in gaseous and liquid effluents at the 
boundary of the unrestricted area do not exceed the values 
specified in Table П of WAC 246-221-290; and 

(ii) If an individual were continually present in an 
unrestricted area, the dose from external sources would not 
exceed 0.02 mSv (0.002 rem) in an hour and 0.50 mSv (0.05 
rem) in a year. 

(3) Upon approval from the department, the licensee 
may adjust the effluent concentration values in WAC 246- 
221-290, Table II, for members of the public, to take into 
account the actual physical and chemical characteristics of 
the effluents, such as, aerosol size distribution, solubility, 
density, radioactive decay equilibrium, and chemical form. 

(4) The provisions of this section do not apply to 
disposal of radioactive material into sanitary sewerage 
systems, which is governed by WAC 246-221-190. 
[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-221-070, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), 8 246-221-070, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-221-070, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), 8 402-24-050, filed 


12/11/86; Order 1095, § 402-24-050, filed 2/6/76; Order 1, § 402-24-050, 
filed 1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-221-080 Leak tests. (1) Each sealed 
radioactive source possessed under the provisions of a 
specific license, other than hydrogen-3 (tritium), with a half- 
life greater than thirty days and in any form other than gas, 
shall be tested and results obtained for leakage and/or 
contamination prior to initial use and at six-month intervals 
or as specified by the license, except that each source 
designed for the purpose of emitting alpha particles shall be 
tested at intervals not to exceed three months. If at any 
other time there is reason to suspect that a sealed source 
might have been damaged, it shall be tested for leakage and 
results obtained before further use. In the absence of a 
certificate from a transferor indicating that a test for leakage 
has been made within six months prior to the transfer (three 
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months for a source designed to emit alpha particles), the 
sealed source shall not be put into use until tested and the 
results received. 

(2) Leak tests shall be capable of detecting the presence 
of 185 Bq (0.005 microcurie) of removable contamination. 
The results of leak tests made pursuant to subsection (1) of 
this section shall be recorded in units of becquerel or 
microcuries and shall be maintained for inspection by the 
department. Any test conducted pursuant to subsection (1) 
which reveals the presence of 185 Bq (0.005 microcurie) or 
more of removable contamination shall be considered 
evidence that the sealed source is leaking. The licensee shall 
immediately withdraw the source from use shall take action 
to prevent the spread of contamination and shall cause it to 
be decontaminated and repaired or to be disposed in accor- 
dance with WAC 246-232-080. If a sealed source shows 
evidence of leaking, a report shall be filed with the depart- 
ment within five days of the test, describing the equipment 
involved, the test results, and the corrective action taken. 

(3) Test samples shall be taken from the sealed source 
or from the internal surfaces or the opening of the container 
in which the sealed source is stored or from surfaces of 
devices or equipment in which the sealed source is perma- 
nently mounted. Tests for contamination and leakage may 
be made by wiping appropriate accessible surfaces on which 
one might expect contamination to accumulate and measur- 
ing these wipes for transferred contamination. Test samples 
shall also be taken from the interior surfaces of the container 
in which a sealed source of radium is stored. 

(4) Leak tests are required for sealed radioactive sources 
that are greater than 3.7 MBq (100 microcuries) for beta and 
gamma emitting sources and greater than 370 KBq (10 
microcuries) for sources designed to emit alpha particles. 

(5) Tests for leakage or contamination shall be per- 
formed by persons specifically authorized by the department, 
an agreement state, a licensing state, or the United States 
Nuclear Regulatory Commission to perform such services. 
[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-080, filed 
12/9/93, effective 1/9/94, Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), $ 246-221-080, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-221-080, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080, 83-19-050 (Order 2026), § 402-24-060, filed 
9/16/83. Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), 


§ 402-24-060, filed 12/8/80; Order 1095, § 402-24-060, filed 2/6/76; Order 
1, 8 402-24-060, filed 1/8/69; Rules (part), filed 10/26/66.) 


WAC 246-221-090 Personnel monitoring for 
external dose. Each licensee or registrant shall monitor 
occupational exposure from sources of radiation at levels 
sufficient to demonstrate compliance with the occupational 
dose limits of WAC 246-221-010, 246-221-030, 246-221-050 
апа 246-221-055. 

(1) Each licensee ог registrant shall supply and shall 
require the use of individual monitoring devices by: 

(a) Each adult likely to receive, in one year from 
sources external to the body, a dose in excess of ten percent 
of the applicable limits specified in WAC 246-221-010(1). 

(b) Each minor or declared pregnant woman likely to 
receive, in one year from sources external to the body, a 
dose in excess of ten percent of the applicable limits 
specified in WAC 246-221-050 or 246-221-055. 
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(c) Each individual who enters a high or very high 
radiation area. 

(2) Personnel monitoring devices assigned to an individ- 
ual: 

(a) Shall not intentionally be exposed to give a false or 
erroneous reading; 

(b) Shall be assigned to one individual per exposure 
interval (i.e., weekly, monthly) and used to determine 
exposure for that individual only; 

(c) Shall not be worn by any individual other than that 
individual originally assigned to the device; 

(d) Personnel monitoring devices that are exposed while 
not being worn by the assigned individual shall be processed 
and recorded as soon as possible. A replacement monitoring 
device shall be assigned to the individual immediately. A 
record of the circumstances of the exposure shall be retained. 

(3) All personnel dosimeters, except for direct and 
indirect reading pocket ionization chambers and those 
dosimeters used to measure the dose to any extremities, that 
require processing to determine the radiation dose and that 
are utilized by licensees or registrants to comply with 
subsection (1) of this section, with other applicable provi- 
sions of chapters 246-220 through 246-255 WAC, or with 
conditions specified in a licensee’s license must be processed 
and evaluated by a dosimetry processor: 

(a) Holding current personnel dosimetry accreditation 
from either the National Voluntary Laboratory Accreditation 
Program (NVLAP) of the National Institute of Standards and 
Technology (formerly known as the National Bureau of 
Standards) or the United States Department of Energy 
Laboratory Accreditation Program for Personnel Dosimetry 
Systems (DOELAP); and 

(b) Approved in this accreditation process for the type 
of radiation or radiations included in the NVLAP or 
DOELAP program that most closely approximate the type of 
radiation or radiations for which the individual wearing the 
dosimeter is monitored. 

(4) For the purposes of this section "dosimetry proces- 
sor" means an individual or an organization that processes 
and evaluates personnel monitoring devices in order to 
determine the radiation dose delivered to the device. 

(5) Each licensee or registrant shall maintain records of 
doses received by all individuals for whom monitoring was 
required pursuant to subsection (1) of this section, and 
records of doses received during planned special exposures, 
accidents, and emergency conditions. Assessments of dose 
equivalent and records made using units in effect before 
January 1, 1994, need not be changed. These records shall 
include, when applicable: 

(a) The deep dose equivalent to the whole body, eye 
dose equivalent, shallow dose equivalent to the skin, and 
shallow dose equivalent to the extremities; and 

(b) The total effective dose equivalent when required by 
WAC 246-221-015; and 

(c) The total of the deep dose equivalent and the 
committed dose to the organ receiving the highest total dose 
(total organ dose equivalent). 

(6) The licensee or registrant shall maintain the records 
specified in subsection (5) of this section on department 
Form RHF-SA, in accordance with the instructions provided 
thereon, or in clear and legible records containing all the 
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information required by Form RHF-5A; and shall update the 
information at least annually. 

(7) Each licensee or registrant shall ensure that individu- 
als, for whom they are required to monitor occupational 
doses in accordance with subsection (1) of this section, wear 
individual monitoring devices as follows: 

(a) An individual monitoring device used for monitoring 
the dose to the whole body shall be worn at the unshielded 
or least shielded location of the whole body likely to receive 
the highest exposure. When a protective apron is worn, the 
location of the individual monitoring device is typically at 
the neck (collar). 

(b) Any additional individual monitoring device used for 
monitoring the dose to an embryo/fetus of a declared 
pregnant woman, pursuant to WAC 246-221-055(1), shall be 
located at the waist under any protective apron being worn 
by the woman. 

(c) An individual monitoring device used for monitoring 
the eye dose equivalent, to demonstrate compliance with 
WAC 246-221-010 (1)(b)(i), shall be located at the neck 
(collar), outside any protective apron being worn by the 
monitored individual, or at an unshielded location closer to 
the eye. 

(d) An individual monitoring device used for monitoring 

the dose to the extremities, to demonstrate compliance with 
WAC 246-221-010 (1)(b)(ii), shall be worn on the extremity 
likely to receive the highest exposure. Each individual 
monitoring device shall be oriented to measure the highest 
dose to the extremity being monitored. 
{Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-090, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 92-06-008 (Order 245), $ 246-221-090, filed 2/21/92, effective 
3/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-221-090, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.050. 81-01-011 (Order 1570), 5 402-24-070, filed 
12/8/80; Order 1095, § 402-24-070, filed 2/6/76; Order 708, § 402-24-070, 
filed 8/24/72; Order 1, § 402-24-070, filed 1/8/69; Rules (part), filed 
10/26/66.] 4 


WAC 246-221-100 Personnel monitoring for 
internal dose. (1) Each licensee shall monitor, to determine 
compliance with WAC 246-221-040, the occupational intake 
of radioactive material by and assess the committed effective 
dose equivalent to: 

(a) Adults likely to receive, in 1 year, an intake in 
excess of ten percent of the applicable ALI in Table I, 
Columns 1 and 2, of WAC 246-221-290; and 

(b) Minors and declared pregnant women likely to 
receive, in one year, a committed effective dose equivalent 
in excess of 0.50 mSv (0.05 rem). 

(2) Where necessary or desirable in order to aid in 
determining the extent of an individual's exposure to 
concentrations of radioactive material, the department may 
incorporate license provisions or issue an order requiring a 
licensee or registrant to make available to the individual 
appropriate bioassay services and to furnish a copy of the 
reports of such services to the department. 

(3) Each licensee shall maintain records of doses 
received by all individuals for whom monitoring was 
required pursuant to subsections (1) and (2) of this section, 
and records of doses received during planned special 
exposures, accidents, and emergency conditions. Assess- 
ments of dose equivalent and records made using units in 
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effect before January 1, 1994, need not be changed. These 
records shall include, when applicable: 

(a) The estimated intake or body burden of radionu- 
clides; and 

(b) The committed effective dose equivalent assigned to 
the intake or body burden of radionuclides; and 

(c) The specific information used to calculate the 
committed effective dose equivalent pursuant to WAC 246- 
221-040; and 

(d) The total effective dose equivalent when required by 
WAC 246-221-015; and 

(e) The total of the deep dose equivalent and the 
committed dose to the organ receiving the highest total dose 
(total organ dose equivalent). 

(4) The licensee or registrant shall maintain the records 
specified in subsection (3) of this section on department 
Form RHF-SA, in accordance with the instructions provided 
thereon, or in clear and legible records containing all the 
information required by Form RHF-5A; and shall update the 
information at least annually. 

[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-221-100, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 43.70.040. 91-02-049 
(Order 121), recodified as § 246-221-100, filed 12/27/90, effective 1/31/91; 


Order 1095, § 402-24-080, filed 2/6/76; Order 1, § 402-24-080, filed 1/8/69; 
Rules (part), filed 10/26/66.] 


WAC 246-221-102 Control of access to high 
radiation areas. (1) The licensee or registrant shall ensure 
that each entrance or access point to a high radiation area 
has one or more of the following features: 

(a) A control device that, upon entry into the area, 
causes the level of radiation to be reduced below that level 
at which an individual might receive a deep dose equivalent 
of 1 mSv (0.1 rem) in one hour at thirty centimeters from 
the source of radiation or from any surface that the radiation 
penetrates; or f 

(b) À control device that energizes a conspicuous visible 
or audible alarm signal so that the individual entering the 
high radiation area and the supervisor of the activity are 
made aware of the entry; or 

(c) Entryways that are locked, except during periods 
when access to the areas is required, with positive control 
over each individual entry. 

(2) In place of the controls required by subsection (1) of 
this section for a high radiation area, the licensee or regis- 
trant may substitute continuous direct or electronic surveil- 
lance that is capable of preventing unauthorized entry. 

(3) The licensee or registrant may apply to the depart- 
ment for approval of alternative methods for controlling 
access to high radiation areas. 

(4) The licensee or registrant shall establish the controls 
required by subsections (1) and (3) of this section in a way 
that does not prevent individuals from leaving a high 
radiation area. 

(5) The licensee is not required to control each entrance 
or access point to a room or other area that is a high 
radiation area solely because of the presence of radioactive 
materials prepared for transport and packaged and labeled in 
accordance with the regulations of the United States Depart- 
ment of Transportation provided that: 

(a) The packages do not remain in the area longer than 
three days; and 
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(b) The dose rate at one meter from the external surface 
of any package does not exceed 0.1 mSv (0.01 rem) per 
hour. 

(6) The licensee is not required to control entrance or 
access to rooms or other areas in hospitals solely because of 
the presence of patients containing radioactive material, 
provided that there are personnel in attendance who are 
taking the necessary precautions to prevent the exposure of 
individuals to radiation or radioactive material in excess of 
the established limits and to operate within the ALARA 
provisions of the licensee's radiation protection program. 

(7) The licensee or registrant is not required to control 
entrance or access to rooms or other areas as described in 
this section if the licensee or registrant has met all the 
specific requirements for access and control specified in 
other applicable chapters of these regulations, such as, 
chapter 246-243 WAC for industrial radiography, chapter 
246-225 WAC for x-rays in the healing arts, and chapter 
246-229 WAC for particle accelerators. 


[Statutory Authority: RCW 70.98,050. 94-01-073, § 246-221-102, filed 
12/9/93, effective 1/9/94.] 


WAC 246-221-104 Control of access to very high 
radiation areas. (1) In addition to the requirements in 
WAC 246-221-102, the licensee or registrant shall institute 
additional measures to ensure that an individual is not able 
to gain unauthorized or inadvertent access to areas in which 
radiation levels could be encountered at five Gy (500 rad) or 
more in one hour at one meter from a source of radiation or 
any surface through which the radiation penetrates. This 
requirement does not apply to rooms or areas in which 
diagnostic x-ray systems are the only source of radiation, or 
to nonself-shielded irradiators. 

(2) The licensee or registrant is not required to control 
entrance or access to rooms or other areas containing sources 
of radiation capable of producing a very high radiation area 
as described in this section if the licensee or registrant has 
met all the specific requirements for access and control 
specified in other applicable chapters of these regulations, 
such as, chapter 246-243 WAC for industrial radiography, 
chapter 246-225 WAC for x-rays in the healing arts, and 
chapter 246-229 WAC for particle accelerators. 


[Statutory Authority: RCW 70.98,050. 94-01-073, § 246-221-104, filed 
12/9/93, effective 1/9/94.] 


WAC 246-221-106 Control of access to very high 
radiation areas—Irradiators. (1) This section applies to 
licensees or registrants with sources of radiation in nonself- 
shielded irradiators. This section does not apply to sources 
of radiation that are used in teletherapy, in industrial radiog- 
raphy, or in completely self-shielded irradiators in which the 
source of radiation is both stored and operated within the 
same shielding radiation barrier and, in the designed configu- 
ration of the irradiator, is always physically inaccessible to 
any individual and cannot create a radiation level of five Gy 
(500 rad) or more in one hour at one meter in an area that 
is accessible to any individual. 

(2) Each area in which there may exist radiation levels 
in excess of five Gy (500 rad) in one hour at one meter from 
a source of radiation that is used to irradiate materials shall 
meet the following requirements: 
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(a) Each entrance or access point shall be equipped with 
entry control devices which: 

(i) Function automatically to prevent any individual 
from inadvertently entering a very high radiation area; and 

(ii) Permit deliberate entry into the area only after a 
control device is actuated that causes the radiation level 
within the area, from the source of radiation, to be reduced 
below that at which it would be possible for an individual to 
receive a deep dose equivalent in excess of one mSv (0.1 
rem) in one hour; and 

(iii) Prevent operation of the source of radiation if it 
would produce radiation levels in the area that could result 
in a deep dose equivalent to an individual in excess of one 
mSv (0.1 rem) in one hour. 

(b) Additional control devices shall be provided so that, 
upon failure of the entry control devices to function as 
required by (a) of this subsection: I 

` (i) The radiation level within the area, from the source 
of radiation, is reduced below that at which it would be 
possible for an individual to receive a deep dose equivalent 
in excess of one mSv (0.1 rem) in one hour; and 

(ii) Conspicuous visible and audible alarm signals are 
generated to make an individual attempting to enter the area 
aware of the hazard and at least one other authorized 
individual, who is physically present, familiar with the 
activity, and prepared to render or summon assistance, aware 
of the failure of the entry control devices. 

(c) The licensee or registrant shall provide contro] 
devices so that, upon failure or removal of physical radiation 
barriers other than the sealed source’s shielded storage 
container: 

(i) The radiation level from the source of radiation is 
reduced below that at which it would be possible for an 
individual to receive a deep dose equivalent in excess of one 
mSv (0.1 rem) in one hour; and 

(ii) Conspicuous visible and audible alarm signals are 
generated to make potentially affected individuals aware of 
the hazard and the licensee or registrant or at least one other 
individual, who is familiar with the activity and prepared to 
render or summon assistance, aware of the failure or removal 
of the physical barrier. 

(d) When the shield for stored sealed sources is a liquid, 
the licensee shall provide means to monitor the integrity of 
the shield and to signal, automatically, loss of adequate 
shielding. 

(e) Physical radiation barriers that comprise permanent 
structural components, such as walls, that have no credible 
probability of failure or removal in ordinary circumstances 
need not meet the requirements of (c) and (d) of this 
subsection. 

(f) Each area shall be equipped with devices that will 
automatically generate conspicuous visible and audible alarm 
signals to alert personnel in the area before the source of 
radiation can be put into operation and in time for any 
individual in the area to operate a clearly identified control 
device, which must be installed in the area and which can 
prevent the source of radiation from being put into operation. 

(g) Each area shall be controlled by use of such admin- 
istrative procedures and such devices as are necessary to 
ensure that the area is cleared of personnel prior to each use 
of the source of radiation. 
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(h) Each area shall be checked by a radiation measure- 
ment to ensure that, prior to the first individual’s entry into 
the area after any use of the source of radiation, the radiation 
level from the source of radiation in the area is below that 
at which it would be possible for an individual to receive a 
deep dose equivalent in excess of one mSv (0.1 rem) in one 
hour. 

(i) Entry and exit portals that are used in transporting 
materials to and from the irradiation area, and that are not 
intended for use by individuals, shall be controlled by such 
devices and administrative procedures as are necessary to 
physically protect and warn against inadvertent entry by any 
individual through these portals. Exit portals for irradiated 
materials shall be equipped to detect and signal the presence 
of any loose radioactive material that is carried toward such 
an exit and automatically to prevent loose radioactive 
material from being carried out of the area. 

(3) The entry control devices required in subsection 
(2)(a) of this section shall be tested for proper functioning: 

(a) Prior to initial operation with the source of radiation 
on any day, unless operations were continued uninterrupted 
from the previous day; and 

(b) Prior to resumption of operation of the source of 
radiation after any unintentional interruption; and 

(c) In accordance with a schedule for periodic tests of 
the entry control and warning systems submitted by the 
licensee or registrant and approved by the department. 

(4) The licensee or registrant shall not conduct opera- 
tions, other than those necessary to place the source of 
radiation in safe condition or to effect repairs on controls, 
unless control devices are functioning properly. 

(5) Licensees, registrants, or applicants for licenses or 
registrations for sources of radiation within the purview of 
subsection (2) of this section which will be used in a variety 
of positions or in locations, such as open fields or forests, 
that make it impracticable to comply with certain require- 
ments of subsection (2) of this section, such as those for the 
automatic control of radiation levels, may apply to the 
department for approval of alternative safety measures. 
Alternative safety measures shall provide personnel protec- 
tion at least equivalent to those specified in subsection (2) of 
this section. At least one of the alternative measures shall 
include an entry-preventing interlock control based on a 
measurement of the radiation that ensures the absence of 
high radiation levels before an individual can gain access to 
the area where such sources of radiation are used. 

(6) The entry control devices required by subsections (2) 
and (3) of this section shall be established in such a way that 
no individual will be prevented from leaving the area. 

(7) The licensee shall maintain records of tests made 
pursuant to subsection (3) of this section on entry control 
devices for very high radiation areas. These records shall 
include the date, time, and results of each such test of 
function. 


[Statutory. Authority; RCW 70.98.050. 94-01-073, $ 246-221-106, filed 
12/9/93, effective 1/9/94.] 


WAC 246-221-110 Surveys. (1) Each licensee or ` 


registrant shall make or cause to be made such surveys, as 
defined in WAC 246-220-010, as may be necessary for the 
licensee or registrant to establish compliance with these 


[Title 246 WAC—page 164] 


Title 246 WAC: Department of Health 


regulations and are reasonable under the circumstances to 
evaluate radiation levels, concentrations or quantities of 
radioactive material, and the extent of potential radiation 
hazards that may be present. Records of such surveys shall 
be preserved as specified in WAC 246-221-230. Information 
on performing surveys may be found in the United States 
Nuclear Regulatory Commission's Regulatory Guide 8.23. 
(2) The licensee shall ensure that instruments and 
equipment used for quantitative radiation measurements, for 
example, dose rate and effluent monitoring, are calibrated 
annually at intervals not to exceed thirteen months for the 
radiation measured. 
[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-110, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), $ 246-221-110, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-221-110, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), § 402-24-085, filed 
12/11/86; 83-19-050 (Order 2026), § 402-24-085, filed 9/16/83. Statutory 
Authority: RCW 70.98.050. 81-01-011 (Order 1570), § 402-24-085, filed 
12/8/80; Order 1095, § 402-24-085, filed 2/6/76.] 


WAC 246-221-113 Use of process, engineering or 
other controls. (1) The licensee shall use, to the extent 
practicable, process or other engineering controls, such as, 
containment or ventilation, to control the concentrations of 
radioactive material in air. 

(2) When it is not practicable to apply process or other 
engineering controls to control the concentrations of radioac- 
tive material in air to values below those that define an 
airborne radioactivity area, the licensee shall, consistent with 
maintaining the total effective dose equivalent ALARA, 
increase monitoring and limit intakes by one or more of the 
following means: 

(a) Control of access; or 

(b) Limitation of exposure times; or 

(c) Use of respiratory protection equipment; or 

(d) Other controls. 


[Statutory Authority: RCW 70.98.050. 94-01-073, 8 246-221-113, filed 
12/9/93, effective 1/9/94.] 


WAC 246-221-117 Use of individual respiratory 
protection equipment. (1) If the licensee uses respiratory 
protection equipment to limit intakes pursuant to WAC 246- 
221-113: 

(a) The licensee shall use only respiratory protection 
equipment that is: 

(i) Tested and certified or had certification extended by 
the National Institute for Occupational Safety and Health and 
the Mine Safety and Health Administration; or 

(ii) Approved by the department on the basis of the 
licensee's submittal of an application for authorized use of 
other respiratory protection equipment, including a demon- 
stration by testing, or a demonstration on the basis of 
reliable test information, that the material and performance 
characteristics of the equipment are capable of providing the 
proposed degree of protection under anticipated conditions 
of use. 

(b) The licensee shall implement and maintain a 
respiratory protection program that includes: 
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(i) Air sampling sufficient to identify the potential 
hazard, permit proper equipment selection, and estimate 
exposures; and 

(ii) Surveys and bioassays, as appropriate, to evaluate 
actual intakes; and 

Gii) Testing of respirators for operability immediately 
prior to each use; and 

(iv) Written procedures regarding selection, fitting, 
issuance, maintenance, cleaning, repair, and testing of 
respirators, including testing for operability immediately 
prior to each use; supervision and training of personnel, 
monitoring, including air sampling and bioassays; and 
recordkeeping; and 

(v) Determination by a physician prior to initial fitting 
of respirators, and at least every twelve months thereafter, 
that the individual user is physically able to use the respira- 
tory protection equipment. 

(c) The licensee shall issue a written policy statement on 
respirator usage covering: 

(i) The use of process or other engineering controls, 
instead of respirators; and 

(ii) The routine, nonroutine, and emergency use of 
respirators; and 

(iii) The length of periods of respirator use and relief 
from respirator use. 

(d) The licensee shall advise each respirator user that 
the user may leave the area at any time for relief from 
respirator use in the event of equipment malfunction, 
physical or psychological distress, procedural or communica- 
tion failure, significant deterioration of operating conditions, 
or any other conditions that might require such relief. 

(e) The licensee shall use equipment within the equip- 
ment manufacturer’s expressed limitations for type and mode 
of use and shall provide proper visual, communication, and 
other special capabilities, such as adequate skin protection, 
when needed. 

(2) When estimating exposure of individuals to airborne 
radioactive materials, the licensee may make allowance for 
respiratory protection equipment used to limit intakes 
pursuant to WAC 246-221-113, provided that the following 
conditions, in addition to those in subsection (1) of this 
section, are satisfied: 

(a) The licensee selects respiratory protection equipment 
that provides a protection factor, specified in WAC 246-221- 
285, greater than the multiple by which peak concentrations 
of airborne radioactive materials in the working area are 
expected to exceed the values specified in WAC 246-221- 
290, Table I, Column 3. However, if the selection of 
respiratory protection equipment with a protection factor 
greater than the peak concentration is inconsistent with the 
goal specified in WAC 246-221-113 of keeping the total 
effective dose equivalent ALARA, the licensee may select 
respiratory protection equipment with a lower protection 
factor provided that such a selection would result in a total 
effective dose equivalent that is ALARA. The concentration 
of radioactive material in the air that is inhaled when 
respirators are worn may be initially estimated by dividing 
the average concentration in air, during each period of 
uninterrupted use, by the protection factor. If the exposure 
is later found to be greater than initially estimated, the 
corrected value shall be used; if the exposure is later found 
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to be less than initially estimated, the corrected value may be 
used, 

(b) The licensee shall obtain authorization from the 
department before assigning respiratory protection factors in 
excess of those specified in WAC 246-221-285. The 
department may authorize a licensee to use higher protection 
factors on receipt of an application that: 

(i) Describes the situation for which a need exists for 
higher protection factors, and 

(ii) Demonstrates that the respiratory protection equip- 
ment provides these higher protection factors under the 
proposed conditions of use. 

(3) In an emergency, the licensee shall use as emergen- 
cy equipment only respiratory protection equipment that has 
been specifically certified or had certification extended for 
emergency use by the National Institute for Occupational 
Safety and Health and the Mine Safety and Health Adminis- 
tration. 

(4) Unless already authorized by license condition, the 
licensee shall notify the department in writing at least thirty 
days before the date that respiratory protection equipment is 
first used pursuant to either subsection (1) or (2) of this 
section. 


[Statutory Authority; RCW 70.98.050. 94-01-073, § 246-221-117, filed 
12/9/93, effective 1/9/94.] 


WAC 246-221-120 Caution signs, and labels. (1) 
The radiation symbol shall be used on all signs, labels, or 
other written means of warning individuals concerning 
radiation hazards, 

(a) The symbol prescribed by this section is the 
conventional three-blade design: Radiation symbol 


PLP O SIP FP 


(b) The symbol prescribed by this section shall be: 

(i) Magenta, purple, or black on a yellow background; 
or 

(ii) Conspicuously etched or stamped without regard to 
a color requirement on sources, source holders or device 
components containing sources which are subjected to 
extreme environmental conditions which would cause the 
color to deteriorate. 
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(2) The conventional radiation symbol as described in 
subsection (1) of this section shall be used only for: 

(a) Instructing individuals to be cognizant of a potential 
radiation hazard as prescribed in subsections (4) through (10) 
of this section. 

(b) Indicating that information presented pertains to the 
topic of radiation. 

(3) In addition to the contents of signs and labels 
prescribed in this section, a licensee or registrant may 
provide on or near such signs and labels any additional 
information which may be appropriate in aiding individuals 
to minimize exposure to radiation. 

(4) Each radiation area and entrance thereto shall be 
conspicuously posted with a sign or signs bearing the 
radiation caution symbol and the words: CAUTION* - 
RADIATION AREA. However, in an exceptionally large room 
where other activities of a nonradiological nature are 
conducted the entrance need not be posted provided a 
conspicuous barricade with an appropriate number of signs 
is established to delineate the radiation area. 

(5) Each high radiation area and all entrances thereto 
shall be conspicuously posted with a sign or signs bearing 
the radiation caution symbol and the words: CAUTION* - 
HIGH RADIATION AREA Or DANGER - HIGH RADIATION 
AREA. To avoid unnecessary exposure, the licensee or 
registrant may satisfy this requirement by posting the sign at 
the estimated location or vicinity of the high radiation area. 

(6) Each very high radiation area shall be conspicuously 
posted with a sign or signs bearing the radiation caution 
symbol and the words: GRAVE DANGER - VERY HIGH 
RADIATION AREA. To avoid unnecessary exposure, the 
licensee or registrant may satisfy this requirement by posting 
the sign at the estimated location or vicinity of the very high 
radiation area. 

(7) Each airborne radioactivity area shall be conspicu- 
ously posted with a sign or signs bearing the radiation 
caution symbol and the words: CAUTION* - AIRBORNE 
RADIOACTIVITY AREA Or DANGER - AIRBORNE RADIOACTIVI- 
TY AREA. 

(8) Each area or room in which any radioactive material 
is used or stored in an amount exceeding 10 times the 
quantity of radioactive material specified in WAC 246-221- 
300 shall be conspicuously posted with a sign or signs 
bearing the radiation caution symbol and the words: 
CAUTION* - RADIOACTIVE MATERIAL or DANGER - RADIO- 
ACTIVE MATERIAL. 

(9) Each container of radioactive material shall bear a 
durable, clearly visible label identifying the radioactive 
contents including: 

(a) The radiation caution symbol and the words: 
CAUTION* - RADIOACTIVE MATERIAL or DANGER - RADIO- 
ACTIVE MATERIAL. 

(b) Sufficient information to permit individuals handling 
or using the containers, or working in the vicinity thereof, to 
take precautions to avoid or minimize exposures, such as 
radionuclides present, radiation levels, estimate of activity 
and mass enrichment. 

(c) Where containers are used for storage, the quantities 
and kinds of radioactive materials in the containers and the 
date of measurement of the quantities. 
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(10) All radiation machines shall be labeled in a 
conspicuous manner so as to caution individuals that radia- 
tion is produced when the machine is being operated. 
[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-120, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), $ 246-221-120, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-221-120, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), § 402-24-090, filed 
12/11/86. Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), 
$ 402-24-090, filed 12/8/80; Order 1095, § 402-24-090, filed 2/6/76; Order 
1, 8 402-24-090, filed 1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-221-130 Exceptions from posting and 
labeling requirements. (1) A room or area is not required 
to be posted with a caution sign because of the presence of 
a sealed source, provided the radiation level 30 centimeters 
from the surface of the source container or housing does not 
exceed 0.05 mSv (five millirem) per hour. 

(2) Rooms or other areas in hospitals are not required to 
be posted with caution signs because of the presence of 
patients containing radioactive material provided that 
confinement is not required pursuant to chapters 246-239 and 
246-240 WAC. 

(3) Caution signs are not required to be posted in areas 
or rooms containing radioactive material for periods of less 
than eight hours provided that: 

(a) The material is constantly attended during such 
periods by an individual who shall take the precautions 
necessary to prevent the exposure of any individual to 
radiation or radioactive material in excess of the limits 
established in this part; and 

(b) Such area or room is subject to the licensee's or 
registrant's control. 

(4) A room or other area is not required to be posted 
with a caution sign because of the presence of radioactive 
material prepared for transport and packaged and labeled in 
accordance with regulations of the United States Department 
of Transportation. 

(5) A room or area is not required to be posted with a 
caution sign because of the presence of a diagnostic x-ray 
system used solely for healing arts purposes. 

(6) The interior of a teletherapy room is not required to 
be posted with caution signs provided such posting is 
conspicuously placed at the entrance(s) to the rooms. 

(7) A licensee is not required to label: 

(a) Containers holding licensed material in quantities 
less than the quantities listed in WAC 246-221-300; or 

(b) Containers holding licensed material in concentra- 
tions less than those specified in WAC 246-221-290, Table 
ІШ; or 

(c) Containers attended by an individual who takes the 
precautions necessary to prevent the exposure of any 
individual to radiation or radioactive material in excess of 
the limits established by this chapter; or 

(d) Containers when they are in transport and packaged 
and labeled in accordance with the regulations of the United 
States Department of Transportation; or 

(e) Containers such as those located in water-filled 
canals, storage vaults, or hot cells, that are accessible only 
to individuals authorized to handle or use them, or to work 
in the vicinity of the containers, provided the contents are 
identified to these individuals by a readily available written 
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record. The record shall be retained as long as the containers 
are in use for the purpose indicated on the record; or 

(f) Installed manufacturing or process equipment, such 
as chemical process equipment, piping, and tanks. 

(8) Each licensee, prior to removal or disposal of empty 
uncontaminated containers to unrestricted areas, shall remove 
or deface the radioactive material label or otherwise clearly 
indicate that the container no longer contains radioactive 
materials. 

[Statutory Authority: RCW 70.98.050. 94-01-073, 5 246-221-130, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), 5 246-221-130, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-221-130, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 83-19-050 (Order 2026), § 402-24-095, filed 


9/16/83. Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), 
§ 402-24-095, filed 12/8/80; Order 1095, § 402-24-095, filed 2/6/76.] 


WAC 246-221-140 Instruction of personnel. 

Instructions required for individuals working in or frequent- 
ing any portion of a restricted area are specified in WAC 
246-222-020, 246-222-030, and 246-222-040. 
[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-221-140, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-221-140, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 83-19- 
050 (Order 2026), § 402-24-110, filed 9/16/83; Order 1095, § 402-24-110, 
filed 2/6/76; Order 708, $ 402-24-110, filed 8/24/72; Order 1, § 402-24-110, 
filed 7/2/71; Order 1, § 402-24-110, filed 1/8/69; Rules (part), filed 
10/26/66.] 


WAC 246-221-150 Security and control of stored 
radioactive material and radiation machines. (1) Li- 
censed radioactive materials and registered radiation ma- 
chines shall be secured from, or controlled in such a manner 
so as to prevent, unauthorized access or removal from the 
place of storage. 

(2) Licensed radioactive materials in an unrestricted area 
and not in storage shall be tended under the constant 
surveillance and immediate control of the licensee. 

(3) Registered radiation machines in an unrestricted area 
and not in storage shall be under the control of the regis- 
trant. 


[Statutory Authority: RCW 70.98.050. 94-01-073, 8 246-221-150, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 43.70.040. 91-02-049 
(Order 121), recodified as § 246-221-150, filed 12/27/90, effective 1/31/91. 
Statutory Authority: RCW 70.98.080. 83-19-050 (Order 2026), $ 402-24- 
120, filed 9/16/83; Order 1095, § 402-24-120, filed 2/6/76; Order 1, § 402- 
24-120, filed 1/8/69; Rules (part), filed 10/26/66.]. 


WAC 246-221-160 Procedures for picking up, 
receiving, and opening packages. (1)(a) Each licensee who 
expects to receive a package containing quantities of 
radioactive material in excess of the Type A, or A, quanti- 
ties specified in WAC 246-220-110 shall make arrangements 
to receive: 

(i) The package when it is offered for delivery by the 
carrier; or 

(ii) Immediate notification from the carrier of the arrival 
of the package at the carrier's terminal. 

(b) Bach licensee who picks up a package of radioactive 
material from a carrier's terminal shall pick up the package 
expeditiously upon receipt of notification from the carrier of 
its arrival. 
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(2) Each licensee shall: 

(a) Monitor for radioactive contamination the external 
surfaces of any package labeled with a Radioactive White I, 
Yellow II or Yellow III label unless the package contains 
only radioactive material in the form of gas or in special 
form as defined in WAC 246-220-010 and 246-220-120; and 

(b) Monitor the radiation levels of the external surfaces 
of any package labeled with a Radioactive White I, Yellow 
II or Yellow III label unless the package contains quantities 
of radioactive material that are less than or equal to the Type 
A quantity, as defined in WAC 246-220-110; and 

(c) Monitor all packages known to contain radioactive 
material for radioactive contamination and radiation levels if 
the package has evidence of potential contamination, such as 
packages that are crushed, wet, or damaged. 

(3) The monitoring shall be performed: 

(a) Immediately upon receipt if there is evidence of 
package degradation or any other evidence of potential 
contamination or excessive radiation levels; or 

(b) As soon as practicable after receipt, but no later than 
three hours after the package is received at the licensee's 
facility if received during the licensee's normal working 
hours, or no later than three hours from the beginning of the 
next working day if received after normal working hours. 

(4) The licensee shall immediately notify the final 
delivery carrier and, by telephone and telegram, mailgram, 
or facsimile, the department when: 

(a) For normal shipments, removable radioactive surface 
contamination exceeds either 22 dpm/cm2 for beta-gamma 
emitting radionuclides, all radionuclides with half-lives less 
than ten days, natural uranium, natural thorium, uranium- 
235, uranium-238, thorium-232, and thorium-228 and 
thorium 230 when contained in ores or concentrates; or 2.2 
dpm/cm2 for all other alpha emitting radionuclides; or 

(b) For exclusive use shipments, removable radioactive 
surface contamination exceeds either 220 dpm/cm2 for beta- 
gamma emitting radionuclides, all radionuclides with half- 
lives less than ten days, natural uranium, natural thorium, 
uranium-235, uranium-238, thorium-232, and thorium-228 
and thorium 230 when contained in ores or concentrates; or 
22 dpm/cm2 for all other alpha emitting radionuclides; or 

(c) For normal or exclusive use shipments, external 
radiation levels exceed two mSv/hour (200 millirem per 
hour) at any point on the external surface of the package; or 

(d) For exclusive use shipments where the shipment is 
made in a closed transport vehicle, packages are secured in 
a fixed position, and no loading or unloading occurs between 
the beginning and end of transportation, external radiation 
levels exceed ten mSv/hour (1000 millirem per hour) at any 
point on the external surface of the package. 

(5) Each licensee shall establish and maintain proce- 
dures for safely opening packages in which radioactive 
material is received, and shall assure that such procedures 
are followed and that due consideration is given to instruc- 
tions for the type of package being opened and the monitor- 
ing of potentially contaminated packaging material (including 
packages containing radioactive material in gaseous form) to 
assure that only background levels of radiation are present 
prior to disposal of such material as nonradioactive waste. 

(6) Licensees transferring special form sources to and 
from a work site in vehicles owned or operated by the 
licensee are exempt from the contamination monitoring 
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requirements of subsection (2)(a) of this section but are not 
exempt from the monitoring requirement in subsection (2)(b) 
of this section for measuring radiation levels to ensure that 
the source is still properly lodged in its shield. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-160, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), § 246-221-160, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-221-160, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), § 402-24-125, filed 
12/11/86; 83-19-050 (Order 2026), § 402-24-125, filed 9/16/83. Statutory 
Authority: RCW 70.98.050. 81-01-011 (Order 1570), 8 402-24-125, filed 
12/8/80; Order 1095, 5 402-24-125, filed 2/6/76.] 


WAC 246-221-170 Waste disposal, general require- 
ment. (1) No licensee shall dispose of any radioactive 
material except: 

(a) By transfer to an authorized recipient as provided in 
WAC 246-232-080, or chapter 246-249 WAC; or 

(b) As authorized pursuant to WAC 246-221-070, 246- 
221-180, 246-221-190, 246-221-200, 246-221-210, or 246- 
221-220. 

(c) By decay in storage as authorized in a specific 
license. 

(2) A person shall be specifically licensed to receive 

' waste containing licensed material from other persons for: 

(a) Treatment prior to disposal; or 

(b) Treatment or disposal by incineration; or 

(c) Decay in storage; or 

(d) Disposal at a land disposal facility licensed pursuant 
to chapter 246-250 WAC; or 

(e) Storage until transferred to a disposal facility 
authorized to receive the waste. 

(3) Nothing in chapter 246-221 WAC relieves the 
licensee from complying with other applicable federal, state, 
and local regulations governing any other toxic or hazardous 
properties of materials that may be disposed pursuant to this 
chapter. 

(4) Each licensee shall maintain records of all transfers 
and disposals of radioactive material. 

[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-221-170, filed 
12/9/93, effective 1/9/94, Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), $ 246-221-170, filed 7/24/91, effective 
8/24/91. Statutory Authority; RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-221-170, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.050. 81-01-011 (Order 1570), § 402-24-130, filed 


12/8/80; Order 1095, § 402-24-130, filed 2/6/76; Order 1, § 402-24-130, 
filed 1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-221-180 Method of obtaining approval of 
proposed disposal procedures. Any person may apply to 
the department for approval of proposed procedures to 
dispose of radioactive material in a manner not otherwise 
authorized in this chapter. Each application shall contain a 
description of the radioactive material, including the quanti- 
ties and kinds of radioactive material and levels of radioac- 
tivity involved, the physical and chemical properties that 
have an impact on risk evaluation, and the proposed manner 
and conditions of disposal. The application, where appropri- 
ate, shall also include an analysis and evaluation of pertinent 
information as to the nature of the environment, including 
topographical, geological, meteorological, and hydrological 
characteristics; usage of ground and surface waters in the 
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general area; the nature and location of other potentially 
affected facilities; analyses and procedures to ensure that 
doses are maintained ALARA within the dose limits of this 
chapter; and procedures to be observed to minimize the risk 
of unexpected or hazardous exposures. 

The department will not approve any application for a 
license to receive radioactive material from other persons for 
disposal on land not owned by a state or the federal govern- 
ment. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-180, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 43.70.040. 91-02-049 
(Order 121), recodified as § 246-221-180, filed 12/27/90, effective 1/31/91. 
Statutory Authority: RCW 70.98.080. 87-01-031 (Order 2450), § 402-24- 
135, filed 12/11/86; Order 1095, § 402-24-135, filed 2/6/76.] 


WAC 246-221-190 Disposal by release into sanitary 
sewerage systems. (1) No licensee shall discharge radioac- 
tive material into a sanitary sewerage system unless: 

(a) It is readily soluble or it is biological material which 
is readily dispersible in water; 

(b) The quantity of any radioactive material released in 
any one month, if diluted by the average monthly quantity of 
water released by the licensee, will not result in an average 
concentration exceeding the limits specified in WAC 246- 
221-290, Table III; and 

(c) The sum of the fractions for each radionuclide, if 
more than one radionuclide is released, will not exceed 
unity; where the fraction for each radionuclide is determined 
by dividing the actual monthly average concentration of each 
radionuclide released by the licensee into the sewer by the 
concentration of that radionuclide listed in Table III of WAC 
246-221-290; and 

(d) The total quantity of licensed and other radioactive 
material that the licensee releases into the sanitary sewerage 
system in a year does not exceed 185 GBq (5 Ci) of hydro- 
gen-3, 37 GBq (1 Ci) of carbon-14, and 37 GBq (1 Ci) of all 
other radioactive materials combined. 

(2) Excreta from individuals undergoing medical 
diagnosis or therapy with radioactive material shall be 
exempt from any limitations contained in this section. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-190, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
770.98.080. 91-15-112 (Order 184), 8 246-221-190, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-221-190, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 83-19-050 (Order 2026), § 402-24-140, filed 
9/16/83. Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), 
$ 402-24-140, filed 12/8/80; Order 1095, 8 402-24-140, filed 2/6/76; Order 
1, $ 402-24-140, filed 1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-221-200 Disposal by burial in soil. No 
licensee shall dispose of radioactive material by burial in soil 
except as specifically approved by the department pursuant 
to WAC 246-221-180. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-221-200, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246-221-200, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.050. 81-01- 
O11 (Order 1570), § 402-24-150, filed 12/8/80; Order 1095, § 402-24-150, 
filed 2/6/76; Order 1, § 402-24-150, filed 1/8/69; Rules (part), filed 
10/26/66.] 
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WAC 246-221-210 Disposal by incineration. No 

licensee shall incinerate radioactive material for the purpose 
of disposal or preparation for disposal except as specifically 
approved by the department pursuant to WAC 246-221-070 
and 246-221-180. 
[Statutory Authority: RCW 70,98.050 and 70.98.080, 91-15-112 (Order 
184), § 246-221-210, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-221-210, filed 
12/27/90, effective 1/31/91; Order 1095, § 402-24-160, filed 2/6/76; Order 
1, § 402-24-160, filed 1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-221-220 Disposal of specific wastes. (1) 
Any licensee may dispose of the following licensed material 
without regard to its radioactivity: 

(a) 1.85 KBq (0.05 microcuries) or less of hydrogen-3 
or carbon-14, per gram of medium, used for liquid scintilla- 
tion counting; and 

(b) 1.85 KBq (0.05 microcuries) or less of hydrogen-3 
or carbon-14, per gram of animal tissue averaged over the 
weight of the entire animal. 

(2) The licensee shall not dispose of tissue under this 
section in a manner that would permit its use either as food 
for humans or as animal feed; and 

(3) Nothing in this section, however, relieves the 
licensee of maintaining records showing the receipt, transfer 
and disposal of such byproduct material as specified in WAC 
246-220-020; and 

(4) Nothing in this section relieves the licensee from 
complying with other applicable federal, state and local 
regulations governing any other toxic or hazardous property 
of these materials. 

[Statutory Authority: RCW 70.98.050. 94-01-073, 8 246-221-220, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), § 246-221-220, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-221-220, filed 12/27/90, effective 1/31/91. Statutory 


Authority: RCW 70.98.080. 83-19-050 (Order 2026), $ 402-24-165, filed 
9/16/83.] 


WAC 246-221-230 Records important to radiation 
safety. (1) Each licensee or registrant shall make and retain 
records of activities, program reviews, measurements, and 
calculations which may be necessary to determine the extent 
of occupational and public exposure from sources of radia- 
tion under the control of the licensee or registrant. 

(2) Each record required by this section shall be legible 
throughout the specified retention period. 

(3) Each licensee or registrant shall use the SI units: 
Becquerel, gray, sievert and coulomb per kilogram, or the 
special units: Curie, rad, rem, and roentgen, including 
multiples and subdivisions, and shall clearly indicate the 
units of all quantities on records required by these regula- 
tions. 

(4) The licensee or registrant shall make a clear distinc- 
tion among the quantities entered on the records required by 
these regulations such as, total effective dose equivalent, 
total organ dose equivalent, shallow dose equivalent, eye 
dose equivalent, deep dose equivalent, or committed effec- 
tive dose equivalent. 

(5) Records which must be maintained pursuant to this 
part shall be the original or a reproduced copy or microform 
if such reproduced copy or microform is duly authenticated 
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by authorized personnel and the microform is capable of 
producing a clear and legible copy after storage for the 
period specified by department regulations. The record may 
also be stored in electronic media with the capability for 
producing legible, accurate, and complete records during the 
required retention period. Electronic media data storage 
systems shall incorporate standard or universally recognized 
security measures. Records, such as letters, drawings, and 
specifications, shall include all pertinent information, such as 
stamps, initials, and signatures. 

(6) The licensee shall maintain adequate safeguards 
against tampering with and loss of records. 

(7) The licensee or registrant shall retain the following 
required records until the department terminates each 
pertinent license or registration requiring the record, and 
upon termination of the license or registration, the licensee 
or registrant shall store for at least thirty years: 

(a) Records of prior occupational dose and exposure 
history as recorded on department Form RHF-4 or RHF-4A, 
or equivalent; 

(b) Records on department Form RHF-5 or RHF-5A, or 
equivalent, of doses received by all individuals for whom 
monitoring was required pursuant to WAC 246-221-090 and 
246-221-100; 

' (c) Records of doses received during planned special 
exposures, accidents, and emergency conditions; 

(d) The specific information used to calculate the 
committed effective dose equivalent pursuant to WAC 246- 
221-040(3); 

(e) Records of the results of surveys to determine the 
dose from external sources of radiation used, in the absence 
of or in combination with individual monitoring data, in the 
assessment of individual dose equivalents; 

(f) Records of the results of measurements and calcula- 
tions used to determine individual intakes of radioactive 
material and used in the assessment of internal dose; 

(g) Records showing the results of air sampling, 
surveys, and bioassays required pursuant to. WAC 246-221- 
117 (1)(b)@ and (ii); 

(h) Records of the results of measurements and calcula- 


‘tions used to evaluate the release of radioactive effluents to 


the environment. 

(8) The licensee or registrant shall retain the following 
records until the department terminates the pertinent license 
or registration requiring the record: 

(a) Records of waste disposal made under the provisions 
of WAC 246-221-180, 246-221-190, 246-221-210 and 246- 
221-220, chapter 246-249 WAC, and any burials in soil as 
previously authorized; 

(b) Records of dose to individual members of the public 
as required by WAC 246-221-060(4); 

(c) Records of the provisions of the radiation protection 
program as required by WAC 246-221-005. 

(9) The licensee or registrant shall retain the following 
records for three years after the record is made: 

(a) Records of testing entry control devices for very 
high radiation areas as required by WAC 246-221-106(3); 

(b) Records used in preparing department Form RHF-4 
or RHF-4A; 

(c) Records showing the results of general surveys 
required by WAC 246-221-110 and package surveys required 
by WAC 246-221-160; 
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(d) Records of calibrations required by WAC 246-221- 
110; i 

(e) Records of program audits and other reviews of the 
content and implementation of the radiation protection 
program required by WAC 246-221-005; 

(f) Records of waste disposal by decay in storage. 

(10) If there is a conflict between the department's 
regulations in this part, license condition, or other written 
department approval or authorization pertaining to the 
retention period for the same type of record, the retention 
period specified in the regulations in this part for such 
records shall apply unless the department, pursuant to WAC 
246-220-050, has granted a specific exemption from the 
record retention requirements specified in the regulations in 
this part. 

(11) The discontinuance or curtailment of activities does 
not relieve the licensee or registrant of responsibility for 
retaining all records required by this section. 


[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-221-230, filed 
12/9/93, effective 1/9/94, Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), § 246-221-230, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-221-230, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), $ 402-24-170, filed 
12/11/86; 83-19-050 (Order 2026), § 402-24-170, filed 9/16/83. Statutory 
Authority: RCW 70.98.050. 81-01-011 (Order 1570), $ 402-24-170, filed 
12/8/80; Order 1095, § 402-24-170, filed 2/6/76; Order 708, § 402-24-170, 
filed 8/24/72; Order 1, § 402-24-170, filed 7/2/71; Order 1, § 402-24-170, 
filed 1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-221-240 Reports of stolen, lost or missing 
radiation sources. (1) Each licensee and/or registrant shall 
report by telephone (206/682-5327) and confirm promptly by 
letter, telegram, mailgram, or facsimile to the State Depart- 
ment of Health, Division of Radiation Protection, P.O. Box 
47827, Olympia, Washington 98504-7827. 

(a) Immediately after its occurrence becomes known to 
the licensee, stolen, lost, or missing radioactive material in 
an aggregate quantity equal to or greater than one thousand 
times the quantity specified in WAC 246-221-300; or 

(b) Within thirty days after its occurrence becomes 
known to the licensee, lost, stolen, or missing radioactive 
material in an aggregate quantity greater than ten times the 
quantity specified in Appendix C that is still missing or any 
item not exempted in chapter 246-232 WAC; or 

(c) Immediately after its occurrence becomes known to 
the registrant, a stolen, lost, or missing radiation machine. 

(2) Each licensee or registrant required to make a report 
pursuant to subsection (1) of this section shall, within thirty 
days after making the telephone report, make a written report 
to the department setting forth the following information: 

(a) A description of the licensed or registered source of 
radiation involved, including, for radioactive material, the 
kind, quantity, and chemical and physical form; and, for 
radiation machines, the manufacturer, model and serial 
number, type and maximum energy of radiation emitted; and 

(b) A description of the circumstances under which the 
loss or theft occurred; and 

(c) A statement of disposition, or probable disposition, 
of the licensed or registered source of radiation involved; 
and 
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(d) Exposures of individuals to radiation, circumstances 
under which the exposures occurred, and the possible total 
effective dose equivalent to persons in unrestricted areas; and 

(e) Actions that have been taken, or will be taken, to 
recover the source of radiation; and 

(f) Procedures or measures that have been, or will be, 
adopted to ensure against a recurrence of the loss or theft of 
licensed or registered sources of radiation. 

(3) Subsequent to filing the written report, the licensee 
or registrant shall also report additional substantive informa- 
tion on the loss or theft within thirty days after the licensee 
or registrant learns of such information. 

(4) The licensee or registrant shall prepare any report 
filed with the department pursuant to this section so that 
names of individuals who may have received exposure to 
radiation are stated in a separate and detachable portion of 
the report. 

[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-221-240, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), § 246-221-240, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-221-240, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), $ 402-24-180, filed 
12/11/86; 83-19-050 (Order 2026), § 402-24-180, filed 9/16/83. Statutory 
Authority: RCW 70.98.050. 81-01-011 (Order 1570), $ 402-24-180, filed 
12/8/80; Order 1095, § 402-24-180, filed 2/6/76; Order 708, § 402-24-180, 


filed 8/24/72; Order 1, § 402-24-180, filed 7/2/71; Order 1, § 402-24-180, 
filed 1/8/69; Rules (part), filed 10/26/66.) 


WAC 246-221-250 Notification of incidents. (1) 
Immediate notification. Notwithstanding other require- 
ments for notification, each licensee and/or registrant shall 
immediately (as soon as possible but no later than four hours 
after discovery of an incident) notify the State Department 
of Health, Division of Radiation Protection, P.O. Box 47827, 
Olympia; Washington 98504-7827, by telephone (206/682- 
5327) and confirming letter, telegram, mailgram, or facsimile 
of any incident involving any radiation source which may 
have caused or threatens to cause: 

(a) An individual to receive: 

(i) A total effective dose equivalent of 0.25 Sv (25 rem) 
or more; or ` 

(ii) An eye dose equivalent of 0.75 Sv (75 rem) or 
more; or 

(iii) A shallow dose equivalent to the skin or extremities 
or a total organ dose equivalent of 2.5 Sv (250 rem) or 
more; or 

(b) The release of radioactive material, inside or outside 
of a restricted area, so that, had an individual been present 
for twenty-four hours, the individual could have received an 
intake five times the occupational ALI. This provision does 
not apply to locations where personnel are not normally 
stationed during routine operations, such as hot-cells or 
process enclosures; or 

(c) The loss of ability to take immediate protective 
actions necessary to avoid exposure to sources of radiation 
or releases of radioactive material that could exceed regula- 
tory limits. Events which could cause such a loss of ability 
include fires, explosions, toxic gas releases, etc. 

(2) Twenty-four hour notification. Each licensee and/ 
or registrant shall within twenty-four hours of discovery of 
the event, notify the State Department of Health, Division of 
Radiation Protection, P.O. Box 47827, Olympia, Washington 
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98504-7827, by telephone (206/682-5327) and confirming 
letter, telegram, mailgram, or facsimile of any incident 
involving any radiation source possessed which may have 
caused or threatens to cause: 

(a) An individual to receive, in a period of twenty-four 
hours: 

(i) A total effective dose equivalent exceeding 0.05 Sv 
(5 rem); or 

(ii) An eye dose equivalent exceeding 0.15 Sv (15 rem); 
or 

(iii) A shallow dose equivalent to the skin or extremities 
or a total organ dose equivalent exceeding 0.5 Sv (50 rem); 
or 

(b) The release of radioactive material, inside or outside 
of a restricted area, so that, had an individual been present 
for twenty-four hours, the individual could have received an 
intake in excess of one occupational ALI. This provision 
does not apply to locations where personnel are not normally 
stationed during routine operations, such as hot-cells or 
process enclosures; or 

(c) An unplanned contamination incident that: 

(i) Requires access to the contaminated area, by workers 
or the general public, to be restricted for more than twenty- 
four hours by imposing additional radiological controls or by 
prohibiting entry into the area; 

(ii) Involves a quantity of material greater than five 
times the lowest annual limit on intake specified in WAC 
246-221-290; and 

(iii) Has access to the area restricted for a reason other 
than to allow radionuclides with a half-life of less than 
twenty-four hours to decay prior to decontamination; or 

(d) Equipment failure or inability to function as de- 
signed when: 

(i) The equipment is required by regulation or license 
condition to prevent releases exceeding regulatory limits, to 
prevent exposures to radiation and radioactive material 
exceeding regulatory limits or to mitigate the consequences 
of an accident; 

(ii) The equipment is required to be available and 
operable at the time it becomes disabled or fails to function; 
and 

(iii) No redundant equipment is available and operable 
to perform the required safety functions; or 

(e) An unplanned medical treatment at a medical facility 
of an individual with spreadable radioactive contamination 
on the individual’s clothing or body; or 

(f) An unplanned fire or explosion damaging any 
radioactive material or any device, container or equipment 
containing radioactive material when: 

(i) The quantity of radioactive material involved is 
greater than five times the lowest annual limit on intake 
specified in WAC 246-221-290; and 

(ii) The damage affects the integrity of the radioactive 
material or its container. 

(3) For each occurrence requiring notification pursuant 
to this section, a prompt investigation of the situation shall 
be initiated by the licensee/registrant. A written report of the 
findings of the investigation shall be sent to the department 
within thirty days. 

(4) The licensee or registrant shall prepare each report 
filed with the department pursuant to this section so that 
names of individuals who have received exposure to sources 
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of radiation are stated in a separate and detachable portion 
of the report. 

Any report filed with the department pursuant to this 
section shall contain the information described in WAC 246- 
221-260 (2) and (3). 

(5) The provisions of this section do not apply to doses 
that result from planned special exposures, provided such 
doses are within the limits for planned special exposures and 
are reported pursuant to WAC 246-221-265. 

(6) Telephone notifications that do not involve immedi- 
ate or twenty-four hour notification shall not be made to the 
emergency number (Seattle 206/682-5327). Routine calls 
should be made to the Olympia office (360/753-3468). 

(7) Telephone notification required under this section 
shall include, to the extent that the information is available 
at the time of notification: 

(a) The caller's name and call-back telephone number; 

(b) A description of the incident including date and 
time; 

(c) The exact location of the incident; 

(d) The radionuclides, quantities, and chemical and 
physical forms of the radioactive materials involved; and 

(e) Any personnel radiation exposure data available. 


[Statutory Authority: RCW 70.98.050. 95-01-108, 8 246-221-250, filed 
12/21/94, effective 1/21/95; 94-01-073, § 246-221-250, filed 12/9/93, 
effective 1/9/94. Statutory Authority: RCW 70.98.050 and 70.98.080. 91- 
15-112 (Order 184), § 246-221-250, filed 7/24/91, effective 8/24/91. 
Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as $ 246-221-250, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.080. 87-01-031 (Order 2450), $ 402-24-190, filed 12/11/86; 
83-19-050 (Order 2026), $ 402-24-190, filed 9/16/83. Statutory Authority: 
RCW 70.98.050. 81-01-011 (Order 1570), § 402-24-190, filed 12/8/80; 
Order 1095, $ 402-24-190, filed 2/6/76; Order 708, 8 402-24-190, filed 
8/24/72; Order 1, $ 402-24-190, filed 7/2/71; Order 1, $ 402-24-190, filed 
1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-221-260 Reports of overexposures and 
excessive levels and concentrations. (1) In addition to any 
notification required by WAC 246-221-250, each licensee or 
registrant shall submit a written report to the department 
within thirty days after learning of any of the following 
Occurrences: 

(a) Incidents for which notification is required by WAC 
246-221-250; or 

(b) Doses in excess of any of the following: 

(i) The occupational dose limits for adults in WAC 246- 
221-010; or 

(ii) The occupational dose limits for a minor in WAC 
246-221-050; or 

(iii) The limits for an embryo/fetus of a declared 
pregnant woman in WAC 246-221-055; or 

(iv) The limits for an individual member of the public 
in WAC 246-221-060; or 

(v) Any applicable limit in the license; or 

(c) Levels of radiation or concentrations of radioactive 
material in: 

(i) À restricted area in excess of applicable limits in the 
license; or 

(ii) An unrestricted area in excess of ten times the 
applicable limit set forth in this chapter or in the license or 
registration, whether or not involving exposure of any 
individual in excess of the limits in WAC 246-221-060; or 
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(d) For source materials milling licensees and nuclear 
power plants subject to the provisions of United States 
Environmental Protection Agency’s generally applicable 
environmental radiation standards in 40 CFR 190, levels of 
radiation or releases of radioactive material in excess of 
those standards, or of license conditions related to those 
standards. 

(2) Each report required by subsection (1) of this section 
shall describe: 

(a) The incident and its exact location, time and date; 

(b) The extent of exposure of individuals to radiation or 
to radioactive material, including estimates of each indi- 
vidual’s dose as required by subsection (3) of this section; 

(c) Levels of radiation and concentrations of radioactive 
material involved, including the radionuclides, quantities, and 
chemical and physical form; 

(d) The cause or probable cause of the exposure, levels 
of radiation or concentrations; 

(e) The manufacturer and model number (if applicable) 
of any equipment that failed or malfunctioned; 

(f) The results of any evaluations or assessments; and 

(g) Corrective steps taken or planned to assure against 
a recurrence, including the schedule for achieving conform- 
ance with applicable limits, generally applicable environmen- 
tal standards, and associated license conditions. 

(3) Each report filed with the department pursuant to 
this section shall include for each individual exposed the 
name, social security number, and date of birth, and an 
estimate of the individual’s dose. With respect to the limit 
for the embryo/fetus in WAC 246-221-055, the identifiers 
should be those of the declared pregnant woman. The report 
shall be prepared so that this information is stated in a 
separate and detachable part of the report. 

(4) Individuals shall be notified of reports in accordance 

with the requirements of WAC 246-222-040. 
[Statutory Authority: RCW 70.98.050. 95-01-108, 8 246-221-260, filed 
12/21/94, effective 1/21/95; 94-01-073, § 246-221-260, filed 12/9/93, 
effective 1/9/94. Statutory Authority: RCW 70.98.050 and 70.98.080. 91- 
15-112 (Order 184), § 246-221-260, filed 7/24/91, effective 8/24/91. 
Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-221-260, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.050. 81-01-011 (Order 1570), § 402-24-200, filed 12/8/80; 
Order 1095, § 402-24-200, filed 2/6/76; Order 708, § 402-24-200, filed 
8/24/72; Order 1, $ 402-24-200, filed 7/2/71; Order 1, § 402-24-200, filed 
1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-221-265 Special reports to the depart- 
ment—Planned special exposures, individual monitoring 
results from certain licensees, and leaking sources. (1) 
The licensee or registrant shall submit a written report to the 
department within thirty days following any planned special 
exposure conducted in accordance with WAC 246-221-030, 


informing the department that a planned special exposure | 


was conducted and indicating the date the planned special 
exposure occurred and the information required by WAC 
246-221-030. 

(2) Each licensee in a category listed in subsection (3) 
of this section shall submit an annual report of the results of 
individual monitoring carried out by the licensee for each 
individual for whom monitoring was required by WAC 246- 
221-090 and 246-221-100 during that year. The licensee 
may include additional data for individuals for whom moni- 
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toring was provided but not required. The licensee shall use 
department Form RHF-5A or electronic media containing all 
the information required by department Form 5A. 

(3) The requirement to submit individual monitoring 
results annually applies to each person licensed by the 
department to: 

(a) Possess or use sources of radiation for purposes of 
industrial radiography pursuant to chapters 246-235 and 246- 
243 WAC; or 

(b) Receive radioactive waste from other persons for 
disposal pursuant to chapter 246-250 WAC; or 

(c) Possess or use at any time, for processing or 
manufacturing for distribution pursuant to chapter 246-235 · 
WAC, radioactive material in quantities exceeding any one 
of the following quantities: 


Radionuclide Activity 

Ci GBq 
Cesium-137 1 37 
Cobalt-60 : 1 37 
Gold-198 100 3,700 
Iodine-131 1 37 
Tridium-192 10 370 
Krypton-85 1,000 37,000 
Promethium-147 10 370 
Technetium-99m 1,000 37,000 


(4) The department may require as a license condition, 
or by rule, regulation, or order pursuant to WAC 246-220- 
100, reports of annual individual monitoring results from 
licensees processing or manufacturing for distribution 
radionuclides not on the list in subsection (3)(c) of this 
section, provided the radionuclides are in quantities sufficient 
to cause comparable radiation levels to those on the list. 

(5) The licensee shall file the report required by sub- 
section (2) of this section, covering the preceding year, on or 
before April 30 of each year. The licensee shall submit the 
report to the department. : 

(6) The licensee shall file a written report with the 
department within five days after learning that a sealed 
source is leaking or contaminated. The report shall describe 
the source, source holder, equipment in which the source is 
installed, the test results and the corrective action taken. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-265, filed 
12/9/93, effective 1/9/94.] 


WAC 246-221-270 Vacating premises and release of 
equipment. (1) Each specific licensee shall, no less than 30 
days before vacating or relinquishing possession or control 
of premises which may have been contaminated with radio- 
active material as a result of licensed activities, notify the 
department in writing of intent to vacate. 

(2) Each licensee, before vacating any premise or 
transferring the premise, shall permanently decontaminate 
such premise below or equal to the standards specified in 
WAC 246-232-140. A survey shall be made after such 
decontamination and the department and the landlord or 
subsequent tenant or transferee shall be provided with a copy 
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of such survey no later than the date of vacating or relin- 
quishing possession or control of the premise. 

(3) No machinery, instruments, laboratory equipment or 
any other property used in contact with, or close proximity 
to radioactive material at a licensed premise shall be as- 
signed, sold, leased, or transferred to an unlicensed person 
unless such property has been decontaminated to meet the 
standards specified in WAC 246-232-140. A survey shall be 
made after such decontamination and the department and 
subsequent owner or transferee shall be provided with a copy 
of such survey report. 

[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-221-270, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 43.70.040. 91-02-049 
(Order 121), recodified as § 246-221-270, filed 12/27/90, effective 1/31/91; 


Order 1095, § 402-24-210, filed 2/6/76; Order 1, § 402-24-210, filed 1/8/69; 
Rules (part), filed 10/26/66.]  ' 


WAC 246-221-275 Notification of changes in a 
facility. Bach licensee or registrant shall notify the depart- 
ment of changes in any room or area in a facility where a 
source of radiation is used. Changes of interest to the 
department include, but are not limited to, new or replace- 
ment equipment containing or emitting radiation, increased 
occupancy, repair or replacement of existing shielding, new 
shielding, alteration of the ventilation system, and changes 
in procedures done in the room or area. 


[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-221-275, filed 
12/9/93, effective 1/9/94.] 


WAC 246-221-280 Notifications and reports to 
individuals. (1) Requirements for notification and reports 
to individuals of exposure to radiation or radioactive material 
are specified in WAC 246-222-040. 

(2) When a licensee or registrant is required pursuant to 
WAC 246-221-260 to report to the department any exposure 
of an individual or dosimetry device assigned to any individ- 
ual to radiation from any source, the licensee or registrant 
shall also notify the individual. Such notice shall be 
transmitted at a time not later than the transmittal to the 
department, and shall comply with the provisions of WAC 
246-222-040(1). 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), 8 246-221-280, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as 5 246-221-280, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 87-01- 


031 (Order 2450), § 402-24-215, filed 12/11/86; Order 1095, § 402-24-215, 
filed 2/6/76.] 


WAC 246-221-285 Protection factors for respira- 
tors. (1) The licensee may use the following information in 
the selection of respiratory protective equipment to be used 
only where the contaminants have been identified and the 
concentration, or possible concentrations, are known. 


Protection Factors! Tested & Certified Equipment 
Description? ^ Modes? Particu- Particu- NIOSH & MSHA^ 
lates lates, tests for 
only gase% permissibility 
vapors 
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L AIR-PURIFYING RESPIRATORS® 


Facepiece, half-mask/ NP 10 30 CFR 11, 
Facepiece, full NP 50 Subpart K. 
Facepiece, half-mask, PP 1000 
full, or hood 

Il, ATMOSPHERE-SUPPLYING RESPIRATORS 

1. Air-line respirator 
Facepiece, half-mask CF 1000 
Facepiece, half-mask D 5 
Facepiece, full CF 2000 
Facepiece, full D 5 30 CFR 1l, 
Facepiece, full PD 2000 Subpart J. 
Hoo CF 
Suit?» 10 CF 


2. Self-contained 
breathing apparatus 


(SCBA) 
Facepiece, full D 50 П 
Facepiece, full PD 10,000°* 30 CFR 11, 
Facepiece, full RD 50 12 Subpart H. 
Facepiece, full RP 5,000 


HI. COMBINATION RESPIRATORS 


Any combination of Protection factor 
air-purifying and for type and mode 
atmosphere-supplying of operation as 
respirators listed above 


30 CFR 11, 
Sec.11.63(b) 


FOOTNOTES 


1. The protection factor is a measure of the degree of protection 
afforded by a respirator, defined as the ratio of the concentration 
of airborne radioactive material outside the respiratory protective 
equipment to that inside the equipment, usually inside the 
facepiece, under conditions of use. It is applied to the ambient 
airborne concentration to estimate the concentrations inhaled by 
the wearer according to the following formula: 


Concentration inhaled = Ambient airborne concentration 


Protection factor 


The protection factors apply: 

a. Only for individuals trained in using respirators and wearing 
properly fitted respirators that are used and maintained under 
supervision in a well-planned respiratory protective program. 

b. For air-purifying respirators only when high efficiency particu- 
late filters, above 99.97% removal efficiency by thermally 
generated 0.3 um dioctyl phthalate (DOP) test or equivalent, are 
used in atmospheres not deficient in oxygen and not containing 
radioactive gas or vapor respiratory hazards. 

c. Мо adjustment is to be made for the use of sorbents against 
radioactive material in the form of gases or vapors. 

d. For atmosphere-supplying respirators only when supplied with 
adequate respirable air. Respirable air shall be provided of the 
quality and quantity required in accordance with the National 
Institute for Occupational Safety and Health and the Mine Safety 
and Health Administration certification described in 30 CFR 11. 
Oxygen and air shall not be used in the same apparatus. 


2. Only for shaven faces and where nothing interferes with the seal 
of tight-fitting facepieces against the skin. Hoods and suits are 
excepted, 


3. The mode symbols are defined as follows: 


CF = continuous flow 

D - demand 

NP = negative pressure, that is, negative phase during 
inhalation 

PD - pressure demand, that is, always positive pressure 

PP = positive pressure 

RD - demand, recirculating or closed circuit 

RP - pressure demand, recirculating or closed circuit 
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4. NIOSH & MSHA are the National Institute for Occupational 
Safety and Health and the Mine Safety and Health Administra- 
tion. 


5. Excluding radioactive contaminants that present an absorption 
or submersion hazard. For tritium oxide, approximately one- 
third of the intake occurs by absorption through the skin so that 
an overall protection factor of less than two is appropriate when 
atmosphere-supplying respirators are used to protect against 
tritium oxide. If the protection factor for respiratory protective 
equipment is five, the effective protection factor for tritium is 
about 1.4; with protection factors of ten, the effective factor for 
tritium oxide is about 1.7; and with protection factors of one 
hundred or more, the effective factor for tritium oxide is about 
1.9. Air-purifying respirators are not suitable for protection 
against tritium oxide. See also footnote 9 concerning supplied- 
air suits. 


6. Canisters and cartridges shall not be used beyond service-life 
limitations. 


7. | Under-chin type only. This type of respirator is not satisfactory 
for use where it might be possible, if an accident or emergency 
were to occur, for the ambient airborne concentrations to reach 
instantaneous values greater than ten times the pertinent values 
in Table I, Column 3 of WAC 246-221-290. This type of 
respirator is not suitable for protection against plutonium or 
other high-toxicity materials. The mask is to be tested for fit 
prior to use, each time it is donned. 


8. Equipment shall be operated in a manner that ensures that 
proper air flow-rates are maintained. A protection factor of no 
more than one thousand may be utilized for tested-and-certified 
supplied-air hoods when a minimum air flow of six cubic feet 
per minute (0.17 m/min) is maintained and calibrated air line 
pressure gauges or flow measuring devices are used. A 
protection factor of up to two thousand may be used for tested 
and certified hoods only when the air flow is maintained at the 
manufacturer’s recommended maximum rate for the equipment, 
this rate is greater than six cubic feet per minute (0.17 m"/min) 
and calibrated air line pressure gauges or flow measuring 
devices are used. 


The design of the supplied-air hood or helmet, with a minimum 
flow of six cubic feet per minute (0.17 m"/min) of air, may 
determine its overall efficiency and the protection it provides. 
For example, some hoods aspirate contaminated air into the 
breathing zone when the wearer works with hands-over-head. 
This aspiration may be overcome if a short cape-like extension 
to the hood is worn under a coat or overalls. Other limitations 
specified by the approval agency shall be considered before 
using a hood in certain types of atmospheres. See footnote 9. 


9. Appropriate protection factors shall be determined, taking into 
account the design of the suit and its permeability to the 
contaminant under conditions of use. There shall be a standby 
rescue person equipped with a respirator or other apparatus 
appropriate for the potential hazards and communications 
equipment whenever supplied-air suits are used. 


10. No approval schedules are currently available for this equip- 
ment. Equipment is to be evaluated by testing or on the basis of 
reliable test information. 


11. This type of respirator may provide greater protection and be 
used as an emergency device in unknown concentrations for 
protection against inhalation hazards. External radiation hazards 
and other limitations to permitted exposure, such as skin 
absorption, must be taken into account in such circumstances. 


12. Quantitative fit testing shall be performed on each individual, 
and no more than 0.02% leakage is allowed with this type of 
apparatus. Perceptible outward leakage of gas from this or any 
positive pressure self-contained breathing apparatus is unaccept- 
able because service life will be reduced substantially. Special 
training in the use of this type of apparatus shall be provided to 
the wearer. 


(2) The licensee may use protection factors for respira- 
tors approved by the United States Bureau of Mines and the 
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National Institute for Occupational Safety and Health, 
according to applicable approvals for respirators for type and 
mode of use to protect against airborne radionuclides, to the 
extent that they do not exceed the protection factors listed in 
the table given in subsection (1) of this section. The 
protection factors listed in this table may not be appropriate 
to circumstances where chemical or other respiratory hazards 
exist in addition to radioactive hazards. The selection and 
use of respirators for such circumstances should take into 
account applicable approvals of the United States Bureau of 
Mines and the National Institute for Occupational Safety and 
Health. 

(3) The licensee should also be aware that the concen- 
tration values in Table I, Column 3 of WAC 246-221-290 
are based on internal dose due to inhalation, and that 
radioactive contaminants may present external exposure 
hazards at higher concentrations. Under these circumstances, 
limitations on occupancy may have to be governed by 
external dose limits. 


[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-221-285, filed 
12/9/93, effective 1/9/94.} 


WAC 246-221-290 Appendix A—Annual limits on 
intake (ALI) and derived air concentrations (DAC) of 
radionuclides for occupational exposure; effluent concen- 
trations; concentrations for release to sanitary sewerage. 
For each radionuclide, Table I indicates the chemical form 
which is to be used for selecting the appropriate ALI or 
DAC value. The ALIs and DACs for inhalation are given 
for an aerosol with an activity median aerodynamic diameter 
(AMAD) of 1 um (micron) and for three classes (D,W,Y) of 
radioactive material, which refer to their retention (approxi- 
mately days, weeks or years) in the pulmonary region of the 
lung. This classification applies to a range of clearance half- 
times for D if less than ten days, for W from ten to one 
hundred days, and for Y greater than one hundred days. 
Table II provides concentration limits for airborne and liquid 
effluents released to the general environment. Table III 
provides concentration limits for discharges to sanitary 
sewerage. 


Note: The values in Tables I, II, and III are presented in the computer 
"E" notation. In this notation a value of 6E-02 represents a 
value of 6 x 1072 ог:0.06, 6E+2 represents 6 x 10“ or 600, and 
6E+0 represents 6 x 10" or 6. 


Table I "Occupational Values" 


Note that the columns in Table I of this appendix 
captioned "Oral Ingestion ALI," "Inhalation ALL," and 
"DAC," are applicable to occupational exposure to radioac- 
tive material. 


The ALIs in this appendix are the annual intakes of 
given radionuclide by "Reference Man" which would result 
in either: A committed effective dose equivalent of 0.05 Sv 
(5 rem), stochastic ALI; or a committed dose equivalent of 
0.5 Sv (50 rem) to an organ or tissue, nonstochastic ALI. 
The stochastic ALIs were derived to result in a risk, due to 
irradiation of organs and tissues, comparable to the risk 
associated with deep dose equivalent to the whole body of 


_ 0.05 Sv (5 rem). The derivation includes multiplying the 


committed dose equivalent to an organ or tissue by a 
weighting factor, wy. This weighting factor is the proportion 
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of the risk of stochastic effects resulting from irradiation of 
the organ or tissue, T, to the total risk of stochastic effects 
when the whole body is irradiated uniformly. The values of 
Wr are listed under the definition of weighting factor in 
WAC 246-221-005. The nonstochastic ALIs were derived 
to avoid nonstochastic effects, such as prompt damage to 
tissue or reduction in organ function. 


A value of мт = 0.06 is applicable to each of the five 
organs or tissues in the "remainder" category receiving the 
highest dose equivalents, and the dose equivalents of all 
other remaining tissues may be disregarded. The following 
portions of the GI tract — stomach, small intestine, upper 
large intestine, and lower large intestine — are to be treated 
as four separate organs. 


Note that the dose equivalents for an extremity, elbows, 
arms below the elbows, feet and lower legs, knees, and legs 
below the knees, skin, and lens of the eye are not considered 
in computing the committed effective dose equivalent, but 
are subject to limits that must be met separately. 


When an ALI is defined by the stochastic dose limit, 
this value alone is given. When an ALI is determined by 
the non-stochastic dose limit to an organ, the organ or tissue 
to which the limit applies is shown, and the ALI for the 
stochastic limit is shown in parentheses. Abbreviated organ 
or tissue designations are used: 


LLI wall = lower large intestine wall; 
St. wall = stomach wall; 

Blad wall = bladder wall; and 

Bone surf = bone surface. 


The use of the ALIs listed first, the more limiting of the 
stochastic and nonstochastic ALIs, will ensure that 
nonstochastic effects are avoided and that the risk of 
stochastic effects is limited to an acceptably low value. If, 
in a particular situation involving a radionuclide for which 
the nonstochastic ALI is limiting, use of that nonstochastic 
ALI is considered unduly conservative, the licensee may use 
the stochastic ALI to determine the committed effective dose 
equivalent. However, the licensee shall also ensure that the 
0.5 Sv (50 rem) dose equivalent limit for any organ or tissue 
is not exceeded by the sum of the external deep dose 
equivalent plus the internal committed dose equivalent to 
that organ, not the effective dose. For the case where there 
is no external dose contribution, this would be demonstrated 
if the sum of the fractions of the nonstochastic ALIs (ALI,.) 
that contribute to the committed dose equivalent to the organ 
receiving the highest dose does not exceed unity, that is, > 
(intake (in Ci) of each radionuclide/ALT,.) < 1.0. If there 
is an external deep dose equivalent contribution of H,, then 
this sum must be less than 1 - (Н,/50), instead of < 1.0. 


The derived air concentration (DAC) values are derived 
limits intended to control chronic occupational exposures. 
The relationship between the DAC and the ALI is given by: 


DAC = ALI (in uCi)/(2000 hours per working year 
x 60 minutes/hour x 2 x 104 ml per minute) = 
[ALI/2.4 x 107) pCi/ml, 


where 2 x 104 ml per minute is the volume of air 
breathed per minute at work by Reference Man 
under working conditions of light work. 
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The DAC values relate to one of two modes of expo- 
sure: Either external submersion or the internal committed 
dose equivalents resulting from inhalation of radioactive 
materials. DACs based upon submersion are for immersion 
in a semi-infinite cloud of uniform concentration and apply 
to each radionuclide separately. 


The ALI and DAC values include contributions to 
exposure by the single radionuclide named and any in- 
growth of daughter radionuclides produced in the body by 
decay of the parent. However, intakes that include both the 
parent and daughter radionuclides should be treated by the 
general method appropriate for mixtures. 


The values of ALI and DAC do not apply directly when 
the individual both ingests and inhales a radionuclide, when 
the individual is exposed to a mixture of radionuclides by 
either inhalation or ingestion or both, or when the individual 
is exposed to both internal and external irradiation. See 
WAC 246-221-015. When an individual is exposed to 
radioactive materials which fall under several of the translo- 
cation classifications of the same radionuclide, such as, Class 
D, Class W, or Class Y, the exposure may be evaluated as 
if it were a mixture of different radionuclides. 


It should be noted that the classification of a compound 
as Class D, W, or Y is based on the chemical form of the 
compound and does not take into account the radiological 
half-life of different radionuclides. For this reason, values 
are given for Class D, W, and Y compounds, even for very 
short-lived radionuclides. 


Table II 


The columns in Table II of this appendix captioned 
"Effluents," "Air" and "Water" are applicable to the assess- 
ment and control of dose to the public, particularly in the 
implementation of the provisions of WAC 246-221-070. The 
concentration values given in Columns 1 and 2 of Table II 
are equivalent to the radionuclide concentrations which, if 
inhaled or ingested continuously over the course of a year, 
would produce a total effective dose equivalent of 0.50 mSv 
(0.05 rem). 


Consideration of nonstochastic limits has not been 
included in deriving the air and water effluent concentration 
limits because nonstochastic effects are presumed not to 
occur at or below the dose levels established for individual 
members of the public. For radionuclides, where the 
nonstochastic limit was governing in deriving the occupa- 
tional DAC, the stochastic ALI was used in deriving the 
corresponding airborne effluent limit in Table П. For this 
reason, the DAC and airborne effluent limits are not always 
proportional as was the case in the previous Appendix A of 
this chapter. 


"Effluent Concentrations" 


The air concentration values listed in Table II, Column 
1 were derived by one of two methods. For those radionu- 
clides for which the stochastic limit is governing, the 
occupational stochastic inhalation ALI was divided by 2.4 x 
109, relating the inhalation ALI to the DAC, as explained 
above, and then divided by a factor of three hundred. The 
factor of three hundred includes the following components: 
A factor of fifty to relate the 0.05 Sv (5 rem) annual 
occupational dose limit to the 1 mSv (0.1 rem) limit for 
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members of the public, a factor of three to adjust for the 


LIST OF ELEMENTS 


difference in exposure time and the inhalation rate for a Atomic Atomic 
worker and that for members of the public; and a factor of Name Symbol Number Name Symbol Number 
two to adjust the occupational values, derived for adults, so Actinium Ac 89 Mercury Hg 80 
that they are applicable to other age groups. Aluminum Al 13 Molybdenum Мо 42 
2 : š ¿ А Americium Am 95 Neodymium Nd 60 
For those radionuclides for which submersion, that is Antimony 5% 51 КӨШІНЕ Np 93 
external dose, is limiting, the occupational DAC in Table I, Argon Ar 18 Nickel Ni 28 
Column 3 was divided by two hundred nineteen. The factor Arsenic As 33 Niobium Nb 4l 
of two hundred nineteen is composed of a factor of fifty, аѕ Astatine M 85 Damn Os 16 
d ibed ab daf f 4.38 relati ; 1 Barium Ba 56 Palladium Pd 46 
escribed above, and a factor o " re ating occupationa Berkelium Bk 97 Phosphorus P 15 
exposure for two thousand hours per year to full-time Beryllium Ве 4 Platinum Pt 78 
exposure (eight thousand seven hundred sixty hours per Bismuth Bi 83 Plutonium Pu 94 
year). Note that an additional factor of two for age consid- Bromine Br 35 Polonium Po 84 
tions is not warranted in the submersion case Cadmium -SEd Ба Еос K 19 
«та I Calcium Ca 20 Praseodymium Рг 59 
The water concentrations were derived by taking the Califomium Cf 98 Promethium Pm 61 
t tricti ti ] stochasti li tion ALI Carbon C 6 Protactinium Pa 91 
most restrictive occupa oy Stochastic oral inges ion Cerium Ce 58 Radium Ra 88 
and dividing by 7.3 х 10’. The factor of 7.3 x 10’ (ml) Cesium Cs 55 Radon Rn 86 
includes the following components: The factors of fifty and Chlorine cl 17 Rhenium Re 75 
two described above and a factor of 7.3 x 10? (ml) which is ata E a E а Е 
` ора о ubidium 
the annual water intake of Reference Man. Copper Cu 29 Ruthenium Ru 44 
Note 2 of this appendix provides groupings of radionu- risa n < aer Pa 62 
clides which are applicable to unknown mixtures of оу Scandium " a 
Е Š 3 д : . Einsteinium Es 99 Selenium Se 34 
radionuclides. These groupings, including occupational Erbium Er 68 Silicon Si 14 
inhalation ALIs and DACs, air and water effluent concentra- Europium Eu 63 Silver  . Ag 47 
tions and releases to sewer, require demonstrating that the Fermum | Fm 100 Sodium Na 11 
most limiting radionuclides in.successive classes are absent. Fiore Е Strontium Sr 38 
he limit f h k 2 is defined wh h Francium Fr 87 Sulfur S 16 
The limit for the unknown mixture is defined when the Gadolinium Gd 64 Tantalum Ta 73 
presence of one of the listed radionuclides cannot be Gallium Ga 31 Technetium Te 43 
definitely excluded as being present either from knowledge Germanium Ge 32 Tellurium Te 52 
of the radionuclide composition of the source or from actual Gold Au 79 Terbium Tb 65 
measurements Hafnium Hf 72 Thallium Tl 81 
; Holmium Ho 67 Thorium Th 90 
Table III "Releases to Sewers" ied E m TUNE Eu a 
пашт in n 
The monthly average concentrations for release to Iodine I 53 Titanium Ti 22 
sanitary sewerage are applicable to the provisions in WAC Iridium Ir T Tungsten W 74 
246-221-190. The concentration values were derived b aa re = Uranium v e 
) , nce : \ M Krypton Kr 36 Vanadium V 23 
taking the most restrictive occupational stochastic oral Lanthanum La 57 Xenon Xe 54 
ingestion ALI and dividing by 7.3 x 106 (ml). The factor Lead Pb 82 Ytterbium Yb 70 
of 7.3 x 106 (ml) is composed of a factor of 7.3 x 105 (ml), Lutetium Lu 71 Yttrium Y 39 
the annual water intake by Reference Man, and a factor of Magnesium Mg 12 Zinc | Zn 30 
; ñ anganese Mn 25 Zirconium Zr 40 
ten, such that the concentrations, if the sewage released by Mendelevium Md 101 
the licensee were the only source of water ingested by a 
Reference Man during a year, would result in a committed 
effective dose equivalent of 5 mSv (0.5 rem). 
Table I Table II Table III 
Occupational Values Effluent Releases to 
Concentrations Sewers 
Col. 1 Col. 2 Col. 3 Col. 1 Col. 2 
Oral Monthly 
Ingestion Inhalation Average 
- Concentration 
Atomic Radionuclide Class ALI ALI DAC Air Water 
No. uci pCi pCi/ml pCi/ml uCi/ml pCi/ml 
1 Hydrogen-3 Water, DAC includes skin 
absorption 8E+4 8E+4 2E-5 1E-7 1E-3 1Е-2, 
Саѕ (НТ ог т) Submersion!: Use above values as HT and T> oxidize in air and in the body to HTO. 
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4 Beryllium-7 W, all compounds except 4E+4 2E+4 9E-6 3E-8 6E-4 6E-3 
those given for Y 
Y, oxides, halides, and 


nitrates - 2E+4 8E-6 3E-8 - - 
4 ВегуШшп-10 W, see ? Be 18+3 2842 68-8 28-10 : Е 
LLI wall 
(1E+3) - - - 2E-5 2E-4 
Y, see /Be s IE+1 6E-9 2E-11 е Ë 
6 Carbon-112 Monoxide : 1E+6 5E-4 2E-6 А 2 
Dioxide - 6E+5 3E-4 9E-7 - - 
Compounds 4E+5 4E+5 2E-4 6E-7 6E-3 6E-2 
6  Carbon-14 Monoxide - 2E+6 7E-4 2E-6 a = 
Dioxide - 2E+5 9E-5 3E-7 - - 
Compounds 2E+3 2Е+3 16-6 3E-9 3E-5 3E-4 
9 Fluorine-182 D, fluorides of H, Li, 
Na, K, Rb, Cs, and Fr 5E+4 7Е+4 3E-5 1E-7 - - 
St wall 
(5Е+4) - - - TE-4 TE-3 
W, fluorides of Be, Mg, 
Ca, Sr, Ba, Ra, Al, Ga, " 
In, ТІ, As, Sb, Bi, Fe, 
oes Ru, Os, Co, Ni, Pd, Pt, 
үшде Cu, Ag, Au, Zn, Cd, Hg, 
К Sc, Y, Ті, Zr, У, Nb, 
i Ta, Mn, Tc, and Re - 9E+4 4E-5 1E-7 - - 
i Y, lanthanum fluoride - 8E+4 3E-5 1E-7 - - 
: 11 Sodium-22 D, all compounds 4E+2 6E+2 3E-7 9E-10 6E-6 6E-5 
Ë 11 Sodium-24 D, all compounds 4E+3 5E+3 2E-6 7E-9 5E-5 5E-4 
5 12 Magnesium-28 D, all compounds except 
: those given for W 7Е+2 2E+3 7E-7 2E-9 9E-6 9E-5 
R W, oxides, hydroxides, 
i carbides, halides, and 
: nitrates - 1E+3 SE-7 2E-9 - - 
: 13 Aluminum-26 D, all compounds except 
RM those given for W 4E+2 6E+1 3E-8 9Е-11 6E-6 6E-5 
uu W, oxides, hydroxides, 
ES carbides, halides, and 
nitrates - 9Е+1 46-8 18-10 - - 
14 Silicon-31 D, all compounds except 
those given for W and Y 9E+3 3E+4 1E-5 4E-8 1E-4 1E-3 
W, oxides, hydroxides, 
carbides, and nitrates - 3E+4 ]E-5 5Е-8 - - 
Y, aluminosilicate glass - 3E+4 1E-5 4E-8 - - 
14 Silicon-32 D, see 3151 28+3 28+2 1E-7 3E-10 : Š 
LLI wall 
1 (3E+3) - - - 4E-5 4E-4 
W, see 2! si n 1E+2 5E-8 2E-10 : : 
Y, see 3151 3 5E«0 2E-9  7E42 Š - 
15 Phosphorus-32 D, all compounds except 
phosphates given for W 6E+2 9E+2 4E-7 IE-9 9E-6 9E-5 
W, Phosph tes of Zn И 
S?*, Mg^*, Fe?*, Bi?*, 
and lanthanides - 4E+2 2E-7 SE-10 - - 
15  Phosphorus-33 D, see 32p 6E+3 8E+3 4E-6 1E-8 8E-5 8E-4 
W, see ^P - 3E+3 1E-6 4E-9 - - 
16 Sulfur-35 Vapor - 1E+4 6E-6 2E-8 - - 
D, sulfides and sulfates 
except those given for W 1E+4 2E+4 7E-6 2E-8 - - 
LLI wall 
(8E+3) - - - 1E-4 1E-3 


W, elemental sulfur, 6E+3 
- sulfides of Sr, Ba, Ge, 
Sn, Pb, As, Sb, Bi, Cu, 
Ag, Au, Zn, Cd, Hg, W, and 
Mo. Sulfates of Ca, Sr, 
Ba, Ra, As, Sb, and Bi - 2E+3 9E-7 3E-9 - - 


17 Chlorine-36 D, chlorides of H, Li, 
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17 Chlorine-382 


17 Chlorine-392 


18 Argon-37 
18 Argon-39 
18 Argon-41 


19 Potassium-40 
19 Potassium-42 
19 Potassium-43 
19 Potassium-442 


19  Potassium-452 


20 Calcium-41 


20  Calcium-45 

20 . Calcium-47 

21 Scandium-43 
21 Scandium-44m 
21 Scandium-44 
21 Scandium-46 
21 Scandium-47 


21 Scandium-48 
21 Scandium-492 
22 Titanium-44 


22 Titanium-45 


23 Vanadium-472 


23 Vanadium-48 


23 Vanadium-49 
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Na, K, Rb, Cs, and Fr 

W, chlorides of lantha- 
nides, Be, Mg, Ca, Sr, 
Ba, Ra, Al, Ga, In, TI, 
Ge, Sn, Pb, As, Sb, Bi, 
Fe, Ru, Os, Co, Rh, Ir, 
Ni, Pd, Pt, Cu, Ag, Au, 
Zn, Cd, Hg, Sc, Y, Ti, 
Zr, Hf, V, Nb, Ta, Cr, 
Mo, W, Mn, Tc, and Re 


D, see 36c] 
W, see 36c] 
D, see 36c1 


W, see 36СІ 
1 


1 
1 


Submersion 
Submersion 
Submersion 
D, all compounds 
D, all compounds 
D, all compounds 


D, all compounds 


D, all compounds 


W, all compounds 


W, all compounds 
W, all compounds 
Y, all compounds 
Y, all compounds 
Y, all compounds 
Y, all compounds 


Y, all compounds 


Y, all compounds 
Y, all compounds 


D, all compounds except 
those given for W and Y 

W, oxides, hydroxides, 
carbides, halides, and 
nitrates 

Y, SrTiO 


D, see 44 
W, see Ti 
Y, see 44r; 


D, all compounds except 
those given for W 


W, oxides, hydroxides, 
carbides, and halides 


D, see 47у 
W, see 4 у 


D, see ay 


Department of Health 


2E+3 2Е+3 1Е-6 
- 2E+2 1E-7 
2E+4 4E+4 2E-5 
St wall 

(3Е+4) - - 

- 5Е+4 2E-5 
2E+4 5Е+4 26-5 
St wall 

(4E+4) - - 

- 6E+4 2E-5 
š - 1E+0 
- - 2E-4 
- - 3E-6 
3E+2 4E+2 2E-7 
5E+3 5E+3 2E-6 
6E+3 9E+3 4E-6 
2E+4 7E+4 3E-5 
St wall 

(4E+4) - - 
3E+4 1E+5 5Е-5 
St wall 

(5E+4) - - 
3E+3 4E+3 2E-6 
Bonesurf Bone surf 

(4E+3) (4E+3) - 
2E+3 8E+2 4E-7 
8E+2 9E+2 4E-7 
TE+3 2E+4 9E-6 
5E+2 7E+2 3E-7 
4E+3 1E+4 5E-6 
9E+2 2E+2 1E-7 
2E+3 3E+3 1E-6 
LLI wall 

(3E+3) - - 
8E+2 1E+3 6E-7 
2E+4 5Е+4 2Е-5 
3E+2 LE+1 5E-9 
- 3E+1 1E-8 
- 6E+0 2E-9 
9Е+3 3Е+4 1Е-5 
- 4Е+4 1Е-5 
- 3Е+4 1Е-5 
3Е+4 8Е+4 3E-5 
St wall 

(3E+4) - š 

- 1E+5 4E-5 
6E+2 1E+3 5Е-7 
- 6E+2 3E-7 
TE+4 3E+4 1E-5 


3E-9 


2E-5 


2E-4 
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LLI wall Bone surf 


(9Е-4) — GE+4) Е 58-8 1E3 1E-2 
№, see Tv i 2E+4 8E-6 2E-8 : : 
24 . Chromium-48 D, all compounds except P: 
ЕДУ those given for W and Y 6E+3 1E+4 5E-6 2E-8 8E-5 8E-4 
W, halides and nitrates - 7Е+3 3E-6 ]E-8 - - 
Y, oxides and hydroxides - 7Е+3 3E-6 1E-8 - - 
24 Chromium-492 D, see 48Сг 3E44 8E+4 4E-5 1Е-7 48-4 48-3 
W, see 48Сг 5 1E+5 4E-5 1E-7 А à 
Y, see 48Cr š 9E+4 4E-5 1E-7 š š 
24 Chromium-51 D, see 48Ст 4E+4 — SEM 2E-5 6E-8 5E-4 5E-3 
W, see *°Cr - > 2E+4 1E-5 3E-8 - - 
Y, see ^9Cr n 2E+4 8E-6 3E-8 : - 
25 Manganese-5 12 D, all compounds except : 
those given for W 2E+4 5Е+4 2Е-5 7Е-8 3E-4 3E-3 
W, oxides, hydroxides, 
halides, and nitrates - 6E+4 3E-5 8E-8 - - 
25 Мапғапеѕе-52т2 D, see 9! Mn 3E+4 9E+4 4E-5 1E-7 А : 
St wall 
(EH) — - - $ 5Е-4 5E-3 
W, see ?! Mn 2 1E+5 4E-5 1E-7 И š 
25 Manganese-52 D, see 51Мп 7E+2 1E+3 5E-7 2E-9 18-5 18-4 
W, see ^ “Мп - 9Е+2 4Е-7 1Е-9 - - 
25 Manganese-53 D, see ?! Mn 5E+4 1E+4 5E-6 А 78-4 78-3 
Bone surf : 
š (2Е4) Е ЗЕ-8 с А 
W, see 9! Mn > 1E+4 5E-6 2E-8 қ 5 
25 Manganese-54 D, see 51Мп 2E+3 9E+2 4E-7 18-9 3E-5 3E-4 
W, see 9! Mn : 8E«2 3E-7 1E-9 К 5 
25 Manganese-56 D, see 51Мп 5Е+3 2E+4 6E-6 2E-8 7E-5 7E-4 
W, see >!Mn К 2E+4 9E-6 3E-8 : š 
26 Iron-52 D, all compounds except 
those given for W 9E+2 3E+3 1E-6 4E-9 1E-5 1E-4 
W, oxides, hydroxides, 
and halides , 28+3 18-6 3E-9 š š 
26 Iron-55 D, sec 5260 9E«3 2E+3 8E-7 3E-9 1Е-4 18-3 
W, see >“Fe x 4E+3 2E-6 6E-9 3 š 
26 Iron-59 D, see >2Fe 8E+2 3E+2 1E-7 5E-10 1E-5 1E-4 
W, see 52-е - 5E+2 2E-7 7E-10 2 : 
26 Iron-60 D, see 5256 3E+1 6E«0 3E-9 9E-12 4E-7 4E-6 
W, see ?2Fe В 28+1 88-9 38-11 А n 
27 Cobalt-55 W, all compounds except 
those given for Y 1E+3 3E43 18-6 48-9 28-5 28-4 
Ү, oxides, hydroxides, 
halides, and nitrates - 3E+3 1E-6 4E-9 - - 
27  Cobalt-56 W, see 35Co 5E+2 3E+2 1E-7 4E-10 6E-6 6E-5 
Y, see ^" Co 4E+2 2E+2 8E-8 3E-10 - - 
27 Cobalt-57 W, see 55Со 8E+3 3E+3 1E-6 4E-9 6E-5 6E-4 
Y, see 55Со 4E43 TE+2 3E-7 9E-10 К = 
27 Cobalt-58m W, see 22Co 6E+4 98+4 48-5 1Е-7 8E-4 8E-3 
Y, see Co 4 6E+4 3E-5 9E-8 š š 
27 Cobalt-58 W, see 55Со 28+3  IEr3 5E-7 2E-9 285 2E-4 
Y, see 55Со 1E+3 7E+2 3E-7 1E-9 s š 
27 Cobalt-60m2 W, see 55Со 1E+6 4E46 2E-3 6E-6 = : 
St wall 
Р (EX) - j : 28-2 28-1 
Y, see 55Со : 3E+6 1E-3 4E-6 А - 
27 Cobalt-60 W, see 55Со 5E42 28+2 78-8 28-10 3E-6 3E-5 
Y, see ”“Со 2E+2 3E+1 1E-8 5E-11 - - 
27 Cobalt-617 W, see со 2E+4 6E+4 3E-5 9E-8 3E-4 3E-3 
Y, see ~~Co 2Е+4 6Е+4 2Е-5 8E-8 - - 
27 Соһан-62т2 W, see 55Со 4E44 2E+5 7E-5 2E-7 Я i 
St wall . 


(1997 Ed.) [Title 246 WAC—page 179] 


246-221-290 


28 


28 


28 


28 


28 


28 


29 


29 


29 


29 


30 
30 


30 
30 
30 
30 
30 
31 


31 


31 


31 


31 


[Title 246 WAC—page 180] 


Nickel-56 


Nickel-57 
Nickel-59 
Nickel-63 
Nickel-65 


Nickel-66 


Соррег-602 


Соррег-61 
Соррег-64 
Соррег-67 


Zinc-62 
Zinc-632 


Zinc-65 
Zinc-69m 
Zinc-692 
Zinc-71m 
Zinc-72 
Gallium-65? 


Gallium-66 
Gallium-67 
Gallium-682 


Gallium-702 
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Y, see 55со 


D, all compounds except 
those given for W 

W, oxides, hydroxides, 
and carbides 


Vapor 
D, see S6Ni 
W, see S6wi 
Vapor 
D, see 56 i 
W, see SóNi 
Vapor 
D, see S6Ni 
W, see 5 Ni 
Vapor 
D, see 56 i 
W, see ~~ Ni 
Vapor 
D, see S6Ni 
W, see 36Ni 
Vapor 


D, all compounds except 
those given for W and Y 


W, sulfides, halides, 
and nitrates 
Y, oxides and hydroxides 


D, see 60сы 
W, see "Cu 
Y, see 6 Cu 


D, see ббсу 
W, see 6 Cu 
Y, see ббсу 


D, see 60си 
W, see 6 Cu 
Y, see Ocu 


Y, all compounds 


Y, all compounds 


Y, all compounds 
Y, all compounds 
Y, all compounds 
Y, all compounds 
Y, all compounds 


D, all compounds except 
those given for W 


W, oxides, hydroxides, 
carbides, halides, and 
nitrates 


D, see 656a 
W, see 6 Ga 


D, see 656a 
W, see °” Ga 


D, see 65Ga 
W, see ^" Ga 


D, see 656a 


(SE+4) 


2E+5 


2E+3 


1E+3 
1E+3 


SE+3 
3E+3 
6E+3 


4E43 
7E43 
2E+3 


2E+3 
3E+3 
8E+2 


2E+4 
3E+4 
2E+4 


2Е+3 


6Е+2 
3E+3 


9Е+4 


6Е-5 
8E-7 


5Е-7 
5Е-7 


2E-6 
1E-6 
3E-6 
2E-6 
3E-6 
8E-7 
7E-7 
1E-6 
3E-7 
1E-5 
1E-5 
7Е-6 


7Е-7 
3E-7 
1E-6 


4E-5 
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31 


32 


E 32 
5 
s 
: 


32 


32 


32 


32 


3 


32 


33 


33 
33 
33 
33 
33 
33 
33 


33 
34 


34 


34 


34 


34 


34 


34 
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Gallium-72 
Gallium-73 


Germanium-66 


Germanium-672 


Germanium-68 
Germanium-69 


Germanium-71 


Germanium-752 


Germanium-77 


Germanium-782 


Arsenic-692 


Arsenic-702 
Arsenic-71 
Arsenic-72 
Arsenic-73 
Arsenic-74 
Arsenic-76 


Arsenic-77 


Arsenic-782 
Selenium-702 


Selenium-73m? 
Selenium-73 
Selenium-75 
Selenium-79 
Selenium-81m2 


Selenium-8 12 


Radiation Protection Standards 


W, see 656a 


D, see 656a 
W, see ^" Ga 


D, see 656a 
W, see “Ga 


D, all compounds except 
those given for W 

W, oxides, sulfides, 
and halides 


D, see 66Ge 


W, see 66Ge 


66, 
D, see "Ge 
W, see 66се 


66 
D, see “Эбе 
W, see 66Ge 


D, see 66Ge 
W, see 66 Ge 
D, see 66Ge 


W, see 66 Ge 


D, see 6bGe 
W, see "Ge 


D, see 66бе 


W, see 66Ge 
W, all compounds 


W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 


W, all compounds 


W, all compounds 


D, all compounds except 
those given for W 

W, oxides, hydroxides, 
carbides, and 
elemental Se 


D, see 70е 
W, see '" Se 
D, see 70 e 
W, see ‘~Se 
D, see 70 е 
W, see '"Se 
D, see 70 e 
W, see ' "Se 
D, see 70 e 
W, see '"Se 


D, see 704. 


St wall 
(7Е+4) 


1E+3 


5Е+3 


2E+5 
4Е+3 
3E+3 


2E+4 
2E+4 


3E+4 


2E+4 
9Е+4 


1Е+5 


4E+3 
1E+2 


2E+4 
8E+3 


4E+5 
4E+4 
8E+4 


8E+4 


8E-5 


1E-6 
1E-6 


6E-6 
6E-6 


IE-5 


8E-6 
4E-5 


4E-5 
2E-6 
4E-8 


6E-6 
3E-6 


2E-4 
2E-5 
3E-5 


4E-5 


4E-6 
2E-6 


9E-6 


1E-3 1E-2 
2E-5 2Е-4 
7E-5 7E-4 
3E-4 3E-3 
6E-4 6E-3 
6E-5 6E-4 
2E-4 2E-3 
7E-3 7E-2 
9E-4 9E-3 
1E-4 1E-3 
3E-4 3E-3 
6E-4 6E-3 
2E-4 2Е-3 
58-5 56-4 
1Е-5 1Е-4 
1Е-4 18-3 
2E-5 2E-4 
1E-5 1E-4 
6E-5 6E-4 
1E-4 1E-3 
1E-4 1E-3 
4E-4 | 4Е-3 
4E-5 4E-4 
7Е-6 78-5 
8E-6 8E-5 
3E-4 3E-3 
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34 Selenium-832 
35 Bromine-74m? 
35 Вготіпе-742 
35 Bromine-752 
35 Bromine-76 
35 Bromine-77 
35 Bromine-80m 
35 Вготіпе-802 
35 Bromine-82 
35 Bromine-83 
35 Bromine-842 
36 Krypton-742 
36 Krypton-76 
36 Krypton-772 
36 Krypton-79 
36 Krypton-81 
36 Krypton-83m 
36 . Krypton-85m 
36 Krypton-85 
36 Krypton-872 
36 Krypton-88 
37  Rubidium-79? 
37  Rubidium-81m? 
37 Rubidium-81 
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W, see 70se 


D, see 70 e 
W, see '"Se 


D, bromides of H, Li, 
Na, K, Rb, Cs, and Fr 


W, bromides of lantha- 
nides, Be, Mg, Ca, Sr, 
Ba, Ra, Al, Ga, In, TI, 
Ge, Sn, Pb, As, Sb, Bi, 
Fe, Ru, Os, Co, Rh, Ir, 
Ni, Pd, Pt, Cu, Ag, Au, 
Zn, Cd, Hg, Sc, Y, Ti, 
Zr, Hf, V, Nb, Ta, Mn, 
Tc, and Re 


D, see 7470Вг 


W, see 7471; 


D, see 74mpg, 


W, see 74 mp, 


D, see "Apr 
W, see / ^p, 
D, see 74mp, 
W, see /*™ Br 
D, see 74mp, 
W, see 74mg, 


D, see “4™pr 


W, see 74mp, 


D, вес “4Mpy 
W, see / ^p, 


D, see 740Вг 


W, see mp, 
74mp, 


D, see 
W, see "Amp, 
Submersion 


Submersion 


Та 


Submersion 
Submersion! 
Submersion! 
Submersion! 
Submersion! 
l 
1 


1 


Submersion 
Submersion 
Submersion 


D, all compounds 


D, all compounds 


D, all compounds 


(8E+4) 


4E+4 
3E+4 


1Е+4 
St wall 
(2E+4) 


3E-4 


3E-3 


8E-3 


4E-2 
SE-3 
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37 Rubidium-82m_ D, all compounds 1E+4 2E+4 7E-6 2E-8 2E-4 2E-3 
37 Rubidium-83 D, all compounds 6E+2 1E+3 4E-7 1E-9 9E-6 9E-5 
37 Rubidium-84 D, all compounds 5E+2. 8E+2 3E-7 1E-9 7Е-6 76-5 
37 Rubidium-86 D, all compounds 5Е+2 8Е+2 3E-7 18-9 7Е-6 78-5 
37 Rubidium-87 D, all compounds 1E+3 2E+3 6E-7 2E-9 1E-5 1E-4 
37 Rubidium-882 D, all compounds 2Е+4 6Е+4 3E-5 9E-8 - - 
St wall 
GE) - - š 4E-4 4E-3 
37 Rubidium-892 D, all compounds 4E+4 1E+5 6E-5 2E-7 - - 
St wall 
(6E+4) - 2 z 9E-4 9E-3 
38 Strontium-802 D, all soluble compounds 
except SrTiO 4E+3 1E+4 5E-6 2E-8 6E-5 6E-4 
Y, all insoluble com- 
pounds and SrTiO - 1E+4 5E-6 2E-8 - - 
38 Strontium-812 D, see 8051 3E+4 8E+4 3E-5 1E-7 3E-4 3E-3 
Y, see 805г 2EM 8E+4 3E-5 1E-7 - - 
38 Strontium-82 D, see 895; 3E+2 4E+2 2E-7 6E-10 : ы 
LLI wall 
QE)  - 5 E 3E-6 3E-5 
Y, see 90s, 2820 9вы 4E-8 1-10 - - 
38  Strontium-83 D, see 805г 3E+3 7E43 3E-6 18-8 3E-5 3E-4 
Y, see 805г 2E+3 4E43 1E-6 5E-9 š қ 
38  Strontium-85m? D, see 805г 28+5 6E+5 3E-4 9E-7 ЗЕ-3 3E-2 
Y, see 805г - 8E+5 4E-4 1E-6 - - 
38 Strontium-85 D, see 8051 3E+3 3E+3 1E-6 4E-9 4E-5 4E-4 
Y, see 805г Š 2E+3 6E-7 2E-9 = 2 
38  Strontium-87m D, see 805г 5E+4 1E+5 5E-5 2E-7 6E-4 6E-3 
Y, see 805г 4E+4 2E+5 6E-5 2E-7 к Н 
38 Strontium-89 D, see 90s, 6E«2 8E+2 4E-7 1E-9 Е Б 
LLI wall 
(6E+2) — - I : 8E-6 8E-5 
Y, see 8051 SEQQ  1E+2 6E-8 28-10 - - 
38 Strontium-90 D, see 8051 3E+1 2E+1 8E-9 - : = 
Bone surf Bone surf 
(48+) — QE) š 3E-11 5E-7 5E-6 
Y, see 8051 н 4E+0 2E-9 6E-12 : : 
38  Strontium-91 D, see 8051 2E+3 6E+3 2E-6 8E-9 2E-5 2E-4 
Y, see 805г š 4E+3 1E-6 5Е-9 : 2 
38  Strontium-92 D, see 805г 3E+3 9E+3 4E-6 1E-8 4E-5 4E-4 
Y, see 805; - 7E+3 3E-6. 9E-9 - - 
39 Yttrium-86m? W, all compounds except 
those given for Y 2E+4 6E+4 2E-5 8E-8 3E-4 3E-3 
Y, oxides and hydroxidės - 5E+4 2E-5 8E-8 - - 
39 Үйгішп-86 W, see S6my 1E+3 3E+3 1E-6 5E-9 2E-5 28-4 
Y, see 86my - 3E+3 1E-6 5E-9 - - 
39 Үшішт-87 W, see 86my 2E+3 3E+3 1E-6 5E-9 3E-5 3E-4 
Y, see 86my z 3E+3 1E-6 5Е-9 J = 
39 Үшішт-88 W, see Y 1E«3 3E+2 1E-7 3E-10 1E-5 18-4 
Y, see My - 2E+2 1E-7 3E-10 - - 
39 Үшішт-90т W, see Y 8E43 1E+4 5E-6 2E-8 1E-4 1E-3 
Y, see 86my Р 1E+4 5E-6 2E-8 3 : 
39 Yttrium-90 W, see 86my 4E+2 7Е+2 3E-7 9E-10 i ° 
LLI wall 
- (SE42) - ы, à 7Е-6 7Е-5 
Y, see “My - 6E+2 3E-7 9E-10 - E 
39 Үшгішт-91т2 W, see imd 1E+5 28+5 18-4 3E-7 2E-3 28-2 
Y, see 86my А 2E+5 7E-5 2E-7 " š 
39 Үшішт-91 W, see 86my 5B+2 2E+2 7E-8 2E-10 З : 
LLI wall 
is (66+2) - З " 8Е-6 8E-5 
y, see 86my - 1E+2 5E-8 28-10 À E 
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39 Yrtrium-92 W, see 86my 3E+3 9E43 4E-6 1E-8 48-5 4Е-4 
Y, see 86my -  8EG 3E-6 1E-8 - : 
39 Үйгішт-93 W, see 86my IE+3 3E+3 1E-6 4E-9 2E-5 28-4 
Y, see 86my - 2E+3 1E-6 3E-9 : š 
39 Yttrium-942 W, see 86my 2E+4 8E+4 3E-5 1E-7 š š 
St wall 
(3E+4) - - - 4E-4 4E-3 
Y, see 86my : 8Е+4 3E-5 1E-7 - г» 
39  yitrium-952 W, see 86my 4E+4 2E+5 6E-5 2E-7 с 2 
St wall 
(SEM) - š š 7E-4 7E-3 
Y, see 86my - 1E+5 6E-5 2E-7 = š 
40 Zirconium-86 D, all compounds except 
those given for W and Y IE+3 4E+3 2E-6 . 6E-9 28-5 28-4 
W, oxides, hydroxides, 
halides, and nitrates - 3E+3 1Е-6 : 4E-9 - - 
Y, carbide - 2Е-3 1Е-6 3E-9 - - 
40 Zirconium-88 D, see 967; 4843 2E42 9E-8 3E-10 5Е-5 5Е-4 
W, see 807г 2 5E+2 2E-7 7Е-10 7 : 
Y, see 862г - 3E+2 1E-7 4E-10 : a t 
40  Zirconium-89 D, see 867г 2E+3 4E+3 1E-6 5E-9 2E-5 2E-4 
W, see 867, - 2E+3 1E-6 3E-9 š E 
Y, see 867г ; 2E43 1E-6 38-9 - А 
40 Zirconium-93 D, see 867г 1E+3 6E+0 3E-9 "E - А 


Bone surf Bone surf 


(E43)  (2E+1) А 28-11 48-5 48-4 
W, see 862; : 2Е+1 18-8 š Е : 
Bone surf 
: (6E+1) - 9E-11 2 š 
Y, see 867г : 6Е+1 28-8 : 2 5 
Bone surf 
E (E«1) š 9E-11 i š 
40 Zirconium-95 D, see 862г 1E43 1Е+2 58-8 e. 28-5. 2-4 
Bone surf 
: (3E+2) " 4E-10 қ ; 
W, see 867г е 4E+2 2E-7 5E-10 : 2 
Y, see 867; : 3E+2 1E-7 4E-10 > а 
40 Zirconium-97 D, see 86 r 6E+2 2E+3 8E-7 3E-9 9E-6 9E-5 
W, see 8071 2 1Е+3 6Е-7 2Е-9 Е : 
Y, see 867г š 1E+3 5E-7 2E-9 = z 
4l Niobium-882 W, all compounds except 
those given for Y 5E+4 2E+5 9E-5 3E-7 - - 
St wall 
(ЕМ) - £ : 1E-3 1E-2 
Y, oxides and hydroxides - 2E+5 9E-5 3E-7 - - 
41 Niobium-892 W, see 88Nb 1E+4 4E+4 2E-5 6E-8 1E-4 1E-3 
(66 min) 
. Y, see 88Nb š 4E+4 2E-5 5E-8 š š 
4l Niobium-89 W, see 8ŠNb 5E+3 2E+4 8E-6 3E-8 ` 7E-5 7E-4 
(122 min) ' 
Y, see 88nb А 2E44 6E-6 2E-8 2 5 
41 Niobium-90 W, see 884 1E+3 3E+3 1E-6 4E-9 1E-5 1E-4 
Y, see 885 i 2E43 1E-6 3E-9 : - 
41 Niobium-93m W, see 88nb 9E«3 2E43 8E-7 3E-9 š ° 
LLI wall 
às (EM)  - А Е 28-4 ` 28-3 
Y, see 8МЫ 2 2E42 78-8 28-10 š А 
4 Niobium-94 W, see sab 9E«2 2E42 8E-8 3E-10 1E-5 18-4 
Y, see ŜŜNb š 2E+1 6E-9 2E-11 s 3 
4] Niobium-95m W, see 99Nb 2E+3 3E+3 1E-6 4E-9 А 5 
LLI wall 
š QE3)  - " £ 3E-5 3E-4 
Y, see ŠŠNb р 2E+3 9E-7 3E-9 - z 
41 Міоһішп-95 W, see 88nb 2E+3 1E+3 5E-7 2E-9 3E-5 3E-4 
Y, see 8ŠNb Š 1Е+3 5E-7 2E-9 2 i 
4l Niobium-96 W, see 88МЬ IE — 3E+3 1E-6 ^^ 4E9 28-5 28-4 
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Y, вее ŠŠNb - 2E+3 1E-6 3E-9 - - 
41 Niobium-972 W, see 98Np 2E44 8E«4 3E-5 1E-7 3E-4 3E-3 
Y, see 88nb 2 7Е-4 3E-5 1E-7 : š 
41 Niobium-982 W, see 88nb 1E+4 5E+4 2E-5 8E-8 28-4 28-3 
Y, see 88nb 2 5E+4 2E-5 7Е-8 д s 
42 Molybdenum-90 D, all compounds ëxcept 3 
those given for Y 4E+3 7Е+3 3E-6 1E-8 3E-5 3E-4 
Y, oxides, hydroxides, 
and MoS 2E+3 5Е+3 2E-6 6E-9 ° 2 
42 Molybdenum-93m Р, see 20Мо 9E«3 2E«4 7Е-6 2E-8 6E-5 6Е-4 
Y, see 990 4E43 1E+4 6E-6 2E-8 : к 
42 . Molybdenum-93 D, see 90мо 4Е+3 5E43 2E-6 8E-9 SE-5 5E-4 
Y, see 90Mo 2E+4 2E+2 8E-8 2E-10 5 = 
42 Molybdenum-99 D, see 900 2E+3 3E+3 1E-6 4E-9 - - 
LLI wall 
(E43)  - A В 2E-5 2E-4 
Y, see °ÜMo 1E+3 1E43 6E-7 2E-9 : 
42  Molybdenum-101? Р, see ?°Mo 4E+4 IE+5 6E-5 2E-7 В В 
St wall : 
(SEM) - š š 7E-4 7E-3 
Y, see 20940 š IE+5 6E-5 2E-7 s z 
43 Technetium-93m? D, all compounds except І 
those given for W TE+4 2E+5 6E-5 2E-7 1E-3 1E-2 
W, oxides, hydroxides, 
halides, and nitrates - 3Е+5 1Е-4 4Е-7 - - 
43 Technetium-93 D, see 23™T¢ 3E+4 7E+4 3E-5 1E-7 4E-4 4E-3 
W, see 93 Т š 1E+5 4E-5 1Е-7 а - 
43 Technetium-924m? D, see 23те 2E+4 4E+4 2E-5 6E-8 3E-4 3E-3 
W, see ^" Tc - 6E«4 2E-5 8E-8 - š 
43 Technetium-94 D, вее 93m 9E+3 2E+4 8E-6 3E-8 IE-4 IE-3 
W, see ?3m+qc " 2E+4 1E-5 3E-8 z š 
Ë | 43 Technetium-95m D, see 93m. 4E+3 5E+3 2E-6 8E-9 SE-5 5E-4 
| W, see 99m. Š 2E+3 8E-7 3E-9 В : 
БІ 43 Technetium-95 D, see 93m, IEM — 2E+4 9E-6 3E-8 IE-4 1E-3 
| W, see ?23mqc - 2E+4 8E-6 3E-8 > d 
| 43 Technetium-96m2 D, see ?3mTc 2E+5 3E+5 1E-4 4E-7 2E-3 2E-2 
W, see 239m, z 2E+5 1Е-4 38-7 5 I 
43 Technetium-96 D, see 93m. 2E+3 3E+3 1E-6 5E-9 3E-5 3E-4 
W, see 93те й 28+3 9E-7 3E-9 5 2 
43 Technetium-97m D, see 939m. 5E«3 7E«3 3E-6 ° 6E-5 6E-4 
St wall 
: (7Е+3) к 1E-8 š Б 
W, see 93m. < 1Е+3 5Е-7 2E-9 z : 
43 Тесһпейит-97 D, see 93 то 4E«4 5E+4 2E-5 7Е-8 5Е-4 5Е-3 
W, see 99m. Е 6E«3 2E-6 8E-9 қ қ 
43 Technetium-98 D, see 93m. 1E+3 2E43 7E-7 2E-9 1E-5 1E-4 
W, see 93™T¢ - 3E+2 1E-7 4E-10 - 
43 Technetium-99m D, see 93™T¢ 8E«4 2E+5 6E-5 2E-7 1E-3 18-2 
W, see 3те 2 28+5 18-4 3E-7 E 3 
43 Technetium-99 D, see 99m, 4E+3 5E+3 2E-6 қ 6E-5 6E-4 
St wall 
A š (6E+3) А 86-9 a š 
W, see 23m, қ 7E+2 3E-7 9E-10 i А 
43 Technetium-1012 D, see Mre 9E+4 3E+5 1E-4 SE-7 Š қ 
St wall 
T (Be - - - 2E3 282 
W, see ^" Те š 4E+5 2E-4 5E-7 - Я 
43 Technetium-1042 D, see Mre 2E«4 7E+4 3E-5 1E-7 š 5 
St wall 
93 (3E+4) š - - 4E-4 4E-3 
W, see ^2 Тс - 9E+4 4E-5 1E-7 Я : 
44 Ruthenium-942 D, all compounds except 
I those given for W and Y 2E+4 4E+4 2E-5 6E-8 2E-4 2E-3 
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44 
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45 


45 


45 


45 


45 


45 


45 


45 


45 


45 


46 


46 


46 
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Ruthenium-97 


Ruthenium-103 


Ruthenium-105 


Ruthenium-106 


Rhodium-99m 


Rhodium-99 


Rhodium-100 


Rhodium-101m 


Rhodium-101 


Rhodium-102m 


Rhodium-102 


Rhodium-103m2 


Rhodium-105 


Rhodium-106m 


Rhodium-1072 


Palladium-100 


Palladium-101 


Palladium-103 


W, halides 
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Y, oxides and hydroxides - 


D, see 94 u 
W, see 2 "Ru 
Y, see 948и 


D, see 94 u 
W, see 2 "Ко 
Y, see 9 Ru 


D, see 94 u 
W, see 2 "Кои 
Y, see 94Ru 


D, see 94Ru 


W, see 94pu 
Y, see 4 Ru 


D, all compounds except 
those given for W and Y 2E+4 


W, halides 


Y, oxides and hydroxides - 


D, see ?9 mg 
W, see 29 mpn 
Y, see 99трр 


D, see 2?™Rh 
W, see 99mpp 
Y, sec ?9mgn 


D, see ?9mgp 
W, see 99mgn 
Y, see 99трр 


D, see ?9?mRh 
W, see Эр 
Y, see ??mRh 


D, see 2?™Rh 


99трр 


W, see 


Y, see 


D, see 22™Rh 
W, see ЭЕ 
Y, see 99 mp 


D, see 99трр 
W, see 2°™Rh 
Y, see 2°™Rh 


D, see 22™Rh 


W, see 99mgn 
Y, see ?9?mRh 


D, see ?9mgn 
W, see 77™Rh 
Y, see 22™Rh 


D, see ЭЕ 


W, see 22™Rh 
Y, see ??mRh 


D, all compounds except 
those given for W and Y 1E+3 


W, nitrates 


Y, oxides and hydroxides - 


D, see 100 d 
W, see Pd 
Y, see 100ра 


D, see 100ра 


6E+4 
6E+4 


2E+4 
1E+4 
1E+4 


2E+3 
1E+3 
6E+2 


1E+4 
1Е+4 


1Е+4 | 


9E+1 


5Е+1 
1Е+1 


6E+4 
8E+4 
TE+4 


3E+3 
2E+3 
2E+3 


5Е+3 
4Е+3 
4Е+3 


1E+4 
8E+3 
8E+3 


SE+2 
8E+2 
2E+2 


SE+2 


4E+2 
1Е+2 
9E+1 


2E+2 
6E+1 


1E+6 
1E+6 
1E+6 


1E+4 


6E+3 
6E+3 


3E+4 
4E+4 
4E+4 


2E+5 


3E+5 
3E+5 


1E+3 
1E+3 
1Е+3 


ЗЕ+4 
3Е+4 
3Е+4 


6Е+3 


3E-5 
2E-5 


8E-6 
5Е-6 
5Е-6 


7Е-7 
4Е-7 
ЗЕ-7 


6E-6 
6E-6 
5Е-6 


4Е-8 


2Е-8 
5Е-9 


2Е-5 
3E-5 
3E-5 


1E-6 
9E-7 
8E-7 


2E-6 
2E-6 
2E-6 


SE-6 
4E-6 
3E-6 


2E-7 
3E-7 
6E-8 


2E-7 


2E-7 
5Е-8 


4Б-8 
7E-8 
2E-8 
5E-4 
5Е-4 
5Е-4 


5Е-6 


ЗЕ-6 
2E-6 
1E-5 
2E-5 
1E-5 


1E-4 


1E-4 
1E-4 


6E-7 
5Е-7 
6E-7 


1E-5 
1E-5 
1E-5 


3E-6 


1E-3 
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46 


47 


47 


47 


47 


47 


47 


47 


47 


47 


4 


4 


47 


48 
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(1997 Ed.) 


Palladium-107 


Palladium-109 


Silver-1022 


Silver-1032 
Silver-104m? 
Silver- 1042 
Silver-105 
Silver-106m 


Silver-1062 


Silver-108m 
Silver-110m 


Silver-111 


Silver-112 


Silver-1152 


Cadmium-1042 


Cadmium-107 


Cadmium-109 


100, 
W, see Pd 
Y, see 100р4 


D, see 100р4 


100, 
W, see Pd 
Y, see 100pq 


D, see pv d 
W, see Pd 
Y, see 100pq 


Radiation Protection Standards 


D, all compounds except 
those given for W and Y SE+4 


W, nitrates and sulfides - 
Y, oxides and hydroxides E 


D, see p g 
W, see 1 2^8 
Y, see 0 Ag 


D, see re g 
W, see | d Ag 
Y, see 2 АЕ 


D, see 1024; 


W, see а Ag 
Y, see 0 Ag 


D, see pue g 
W, see 102 Ag 
Y, see ‘Ав 


D, see 10249 


W, see 124 
Y, see 0 Ag 


D, see 102 g 
W, see 1 Ag 
Y, see 02 Ag 


D, see ee g 
W, see 102 Ag 
Y, see ^^Ag 


D, see 1024р 


W, see 10245 
Y, see 1024р 


D, see m g 
W, see 102 Ag 
Y, see “““Ас 


D, see 10245 


W, see Ag 
Y, see 0 Ag 


9E+2 
LLI wall 
(1E+3) 


3E+3 


3E+4 
St wall 
(3E+4) 


D, all compounds except 
those given for W and Y 2E+4 


W, sulfides, halides, 


and nitrates 


Y, oxides and hydroxides - 


D, see 104cq 
W, see 104cq 
Y, see 104cq 


D, see 104cq 


3E+2 
Kidneys 
(4E+2) 


4E+3 
4E+3 


2E+4 
Kidneys 
(2E+4) 
7Е+3 
4Е+2' 


6E+3 
5Е+3 
5Е+3 


2Е+5 


2Е+5 
2E+5 
1E+5 


1E+5 
1Е+5 


9Е+4 
1Е+5 
1Е+5 


7Е+4 
1Е+5 
1E+5 


1E+3 
2E+3 
2E+3 


7Е+2 
9Е+2 
9Е+2 


2Е+5 


2Е+5 
2Е+5 


2Е+2 
3E+2 
2E+1 


1E+2 
2E+2 
9E+1 


2E+3 
Liver 
(2E+3) 
9E+2 
9E+2 


8E+3 
1E+4 
9E43 


9Е+4 


98+4 
8Е+4 


7Е+4 


1Е+5 
1Е+5 


5Е+4 
6E+4 
5E+4 


4E+1 
Kidneys 
(SE+1) 


2E-6 
1E-6 


9E-6 


3E-6 
2E-7 


3E-6 
2E-6 
2E-6 


8E-5 


9E-5 
8E-5 


4E-5 
SE-5 
5Е-5 


4E-5 
SE-5 
5E-5 


3E-5 
6E-5 
6E-5 


4E-7 
7Е-7 
7Е-7 
ЗЕ-7 
4E-7 
4E-7 


8E-5 


9E-5 
8E-5 
8E-8 
1E-7 
1E-8 


SE-8 


6E-6 
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48 


48 


48 


48 


48 


49 


49 


49 


49 


49 


49 


49 


49 


49 
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49 


49 


49 


Cadmium-113m 


Cadmium-113 


Cadmium-1 15m 


Cadmium-115 


Cadmium-117m 


Cadmium-117 


Indium-109 


Indium-1102 
(69.1 min) 


Indium-110 
(4.9 h) 
Indium-111 
Indium-1122 
Indium-113m2 


Indium-114m 


Indium-115m 


Indium-115 


Indium-1 16m2 


Indium-1 17m? 


Indium-1172 


Indium-1 19m2 


[Title 246 WAC—page 188] 


Title 246 WAC: Department of Health 


W, see 10404 


104c4 


Y, see 


D, see 


W, see 104с4 


10464 


Ү, ѕее 


D, see 


W, see 104с4 


104c4 
104са 


Ү, ѕее 


D, see 


104 
W, see “Са 
Y, see 104с4 


D, see 104cq 


104, 
W, see Cd 
Y, see 104с4 


D, see 104с4 
W, see acd 
Y, see 104с4 


Б, see Кісі 
W, see “Са 
Y, see 104cq 


D, all compounds except 


those given for W 


W, oxides, hydroxides, 
halides, and nitrates 


D, see 109 
W, see 109, 
D, see 109 
W, see l ]n 
D, see dn n 
W, see In 
D, see 109 n 
W, see 109 
D, see 109 n 
W, see In 


D, see. 109mm 


W, see 109m 


D, see 109 n 
W, see 1 In 


D, see 109 n 
W, see In 


D, see 109 n 


W, see 1 In 
D, see 109 n 
W, see In 
109 
D, see In 
W, see 109 


D, see 109), 


2EH 
Kidneys 
(4E+1) 


1E+2 
Kidneys 
(1E+2) 


. 1E+2 


2E+0 
Kidneys 
(4E+0) 
8E+0 
Kidneys 
(1E+1) 
1E+1 


2E+0 
Kidneys 
(3E+0) 
8E+0 
Kidneys 
(1Е+1) 
1Е+1 


SE+1 
Kidneys 
(8E+1) 
1E+2 
1Е+2 


1Е+3 


1Е+3 
1Е+3 


1E+4 
2E+4 
1E+4 


1E+4 
2E+4 
1E+4 


4E+4 


6E+4 


4E+4 
6E+4 


2E+4 
2E+4 


6E+3 
6E+3 


6E+5 
TE+5 


1Е+5 
2Е+5 


6Е+1 


1Е+2 


4Е+4 
5Е+4 


1Е+0 
5Е+0 


8Е+4 ` 
1E+5 


3E+4 
4E+4 


2E+5 
2Е-5 


1E+5 


5Е-8 


7Е-3 
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50 


50 


50 


50 


50 


50 


50 


50 


50 


50 


50 
50 
50 


St 


51 


51 


51 
51 


51 
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Tin-110 


Tin-1112 


Tin-113 


Tin-117m 


Tin-119m : 


Tin-121m 


Tin-121 


Tin-123m2 


Tin-123 


Tin-125 


Tin-126 
Tin-127 
Тіп-1282 


Antimony-1 152 


Antimony-1 16m? 


Antimony-1162 


Antimony-117 
Antimony-118m 


Antimony-119 


D, see 


Radiation Protection Standards 


W, see 1091, 


D, all compounds except | 
those given for W 

W, sulfides, oxides, 
hydroxides, halides, 
nitrates, and stannic 
phosphate 

D, see ey n 

W,see “Sn 

110g, 


W, see 110s, 


D, see 110g, 


W, see 110g, 
D, see 110g, 


W, see 1105, 


D, see 1 105, 


W, see 110g, 


D, see 1105, 


W, see 110g, 
D, see 110 n 
W, see 1105, 


D, see l lOSn 


W, see І 10s, 


D, see 11054 


W, see 10s, 


D, see 110 n 
W, see 1 Sn 


D, see 110 n 
W, see 11 Sn 


D, see 110 n 
W, see 1 Sn 


D, all compounds except 
those given for W 

W, oxides, hydroxides, 
halides, sulfides, 
sulfates, and nitrates 


D, see 115 b 
W, see 115g 


D, see 115g, 


W, see 1155 


D, see 115 b 
W, see 1195 


D, see 115 b 
W, see 1155, 


D, see 1155 
W, see 115Sb 


TE+4 


2E+3 
LLI wall 
(2E+3) 


2E+3 
LLI wall 
(2E+3) 


3E+3 
LLI wall 
(4E+3) 


3E+3 
LLI wall 
(4Е+3) 


6Е+3 
LLI wall 
(6E+3) 


SE+4 


5Е+2 
LLI wall 
(6E+2) 


4E+2 
LLI wall 
(SE+2) 


3E+2 


7E+3 


9E+3 


1E+5 


1E+4 


1Е+4 


2Е+5 
3E+5 


1E+3 


SE42 


1E+3 
Bone surf 
(2E+3) 
1E+3 


2E+3 


1E+3 
9Е+2 


5Е+2 
2Е+4 


1Е+4 


1Е+5 
1Е+5 


6E+2 


2E+2 
9E+2 
4E+2 


6E+1 
7Е+1 


2E+4 
2E+4 


3E+4 
4E+4 


2E+5 


3E+5 


TE+4 
1E+5 


3E+5 


 3E+5 


2E+5 
3E+5 


2E+4 
2E+4 
SEM 
3E+4 


6E-5 


5Е-6 


246-221-290. 


5E-5 5E-4 
1E-3 1E-2 
3E-5 3E-4 
3E-5 3E-4 
6E-5 6E-4 
5Е-5 5Е-4 
ВЕ-5 8E-4 
7Е-4 7Е-3 
95-6 9E-5 
6E-6 6E-5 
4E-6 4E-5 
9E-5 9E-4 
1E-4 1E-3 
1E-3 1E-2 
3E-4 3E3 
1E-3 1E-2 
9E-4 9E-3 
7E-5 7E4 
2E-4 2E-3 
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51 Antimony-1202 D, see 1155Ь 18+5 4845 2Е-4 6Е-7 š Е 
(16 тіп) St wall 
QE+5) - В : 2E-3 2Е-2 
W, see 1155 š 5E+5 2E-4 7E-7 д , 
51  Antimony-120 D, see 1155Ь 1E+3 2E+3 9E-7 3E-9 IE-5 1E-4 
(5.76 d) W, see 1156, 9E+2 1643 5E-7 2E-9 š E 
51  Antimony-122 D, see 1155 8E«2 2E43 1E-6 3E-9 Е : 
| LLI wall | 
(8EQ) - 3 5 18-5 18-4 
W, see 11556 7E+2 1E+3 4E-7 2E-9 : š 
51 Antimony-124m? ^ D, see | sb 3E+5 8Б%5 4E-4 18-6 3E-3 3E2 
W, see 1155 2E+5 6E+5 2E-4 8E-7 - - 
51 Antimony-124 D, see 1155, 6E+2 9E+2 4E-7 1E-9 7E-6 7Е-5 
W, see 11556 SEQ 2892 1E-7 3E-10 . 
51 Antimony-125 D, see 1155Ь 2Е+3 28+3 18-6 3E-9 3E-5 3E-4 
W, see 1155 - 58-2 2E-7 TE-10 - - 
51 Antimony-126m2 D, see 1155 5Е+4 28+5 8Е-5 ЗЕ-7 š z 
St wall 
(EM) - Г 4 9E-4 9E-3 
W, see ! 15g, 3 2E+5 8E-5 3E-7 2 
51 Antimony-126 D, see 1155 6Е+2 18+3 5Е-7 2Е-9 78-6 7E-5 
W, see 1155 5E42 5E«2 28-7 78-10 ° = 
51 Antimony-127 D, see 1155 8E«2 2E«3 9E-7 3E-9 E š 
LLI wali 
(8E2) - : Я 18-5 18-4 
W, see 1155 7Е+2 9E+2 4E-7 1E-9 3 i 
51 Antimony-1282 D, see 115çb 8E+4 4E+5 2E-4 5E-7 i š 
(10.4 min) St wall 
(1E45) - 2 à 1E-3 1E-2 
W, see |155 V 4E+5 2E-4 6E-7 - à 
51 Antimony-128 D, see 115 1Е+3 4E+3 2E-6 6E-9 2E-5 2Е-4 
(9.01 h) W, see 1155 2 3E+3 1E-6 5E-9 E я 
51 . Antimony-129 D, see 1155Ь 3E+3 9E«3 4E-6 1E-8 4E-5 4E-4 
W, see 1155, Қ 9E«3 4E-6 1Е-8 і К 
51 Antimony-1302 D, see 1155Ь 28+4 6Е+4 3E-5 ^ 9E8 3E-4 3E-3 
W, see 115çb š 8E+4 3E-5 1E-7 5 x 
51 Antimony-1312 D, see 1155 1E+4 2E+4 1E-5 5 : š 
Thyroid Thyroid 
QE«) GEM) - 6E-8 2E-4 2E-3 
W, see 1155 Қ 2E+4 1E-5 š 8 
Thyroid 
| š (4B+4) : 6E-8 š - 
52 Tellurium-116 D, all compounds except 
those given for W 8E+3 2E+4 9E-6 3E-8 1E-4 1E-3 
W, oxides, hydroxides, 
and nitrates - 3Е+4 1Е-5 4Е-8 к. - 
52 Tellurium-121m D, see 167, 5Е+2 2Е+2 8Е-8 - a - 
Bone surf Bone surf 
т (7+2) (482) а 5-10 18-5 18-4 
W, see 116те К 4E42 2E-7 6E-10 В - 
52 Tellurium-121 D, see 16те 3E+3 4E+3 2E-6 6E-9 ` 4E-5 4E-4 
W, see 116Те E 3E«3 1E-6 4E-9 š š 
52 Tellurium-123m D, see 116те 6E+2 2E+2 9E-8 ‘ Е 2 
Bone surf Bone surf 
WE (1+3) (5Е+2) Р 8E-10 1E-5 1E-4 
W, see 116те 2 5E+2 2E-7 8E-10 - : 
52 Tellurium-123 D, see 116те 5E+2 2E+2 8E-8 3 - А 
Bone surf Bone surf ` 
62 (1E+3) — (SEQ2) 2 7E-10 2E-5. 2E-4 
W, see Te - 4E+2 2E-7 - - - 
Bone surf 
: (1E+3) š ` 2E9 d е 
52 Tellurium-125m D, see 116те 18+3 4EQ 2E-7 . š қ 
Bone surf Bone surf 
(1B+3) (18+3) = 1E-9 2E-5 2E-4 
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52 


52 
52 
52 


52 


52 


52 


52 


52 


52 


53 


53 


53 


53 


53 


53 


53 
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Tellurium-127m 


Tellurium-127 
Tellurium-129m 
Tellurium-1292 


Tellurium-131m 


Tellurium-1312 


Tellurium-132 


Tellurium-133m2 


Tellurium-1332 


Tellurium-1342 


Iodine-120m? 
Іойіпе-1202 
Іодіпе-121 
Iodine-123 
lodine-124 
Iodine-125 


lodine-126 


W, see N67, 


D, ‘see ll6Te 


W, see 16те 


D, see 116 e 
W, see Te 


D, see s e 
W, see Te 


D, see !16Te ` 
W, see il e 
léte 


D, see 
W, see 1167, 
D, see П6те 
W, see 1167, 
D, see И6т, 
W, see 167, 
D, see 1167, 
W, see 116Te 
D, see 1167, 
W, see П6бт, 
116т. 


D, see 


W, see 1 16те 


D, all compounds 


D, all compounds 


D, all compounds 


D, all compounds 


D, all compounds 


D, all compounds 


D, all compounds 


Radiation Protection Standards 


3E+3 
Thyroid 
(6E+3) 


3E+3 
Thyroid 
(6E+3) 


1E+4 
Thyroid 
(1E44) 


4E+3 
Thyroid 
(8E+3) 


1E+4 
Thyroid 
(3E+4) 


3E+3 
Thyroid 
(1Е--44) 


SE+1 
Thyroid 
(2E+2) 
4E+1 
Thyroid 
(1E+2) 


2E+1 


7E+2 


3E+2 
Bone surf 
(4E+2) 
3E+2 


2E+4 
2E+4 


6E+2 
2E+2 


6E+4 
TE+4 


4E+2 
Thyroid 
(1E+3) 
4E+2 
Thyroid 
(9E+2) 


5Е+3 
Thyroid 
(1E+4) 
5Е+3 
Thyroid 
(1Е+4) 


2Е+2 
Thyroid 
(8E+2) 
2E+2 
Thyroid 
(6E+2) 


SE+3 
Thyroid 
(1E44) 
SE43 
Thyroid 
(1E+4) 


2E+4 
Thyroid 
(6E+4) 
2E+4 
Thyroid 
(6E+4) 


2E+4 
Thyroid 
(5Е+4) 
2E+4 
Thyroid 
(5E44) 


2E+4 


9E+3 
Thyroid 
(1E+4) 


2E+4 
Thyroid 
(5Ез4) 


6E+3 
Thyroid 
(2E+4) 
ВЕН 
Thyroid 
(3E+2) 
6E+1 
Thyroid 
(2E+2) 


4Е+1 


3Е-7 
1Е-7 


1Е-7 


96-6 
7Е-6 


3E-7 
1E-7 


3E-5 
3E-5 


2E-7 


246-221-290 


9E-6 9E-5 
1E-4 1E-3 
7E-6 TE-5 
4E-4 4E-3 
8E-6 8E-5 
8E-5 8E-4 
9E-6 9E-5 
9E-5 9E-4 
4E-4 4E-3 
3E-4 3E-3 
2E-4 2E-3 
1Е-4 18-3 
48-4 48-3 
1E-4 18-3 
28:6 28-5 
28-6 28-5 
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53 


53 


53 


53 


53 


53 


53” 


53 


54 
54 
54 
54 
54 
54 
54 
54 
54 
54 
54 
54 
54 
55 


55 
55 
55 


55 
55 


55 


55 
55 
55 


Iodine-1282 


юайіпе- 129 


Iodine-130 


lodine-131 


Iodine-1 32m? 


Iodine-132 


Iodine-133 


lodine-1342 


Iodine-135 


Хепоп-1202 
Хепоп-1212 
Хепоп-122 
Xenon-123 
Xenon-125 
Xenon-127 
Xenon-129m 
Xenon-131m 
Xenon-133m 
Xenon-133 
Xenon-135m 
Xenon-135 
Хепоп-1382 
Cesium-125? 


2 


Cesium-127 
Cesium-129 


Cesium-1302 


Cesium-131 
Cesium-132 


Cesium-134m 


Cesium-134 
Cesium-1 35m? 
Cesium-135 
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D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 


Submersion! 
Submersion! 
Submersion! 
Submersion! 
Submersion! 
Submersion! 
Submersion! 
Submersion! 
Submersion! 
Submersion! 
Submersion! 
Submersion! 
Submersion! 


D, all compounds 


D, all compounds 
D, ali compounds 


D, all compounds 


D, all compounds 
D, all compounds 


D, all compounds 


D, all compounds 
D, all compounds 


D, all compounds 


Thyroid 
(7Е+1) 


4Е+4 
St wall 
(6E+4) 


SE+0 
Thyroid 
(2Е+1) 


4Е+2 
Thyroid 
(1E+3) 


3E+1 
Thyroid 
(9E+1) 


4E+3 
Thyroid 
(1E+4) 
4E+3 ` 
Thyroid 
(9E+3) 
1E+2 
Thyroid 
(5E+2) 
2E+4 
Thyroid 
(3E+4) 


8E+2 
Thyroid 
(3E+3) 


Thyroid 
(1E+2) 


1Е+5 


9E+0 
Thyroid 
(3Е+1) 


TE+2 
Thyroid 
(2E+3) 
SE+1 
Thyroid 
(2E+2) 


8E+3 
Thyroid 
(2E+4) 


8E+3 
Thyroid 
(1E+4) 


3E+2 
Thyroid 
(9E+2) 


SE+4 


2E+3 
Thyroid 
(4E+3) 


2E-2 

9E-6 

1E-2 

1Е-4” 
(1997 Ed.) 


Radiation Protection Standards 246-221-290 


55 Сеѕіџт-136 D, all compounds 4E42 7Е+2 3E-7 9E-10 6E-6 6E-5 
55 Cesium-137 D, all compounds 1E+2 2E+2 6E-8 2E-10 1E-6 1Е-5 
55 Севішт-1382 D, all compounds 2E+4 6E+4 2E-5 8E-8 - - 
i St wall 
GEM) - А : 4E-4 4E-3 
56 Barium-1262 D, all compounds 6E+3 2E+4 6E-6 2E-8 8Е-5 8E-4 
56 БВагішп-128 D, all compounds 5Е+2 2Е+3 TE-7 2E-9 TE-6 7E-5 
56 Barium-131m? D, all compounds 4E+5 1E+6 6E-4 2E-6 - - 
St wall 
(SEM) - ғ 2 78-3 78-2 
56 Barium-131 D, all compounds . 3E+3 8E+3 3E-6 1Е-8 4Е-5 4Е-4 
56 Вагіит-133т D, all compounds ` 2E+3 9E+3 4E-6 1E-8 - - 
LLI wall 
(3E+3) - - - 4E-5 4E-4 
56 Вагіит-133 D, all compounds 2E+3 7Е+2 3E-7 9E-10 2E-5 2E-4 
56 Barium-135m D, all compounds 3E+3 1E+4 ` SE-6 2E-8 4E-5 4E-4 
| 56 Barium-1392 D, all compounds 1E+4 3E+4 1Е-5 48-8 2Е-4 2Е-3 
es 56 Вагішт-140 D, all compounds 5E+2 1E+3 6Е7 2E-9 : : 
E. LLI wall 
(6E32)  - z j 8E-6 8E-5 
56 Barium-1412 D, all compounds 2E+4 7ЕМ 3E-5 1E-7 3E-4 3E-3 
56 Вагішт-1422 D, all compounds 5E+4 1E+5 6E-5 2E-7 7E-4 7E-3 
57 Lanthanum-1312 D, all compounds except 
those given for W 5ЕЗ4 1Е+5 SE-5 2E-7 6E-4 6E-3 
W, oxides and hydroxides - 2E+5 TE-5 2E-7 - - 
57 Lanthanum-132 D, see 13113 3E+3 1E+4 4E-6 1E-8 4E-5 4E-4 
W, see 13114 i 1Е+4 5E-6 2E-8 57,0 2% 
57 Lanthanum-135 D, see 13114 4E+4 1Е%5 4E-5 18-7 58-4 5E-3 
W, see 13а К 9+4 4E-5 1E-7 2 : 
57 Lanthanum-137 D, see 13114 1E+4 6Е+1 3E-8 s 2E-4 2E-3 
Liver 
z (7E+1) 2 1E-10 š 3 
W, see 13114 i 3B+2 1E-7 z - i 
Liver 
š (3E+2) қ 4E-10 I 2 
57 Lanthanum-138 D, see 13114 9E42 4E40 1E-9 5E-12 IE-5 IE-4 
W, see 1311, š IE+1 6E-9 2E-11 А š 
57 Lanthanum-140 D, see ІЗІ 6E+2 1E43 6E-7 2E-9 9E-6 9E-5 
W, see 1311; » 1E+3 5E-7 2E-9 ; š 
57 Lanthanum-141 D, see !3lp 4E43 9E«3 4E-6 1E-8 SE-5 5E-4 
W, see 13 Ша А -1Е4 5Е-6 2E-8 : š 
57 Lanthanum-1422 D, see 13114 8E+3 2E+4 9E-6 3E-8 1E-4 1E-3 
№, see 13а = 3E+4 1E-5 5E-8 f ; 
57 Lanthanum-1432 D, see 13114 4E+4 1E+5 4E-5 1E-7 š Š 
St wall 
(4EM) - к š 5E-4 5E-3 
W, see 13а Ë 9E+4 4E-5 1E-7 - - 
58 Cerium-134 W, all compounds except 
those given for Y 5E+2 7E+2 3E-7 1E-9 z $ 
LLI wall 
(БЕК) - E z 8E-6 8E-5 
Y, oxides, hydroxides, 
and fluorides - 7E+2 3E-7 9E-10 - - 
58  Cerium-135 W, see 2с 2E43 4E43 2E-6 5E-9 2E-5 2Б-4 
Y, see 134Ce ñ 4E+3 1E-6 5E-9 Ë Ы 
58  Cerium-137m W, see 134Се 2E+3: ДЕ+3 2E-6 6E-9 - " 
LLI wall 
T" QE43)  - а z 3E-5 3E-4 
Y, see Ce - 4E+3 2E-6 SE-9 - - 
58  Cerium-137 W, see ісе 5Ез4 1E+5 6E-5 2E-7 7E-4 7E-3 
Y, see 134се Y IE+5 5E-5 2E-7 - с 
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58 Cerium-139 W, see 134Се 5Е+3 8Е+2 3E-7 1E-9 78-5 78-4 
Y, see 134Се қ 7E+2 3E-7 9E-10 s Е 
58 Cerium-141 W, see 134Се 2E+3 7E+2 3E-7 IE-9 s : 
LLI wall 
ов)  - . š 3E-5 3E-4 
Y, see 134Ce . 6E+2 2E-7 8E-10 А 2 
58 Сегішп-143 W, see 134Се 1E+3 2E+3 8E-7 3E-9 : i 
LLI wall 
aE) - А : 2E-5 2Е-4 
ү, see !34Ce - 2E+3 7E-7 2E-9 : - 
58 Сегішп-144 W, see 134Се 2E42 3E+1 1E-8 4E-11 š : 
LLI wall 
QE3) — - z Я 3E-6 3E-5 
y, see 134Се : 1E+1 6E-9 2E-11 - 2 
59 Praseodymium-1362 W, all compounds except 
those given for Y 5Е+4 2Е+5 IE-4 3E-7 - - 
St wall i 
ПЕ) - 7 : 1E-3 1Е-2 
Y, oxides, hydroxides, А 
carbides, and fluorides - 2E+5 9E-5 3E-7 - - 
59  Praseodymium-1372 W, see 136p, 4E+4 28+5 68-5 28-7 58-4 5E-3 
Y, see 136рг 5 1E+5 6E-5 2E-7 à А 
59  Praseodymium-138m W, see 136рг 1Е+4 5Е+4 28-5 8E-8 1E-4 1E-3 
Y, see 136p; : 4E+4 2E-5 6E-8 š - 
59 Praseodymium-139 W, see |3брг 4E+4 1Е+5 58-5 28-7 6E-4 6E-3 
Y, see 136p, à 1E+5 5E-5 2Е-7 3 i 
59 Praseodymium-142m2 W, see 136p, 8E+4 2E+5- 7E-5 28-7 18-3 18-2 
Y, see 136рг : 1E+5 . 6E-S 2E-7 š Е 
59 Ргаѕеойутішт-142 W, see 136рг 1+3 2E43 9E-7 3E-9 1Е-5 1Е-4 
Y, see 136рг Қ 2E+3 8E-7 3E-9 : Н 
59  Praseodymium-143 W, see 136p, 9Е+2 8E+2 3E-7 1E-9 - - 
LLI wall 
á (BS) - : à 2E-5 2Е-4 
Y, see 136p, 3 7E+2 3E-7 9E-10 Я А 
59  Praseodymium-1442 W, see 136рг 3E+4 1E+5 SE-5 2E-7 В В 
St wall 
, (4EM) - : . 6E-4 6E-3 
Y, see 136рг : 1E+5 5E-5 2E-7 N s 
59  Praseodymium-145 W, see 136рг 3E«3 9Е+3 48-6 1Е-8 48-5 48-4 
Y, see 136рг - 8E+3 3E-6 18-8 š Е 
59 — Praseodymium-1472 W, see 136рг SEM 28+5 8E-5 3E-7 . 4 
St wall 
136 (8E+4) - - - 1E-3 1E-2 
Y, see 136p; z 2E+5 8E-5 ЗЕ-7 2 : 
60 Neodymium-1362 W, all compounds except 
those given for Y 1E+4 6E+4 2E-5 8E-8 2E-4 2E-3 
Y, oxides, hydroxides, 
carbides, and fluorides - 5Е+4 2Е-5 8E-8 E - 
60 ^ Neodymium-138 W, see 1364 28+3 6E+3 3E-6 9E-9 3E-5 3E-4 
Y, see 13634 д 5E+3 2E-6 7E-9 E 
60  Neodymium-139m W, see ISe Nd 5E+3 2E+4 7E-6 2E-8 78-5 78-4 
Y, see 136№а š 1E+4 6E-6 2E-8 2 : 
60  Neodymium-139? W, see aNd 9E+4 3E+5 1E-4 5E-7 1E-3 1E-2 
Y, see 136Nq M 3E+5 1E-4 4E-7 - í 
60 HNeodymium-141 W, see ied 2E+5 7E+5 3E-4 1E-6: 2E-3 28-2 
Y, see 13634 Е 6+5 3E-4 9E-7 š : 
60 — Neodymium-47 W, see !36nq IE 7 9E+2 4E-7 1E-9 : I 
: LLI wall 
Е (E43) - А : 2E-5 2Е-4 
Y, see Nd - 8E+2 4E-7 1E-9 - - 
60 Меойутішт-1492 W, see Зёма 1E+4 3E+4 1E-5 4E-8 1E-4 1Е-3 
Y, see 136№4 - 2E+4 1Е-5 3E-8 : j 
60 Меойутішт-1512 W, see „Зёма 78+4 2Е+5: 8Е-5 3E-7 9E-4 9E-3 
Y, see 1364 Hs 2E+5 8E-5 3E-7 4 5 
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62 
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Promethium-1412 


Promethium-143 
Promethium-144 


Promethium-145 


Promethium-146 


Promethium-147 


Promethium-148m 


Promethium-148 


Promethium-149 


Promethium-150 
Promethium-151 
Samarium- 141m? 


Samarium-1412 


Samarium- 1422 
Samarium-145 


Samarium-146 


Samarium-147 


Samarium-151 


Samarium-153 


Samarium-1 552 


Samarium-156 
Europium-145 
Europium-146 
Europium-147 
Europium-148 
Europium-149 


Radiation Protection Standards 


W, all compounds except 


those given for Y 


Y, oxides, hydroxides, 
carbides, and fluorides - 


141 
W, see Pm 
Y, see ір 


141 
W, see Pm 
Y, see 14lpm 


W, see 141pm 


Y, see 141pm 


141 
W, see Pm 
Y, see 141pm 


W, see 141pm 


Y, see 141pm 


141 
W, see Pm 
Y, see 141pm 


W, see 141pm 


Y, see 141pm 
W, see l4ipm 


Y, see 141pm 


W, see 141pm 
Y, see 141pm 


141 
W, see "Pm 
Y, see 141рт 


W, all compounds 
W, all compounds 


W, all compounds 
W, all compounds 
W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 


2E+3 


4E+3 
LLI wall 
(5E+3) 


TE+2 


4E+2 
LLI wall 
(5Е+2) 


1Е+3 
LLI wall 
(1E+3) 


.SE*3 


2E+3 


3E+4 


5E+4 
St wall 
(6E+4) 


8E+3 
6E+3 


IE+I 
Bone surf 
(3E+1) 


2Е+1 
Bone surf 
(3E+1) 


1E+4 
LLI wall 
(1E+4) 


2E+3 
LLI wall 
(2E+3) 


6E+4 
St wall 
(8E+4) 


5Е+3 
2Е+3 
1Е+3 
3E+3 
1E+3 


1E+4 


2E+5 


2E+5 


6E+2 
TE+2 


1E+2 
1E+2 


2E+2 
Bone surf 
(2E+2) 
2E+2 


SE+1 
4Е+1 


1Е+2 
Bone surf 
(2E+2) 
1Е+2 


3E+2 
3E+2 


SE+2 


5Е+2 
2Е+3 


2Е+3 
2Е+4 
2Е+4 


4Е+3 
3Е+3 


1Е+5 
2Е+5 


3E+4 
SE+2 


4E-2 
Bone surf 
(6E-2) 
4E-2 
Bone surf 
(7E-2) 


1E+2 
Bone surf 
(2E+2) 


3E+3 
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3E-7 - А 
š 8E-4 8E-3 
2E-7 : 2 
8E-10 7E-5 ТЕ-4 
1Е-9 . - 
2E-10 2E-5 2E-4 
2E-10 š 2 
: 1E-4 1E-3 
3E-10 Е А 
3E-10 Š š 
7E-11 2E-5 2E-4 
6E-11 š 5 
3E-10 7Е-5 7Е-4 
2Е-10 š : 
4E-10 IE-5 1E-4 
5E-10 А 5 
8E-10 қ А 
В 7E-6 7Е-5 
7Е-10 - : 
3E-9 - А 
2 2E-5 2Е-4 
2E-9 - - 
3E-8 7E-5 7E-4 
2E-8 - А 
58-9 28-5 28-4 
4E-9 š 3 
1E-7 4E-4 4E-3 
2E-7 І š 
- 8E-4 8E-3 
4E-8 1E-4 1E-3 
7E-10 8E-5 8E-4 
9E-14 3E-7 3E-6 
1E-13 4E-7 4E-6 
2E-10 2E-4 2E-3 
4E-9 А > 
А 3E-5 3E-4 
3E-7 - қ 
- 1E-3 1E-2 
1E-8 7E-5 7E-4 
3E-9 2E-5 2E-4 
2E-9 1E-5 1E-4 
2E-9 4E-5 4E-4 
SE-10 1E-5 1E-4 
4E-9 2E-4 2E-3 
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63 Huropium-150 
(12.62 h) 

63 Europium-150 
(34.2 y) 

63 Europium-152m 

63 Europium-152 

63 Europium-154 

63 Europium-155 

63 Ешорішп-156 

63 Ешорішп-157 

63 Ешгорішт-15 82 

64 Gadolinium-145? 

64 Gadolinium-146 

64 Gadolinium-147 

64 Gadolinium-148 

64 Gadolinium-149 

64  Gadolinium-151 

64 Gadolinium-152 

64 Gadolinium-153 

64 Gadolinium-159 

65 Тегішт-1472 

65 Terbium-149 

65 . Terbium-150 

65 Terbium-151 

65 Terbium-153 

65 Terbium-154 

65 Terbium-155 

65 Terbium-156m 
(5.0 h) 

65 Terbium-156m 
(24.4 h) 

65 Terbium-156 

65 Terbium-157 
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Title 246 WAC: Department of Health 


W, all compounds 
W, all compounds 


W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 


W, all compounds 
W, all compounds 
W, all compounds 


D, all compounds except 


those given for W 


W, oxides, hydroxides, 


and fluorides 


145 
D, see Gd 
W, see 145Gq 


145, 
D, see Gd 
W, see 1564 


D, see 14564 


W, see 145% 


145 
D, see Gd 
W, see 14564 


D, see 16564 


W, see 14564 


D, see 16564 


W, see 16564 


D, see 14564 
W, see 155g 


145 
D, see Gd 
W, see 145Gq 


W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 


W, all compounds 


W, all compounds 
W, all compounds 


3E+3 
8E+2 


3E+3 
8E+2 
5E+2 
4E+3 


2E+3 


1Е+1 
Bone surf 
(2E+1) 


2E+1 
Bone surf 
(3Е+1) 


5Е+3 


8Е+3 


2Е+1 


6Е+3 
2Е+1 
2Е+1 


9Е+1 
Bone surf 
(1E42) 


SE42 
5Е+3 
6E+4 


2E+5 


1E+2 
3E+2 


4E+3 
4Е+3 


8E+3 
Bone surf 
(2E+2) 
3E-2 
Bone surf 
(6E-2) 


2E+3 
2E+3 


4E+2 
Bone surf 
(6E+2) 
1Е+3 


1E-2 
Bone surf 
(2E-2) 
4E-2 
Bone surf 
(8E-2) 


1E+2 
Bone surf 
(2E+2) 
6E+2 


8E+3 
6E+3 


3E+4 
7Е+2 
2Е+4 
9Е+3 
7Е+3 
4Е+3 
8Е+3 
3E+4 


8E+3 


1E+3 
3E+2 


4E-6 


8E-9 


3E-6 
1E-8 
8E-9 
4E-8 
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65 
65 
65 


66 
66 
66 
66 
66 


67 
67 
67 
67 
67 
67 


67 
67 


67 
67 


67 
68 
68 
68 


68 
68 


69 


69 
69 


69 


69 


69 


69 
69 
(1997 Ed.) 


a 


Terbium-158 
Terbium-160 
Terbium-161 


Dysprosium-155 


. Dysprosium-157 


Dysprosium-159 
Dysprosium-165 
Dysprosium-166 


Ноһтішп-1552 
Holmium-1572 
Holmium-1592 
Holmium-161 
Holmium-162m? 
Holmium-1622 


Holmium- 164m? 
Holmium-1642 


Holmium-166m 
Holmium-166 


Holmium-167 
Erbium-161 
Erbium-165 
Erbium-169 


Erbium-171 
Erbium-172 


Thulium-1622 


Thulium-166 
Thulium-167 


Thulium-170 


Thulium-171 


Thulium-172 


Thulium-173 ` 
Thulium-1752 


W, all compounds 
W, all compounds 
W, all compounds 


W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 


W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 


W, ali compounds 
W, all compounds 


W, all compounds 
W, all compounds 


W, all compounds 
W, all compounds 
W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds f 


W, all compounds 
W, all compounds 


W,. all compounds 
W, all compounds 
W, all compounds 


W, all compounds 
W, all compounds 


Radiation Protection Standards 


LLI wall 
(5E+4) 


1Е+3 
8E+2 


2E+3 
LLI wall 
(2E+3) 


9E+3 
2Е+4 
16+4 
1Е+4 


6Е+2 
LLI wall 
(8E+2) 


4E+4 
3E+5 
2E+5 
1E+5 
SE+4 


SE+5 
St wall 
(8E+5) 


1E+5 


2E+5 
St wall 
(2E+5) 


6E+2 


9Е+2 
LLI wall 
(9E42) 


2E+4 
2E+4 
6E+4 


3E+3 
LLI wall 
(4E+3) 


4E+3 


1E+3 
LLI wall 
(E+3) 


TE+4 
St wall 
(7Е+4) 


4Е+3 


2Е+3 
LLI wall 
` (2E+3) 


8E+2 
LLI wall 
(1Е+3) 


1E+4 
LLI wall 
(1Е+4) 


7Е+2 
LLI wall 
(8E+2) 


4E+3 
TE+4 


Bone surf 
(6E+2) 


2E+1 
2E+2 
2E+3 


3E42 
Bone surf 
(6E+2) 


1E+3 


IE+4 
3E+5 


2E-4 


1E-5 
6E-5 
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1E-4 
` 6E-4 
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70 


70 


70 


70 


70 


70 


70 


71 


71 


71 


71 


71 


71 


71 


71 


71 


71 


71 


71 


71 


Ytterbium-1622 


Ytterbium-166 
Ytterbium-1672 
Ytterbium-169 


Ytterbium-175 


Ytterbium-1772 


Ytterbium-1782 


Lutetium-169 


Lutetium-170 
Lutetium-171 
Lutetium-172 


Lutetium-173 


Lutetium-174m 


Lutetium-174 


Lutetium-176m 


Lutetium-176 


Lutetium-177m 


Lutetium-177 


2 


Lutetium-178m 


Lutetium-1782 
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W, ali compounds except 


those given for Y 


Y, oxides, hydroxides, 


and fluorides 


162 
W, see Yb 
Y, see 162yb 


162 
W, see Yb 
Y, see 162yb 


162 
W, see Yb 
Y, see 162yb 


W, see 162үр 
Y, see 162yb 


162 
W, see Yb 
Y, see 162yb 


162. 
W, see >l Yb 
Y, see 162yb 


W, all compounds except 


those given for Y 


_ Y, oxides, hydroxides, 


and fluorides 


169 
W, see Lu 
Y, see 169p u 


169 
W, see Lu 
Y, see 1697 y 


169 
W, see Lu 
Y, see 169r u 


W, see 16914 


Ү, ѕее 1691 u 


W, see 16% y 


1691 y 
169, u 


Y, see 
W, see 
Y, see 1691 u 


169 
W, see Lu 
Y, see 16911 


W, see 169 u 
Y, see 169p y 
W, see 169; y 
Y, see 169; y 
W, see 169) y 
Y, see 169 , 
W, see 169, y 
Y, see 1691 
W, see 169, 


Y, see 169; u 


St wall 
(9E+4) 


TE+4 


3E+5 


3E+5 


2E+3 
2E+3 


8E+5 
TE+S | 


8E+2 
7Е+2 


4Е+3 


3E+3 


5Е+4 
5E«4 


4E+4 
4E+4 


4E+3 


4E+3 


2E+3 
2E+3 


2Е+3 
2Е+3 


1Е+3 
1Е+3 


3E+2 
Bone surf 
(SE+2) 
3E+2 


2E+2 
Bone surf 
(3E+2) 
2E+2 


1Е+2 
Bone surf 
(2E+2) 
2E+2 


3E+4 
2E+4 


5Е+0 
Bone surf 
(1Е+1) 
8E+0 


1E+2 
Bone surf 
(1E+2) 
8E+1 


2E+3 


2E+3 
2E+5 


2E+5 
1E+5 


1Е+5 


6E-3 
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71 


72 


72 


72 


72 


72 


72 


72 


72 


72 


72 


72 


72 
72 


73 


73 
73 
73 
73 
73 


73 
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Lutetium-179 


Hafnium-170 


Hafnium-172 


Hafnium-173 


Hafnium-175 


Hafnium-177m? 


Hafnium-178m 


Hafnium-179m 


Hafnium-180m 


Hafnium-181 


Hafnium-1 82m? 


Hafnium-182 


Hafnium-1832 
Hafnium-184 


Tantalum-1727 


Tantalum-173 
Tantalum-1742 
Tantalum-175 
Tantalum-176 
Tantalum-177 


Tantalum-178 


Radiation Protection Standards 


W, see 1691 y 
Y, see 16 Lu 


D, all compounds except 
those given for W 

W, oxides, hydroxides, 
carbides, and nitrates 


D, see 170gç 


W, see 170нғ 


D, see 170 f 
W, see 170нғ 


D, see 170; 


W, see 170не 
D, see 170 f 
W, see ' ' "Hf 


D, see 170gr 


W, see 170gç 


D, see Vg 


W, see 170нғ 
D, see 170ңғ 
W, see 170ңғ 


D, see 170нғ 


W, see 170нғ 
D, see 170gr 
W, see 170нғ 


D, see 170нғ 


W, see 170нғ 


D, see 170нғ 
W, see * '"Hf 


D, see 170} ¢ 
W, see 17 Hf 


W, all compounds except 
those given for Y 

Y, elemental Ta, oxides, 
hydroxides, halides, 
carbides, nitrates, 
and nitrides 


1727, 
W, see a 
Y, see 1727, 


W, see 17214 
Y, see I Ta 


W, see 172Ta 
Y, see l Ta 


172 
W, see Ta 
Y, see 1727, 


172 
W, see Ta 
Y, see 17274 


W, see 1727, 


6E+3 


4Е+4 


2Е+2 
Bone surf 
(4Е+2) 


2Е+4 
2Е+4 


6E+3 


5E43 


9E+0 
Bone surf 
(2E+1) 
4E+1 
Bone surf 
(6E+1) 


1E+4 
1E+4 


9Е+2 
Bone surf 
(1E+3) 
1E+3 


6E+4 
9E+4 


1E+0 
Bone surf 
(2E+0) 
5Е+0 
Bone surf 
(9E+0) 


3E+2 
Bone surf 
(6E+2) 
6E+2 


2E+4 
3E+4 


2E+2 
Bone surf 
(4E+2) 
4E+2 


9Е+4 
1Е+5 
8E-1 
Bone surf 
(2E+0) 
3E+0 
Bone surf 
(7E+0) 


5Е+4 
6Е+4 


8E+3 
6E+3 


1E+5 


1Е%5 


2E+4 
2E+4 


1E+5 
9E+4 


2E+4 
1E+4 


1Е+4 
1E+4 


2E44 
2E+4 


9Е+4 


8E-6 
6E-6 


2E-6 


2E-6 
4E-9 


2E-4 
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SE-4 


2E-3 


2E-3 
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73 Tantalum-179 
73 Tantalum-180m 
73 Tantalum-180 
73 Tantalum-182m? - 
73 Tantalum-182 
73 ` Tantalum-183 
73 Tantalum-184 
73  Tantalum-185? 
73  Tantalum-1862 
74 Tungsten-176 
74 Tungsten-177 
74 . Tungsten-178 
74 Tungsten-1792 
74 . Tungsten-181 
74 . Tungsten-185 
74 . Tungsten-187 
74 . Tungsten-188 
75 Кһепішп-1772 
75 Rhenium-1782 
75 Rhenium-181 
75 Rhenium-182 
(12.7 h) 
75 . Rhenium-182 
(64.0 h) 
75 Rhenium-184m 
75 Rhenium-184 
75 Rhenium-186m 
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Y, see 172та 


W, see 172Ta 
Y, see 1 Ta 


172 
W, see Ta 
Y, see 1724 


172 
W, see Ta 
Y, see 172Ta 


W, see 1727, 


Y, see 1727, 


1721 
W, see a 
Y, see 17218 


W, see 1727, 
Y, see 1727, 


172 
W, see Ta 
Y, see 17278 


172 
W, see Ta 
Y, see 172Ta 


W, see 17274 
Y, see 172та 

D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 


D, all compounds 


D, all compounds 


D, all compounds 


D, all compounds except 


those given for W 


W, oxides, hydroxides, 


and nitrates 


D, see ШТ 


W, see 177Re 
D, see 177Re 
W, see Re 
D, see 177 e 
W, see 17 Re 
D, see 177 e 
W, see 1 Re 
D, see 177 e 
W, see 177Re 
D, see 177 e 
W, see 1 Re 


D, see 177Re 


W, see 177Re 


2E+4 
5E+3 
5Е+5 
2Е+4 


2E+3 
LLI wall 
(3E+3) 


2E+3 


4E+2 
LLI wall 
(5E+2) 


9E+4 
St wall 
(1E+5) 


7E+4 


5Е+3 
9Е+2 


7Е+4 
6Е+4 


4Е+2 
2Е+1 


5Е+5 


4Е+5 
3E+2 
1E+2 


1E+3 


1E+3 


5Е+3 
5Е+3 


7Е+4 
6Е+4 


2Е+5 


2Е+5 
5Е+4 
9Е+4 
2Е+4 
2Е+6 
3Е+4 
7Е+3 


Department of Health 


3E-5 


2E-6 
4E-7 


3E-5 
2E-5 


2E-7 
1Е-8 


2Е-4 


2Е-4 


1E-7 
6E-8 


5Е-7 


4Е-7 
2Е-6 
2Е-6 


ЗЕ-5 
3E-5 


1E-4 


9E-5 
2E-5 
4E-5 
8E-6 
7Е-4 
1E-5 
3E-6 


1Е-7 - - 
8E-9 3E-4 3E-3 
1E-9 E 5 
9E-8 3E-4 3E-3 
8E-8 - Е 
6Е-10 28-5 28-4 
3E-11 И - 
8E-7 - - 
š 3E-3 3E-2 
6E-7 s i 
5E-10 1E-5 IE-4 
2E-10 s i 
2E-9 i - 
г 28-5 28-4 
1E-9 - - 
8E-9 3E-5 3E-4 
7E-9 - 5 
1E-7 4E-4 4E-3 
9E-8 - : 
3E-7 5 E 
- 1E-3 1E-2 
3E-7 Е - 
7E-8 1E-4 1E-3 
1E-7 3E-4 3E-3 
3E-8 7E-5 7E-4 
2E-6 7E-3 7E-2 
5E-8 2E-4 2E-3 
9E-9 š 3 
; 4Е-5 4Е-4 
1E-8 3E-5 3E-4 
2E-9 5 В 
Я 78-6 78-5 
48-7 ы 2 
" 2E-3 2E-2 
SE-7 = = 
4Е-7 - š 
В 1E-3 1E-2 
4E-7 - - 
1E-8 7E-5 7E-4 
1E-8 š - 
2E-8 9E-5 9E-4 
2E-8 5 - 
3E-9 2E-5 2E-4 
3E-9 қ 
4E-9 3E-5 3E-4 
6E-10 à : 
5E-9 3E-5 3E-4 
2E-9 E N 
3E-9 2E-5 2E-4 
2E-10 š 2 
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75 Rhenium-186 


75 Rhenium-187 


75  Rhenium-188m? 
75 Rhenium-188 
75 Rhenium-189 

76 Osmium-1802 
76 Osmium-18 12 
76 Osmium-182 

76 Osmium-185 

76 Osmium-189m 


76 , Osmium-191m 


76 Osmium-191 


76 Osmium-193 


76 Osmium-194 


T!  Midium-1822 


77 Iridium-184 


77 Iridium-185 


77 _ Iridium-186 


77 Iridium-187 
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Radiation Protectiom Standards 


D, see 177 e 
W, see 17 Re 


D, see I77Re 


W, see 177Re 


D, see a e 
W, see 7 Re 


D, see 177 e 
W, see 17 Re 


D, see 177 e 
W, see 17 Re 


D, all compounds except 
those given for W and Y 

W, halides and nitrates 

Y, oxides and hydroxides 


D, see 1800s 
W, see 18005 
Ү, ѕее 8005 


”, ѕее 1800s 
W, see 180 Os 
Y, see Os 


D, see 18005 
W, see Os 
Y, see 1800; 


Б, see 18005 
W, see Os 
Y, see 1800; 


D, see 18005 
W, see 18005 
Y, see ^^ Os 


D, see 18005 


180, 
W, see Os 
Y, see 18005 


D, see 18005 


180 
W, see |. Os 
Y, see 1800; 


D, see 1800s 


180, 
W, see Os 
Y, see 1800; 


Б, all compounds except 
those given for W and Y 


W, halides, nitrates, 
and metallic iridium 
Y, oxides and hydroxides 


D, see ve r 
W, see “Ir 
Y, see 182), 


D, see 182), 
W, see T 
Y, see 821. 


D, see 182 r 
W, see Ir 
Y, see 182), 


D, see т г 
W, see Tr 
Y, see 182), 


2E+3 


6E+5 


2E+3 
LLI wall 
(3Е+3) 


4Е+4 
St wall 
(4E+4) 


3E+3 
2E+3 


8E+5 
St wall 
(9E+5) 
1E+5 


1Е+5 
1Е+5 


3E+3 
3Е+3 


5Е+3 
4Е+3 


4Е+5 
SE+5 
SE+5 


4E+4 
SE+4 
4E+4 


6E+3 
4E+3 
4E+3 


SE+2 
8E+2 
8E+2 


2Е+5 
2Е+5 
2Е+5 


3Е+4 
2Е+4 
2Е+4 


2Е+3 


2E+3 
1E+3 
5Е+3 


3E+3 . 
3E+3 


4E+1 


1E-6 
7E-7 


4E-4 
4E-5 
6E-5 
6E-5 
1E-6 
1E-6 


2E-6 
2E-6 


2E-4 
2Е-4 
2Е-4 
2E-5 
2E-5 
2E-5 
2E-6 
2E-6 
2E-6 
2E-7 
3E-7 
3E-7 
18-4 
98-5 
78-5 
18-5 
8E-6 
7E-6 


9E-7 


7E-7 
6E-7 


2E-6 


1E-6 
1E-6 


2E-8 
2E-8 
3E-9 


6E-5 
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3E-5 3E-4 
8E-3 8E-2 
1E-3 18-2 
28-5 28-4 
48-5 4E-4 
1E-3 1Е-2 
2Е-4 2E-3 
3E-5 3E-4 
3E-5 3E-4 
1E-3 18-2 
28-4 28-3 
38-5 3E-4 
2E-5 2Е-4 
8E-6 8E-5 
6E-4 6E-3 
1E-4 1E-3 
7E-5 7E-4 
3E-5 3E-4 


246-221-290 Title 246 WAC: Department of Health 
77  lridium-188 D, see 1821: 2E+3 5E+3 2E-6 6E-9 3E-5 3E-4 
W, see 1821r 3 4E43 1E-6 5E-9 5 қ 
Y, see 1821г - 3E+3 1E-6 5E-9 š Е 
7]  iridium-189 D, see 1821: 5E«3 SE43 2E-6 22 7E-9 t : 
LLI wall 
(SES)  - = š 7E-5 ТЕ-4 
W, see 1821г : 4E43 2E-6 5Е-9 : š 
Y, see 1821 - 4E+3 1E-6 5E-9 - - 
77  iridium-190m? D, see 1821 2E+5 2E+5 8E-5 3E-7 2E-3 2E-2 
W, see 1821r > 2E+5 9E-5 3E-7 - Я 
Y, see 1821: қ 2E+5 8E-5 3E-7 н 
77 Iridium-190 D, вее 1821; 1E+3 9E+2 4E-7 1E-9 1E-5 IE-4 
W, see 1821; 2 1E+3 4E-7 18-9 i : 
Y, see 1821г 2 9E+2 4E-7 1E-9 s 5 
77 Iridium-192m D, see 1821; 3E+3 9E+1 4E-8 18-10 48-5 48-4 
W, see 1821 š 2E+2 9E-8 3E-10 I à 
Y, see 1821: š 2E+1 6E-9 28-11 Е Í 
7] Iridium-192 D, see 1821 9Е+2 3E+2 1E-7 4E-10 18-5 1Е-4 
W, see 1821; - 4E+2 2Е-7 6Е-10 - - 
Y, see 1821: . 2E+2 9E-8 3E-10 - - 
77  iridium-194m D, вее 1821; 6E+2 9E+1 4E-8 1E-10 9E-6 9E-5 
W, see 1821r Е 2Е+2 7Е-8 2Е-10 < š 
Y, see 1821: i - 1E+2 4E-8 1E-10 4 Е 
T! Iridium-194 D, see 1821; 1E+3 3E+3 1E-6 48-9 18-5 18-4 
W, see 1821; 2E+3 9E-7 3E-9 Е s 
Y, see 1821 I 2E+3 8E-7 3E-9 2 5 
77  iridium-195m D, see 1821г 8E+3 2E+4 1E-5 3E-8 IE-4 1E-3 
W, see 1821; - 3E+4 1E-5 4E-8 - - 
Y, see 1821 - 2E+4 9E-6 3E-8 - - 
77 Iridium-195 D, see 1821; 1E+4 4E+4 2Е-5 6E-8 2Е-4 2E-3 
W, see 1821r 2 5E«4 2E-5 7E-8 В = 
Ү, вее 1821г В 4E44 2E-5 6E-8 : : 
78  Platinum-186 D, all compounds 1E+4 4E+4 2E-5 SE-8 2E-4 28-3 
78 . Platinum-188 D, all compounds 2E+3 2E+3 7E-7 2E-9 2E-5 2E-4 
78 Platinum-189 D, all compounds 1E+4 3E+4 1E-5 4E-8 1E-4 1E-3 
78 Platinum-191 D, all compounds 4E+3 8E+3 4E-6 1E-8 5Е-5 5Е-4 
78 Platinum-193m D, all compounds 3E+3 6E+3 3E-6 8E-9 - - 
LLI wall 
(3E+4) - - - 4E-5 4E-4 
78 . Platinum-193 D, all compounds 4E+4 2E+4 1E-5 3E-8 - - 
LLI wall 
(SEM) - š я 6Е-4 68-3 
78 Platinum-195m D, all compounds 2E+3 4E+3 2E-6 6E-9 - - 
LLI wall 
QE+3) - Е s 3E-5 3E-4 
78 Platinum-197m2 D, all compounds 2E+4 4E+4 2Е-5 6E-8 2E-4 2E-3 
78 . Platinum-197 D, all compounds 3E+3 1E+4 4E-6 1E-8 4E-5 4E-4 
78 Platinum-1992 D, all compounds SE+4 1Е+5 6E-5 2E-7 7E-4 7E-3 
78 . Platinum-200 D, all compounds 1E+3 3E+3 1E-6 SE-9 2Е-5 2Е-4 
79 . Gold-193 D, all compounds except 
those given for W and Y 9E+3 3Е+4 1Е-5 4Е-8 16-4 1Е-3 
W, halides and nitrates 4 2Е:4 9E-6 3E-8 4 Е 
Y, oxides and hydroxides - 2E+4 8E-6 3E-8 - - 
79 Gold-194 D, see 19344 3E+3 8E+3 3E-6 1E-8 4E-5 4E-4 
W, see lys Au š 5E+3 2E-6 8E-9 š - 
Y, see Au - 5E+3 2E-6 TE-9 - - 
79  Gold-195 D, see de: u 5E+3 1E+4 5E-6 2E-8 7E-5 7Е-4 
W, see 193 Au - 1E+3 6E-7 2E-9 - - 
Y, see !93Au z 4E+2 2E-7 6E-10 2 
79 Gold-198m D, see ie u 1E+3 3E+3 1E-6 4E-9 1E-5 1Е-4 
W, see 193 Au - 1E+3 SE-7 2E-9 - - 
Y, see Au - 1E+3 5E-7 2E-9 - - 
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79 


79 
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80 


80 


80 


80 
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80 


80 


80 
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Gold-198 


Gold-199 


Gold-200m 
Gold-2002 


Gold-2012 


Mercury-193m 


Mercury-193 


Mercury-194 


Mercury-195m 


Mercury-195 


Mercury-197m 


Mercury-197 


Mercury-1 99m? 


Mercury-203 


Thallium- 194m? 
Thallium-1942 


Thallium-1952 


193 ay 
W, see Au 


D, see 
193 Au 
193 Au 


Y, see 


D, see 


193 
W, see Au 
Y, see 193 Au 


D, see 193 u 
W, see Au 
Y, see 193 Au 


D, see ps u 
W, see Au 
Y, see 19344 


D, see 193 


Р 193 
W, see Au 
Y, see 193 


Уарог 
Organic D 
D, sulfates 


Radiation Protection Standards 


1E+3 


W, oxides, hydroxides, 
halides, nitrates, and 


sulfides 


Vapor 


Organic Bmyg 


Vapor 
Organic 
D, see im, 


W, see 193 mpg 


Vapor 


Organic 
D, see im. 


W, see 193mg, 


Vapor 


Organig Ван, 


Уарог 


Organi 
rganiç UM 


Vapor 


Organic Bote 


Vapor 
Organic D 


D, see 193mg, 
W, see mpg 


Vapor 


Organic 
D, see ьн, 


W, see 193mg, 


D, all compounds 
D, all compounds 


D, all compounds 


4E+3 
2E+3 
2Е+3 


9Е+3 


4Е+3 


48+3' 


4Е+3 
3E+3 
2E+4 


6E+4 
8E+4 
7Е+4 


2Е+5 


2E+5 
2E+5 
8E+3 


1E+4 
9E+3 


8E+3 


3E+4 
6E+4 
4E+4 
4E+4 


3E+1 
3E+1 
4E+1 
1E+2 


4E+3 
6E+3 
5E+3 
4E+3 


3E+4 
SE+4 
4E+4 
3E+4 


5E+3 
9E+3 
7Е+3 
5Е+3 


8E+3 
1E+4 
1E+4 
9E+3 


8E+4 
2E+5 


1Е+5 
2Е+5 


8E+2 
8E+2 
1E+3 
1E+3 


2E+5 


2E-6 
8E-7 
7E-7 


4E-6 


2E-6 
2E-6 


1E-6 
1Е-6 
1Е-6 


3E-5 
3E-5 
3E-5 


9E-5 


1E-4 
9E-5 


4E-6 
5Е-6 
4Е-6 


ЗЕ-6 


1E-5 
3E-5 
2E-5 
2E-5 


1E-8 
1E-8 
2E-8 
5Е-8 


2Е-6 
ЗЕ-6 
2Е-6 
2Е-6 


1Е-5 
2Е-5 
1Е-5 
1E-5 


2E-6 
4E-6 
3E-6 
2E-6 


4E-6 
6E-6 
5Е-6 
4Е-6 


ЗЕ-5 
7Е-5 


6E-5 
7E-5 
4E-7 
3E-7 
5E-7 
5E-7 


6E-5 


1E-3 


4E-3 
9E-4 


246-221-290 


2E-4 


1E-2 


4E-2 
9E-3 
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81 Thallium-197 
81  Thallium-198m? 
81 ТһаШішп-198 
81 Thallium-199 
81 Thallium-200 
81 Thallium-201 
81 Thallium-202 
81 Thallium-204 
82  Lead-195m? 
82 Lead-198 
82 1еай-1992 
82 Lead-200 
82 1еай-201 
82 ° Lead-202m 
82 Lead-202 
82 Lead-203 
82  Lead-205 
82 Lead-209 
82  Lead-210 
82  Lead211? 
82  Lead-212 
82  Lead-2142 
83 Bismuth-2002 
83  Bismuth-2012 
83 Bismuth-2022 
83 Bismuth-203 
83 Bismuth-205 
83 Bismuth-206 
83 Bismuth-207 
83 Bismuth-210m 
83 Bismuth-210 
8  Bismuth-2122 
83  Bismuth-2132 
83 Bismuth-2142 
84 Polonium-2032 
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D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, all compounds 
D, 


ali compounds 


D, all compounds 


D, all compounds 


D, all compounds 


D, nitrates 


W, all other compounds 


D, see 200 i 
W, see Bi 
D, see 200gi 
W, see 200g, 
D, see 200 i 
W, see 2 Bi 
D, see 2 i 
W, see 2 Bi 
D, see 200 i 
W, see 200Ві 
D, see 200 i 
W, see 2 Bi 


D, see 200gi 


W, see 200gi 


D, see 200gi 


W, see 200gi 


D, see 200 i 
W, see Bi 
D, see 200 i 
W, see 200Bi 


D, see 2008; 


W, see 2008; 


D, all compounds except 


TE+4 
3E+4 
2Е+4 
6E+4 
8E+3 
2E+4 
4E+3 
2E+3 
6Е+4 
3E+4 
2E+4 
3E+3 
7E43 
9E+3 
1E+2 
5E+3 
4E+3 
2E+4 


6E-1 
Bone surf 
(1E+0) 


1Е+4 


8Е+1 
Bone surf 
(1Е+2) 


9Е+3 
3E+4 


1Е+4 


1Е+4 


2Е+3 


1Е+3 


6Е+2 


1Е+3 


4Е+1 
Kidneys 
(6E+1) 


8E+2 


1E+5 
5Е-4 
3E+4 
8E+4 
1E+4 
2E+4 
SE+3 
2E+3 
2Е+5 
6Е+4 
7Е+4 
6Е+3 
2Е+4 
3Е+4 
5Е+1 
9Е+3 
1Е+3 
6Е+4 


2Е-1 
Bone surf 
(4E-1) 
6E+2 


ЗЕ+1 


5E«0 
Kidneys 
(6E+0) 
TE-1 


2E+2 
Kidneys 
(4E+2) 
3E+1 


2E+2 
3E+2 


3E+2 
4E+2 


8E+2 


9E-2 


SE-5 
2E-5 
1Е-5 
4Е-5 
5Е-6 
9Е-6 
2Е-6 
9Е-7 
8E-5 
3E-5 
3E-5 
3E-6 
8E-6 
1Е-5 
2Е-8 
4Е-6 


3E-3 
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84 Polonium-205” 
84 Polonium-207 
84 Polonium-210 
85 Astatine-2072 
85 Astatine-211 


86 Radon-220 


86 Radon-222 


87 Francium-2222 
87 Francium-223? 
88 Radium-223 


88 Radium-224 


88 Radium-225 


88 Кайішп-226 


88 Кайішп-2272 


88 Radium-228 


89 Actinium-224 


89  Actinium-225 


89 Actinium-226 


(1997 Ed.) 


Radiation Protection Standards 


those given for W 
W, oxides, hydroxides, 
and nitrates 


203 
D, see о 
W, see 20 Po 


203 
D, see о 
W, see 20 Po 


203 
D, see о 
W, see 20 Po 


D, halides 
w 


D, halides 
w 


With daughters removed 
With daughters present 


With daughters removed 
With daughters present 


D, all compounds 
D, all compounds 


W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 
W, all compounds 


D, all compounds except 
those given for W and Y 


W, halides and nitrates 
Y, oxides and hydroxides 


D, see 224 AC 


224 
W, see ^^" Ac 
Y, see 224 Ac 


D, see 224 Ac 


224 
W, see Ac 
Y, see 224 Ac 


3E+4 


2E+3 
6E+2 


5Е+0 
Bone surf 
(9E+0) 


8E+0 
Bone surf 
(2E+1) 


8E+0 
Bone surf 
(2E+1) 


2E+0 
Bone surf 
(5Е+0) 


2Е+4 
Bone surf 
(2E+4) 


2E+0 
Bone surf 
(4E+0) 


2E+3 
LLI wall 
(2E+3) 


6Е+4 3E-5 
9Е+4 4Е-5 
4E+4 2E-5 
TE+4 3E-5 
3E+4 1E-5 
3Е+4 1Е-5 
6Е-1 3E-10 
6E-1 3E-10 
3E+3 1E-6 
2E+3 9E-7 
8E+1 3E-8 
5ЕНІ 2Е-8 
2E+4 7E-6 
2Е+1 9E-9 


(or 12 working 
level months) 


1E+4 4E-6 
1E+2 3E-8 
(or 4 working 


level months) 


5E+2 2E-7 
8E+2 3E-7 
7E-1 3E-10 
2E+0 TE-10 
7E-1 3E-10 
6E-1 3E-10 
1E+4 6E-6 
Bone surf 

(2E+4) - 
1E+0 5E-10 
3E+1 1E-8 
Bone surf 

(4E+1) - 
SE+1 2E-8 
5Е+1 26-8 
ЗЕ-1 16-10 
Bone surf 

(SE-1) - 
6E-1 3E-10 
6E-1 3E-10 
3E+0 1E-9 
Bone surf 

(4E+0) - 
5E+0 2E-9 
5E+0 2E-9 


9E-8 


IE-7 


SE-8 
IE-7 


3E-8 
4E-8 


9E-13 
9E-13 


4E-9 
3E-9 


1E-10 
8E-11 


2E-8 
3E-11 
(or 1.0 
working 
level) 


1E-8 
1E-10 
(or 0.33 
working 


level) 


6E-10 
1E-9 
9E-13 


246-221-290 


3E-3 
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89 Actinium-227 D, see 224 Ac 2E-1 48-4 2E-13 Е 5 E 
Bone surf Bone surf I 
(4Е-1) (8Е-4) Е 18-15 58-9 5Е-8 
W, see 224Ас 5 2E-3 7E-13 : - 2 
Bone surf 
В (36-3) 4 4E-15 ` : 
Y, see 224Ас I 4E-3 2E-12 6E-15 ы В 
89  Actinium-228 D, see 224Ас 2E43 9E«0 4E-9 А 3E-5 ЗЕ-4 
Bone surf 
a QE«1) А 28-11 " 2 
w, see 224Ас - 4E+1 2E-8 š А 3 
Bone surf 
А (6E+1) E 8E-11 А : 
Y, see 224 Ac : 4E+1 28-8 6E-11 3 - 
90 Thorium-2262 W, all compounds except 
those given for Y 5E+3 2E+2 6E-8 2E-10 - - 
St wall 
(5E+3) - : š 7E-5 7E-4 
Y, oxides and hydroxides =- 1E+2 6E-8 2E-10 - - 
90 Thorium-227 W, see 226Th 1E+2 3E-1 1E-10 5E-13 2E-6 2E-5 
Y, see 226Тр š 3E-1 1E-10 5E-13 š š 
90 Thorium-228 W, see 226th 6E+0 18-2 4E-12 š қ : 
Bone surf Bone surf 
(1Е+1) (E-2) : ЗЕ-14 2E-7 2E-6 
Y, see 226Th - 2E-2 7E-12 2E-14 d š 
90 Thorium-229 W, see 226Тһ 6E-1 9E-4 4E-13 А š В 
Bone surf Bone surf 
(1E+0) (2-3) В 3E-15 2E-8 2Е-7 
Y, see ?26Th - 2E-3 1E-12 5 2 3 
Bone surf 
= (ЗЕ-3) š 4E-15 З š 
90 Thorium-230 W, see 226Тр 4E+0 6E-3 ` 3E-12 Е У А 
Bone surf Bone surf 
(9E+0) — QE2) š 2E-14 1E-7 1E-6 
Y, see 2267, à 2E-2 6E-12 à à ; 
Bone surf 
- (2E-2) қ ЗЕ-14 š š 
90 Thorium-231 W, see 226+Th 4E+3 6E+3 3E-6 9E-9 5E-5 5E-4 
Y, see 2267p А 6Е+3 3E-6 9E-9 3 қ 
90 Thorium-232 W, see 226Th 7E-1 1E-3 5E-13 š š А 
Bone surf Bone surf 
(2E+0)  (3E-3) А 48-15 3E-8 3E-7 
Y, see 226p . 3E-3 1E-12 i H š 
Bone surf 
қ (4Е-3) 2 6E-15 В š 
90 Thorium-234 W, see 226Th 3E+2 2842 8E-8 3E-10 š - 
LLI wall 
(4Е+2) - 2 Ы 5E-6 5E-5 
Y, see 2267p = 28+2 68-8 28-10 Н 2 
91 Protactinium-2272 W, all compounds except 
those given for Y 4E+3 1E+2 5E-8 2E-10 5E-5 5Е-4 
Y, oxides and hydroxides - 1E+2 4E-8 1E-10 - - 
91  Protactinium-228 W, see 227 pa 1Е+3 1E+1 5E-9 š 2E-5 2E-4 
Bone surf 
х (2Е+1) = 3E-11 : à 
Y, see 227pa - 1E+1 5E-9 2E-11 - - 
91 Protactinium-230 W, see 227ра 6E+2 5E+0 2E-9 7Е-12 А - 
Bone surf 
(9E+2) š i - 1E-5 1E-4 
Y, see 227 Pa - 4E+0 1E-9 58-12 - : 
91  Protactinium-231 W, see 227 pa 2Е-1 2Е-3 6E-13 Е ° : 
Bone surf Bone surf 
(SE-) (48-3) Е 66-15 6E-9 6E-8 
Y, see 227ра š 4E3 , 2E-12 х = Y 
Bone surf 
> (6E-3) я 8Е-15 š š 
91 Protactinium-232 W, see 227ра 1E+3 2EH 9E-9 е 2Е-5 28-4 
Bone surf 
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E (6E+1) - 8E-11 : I 
Y, see 227pa Ë 6Е+1 2Е-8 2 5 А 
Bone surf 
е (7Е+1) š 1E-10 I х u 
9I Protactinium-233 W, see 227ра 1E+3 7E+2 3E-7 1E-9 š Д 
LLI wall id 
QE43) Я z - 2Е-5 28-4 E 
Y, see 227ра - 6E+2 2E-7 8E-10 $ - d 
9] Protactinium-234 W, see 227 pa 2E+3 8E+3 3E-6 1E-8 3E-5 3E-4 E 
Y, see 227ра š 7E+3 3E-6 9B-9 2 - T: 
92  Uranium-230 D, UFç, ОО,Е), UO4(NO3)  4E«0 4E-1 2E-10 3 : š 
Bone surf Bone surf 
(6E«0) (68-1) А 88-13 8Е-8 8Е-7 
W, 003, UF, UCI, : 4E-1 1E-10 SE-13 : Ë 
Y, UO;, 040% : 3E-1 1E-10 4E-13 3 E 
92 Uranium-231 D, see 2300 5E«3 8E+3 3E-6 1E-8 2 T 
LLI wall 
(4E3) - š " 6E-5 6E-4 
W, see 2300 к 6E+3 2E-6 8E-9 : 3 
Y, see 230U : 5E+3 2E-6 6E-9 З d | 
92 Uranium-232 D, see 2300 2E+0 2Е-1 9E-11 Я i - 4 
Bone surf Bone surf 54 
(4Е+0) — (4E-l) - 6E-13 6E-8 6E-7 U 
W, see 2300 à 4E-1 2E-10 SE-13 И = 
ү, вее 2300 s 8E-3 3E-12 1Е-14 E А 
92 Uranium-233 D, see 2300 ШЕНІ 1E+0 5E-10 я s š 
Bone surf Bone surf 1 
QE)  (2E+0) 2 3E-12 3E-7 3E-6 E 
W, see 2300 À 7Е-1 3E-10 1E-12 А : Е 
Y, see 2300 - 4E2 2E-11 5Е-14 : ME" E 
92 Uranium-234° D, see 2300) 1E+1 1E+0 5E-10 à : à H 
Bone surf Bone surf l i 
QE)  (2E+0) s 3E-12 ЗЕ-7 3E-6 | 
W, see 2300 2 78-1 3E-10 18-12 - : 
Y, see 2300 Lo ve BS 2Е-11 5E-14 А : 
92 Uranium-2353 D, see 2300 ЕН 1E+0 68-10 : Я а 
Bone surf Bone surf 
(2E+1) (8+0) А 38-12 3E-7 3E-6 
W, see 2300 - 8E-1 3E-10 1E-12 : 3 
Y, see 2300 5 4E-2 2E-11 6E-14 2 š 
92 Uranium-236 D, see 2300 18+1 1E+0 SE-10 à : - 
Bone surf Bone surf 
QE)  (2E+0) 2 3E-12 3E-7 3E-6 
W, see 2300 B 8Е-1 3E-10 1Е-12 : Е 
Y, see 2300 ` 4E-2 2Е-11 6E-14 - 2 
92 Uranium-237 D, вее 2300 28+3 3E+3 1E-6 4E-9 А , 
LLI wall 
QE)  - E 3 3E-5 3E-4 
W, see 2300 > 2E+3 7E-7 . 2B9 3 - 
Y, see 2300 2 2E+3 6E-7 2E-9 š В 
92  Uranium-238? D, see 2300 ЕН 1E+0 6E-10 š ; š 5 
Bone surf Bone surf 3 
QE«1)  (2E+0) 2 38-12 3E-7 3E-6 5 
W, see 2300 š 8E-1 3E-10 IE-12 d Ep E 4 
Y, see 2300 4 4E-2 2Е-11 6E-14 i i 5 
92 Uranium-2392 D, see 2300 7E+4 2E+5 8E-5 3E-7 9E-4 9E-3 2 
W, see 2300 В 28+5 78-5 28-7 5 i 1 
Y, see 2300 à 2E+5 6E-5 2E-7 s A š 
92 Uranium-240 D, see 2300 1E+3 4E+3 2E-6 5E-9 2E-5 2E-4 
W, see 2300 и 3E+3 1E-6 4E-9 i : 
Y, see 2300 А 2Е+3 1Е-6 3E-9 š a | 
92 Uranium-natural? D, вес 2300 1E+1 1E+0 SE-10 А А š 3 
Bone surf Bone surf | 
2 QE) (2Е+0) А 3E-12 3E-7 3E-6 
W, see 2300 : 8E-1 3E-10 9E-13 I 
Y, see 2300 > 5E-2 2Е-11 9E-14 : 2 
93 Neptunium-2322 W, all compounds 1Е+5 2Е+3 7E-7 - 2E-3 2E-2 
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š Bone surf . 
: š (5E+2) - 6E-9 Š Р Я 
93 . Neptunium-2332 W, all compounds 8Е+5 3E+6 1E-3 . (—4E6 . 16-2 1E-1 
“ 93 Neptunium-234 W, all compounds 2E+3 3E+3 1E-6 ` 4E-9 U 3E-5 '3E-4 
93,  Neptunium-235 . W, all compounds 2E+4 8E+2 3E-7 : - =. _ - 
2 i LLI wall Bone surf ° i i š 
(2E+4) ` (IE+3) - j 2E-9 3E-4 3E-3 
93 Neptunium-236 W, all compounds 3E+0 2E-2 9E-12 - - - - 
(1.15E+5 y) Bone surf Bone surf : 
I (6E+0) (SE-2) T0 8Е-14 9E-8. 9E-7 
93: Neptunium-236 W, all compounds 3E+3 ЗЕ IE8 -- - - - 
` : (22.5 h) Bone surf Bone surf е 
š  (4E+3) (7Е+1) - 1Е-10 f 5E-5 5E-4 
93 - Neptunium-237 W, all compounds SE-1 4E-3 2E-12 - j - - 
Bone surf Bone surf : А 
. (1E+0) (1E-2) - 1E-14 2E-8 2E-7 
93 Мершпішп-238 W, all compounds 1E+3 6Е+1 3E-8 - 2E-5 2E-4 
e ` Bone surf 
- (2E+2) - 2E-10 - - 
93  Neptunium-239 W, all compounds 2E+3 2E+3 9E-7 3E-9 - - 
i LLI wall 
(2E+3) - қ - - 2Е-5 2E-4 
93 Neptunium-2402 W, all compounds 2E+4 8E+4 3E-5 1E-7 3E-4 3E-3 
94 Plutonium-234 W, all compounds 
: except PuO, 8E+3 2E+2 9E-8 3E-10 ]E-4 1E-3 
Y, PuO, - 2E+2 8E-8 3E-10 - - 
94  Plutonium-235? W, see 29 4py 9Е+5 3E+6 1E-3 4E-6 1E-2 1E-1 
|o Y, see 234py E 3E+6 1E-3 3E-6 В š 
94 Plutonium-236 W, see 234рц 2E+0 2E2 8E-12 z ы , 
Bone surf Bone surf 
(4E+0) (4E-2) - SE-14 6E-8 6E-7 
Y, see 234py 5 4E-2 2E-11 6E-14 E ° 
94 Plutonium-237 W, see 234py 1E+4 3E+3 1E-6 SE-9 2E-4 2E-3 
Y, see 234pu E 3E«3 1E-6 4E-9 : Р 
94 Plutonium-238 W, see 234py 9E-1 7E-3 3E-12 : е š 
Bonesurf Bone surf 
4 (2E+0) (1E-2) - 2E-14 2E-8 2E-7 
Y, see 234pu - 2E2 8Е-12 2Е-14 - - 
94 Plutonium-239 W, see 234ру 8E-1 6E-3 3E-12 : 5 й 
Bone surf Bone surf 
(1E+0) (1Е-2) - 2Е-14 2E-8 2E-7 
Y, see 234ру а 28-2 78-12 5 š : 
Bone surf 
- (2E-2) - 2E-14 - - 
94  Plutonium-240 W, see ?34py 8E-1 6E-3 3E-12 : . Р 
Bone surf Bone surf 
(1E+0) (1E-2) - 2E-14 2E-8 2E-7 
Y, see 234pu à 2E-2 7Е-12 4 : В 
Bone surf 
- QE-2) - 2E-14 E . 
94 Рішопішт-241 W, see 234py 4E+1 ЗЕ-1 1E-10 š š š 
Bone surf Bone surf 
234 (7Е+1) (66-1) - 8Е-13 1Е-6 1E-5 
Y, see Pu - 8E-1 3E-10 - - - 
Bone surf 
- (1E+0) - 1E-12 Б А 
94 Plutonium-242 W, see 234py 8E-1 7E-3 3E-12 RI i : 
Bone surf Bone surf 
234 (1E+0) (1E-2) - 2E-14 2E-8 2E-7 
Y, see Pu - 2E-2 7E-12 - - - 
Bone surf 
- (2E-2) - 2E-14 ж " 
94 Рішопішт-243 W, see mu 2E+4 4E44 2Е-5 5E-8 2E-4 2Е-3 
Y, see ^""Pu - 4E+4 2Е-5 5E-8 - E 
94  Plutonium-244 W, see 234py 8E-1 7E-3 3E-12 . : ú 
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94 


94 


95 
95 


95 
95 
95 


95 


95 


95 


: 95 


95 


95 
95 


95 
96 
96 


96 


96 


96 


96 


96 


96 
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`` Plutonium-245 


Plutonium-246 


` Атегісішт-2372 


Атегісішп-2382 


Americium-239 
Americium-240 


Americium-241 
Americium-242m 
Americium-242 
Americium-243 
Americium-244m? 


Americium-244 


Americium-245 


Americium-246m2 


Americium-2462 
Curium-238 
Curium-240 


Curium-241 


Curium-242 


Curium-243 


Curium-244 


Curium-245 


Curium-246 


Y, see 234py 


234, 
W, see Pu 
Y, see 234py 


W, see 234p, 


Y, see 234p, 


W, all compounds 
W, all compounds 


W, all compounds 
W, all compounds 
W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds 
W, all compounds 


W, all compounds 
W, all compounds 
W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds 


Radiation Protection Standards 


Bone surf 
(2E+0) 


2E+3 


4E42 
LLI wall 
(4E+2) 


8E+4 
4E+4 


SE+3 | 
2E+3 


8E-1 
Bone surf 
(1E40) 


8E-1 
Bohe surf 
(1E+0) 


4E+3 


8E-1 
Bone surf 
(1Е+0) 


6E+4 
St wall 
(8Е+4) 


3E+3 


2E+4 


6E+1 
Bone surf 
(8E+1) 


1E+3 


3E+1 
Bone surf 
(SE+1) 


1Е 0 
Bone surf 
(2E+0) 


1E+0 
Bone surf 
(3E+0) 


7E-1 
Bone surf 
(1Е+0) 


7E-1 
Bone surf 
(1E+0) 


Bone surf 
(1E-2) 
2E-2 
Bone surf 
(2E-2) 


5Е+3 
4Е+3 


ЗЕ+2 


3E+2 
3E+5 


3E+3 
Bone surf 
(6E+3) 


1Е+4 
3E+3 


6E-3 
Bone surf 
(1E-2) 
6E-3 
Bone surf 
(1E-2) 


8E+1 
Bone surf 
(9Е+1) 


6E-3 
Bone surf 
(1E-2) 


4E43 
Bone surf 
(7E+3) 


2E+2 
Bone surf 
(3E+2) 


8E+4 
2E+5 


IE+5 
IE+3 


6E-1 
Bone surf 
(6E-1) 


ЗЕ 
Bone surf 
(4E+1) 


3E-1 
Bone surf 
(3E-1) 
9E-3 
Bone surf 
(2E-2) 
1Е-2 
Bone surf 
(2E-2) 
6E-3 
Bone surf 
(1E-2) 
6E-3 
Bone surf 
(1Е-2) 


2Е-8 


2Е-8 


246-221-290 


2Е-7 
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96 Curium-247 
96 Сипішп-248 
96 Curium-249? 

2% Curium-250 
97 Berkelium-245 
97 Berkelium-246 
97 Berkelium-247 
97 Berkelium-249 


97 


98 


98 


98 


98 


98 


98 


98 


98 


98 


99 


99 
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Berkelium-250 


Californium-2442 


Californium-246 


Californium-248 


Californium-249 


Californium-250 


Californium-251 


Californium-252 


Californium-253 


Californium-254 


Einsteinium-250 


Einsteinium-251 


Title 246 WAC: Department of Health 


W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds 
W, all compounds 
W, all compounds 


W, all compounds 


W, all compounds 


W, all compounds except 


those given for Y 


Y, oxides and hydroxides 


244, 
W, see Cf 
Y, see cg 


W, see 244ct 


Y, see 244ct 
W, see 244cr 


Y, see 244cr 


W, see 244ce 


Y, see 244СҒ 
W, see 244ct 


Y, see 2^4 ct 


W, see 244сғ 


Y, see 244се 
W, see 244се 
Y, see 244cr 


244 
W, see Cf 
Y, see 244cr 


W, all compounds 


W, all compounds 


8E-1 
Bone surf 
(1Е+0) 
2Е-1 
Bone surf 
(4E-1) 


5Е+4 


4Е-2 
Bone surf 
(6E-2) 
2E+3 
3E+3 


SE-1 
Bone surf 
(1E+0) 
2E+2 
Bone surf 
(5E+2) 


9E+3 


8E+0 
Bone surf 
(2E+1) 


5E-1 
Bone surf 
(1E+0) 


1E+0 
Bone surf 
(2E+0) 


5E-1 
Bone surf 
(1E+0) 


2E+0 
Bone surf 
(5Е-0) 


2E+2 
Bone surf 
(4E+2) 


2E+0 


6E-3 
Bone surf 
(1E-2) 


2E-3 
Bone surf 
(3E-3) 


2E+4 
Bone surf 
(3E+4) 


3E-4 
Bone surf 
(5E-4) 


1E+3 
3E+3 


4E-3 
Bone surf 
(9E-3) 


2E+0 
Bone surf 
(4E+0) 


3E+2 
Bone surf 
(7E+2) 


6E+2 


6E+2 


9E+0 
9E+0 


6E-2 
Bone surf 
(1Е-1) 
1E-1 
48-3 . 
Bone surf 
(9E-3) 
1E-2 
Bone surf 
(1E-2) 


9E-3 
Bone surf 
(2E-2) 
3E-2 


4E-3 
Bone surf 
(9E-3) 
1E-2 
Bone surf 
(1E-2) 
2E-2 
Bone surf 
(4E-2) 
3E-2 


2E+0 
2E+0 


2E-2 
2E-2 
SE+2 


Bone surf 
(1E+3) 


9E+2 
Bone surf 


3E-12 


1E-3 
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Ë (1E+3) - 2E-9 - ы 
99 Einsteinium-253 W, all compounds 2E+2 1E+0 6E-10 2E-12 2E-6 2E-5 
99 Einsteinium-254m W, all compounds 3E+2 1Е+1 4Е-9 1E-11 - - 
LLI wall , 
(3E+2) - - - 4E-6 4E-5 
99 Einsteinium-254 W, all compounds 8E+0 7E-2 3E-11 - - - 
Bone surf Bone surf 
(2E+1) (1Е-1) - 2Е-13 2Е-7 2Е-6 
100 Fermium-252 W, all compounds 5E+2 1E+1 5E-9 2E-11 6E-6 6E-5 
100 Fermium-253 W, all compounds 1E+3 1Е+1 46-9 1E-11 1E-5 1E-4 
100 Fermium-254 W, all compounds 3E+3 9E+1 4E-8 1E-10 4E-5 4E-4 
100 Fermium-255 W, all compounds 5Е+2 2Е+1 9E-9 3E-11 7E-6 7Е-5 
` 100 Fermium-257 W, all compounds 2Е+1 2Е-1 7Е-11 - - - 
Bone surf Bone surf 
(4E+1) (2E-1) - 3E-13 5Е-7 5Е-6 
101 Mendelevium-257 W, all compounds 7Е+3 8E+1 4E-8 - 1E-4 1E-3 
Bone surf 
- (9Е+1) - 18-10 - - 
101 Mendelevium-258 W, all compounds ЗЕН 2E-1 1E-10 - E - 
Bone surf Bone surf ) 
(5Е+1) (3E-1) - 5E-13 6E-7 6E-6 
- Any single radionuclide not listed 
above with decay mode other than 
alpha emission or spontaneous fis- 
sion and with radioactive half- 
life less than 2 hours Submersion! - 2E+2 1E-7 1E-9 - - 


- Any single radionuclide not listed 
above with decay mode other than 
alpha emission or spontaneous fis- 
sion and with radioactive half- 
life greater than 2 hours mo - 2E-1 1E-10 1E-12 1E-8 1E-7 


- Any single radionuclide not listed 
above that decays by alpha emission 
or spontaneous fission, or any mix- 
ture for which either the identity 
or the concentration of any radio- 
nuclide in the mixture is not 
known Satie - 4E-4 2E-13 IE-15 2E-9 2E-8 


OOTNOTES: 
"Submersion" means that values given are for submersion in a hemispherical semi-infinite cloud of airborne material. 


2These radionuclides have radiological half-lives of less than 2 hours. The total effective dose equivalent received during operations with these radionuclides 
might include a significant contribution from external exposure. The DAC values for all radionuclides, other than those designated Class "Submersion," are 
based upon the committed effective dose equivalent due to the intake of the radionuclide into the body and do NOT include potentially significant contributions 
to dose equivalent from external exposures. The licensee may substitute 1E-7 pCi/ml for the listed DAC to account for the submersion dose prospectively, 
but should use individual monitoring devices or other radiation measuring instruments that measure external exposure to demonstrate compliance with the 
limits. (See WAC 246-221-015(5).) 


3For soluble mixtures of U-238, U-234, and U-235 in air, chemical toxicity may be the limiting factor (see WAC 246-221-010(5)). If the percent by weight 
(enrichment) of U-235 is not greater than 5, the concentration value for a 40-hour workweek is 0.2 milligrams uranium per cubic meter of air average. For 
any enrichment, the product of the average concentration and time of exposure during a 40-hour workweek shall not exceed 8Е-3 (SA) uCi-hr/ml, where SA 
is the specific activity of the uranium inhaled. The specific activity for natural uranium is 6.77E-7 curies per gram U. The specific activity for other mixtures 
of U-238, U-235, and U-234, if not known, shall be: 


SA = 3.6E-7 curies/gram U, U-depleted 
SA = [0.4 + 0.38 (enrichment) + 0.0034 (enrichment)?] E-6, enrichment 2 0.72 
where enrichment is the percentage by weight of U-235, expressed as percent. 


NOTE: : 
1. If the identity of each radionuclide іп a mixture is known but the concentration of one or more of the radionuclides in the.mixture is not known, the DAC 
for the mixture shall be the most restrictive DAC of any radionuclide in the mixture. 


2. If the identity of each radionuclide in the mixture is not known, but it is known that certain radionuclides specified in this appendix are not present in 
the mixture, the inhalation ALI, DAC, and effluent and sewage concentrations for the mixture are the lowest values specified in this appendix for any 
radionuclide that is not known to be absent from the mixture; or 
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If it is known that Ac-227-D and Cm-250-W are I 
not present - 7E-4 3E-13 - - - 


If, in addition, it is known that Ac-227-W,Y, 

Th-229-W,Y, Th-230-W, Th-232-W,Y, Pa-231-W,Y, 

Np-237-W, Pu-239-W, Pu-240-W, Pu-242-W, Am-241-W, 

Am-242m-W, Am-243-W, Cm-245-W, Cm-246-W, Cm-247-W, 

Cm-248-W, Bk-247-W, Cf-249-W, and Cf-251-W 

are not present - 7E-3 3E-12 - - - 


If, in addition, it is known that Sm-146-W, 

Sm-147-W, Gd-148-D,W, Gd-152-D,W, Th-228-W,Y, 

Th-230-Y, U-232-Y, U-233-Y, U-234-Y, U-235-Y, 

U-236-Y, U-238-Y, Np-236-W, Pu-236-W,Y, 

Pu-238-W,Y, Pu-239-Y, Pu-240-Y, Pu-242-Y, 

Pu-244-W,Y, Cm-243-W, Cm-244-W, Cf-248-W, 

Cf-249-Y, Cf-250-W, Y, Cf-251-Y, Cf-252-W,Y, 

and Cf-254-W,Y are not present - 7Е-2 ЗЕ-11 - - - 


If, in addition, it is known that Pb-210-D, 

Bi-210m-W, Po-210-D,W, Ra-223-W, Ra-225-W, 

Ra-226-W, Ac-225-D,W,Y, Th-227-W,Y, U-230-D,W.Y, 

U-232-D,W, Pu-241-W, Cm-240-W, Cm-242-W, 

Cf-248-Y, Es-254-W, Fm-257-W, and Md-258-W 

are not present - 7E-1 3E-10 - - - 


If, in addition, it is known that Si-32-Y, 

Ti-44-Y, Fe-60-D, Sr-90-Y, Zr-93-D, 

Cd-113m-D, Cd-113-D, In-115-D,W, La-138-D, 

Lu-176-W, Hf-178m-D,W, Hf-182-D,W, Bi-210m-D, 

Ra-224-W, Ra-228-W, Ac-226-D,W,Y, Pa-230-W,Y, 

U-233-D,W, U-234-D,W, U-235-D,W, U-236-D,W, 

U-238-D,W, Pu-241-Y, Bk-249-W, Cf-253-W.Y, 

and Es-253-W are not present - 7E40 3E-9 - - - 


If it is known that Ac-227-D,W,Y, Th-229-W,Y, 
Th-232-W,Y, Pa-231-W,Y, Cm-248-W, and 
Cm-250-W are not present : - - - 1E-14 - А 


If, іп addition, it is known that Sm-146-W, 

Gd-148-D,W, Gd-152-D, Th-228-W,Y, Th-230-W,Y, 

U-232-Y, U-233-Y, U-234-Y, U-235-Y, U-236-Y, 

U-238-Y, U-Nat-Y, Np-236-W, Np-237-W, Pu-236-W,Y, 

Pu-238-W,Y, Pu-239-W,Y, Pu-240-W,Y, Pu-242-W,Y, 

Pu-244-W,Y, Am-241-W, Am-242m-W, Am-243-W, 

Cm-243-W, Cm-244-W, Cm-245-W, Cm-246-W, 

Cm-247-W, Bk-247-W, Cf-249-W,Y, Cf-250-W,Y, 

Cf-251-W, Y, Cf-252-W,Y, and Cf-254-W,Y 

are not present - - - 1E-13 - - 


If, in addition, it is known that Sm-147-W, 

Gd-152-W, Pb-210-D, Bi-210m-W, Po-210-D,W, 

Ra-223-W, Ra-225-W, Ra-226-W, Ac-225-D,W,Y, 

Th-227-W,Y, U-230-D,W,Y, U-232-D,W, U-Nat-W, 

Pu-241-W, Cm-240-W, Cm-242-W, Cf-248-W,Y, 

Es-254-W, Fm-257-W, and Md-258-W are not 

present - - - - 1E-12 - 


If, in addition it is known that Fe-60, 

Sr-90, Cd-113m, Cd-113, In-115, 1-129, 

Cs-134, Sm-145, Sm-147, Gd-148, Gd-152, 

Hg-194 (organic), Bi-210m, Ra-223, Ra-224, 

Ra-225, Ac-225, Th-228, Th-230, U-233, U-234, 

U-235, U-236, U-238, U-Nat, Cm-242, Cf-248, 

Es-254, Fm-257, and Md-258 are not present - - - - 1E-6 1E-5 


3. Ifa mixture of radionuclides consists of uranium and its daughters in ore dust (10 um AMAD particle distribution assumed) prior to chemical separation 
of the uranium from the ore, the following values may be used for the DAC of the mixture: 6E-11 Ci of gross alpha activity from uranium-238, 
uranium-234, thorium-230, and radium-226 per milliliter of air; 3E-11 Ci of natural uranium рег milliliter of air; or 45 micrograms of natural uranium 
per cubic meter of air. 


4. Е the identity and concentration of each radionuclide in a mixture are known, the limiting values should be derived as follows: Determine, for each 
radionuclide in the mixture, the ratio between the concentration present in the mixture and the concentration otherwise established in this section for 
the specific radionuclide when not in a mixture. The sum of such ratios for all of the radionuclides in the mixture may not exceed "1" (i.e., "unity"). 


Example: If radionuclides "A," "B," and "C" are present in concentrations CA, CB, and CC, and if the applicable DACs are DAC A: DACp, and РАСС, 
respectively, then the concentrations shall be limited so that the following relationship exists: 


— — LA <1 
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[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-290, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 43.70 040. 91-02-049 
(Order 121), recodified as 246-221-290, filed 12/27/90, effective 1/31/91. 
Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), § 402-24- 
220, filed 12/8/80; Order 1095, § 402-24-220, filed 2/6/76; Order 1, § 402- 


24-220, filed 1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-221-300 Appendix B—Minimum quanti- 
ties of radioactive material requiring labeling. 


Minimum Quantities! of Radioactive 
Material Requiring Labeling 


Radionuclide 


Actinium-224 
Actinium-225 
Actinium-226 
Actinium-227 
Actinium-228 
Aluminum-26 
Americium-237 
Americium-238 
Americium-239 
Americium-240 
Americium-241 
Americium-242 
Americium-242m 
Americium-243 
Americium-244 
Americium-244m 
Americium-245 
Americium-246 
Americium-246m 
Antimony-115 
Antimony-116 
Antimony-116m 
Antimony-117 
Antimony-118m 
Antimony-119 
Antimony-120 (16min) 
Antimony-120 (5.76d) 
Antimony-122 
Antimony-124 
Antimony-124m 
Antimony-125 
Antimony-126 
Antimony-126m 
Antimony-127 
Antimony-128 (9.01h) 
Antimony-128 (10.4min) 
Antimony-129 
Antimony-130 
Antimony-131 
Argon-39 
Argon-41 
Arsenic-69 | 
Arsenic-70 
Arsenic-71 
Arsenic-72 
Arsenic-73 
Arsenic-74 
Arsenic-76 
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Quantity* (Ci) 


1 
0.01 
0.1 
0.001 
1 
10 
1,000 
100 
1,000 
100 
0.001 
10 
0.001 
0.001 
10 
100 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
100 
100 
10 
1,000 
100 
100 
1,000 
100 
100 
1,000 
100 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
100 
100 
100 
100 
100 


Arsenic-77 
Arsenic-78 
Astatine-207 
Astatine-211 
Barium-126 
Barium-128 
Barium-131 
Barium-131m 
Barium-133 
Barium-133m 
Barium-135m 
Barium-139 
Barium-140 
Barium-141 
Barium-142 
Berkelium-245 
Berkelium-246 
Berkelium-247 
Berkelium-249 
Berkelium-250 
Beryllium-7 
Beryllium-10 
Bismuth-200 
Bismuth-201 
Bismuth-202 
Bismuth-203 
Bismuth-205 
Bismuth-206 
Bismuth-207 
Bismuth-210 
Bismuth-210m 
Bismuth-212 
Bismuth-213 
Bismuth-214 
Bromine-74 
Bromine-74m 
Bromine-75 
Bromine-76 
Bromine-77 
Bromine-80 
Bromine-80m 
Bromine-82 
Bromine-83 
Bromine-84 
Cadmium-104 
Cadmium-107 
Cadmium-109 
Cadmium-113 
Cadmium-113m 
Cadmium-115 
Cadmium-115m 
Cadmium-117 
Cadmium-117m 
Calcium-41 
Calcium-45 
Calcium-47 
Californium-244 
Californium-246 
Californium-248 
Californium-249 
Californium-250 
Californium-251 
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100 
1,000 
100 
10 
1,000 
100 
100 
1,000 
100 
100 
100 
1,000 
100 
1,000 
1,000 
100 
100 
0.001 
0.1 
10 
1,000 
1 
1,000 
1,000 
1,000 
100 
100 
100 
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Californium-252 
Californium-253 
Californium-254 
Carbon-11 
Carbon-14 
Cerium-134 
Cerium-135 
Cerium-137 
Cerium-137m 
Cerium-139 
Cerium-141 
Cerium-143 
Cerium-144 
Cesium-125 
Cesium-127 
Cesium-129 
Cesium-130 
Cesium-131 
Cesium-132 
Cesium-134 
Cesium-134m 
Cesium-135 
Cesium-135m 
Cesium-136 
Cesium-137 
Cesium-138 
Chlorine-36 
Chlorine-38 
Chlorine-39 
Chromium-48 
Chromium-49 
Chromium-51 
Cobalt-55 
Cobalt-56 
Cobalt-57 
Cobalt-58 
Cobalt-58m 
Cobalt-60 
Cobalt-60m 
Cobalt-61 
Cobalt-62m 
Copper-60 
Copper-61 
Copper-64 
Copper-67 
Curium-238 
Curium-240 
Curium-241 
Curium-242 
Curium-243 
Curium-244 
Curium-245 
Curium-246 
Curium-247 
Curium-248 
Curium-249 
Dysprosium-155 
Dysprosium-157 
Dysprosium-159 
Dysprosium-165 
Dysprosium-166 
Einsteinium-250 
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Einsteinium-251 
Einsteinium-253 
Einsteinium-254 
Einsteinium-254m 
Erbium-161 
Erbium-165 
Erbium-169 
Erbium-171 
Erbium-172 
Europium-145 
Europium-146 
Europium-147 
Europium-148 
Europium-149 
Europium-150 (12.62h) 
Europium-150 (34.2y) 
Europium-152 
Europium-152m 
Europium-154 
Europium-155 
Europium-156 
Europium-157 
Europium-158 
Fermium-252 
Fermium-253 
Fermium-254 
Fermium-255 
Fermium-257 
Fluorine-18 
Francium-222 
Francium-223 
Gadolinium-145 
Gadolinium-146 
Gadolinium-147 
Gadolinium-148 
Gadolinium-149 
Gadolinium-151 
Gadolinium-152 
Gadolinium-153 
Gadolinium-159 
Gallium-65 
Gallium-66 
Gallium-67 
Gallium-68 
Gallium-70 
Gallium-72 
Gallium-73 . 
Germanium-66 
Germanium-67 
Germanium-68 
Germanium-69 
Germanium-71 
Germanium-75 
Germanium-77 
Germanium-78 
Gold-193 
Gold-194 
Gold-195 
Gold-198 
Gold-198m 
Gold-199 
Gold-200 


(1997 Ed.) 


Gold-200m 
Gold-201 
Hafnium-170 
Hafnium-172 
Hafnium-173 
Hafnium-175 
Hafnium-177m 
Hafnium-178m 
Hafnium-179m 
Hafnium-180m 
Hafnium-181 
Hafnium-182 
Hafnium-182m 
Hafnium-183 
Hafnium-184 
Holmium-155 
Holmium-157 
Holmium-159 
Holmium-161 
Holmium-162 
Holmium-162m 
Holmium-164 
Holmium-164m 
Holmium-166 
Holmium-166m 
Holmium-167 
Hydrogen-3 
Indium-109 


Indium-110 (4.9h) 
Indium-110m (69.1min) 


Indium-111 
Indium-112 
Indium-113m 
Indium-114m 
Indium-115 
Indium-115m 
Indium-116m 
Indium-117 
Indium-117m 
Indium-119m 
Iodine-120 
Iodine-120m 
Iodine-121 
Iodine-123 
Iodine-124 
Iodine-125 
Iodine-126 
Iodine-128 
Iodine-129 
Iodine-130 
Іойіпе-131 
Іойіпе-132 
Todine-132m 
Iodine-133 
Iodine-134 
Iodine-135 
Iridium-182 
Tridium-184 
Tridium-185 
Tridium-186 
Tridium-187 
Iridium-188 
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100 
1,000 
100 


Tridium-189 
Tridium-190 
Tridium-190m 


Iridium-192 (73.84) 
Iridium-192m (1.4min) 


Tridium-194 
Tridium-194m 
Tridium-195 
Tridium-195m 
Tron-52 

Iron-55 

Iron-59 

Iron-60 
Krypton-74 
Krypton-76 
Krypton-77 
Krypton-79 
Krypton-81 
Krypton-83m 
Krypton-85 
Krypton-85m 
Krypton-87 
Krypton-88 
Lanthanum-131 
Lanthanum-132 
Lanthanum-135 
Lanthanum-137 
Lanthanum-138 
Lanthanum-140 
Lanthanum-141 
Lanthanum-142 
Lanthanum-143 
Lead-195m 
Lead-198 
Lead-199 
Lead-200 
Lead-201 
Lead-202 
Lead-202m 
Lead-203 
Lead-205 
Lead-209 
Lead-210 
Lead-211 
Lead-212 
Lead-214 
Lutetium-169 
Lutetium-170 
Lutetium-171 
Lutetium-172 
Lutetium-173 
Lutetium-174 
Lutetium-174m 
Lutetium-176 
Lutetium-176m 
Lutetium-177 
Lutetium-177m 
Lutetium-178 
Lutetium-178m 
Lutetium-179 
Magnesium-28 
Manganese-51 


246-221-300 


100 
100 
1,000 
1 

10 
100 
10 
1,000 
1,000 
100 
100 
10 

1 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
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Manganese-52 
Manganese-52m 
Manganese-53 
Manganese-54 
Manganese-56 
Mendelevium-257 
Mendelevium-258 
Mercury-193 
Mercury-193m 
Mercury-194 
Mercury-195 
Mercury-195m 
Mercury-197 
Mercury-197m 
Mercury-199m 
Mercury-203 
Molybdenum-90 
Molybdenum-93 
Molybdenum-93m 
Molybdenum-99 
Molybdenum-101 
Neodymium-136 
Neodymium-138 
Neodymium-139 
Neodymium-139m 
Neodymium-141 
Neodymium-147 
Neodymium-149 
Neodymium-151 
Neptunium-232 
Neptunium-233 
Neptunium-234 
Neptunium-235 
Neptunium-236 (1.15Е+5у) 
Neptunium-236 (22.5h) 
Neptunium-237 
Neptunium-238 
Neptunium-239 
Neptunium-240 
Nickel-56 
Nickel-57 
Nickel-59 
Nickel-63 
Nickel-65 
Nickel-66 
Niobium-88 
Niobium-89 (122min) 
Niobium-89m (66min) 
Niobium-90 
Niobium-93m 
Niobium-94 
Niobium-95 
Niobium-95m 
Niobium-96 
Niobium-97 
Niobium-98 
Osmium-180 
Osmium-181 
Osmium-182 
Osmium-185 
Osmium-189m 
Osmium-191 
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Osmium-191m 
Osmium-193 
Osmium-194 
Palladium-100 
Palladium-101 
Palladium-103 
Palladium-107 
Palladium-109 
Phosphorus-32 
Phosphorus-33 
Platinum-186 
Platinum-188 
Platinum-189 
Platinum-191 
Platinum-193 
Platinum-193m 
Platinum-195m 
Platinum-197 
Platinum-197m 
Platinum-199 
Platinum-200 
Plutonium-234 
Plutonium-235 
Plutonium-236 
Plutonium-237 
Plutonium-238 
Plutonium-239 
Plutonium-240 
Plutonium-241 
Plutonium-242 
Plutonium-243 
Plutonium-244 
Plutonium-245 
Polonium-203 
Polonium-205 
Polonium-207 
Polonium-210 
Potassium-40 
Potassium-42 
Potassium-43 
Potassium-44 
Potassium-45 


Praseodymium-136 
Praseodymium-137 
Praseodymium-138m 
Praseodymium-139 
Praseodymium-142 
Praseodymium-142m 
Praseodymium-143 
Praseodymium-144 
Praseodymium-145 
Praseodymium-147 


Promethium-141 
Promethium-143 
Promethium-144 
Promethium-145 
Promethium-146 
Promethium-147 
Promethium-148 


Promethium-148m 


Promethium-149 
Promethium-150 
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Promethium-151 
Protactinium-227 
Protactinium-228 
Protactinium-230 
Protactinium-23 1 
Protactinium-232 
Protactinium-233 
Protactinium-234 
Radium-223 
Radium-224 
Radium-225 
Radium-226 
Radium-227 
Radium-228 
Radon-220 
Radon-222 
Rhenium-177 
Rhenium- 178 
Rhenium-181 


Rhenium-182 (64.0h) 
Rhenium-182 (12.7h) 


Rhenium-184 
Rhenium-184m 
Rhenium-186 
Rhenium-186m 
Rhenium-187 
Rhenium-188 
Rhenium-188m 
Rhenium- 189 
Rhodium-99 
Rhodium-99m 
Rhodium-100 
Rhodium-101 
Rhodium-101m 
Rhodium-102 
Rhodium-102m 
Rhodium-103m 
Rhodium-105 
Rhodium-106m 
Rhodium- 107 
Rubidium-79 
Rubidium-81 
Rubidium-81m 
Rubidium-82m 
Rubidium-83 
Rubidium-84 
Rubidium-86 
Rubidium-87 
Rubidium-88 
Rubidium-89 
Ruthenium-94 
Ruthenium-97 
Ruthenium-103 
Ruthenium-105 
Ruthenium-106 
Samarium-141 
Samarium-141m 
Samarium-142 
Samarium-145 
Samarium-146 
Samarium-147 
Samarium-151 
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Radiation Protection Standards 


100 


Samarium-153 
Samarium-155 
Samarium-156 
Scandium-43 
Scandium-44 
Scandium-44m 
Scandium-46 
Scandium-47 
Scandium-48 
Scandium-49 
Selenium-70 
Selenium-73 
Selenium-73m 
Selenium-75 
Selenium-79 
Selenium-81 
Selenium-81m 
Selenium-83 
Silicon-31 
Silicon-32 
Silver-102 
Silver-103 
Silver-104 
Silver-104m 
Silver-105 
Silver-106 
Silver-106m 
Silver-108m 
Silver-111 
Silver-112 
Silver-115 
Silver-110m 
Sodium-22 
Sodium-24 
Strontium-80 
Strontium-81 
Strontium-83 
Strontium-85 
Strontium-85m 
Strontium-87m 
Strontium-89 
Strontium-90 
Strontium-91 
Strontium-92 
Sulfur-35 
Tantalum-172 
Tantalum-173 
Tantalum-174 
Tantalum-175 
Tantalum-176 
Tantalum-177 
Tantalum-178 
Tantalum-179 
Tantalum-180 
Tantalum-180m 
Tantalum-182 
Tantalum-182m 
Tantalum-183 
Tantalum-184 
Tantalum-185 
Tantalum-186 
Technetium-93 


246-221-300 


100 
1,000 
1,000 
1,000 
100 
100 
10 
100 
100 
1,000 
1,000 
100 
1,000 
100 
100 
1,000 
1,000 
1,000 
1,000 
1 
1,000 
1,000 
1,000 
1,000 
100 
1,000 
100 
1 
100 
100 
1,000 
10 
10 
100 

100 


[Title 246 WAC—page 217] 


246-221-300 


Technetium-93m 
Technetium-94 
Technetium-94m 
Technetium-96 
Technetium-96m 
Technetium-97 
Technetium-97m 
Technetium-98 
Technetium-99 
Technetium-99m 
Technetium-101 
Technetium-104 
Tellurium-116 
Tellurium-121 
Tellurium-121m 
Tellurium-123 
Tellurium-123m 
Tellurium-125m 
Tellurium-127 
Tellurium-127m 
Tellurium-129 
Tellurium-129m 
Tellurium-131 
Tellurium-131m 
Tellurium-132 
Tellurium-133 
Tellurium-133m 
Tellurium-134 
Terbium-147 
Terbium-149 
Terbium-150 
Terbium-151 
Terbium-153 
Terbium-154 
Terbium-155 
Terbium-156 


Terbium-156m (24.4h) 
Terbium-156m (5.0h) 


Terbium-157 
Terbium-158 
Terbium-160 
Terbium-161 
Thallium-194 
Thallium-194m 
Thallium-195 
Thallium-197 
Thallium-198 
Thallium-198m 
Thallium-199 
Thallium-200 
Thallium-201 
Thallium-202 
Thallium-204 
Thorium-226 
Thorium-227 
Thorium-228 
Thorium-229 
Thorium-230. 
Thorium-231 
Thorium-232 
Thorium-234 
Thorium-natural 
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1,000 
1,000 
1,000 
100 
1,000 
1,000 
100 
10 
100 
1,000 
1,000 
1,000 
1,000 
100 
10 


Thulium-162 
Thulium-166 
Thulium-167 
Thulium-170 
Thulium-171 
Thulium-172 
Thulium-173 
Thulium-175 
Tin-110 
Tin-111 
Tin-113 
Tin-117m 
Tin-119m 
Tin-121 
Tin-121m 
Tin-123 
Tin-123m 
Tin-125 
Tin-126 
Tin-127 
Tin-128 
Titanium-44 
Titanium-45 
Tungsten-176 
Tungsten-177 
Tungsten-178 
Tungsten-179 
Tungsten-181 
Tungsten-185 
Tungsten-187 
Tungsten-188 
Uranium-230 
Uranium-23 1 
Uranium-232 
Uranium-233 
Uranium-234 
Uranium-235 
Uranium-236 
Uranium-237 
Uranium-238 
Uranium-239 
Uranium-240 
Uranium-natural 
Vanadium-47 
Vanadium-48 
Vanadium-49 
Xenon-120 : 
Xenon-121 
Xenon-122 
Xenon-123 
Xenon-125 
Xenon-127 
Xenon-129m 
Xenon-131m 
Xenon-133 
Xenon-133m 
Xenon-135 
Xenon-135m 
Xenon-138 
Ytterbium-162 
Ytterbium-166 
Ytterbium-167 
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Ytterbium-169 100 
Ytterbium-175 100 
Ytterbium-177 1,000 
Ytterbium-178 1,000 
Yttrium-86 100 
Yttrium-86m 1,000 
Yttrium-87 100 
Yttrium-88 10 
Yttrium-90 10 
Yttrium-90m 1,000 
Yttrium-91 10 
Yttrium-91m 1,000 
Yttrium-92 100 
Yttrium-93 100 
Yttrium-94 1,000 
Yttrium-95 1,000 
Zinc-62 100 
Zinc-63 1,000 
Zinc-65 10 
Zinc-69 1,000 
Zinc-69m 100 
Zinc-71m 1,000 
Zinc-72 100 
Zirconium-86 100 
Zirconium-88 10 
Zirconium-89 100 
Zirconium-93 1 
Zirconium-95 10 
Zirconium-97 100 


Any radionuclide 

other than alpha- 

emitting radionuclides 

not listed above, or 
mixtures of beta 

emitters of unknown 
composition 0.01 


NOTE: For purposes of WAC 246-221-120(8), 246-221-130 (7)(a), and 
246-221-240(1) where there is involved a combination of 
radionuclides in known amounts, the limit for the combination 
shall be derived as follows: Determine, for each radionuclide in 
the combination, the ratio between the quantity present in the 
combination and the limit otherwise established for the specific 
radionuclide when not in combination. The sum of such ratios 
for all radionuclides in the combination may not exceed "1" — 
that is, unity. 


Any alpha-emitting 
radionuclide not 

listed above or 

mixtures of alpha 

emitters of unknown 
composition 0.001 


1 The quantities listed above were derived by taking 1/10th of the most 
restrictive ALI listed in Table I, Columns 1 and 2, of WAC 246-221- 
290, rounding to the nearest factor of 10, and constraining the values 
listed between 37 Bq and 37 MBq (0.001 and 1,000 Ci). Values of 
3.7 MBq (100 pCi) have been assigned for radionuclides having a 
radioactive half-life in excess of E+9 years, except rhenium, 37 MBq 
(1,000 pCi), to take into account their low specific activity. 


* То convert Ci to КВа, multiply the uCi value by 37. 


{Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-300, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), § 246-221-300, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70 040. 91-02-049 (Order 121), 
recodified as § 246-221-300, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 83-19-050 (Order 2026), § 402-24-230, filed 
9/16/83. Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), 
§ 402-24-230, filed 12/8/80; Order 1095, § 402-24-230, filed 2/6/76; Order 
708, § 402-24-230, filed 8/24/72; Order 1, § 402-24-230, filed 7/2/71; Order 
1, § 402-24-230, filed 1/8/69; Rules (part), filed 10/26/66.] 
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Chapter 246-222 WAC 
RADIATION PROTECTION—WORKER RIGHTS 


WAC 

246-222-001 Purpose and scope. 

246-222-020 Posting of notices to workers. 

246-222-030 Instructions to workers. 

246-222-040 Notifications and reports to individuals. 

246-222-050 Presence of representatives of licensees or registrants 
and workers during inspection. 

246-222-060 Consultation with workers during inspections. 

246-222-070 Requests by workers for inspections. 

246-222-080 Inspections not warranted—Informal review. 


WAC 246-222-001 Purpose and scope. This chapter 
establishes requirements for notices, instructions and reports 
by licensees or registrants to individuals engaged in work 
under a license or registration and options available to such 
individuals in connection with department inspections of 
licensees or registrants to ascertain compliance with the 
provisions of the act and regulations, orders and licenses 
issued thereunder regarding radiological working conditions. 
The regulations in this chapter apply to all persons who 
receive, possess, use, own or transfer a source of radiation 
licensed by or registered with the department pursuant to the 
regulations in chapters 246-224, 246-232, and 246-235 
WAC. The definitions contained in WAC 246-220-010 also 
apply to this chapter. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-222-001, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-222-001, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 87-01- 
031 (Order 2450), 8 402-48-010, filed 12/11/86. Statutory Authority; RCW 


70.98.050. 81-01-011 (Order 1570), 5 402-48-010, filed 12/8/80; Order 
1084, § 402-48-010, filed 1/14/76.] 


WAC 246-222-020 Posting of notices to workers. 
(1) Each licensee or registrant shall post current copies of 
the following documents: 

(a) The regulations in this chapter and in chapter 246- 
221 WAC; 

(b) The license, conditions or documents incorporated 
into the license by reference and amendments thereto; 

(c) The operating procedures applicable to work under 
the license or registration; 

(d) Any notice of noncompliance involving radiological 
working conditions, proposed imposition of civil penalty, 
order issued pursuant to chapter 246-220 WAC, or any 
response from the licensee or registrant. 

(2) If posting of a document specified in subsection 
(1)(a), (b), or (c) of this section is not practicable, the 
licensee or registrant may post a notice which describes the 
document and states where it may be examined. 

(3) Each licensee or registrant shall conspicuously post 
pertinent emergency procedures when emergency procedures 
are required by the department. 

(4) Properly completed department Form RHF-3 "Notice 
to employees," shall be posted by each licensee or registrant 
wherever individuals work in or frequent any portion of a 
restricted area. 

(5) Documents, notices or forms posted pursuant to this 
section shall appear in a sufficient number of places to 
permit individuals engaged in work under the license or 
registration to observe them on the way to or from any 
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Ytterbium-169 100 
Ytterbium-175 100 
Ytterbium-177 1,000 
Ytterbium-178 1,000 
Yttrium-86 100 
Yttrium-86m 1,000 
Yttrium-87 100 
Yttrium-88 10 
Yttrium-90 10 
Yttrium-90m 1,000 
Yttrium-91 10 
Yttrium-91m 1,000 
Yttrium-92 100 
Yttrium-93 100 
Yttrium-94 1,000 
Yttrium-95 1,000 
Zinc-62 100 
Zinc-63 1,000 
Zinc-65 10 
Zinc-69 1,000 
Zinc-69m 100 
Zinc-71m 1,000 
Zinc-72 100 
Zirconium-86 100 
Zirconium-88 10 
Zirconium-89 100 
Zirconium-93 1 
Zirconium-95 10 
Zirconium-97 100 


Any radionuclide 

other than alpha- 

emitting radionuclides 

not listed above, or 
mixtures of beta 

emitters of unknown 
composition 0.01 


NOTE: For purposes of WAC 246-221-120(8), 246-221-130 (7)(a), and 
246-221-240(1) where there is involved a combination of 
radionuclides in known amounts, the limit for the combination 
shall be derived as follows: Determine, for each radionuclide in 
the combination, the ratio between the quantity present in the 
combination and the limit otherwise established for the specific 
radionuclide when not in combination. The sum of such ratios 
for all radionuclides in the combination may not exceed "1" — 
that is, unity. 


Any alpha-emitting 
radionuclide not 

listed above or 

mixtures of alpha 

emitters of unknown 
composition 0.001 


1 The quantities listed above were derived by taking 1/10th of the most 
restrictive ALI listed in Table I, Columns 1 and 2, of WAC 246-221- 
290, rounding to the nearest factor of 10, and constraining the values 
listed between 37 Bq and 37 MBq (0.001 and 1,000 Ci). Values of 
3.7 MBq (100 pCi) have been assigned for radionuclides having a 
radioactive half-life in excess of E+9 years, except rhenium, 37 MBq 
(1,000 pCi), to take into account their low specific activity. 


* То convert Ci to КВа, multiply the uCi value by 37. 


{Statutory Authority: RCW 70.98.050. 94-01-073, § 246-221-300, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), § 246-221-300, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70 040. 91-02-049 (Order 121), 
recodified as § 246-221-300, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 83-19-050 (Order 2026), § 402-24-230, filed 
9/16/83. Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), 
§ 402-24-230, filed 12/8/80; Order 1095, § 402-24-230, filed 2/6/76; Order 
708, § 402-24-230, filed 8/24/72; Order 1, § 402-24-230, filed 7/2/71; Order 
1, § 402-24-230, filed 1/8/69; Rules (part), filed 10/26/66.] 
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Chapter 246-222 WAC 
RADIATION PROTECTION—WORKER RIGHTS 


WAC 

246-222-001 Purpose and scope. 

246-222-020 Posting of notices to workers. 

246-222-030 Instructions to workers. 

246-222-040 Notifications and reports to individuals. 

246-222-050 Presence of representatives of licensees or registrants 
and workers during inspection. 

246-222-060 Consultation with workers during inspections. 

246-222-070 Requests by workers for inspections. 

246-222-080 Inspections not warranted—Informal review. 


WAC 246-222-001 Purpose and scope. This chapter 
establishes requirements for notices, instructions and reports 
by licensees or registrants to individuals engaged in work 
under a license or registration and options available to such 
individuals in connection with department inspections of 
licensees or registrants to ascertain compliance with the 
provisions of the act and regulations, orders and licenses 
issued thereunder regarding radiological working conditions. 
The regulations in this chapter apply to all persons who 
receive, possess, use, own or transfer a source of radiation 
licensed by or registered with the department pursuant to the 
regulations in chapters 246-224, 246-232, and 246-235 
WAC. The definitions contained in WAC 246-220-010 also 
apply to this chapter. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-222-001, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-222-001, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 87-01- 
031 (Order 2450), 8 402-48-010, filed 12/11/86. Statutory Authority; RCW 


70.98.050. 81-01-011 (Order 1570), 5 402-48-010, filed 12/8/80; Order 
1084, § 402-48-010, filed 1/14/76.] 


WAC 246-222-020 Posting of notices to workers. 
(1) Each licensee or registrant shall post current copies of 
the following documents: 

(a) The regulations in this chapter and in chapter 246- 
221 WAC; 

(b) The license, conditions or documents incorporated 
into the license by reference and amendments thereto; 

(c) The operating procedures applicable to work under 
the license or registration; 

(d) Any notice of noncompliance involving radiological 
working conditions, proposed imposition of civil penalty, 
order issued pursuant to chapter 246-220 WAC, or any 
response from the licensee or registrant. 

(2) If posting of a document specified in subsection 
(1)(a), (b), or (c) of this section is not practicable, the 
licensee or registrant may post a notice which describes the 
document and states where it may be examined. 

(3) Each licensee or registrant shall conspicuously post 
pertinent emergency procedures when emergency procedures 
are required by the department. 

(4) Properly completed department Form RHF-3 "Notice 
to employees," shall be posted by each licensee or registrant 
wherever individuals work in or frequent any portion of a 
restricted area. 

(5) Documents, notices or forms posted pursuant to this 
section shall appear in a sufficient number of places to 
permit individuals engaged in work under the license or 
registration to observe them on the way to or from any 
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particular work location to which the document applies, shall 
be conspicuous, and shall be replaced if defaced or altered. 
(6) Department documents posted pursuant to subsection 
(1)(d) of this section shall be posted as specified by subsec- 
tion (5) of this section within five working days after receipt 
of the documents from the department; the licensee’s or 
registrant’s response, if any, shall be posted within five 
working days after dispatch from the licensee or registrant. 
Such documents shall remain posted for a minimum of five 
working days or until action correcting the item(s) of 
noncompliance has been completed, whichever is later. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-222-020, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), § 246-222-020, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-222-020, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), § 402-48-020, filed 
12/11/86. Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), 
§ 402-48-020, filed 12/8/80, Order 1084, § 402-48-020, filed 1/14/76.] 


WAC 246-222-030 Instructions to workers. (1) All 
individuals likely to receive an occupational dose: 

(a) Shall be kept informed of the storage, transfer, or 
use of sources of radiation in the licensee’s or registrant’s 
facility; 

(b) Shall be instructed in the health protection consider- 
ations for the individual and potential offspring associated 
with exposure to radiation or radioactive material, in precau- 
tions or procedures to minimize exposure, and in the 
purposes and functions of protective devices employed; 

(c) Shall be instructed in, and instructed to observe, to 
the extent within the worker’s control, the applicable 
provisions of these regulations, department form RHF-3 
"Notice to employees," and license conditions for the 
protection of personnel from exposures to radiation or 
radioactive material; 

(d) Shall be instructed that any worker or representative 
of workers who believes that a violation of the regulations, 
license conditions, or unnecessary exposure to radiation 
exists or occurred, may request an inspection by the depart- 
ment by oral or written notification. The notification shall 
set forth specific grounds for the complaint. Any such 
notification to the department is confidential; 

(e) Shall be instructed of their right to notify the depart- 
ment if the individual suspects improper actions by a 
licensee/registrant, or conditions which may lead to a 
violation of these regulations, the license/registration, or 
unnecessary exposure to radiation or radioactive materials; 

(f) Shall be instructed that employment discrimination 
by a licensee/registrant against an employee because of 
actions described in this chapter is prohibited; 

(g) Shall be instructed as.to their responsibility to report 
promptly to the licensee or registrant any condition which 
may constitute, lead to, or cause a violation of the act, these 
regulations, and licenses or unnecessary exposure to radiation 
or radioactive material; 

(h) Shall be instructed in the appropriate response to 
warnings made in the event of any unusual occurrence or 
malfunction that may involve exposure to radiation or 
radioactive material; and 


[Title 246 WAC—page 220] 


Title 246 WAC: Department of Health 


(i) Shall be advised as to the radiation exposure reports 
which workers shall be furnished pursuant to WAC 246-222- 
040. 

(2) Records of these instructions described in subsection 
(1) of this section for all individuals working in, or frequent- 
ing any portion of, a restricted area shall be maintained for 
inspection by the department until further notice. These 
records shall include a copy of this section, or all the 
information contained in this section, along with a dated 
verification signature by the employee stating that the 
individual has received an explanation of the instructions 
contained in this section. 

(3) The extent of these instructions shall be commensu- 
rate with potential radiological health protection consider- 
ations present in the workplace. 


[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-222-030, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), $ 246-222-030, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-222-030, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 83-19-050 (Order 2026), 5 402-48-030, filed 
9/16/83. Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), 
§ 402-48-030, filed 12/8/80; Order 1084, § 402-48-030, filed 1/14/76.] 


WAC 246-222-040 Notifications and reports to 
individuals. (1) Radiation exposure data for an individual 
and the results of any measurements, analyses, and calcula- 
tions of radioactive material deposited or retained in the 
body of an individual shall be reported to the individual as 
specified in this section. The information reported shall 
include data and results obtained pursuant to these regula- 
tions, orders, and license conditions, as shown in records 
maintained by the licensee or registrant pursuant to these 
regulations. Each notification and report shall: 

(a) Be in writing; 

(b) Include appropriate identifying data such as the 
name of the licensee or registrant, the name of the individu- 
al, and the individual’s identification number, preferably 
Social Security number; 

(c) Include the individual’s exposure information; and 

(d) Contain the following statement: 


"This report is furnished to you under the provi- 
sions of the Washington state department of health, 
division of radiation protection, rules and regula- 
tions for radiation protection. You should preserve 
this report for further reference." 


(2) Each licensee or registrant shall advise each worker 
annually of the worker’s dose as shown in records main- 
tained by the licensee or registrant pursuant to WAC 246- 
221-090, 246-221-100, and 246-221-230. 

(3) At the request of a worker formerly engaged in work 
controlled by the licensee or the registrant, each licensee or 
registrant shall furnish to each worker or former worker a 
report of the worker’s dose due to exposure to radiation or 
radioactive material upon termination. For the purposes of 
this section, termination means the end of employment with 
the licensee or the end of a work assignment in the 
licensee’s restricted area(s) in a given calendar quarter 
without expectation, or specific scheduling, of reentry into 
such restricted area(s) during the remainder of that calendar 
quarter. Such report shall be furnished within thirty days 
from the time the request is made, or within thirty days after 
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the exposure of the individual has been determined by the 
licensee or registrant, whichever is later; shall cover, within 
the period of time specified in the request, the dose record 
for each year in which the worker’s activities involved 
exposure to radiation from radioactive material licensed by, 
or radiation machines registered with the department; and 
shall include the dates and locations of work under the 
license or registration in which the worker participated 
during this period. 

(4) In addition to the requirements of subsection (3) of 
this section, at the request of a worker who is terminating 
employment with the licensee or registrant in work involving 
radiation exposure, during the current year, each licensee or 
registrant shall provide at termination to each such worker, 
or to the worker’s designee a written report regarding the 
radiation dose received by that worker from operations of the 
licensee or registrant during the current year. If the most 
recent individual monitoring results are not available at that 
time, a written estimate of the dose shall be provided 
together with a clear indication that this is an estimate. 

(5) When a licensee or registrant is required pursuant to 
WAC 246-221-260 to report to the department any exposure 
of an individual to radiation or radioactive material, the 
licensee or the registrant shall also provide the individual a 
written report on the individual’s exposure data included 
therein. Such reports shall be transmitted at a time not later 
than the transmittal to the department. 

[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-222-040, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), § 246-222-040, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-222-040, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), § 402-48-040, filed 
12/11/86; 83-19-050 (Order 2026), § 402-48-040, filed 9/16/83. Statutory 


Authority: RCW 70.98.050. 81-01-011 (Order 1570), § 402-48-040, filed 
12/8/80; Order 1084, $ 402-48-040, filed 1/14/76. 


WAC 246-222-050 Presence of representatives of 
licensees or registrants and workers during inspection. 
(1) Each licensee or registrant shall afford to the department 
at all reasonable times opportunity to inspect materials, 
machines, activities, facilities, premises, and records pursuant 
to these regulations. 

(2) During an inspection, department inspectors may 
consult privately with workers as specified in WAC 246- 
222-060. The licensee or registrant may accompany depart- 
ment inspectors during other phases of an inspection. 

(3) If, at the time of inspection, an individual has been 
authorized by the workers to represent them during depart- 
ment inspections, the licensee or registrant shall notify the 
inspectors of such authorization and shall give the workers’ 
representative an opportunity to accompany the inspectors 
during the inspection of physical working conditions. 

(4) Each workers’ representative shall be routinely 
engaged in work under control of the licensee or registrant 
and shall have received instructions as specified in WAC 
246-222-030. 

(5) Different representatives of licensees or registrants 
and workers may accompany the inspectors during different 
phases of an inspection if there is no resulting interference 
with the conduct of the inspection. However, only one 
workers’ representative at a time may accompany the 
inspectors. 
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(6) With the approval of the licensee or registrant and 
the workers’ representative an individual who is not 
routinely engaged in work under control of the licensee or 
registrant, for example, a consultant to the licensee or 
registrant or to the workers’ representative, shall be afforded 
the opportunity to accompany department inspectors during 
the inspection of physical working conditions. 

(7) Notwithstanding the other provisions of this section, 
department inspectors are authorized to refuse to permit 
accompaniment by any individual who deliberately interferes 
with a fair and orderly inspection. With regard to any area 
containing proprietary information, the workers’ representa- 
tive for that area shall be an individual previously authorized 
by the licensee or registrant to enter that area. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-222-050, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-222-050, filed 
12/27/90, effective 1/31/91; Order 1084, § 402-48-050, filed 1/14/76.] 


WAC 246-222-060 Consultation with workers 
during inspections. (1) Department inspectors may consult 
privately with workers concerning matters of occupational 
radiation protection and other matters related to applicable 
provisions of department regulations and licenses to the 
extent the inspectors deem necessary for the conduct of an 
effective and thorough inspection. 

(2) During the course of an inspection any worker may 
bring privately to the attention of the inspectors, either orally 
or in writing, any past or present condition which the worker 
has reason to believe may have contributed to or caused any 
violation of the act, these regulations, or license condition, 
or any unnecessary exposure of an individual to radiation 
from licensed radioactive material or a registered radiation 
machine under the licensee’s or registrant’s control. Any 
such notice in writing shall comply with the requirements of 
WAC 246-222-070(1). 

(3) The provisions of subsection (2) of this section shall 
not be interpreted as authorization to disregard instructions 
pursuant to WAC 246-222-030. 


[Statutory Authority: RCW 70.98.050 and 70,98.080, 91-15-112 (Order 
184), § 246-222-060, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246-222-060, filed 
12/27/90, effective 1/31/91; Order 1084, 8 402-48-060, filed 1/14/76.) 


WAC 246-222-070 Requests by workers for inspec- 
tions. (1) Any worker or representative of workers who 
believes that a violation of the act, of these regulations, or of 
license conditions exists or has occurred in work under a 
license or registration with regard to radiological working 
conditions in which the worker is engaged, may request an 
inspection by giving notice of the alleged violation to the 
Washington state department of health, division of radiation 
protection. Any such notice shall be in writing, shall set 
forth the specific grounds for the notice, and shall be signed 
by the worker or representative of the workers. A copy shall 
be provided to the licensee or registrant by the office of 
radiation protection no later than at the time of inspection 
except that, upon the request of the worker giving such 
notice, his or her name and the name of individuals referred 
to therein shall not appear in such copy or on any record 
published, released, or made available by the department, 
except for good cause shown. 
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(2) If, upon receipt of such notice, the inspector for the 
division of radiation protection determines that the complaint 
meets the requirements set forth in subsection (1) of this 
section, and that there are reasonable grounds to believe that 
the alleged violation exists or has occurred, the inspector 
shall cause an inspection to be made as soon as practicable, 
to determine if such alleged violation exists or has occurred. 
Inspections pursuant to this section need not be limited to 
matters referred to in the complaint. 

(3) No licensee or registrant shall discharge or in any 
manner discriminate against any worker because such worker 
has filed any complaint or instituted or caused to be institut- 
ed any proceeding under these regulations or has testified or 
is about to testify in any such proceeding or because of the 
exercise by such worker on behalf of the worker or other 
workers of any option afforded by this chapter. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-222-070, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), $ 246-222-070, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-222-070, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), § 402-48-070, filed 
12/11/86; Order 1084, § 402-48-070, filed 1/14/76.] 


WAC 246-222-080 Inspections not warranted— 
Informal review. (1) If the department of health, division 
of radiation protection determines, with respect to a com- 
plaint under WAC 246-222-070 that an inspection is not 
warranted because there are no reasonable grounds to believe 
that a violation exists or has occurred, the division of 
radiation protection shall notify the complainant in writing 
of such determination. 

(a) If the complaint resulted from activities concerning 
naturally occurring or accelerator produced radioactive 
materials and/or radiation producing machines: The com- 
plainant may obtain review of such determination by 
submitting a written statement of position to the Assistant 
Director, Division of Industrial Safety and Health, P.O. Box 
4600, Olympia, Washington 98504-4600. Such request for 
informal review will be processed according to the provi- 
sions of WAC 296-350-460 and the provisions of the 
interagency agreement between the department of labor and 
industries and the department of health, division of radiation 
protection, if any. 

(b) If the complaint resulted from activities concerning 
byproduct material, source material, and/or special nuclear 
material: The complainant may obtain review of such 
determination by submitting a written statement of position 
with the Department of Health, Division of Radiation 
Protection, P.O. Box 47827, Olympia, Washington 98504- 
7827 (360/753-3468), who will provide the licensee or 
registrant with a copy of such statement by certified mail, 
excluding, at the request of the complainant, the name of the 
complainant. The licensee or registrant may submit an 
opposing written statement of position with the department 
of health, division of radiation protection, who will provide 
the complainant with a copy of such statement by certified 
mail. Upon the request of the complainant, the department 
of health may hold an informal conference in which the 
complainant and the licensee or registrant may orally present 
their views. An informal conference may also be held at the 
request of the licensee or registrant, but disclosure of the 
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identity of the complainant will be made only following 
receipt of written authorization from the complainant. After 
considering all written or oral views presented, the depart- 
ment of health shall affirm, modify, or reverse the determi- 
nation of the division of radiation protection and furnish the 
complainant and the licensee or registrant a written notifica- 
tion of the decision and the reason therefor. 

(2) If the division of radiation protection determines that 
an inspection is not warranted because the requirements of 
WAC 246-222-070(1) have not been met, it shall notify the 
complainant in writing of such determination. Such determi- 
nation shall be without prejudice to the filing of a new 
complaint meeting the requirements of WAC 246-222- 
070(1). 

{Statutory Authority: RCW 70.98.050. 94-01-073, § 246-222-080, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-112 (Order 184), § 246-222-080, filed 7/24/91, effective 
8/24/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-222-080, filed 12/27/90, effective 1/31/91. Statutory 


Authority: RCW 70.98.080. 87-01-031 (Order 2450), § 402-48-080, filed 
12/11/86; Order 1084, § 402-48-080, filed 1/14/76.] 


Chapter 246-224 WAC 


RADIATION PROTECTION—MACHINE 
ASSEMBLY AND REGISTRATION 


WAC 
246-224-001 Purpose and scope. 
246-224-010 Exemptions. 
246-224-020 Application for registration of radiation machine facili- 
ties. 
246-224-040 Expiration of registration. 
246-224-050 Renewal of registration. 
246-224-060 Separate locations. 
246-224-070 Report of changes. 
246-224-080 Approval not implied. 
246-224-090 Repair person, assembler, or installer obligation. 
246-224-100 Out-of-state radiation machines. 
DISPOSITION OF SECTIONS FORMERLY 
CODIFIED IN THIS CHAPTER 
246-224-030 Issuance of certificate of registration. [Statutory Authori- 


ty: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), $ 246-224-030, filed 7/23/91, effective 8/23/91. 
Statutory Authority: RCW 43.70.040. 91-02-049 (Order 
121), recodified as $ 246-224-030, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 70.98.080. 83- 
19-050 (Order 2026), 8 402-16-232, filed 9/16/83. 
Statutory Authority: RCW 70.98.050. 81-01-011 (Order 
1570), § 402-16-232, filed 12/8/80.] Repealed by 94-01- 
073, filed 12/9/93, effective 1/9/94. Statutory Authority: 
RCW 70.98.050. 


WAC 246-224-001 Purpose and scope. (1) This 
chapter provides for the registration of radiation machine 
facilities. 

(2) For purposes of chapter 246-224 WAC of these 
regulations, "facility" means the location at which one or 
more radiation machines are installed, manufactured, tested, 
and/or located within one building, vehicle, or in one 
physical complex. 

(3) In addition to the requirements of this chapter, all 
registrants are subject to the applicable provisions of other 
parts of these regulations. 
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[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-224-001, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040, 91-02-049 (Order 121), recodified as § 246-224-001, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.050. 81-01- 
011 (Order 1570), § 402-16-210, filed 12/8/80; Order 1084, § 402-16-210, 
filed 1/14/76. Formerly WAC 402-16-010.] 


WAC 246-224-010  Exemptions. (1) Electronic 
equipment that produces radiation incidental to its operation 


for other purposes is exempt from the registration and 


notification requirements of this part, providing the dose 
equivalent rate averaged over an area of 10 square centime- 
ters does not exceed 0.5 mrem per hour at 5 cm from any 
accessible surface of such equipment. 

(2) Radiation machines while in transit or storage 
incident thereto are exempt from the requirements of this 
part. 

(3) Domestic television receivers are exempt from the 
requirements of this chapter. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 


as § 246-224-010, filed 12/27/90, effective 1/31/91; Order 1084, § 402-16- 
220, filed 1/14/76. Formerly WAC 402-16-100.] 


WAC 246-224-020 Application for registration of 
radiation machine facilities. Each person having a radia- 
tion machine facility shall apply for registration of such 
facility with the department within fifteen calendar days after 
the initial operations of a radiation machine facility. 
Application for registration shall be completed on forms 
furnished by the department or on similar forms and contain- 
ing all the information required by the department form and 
accompanying instructions. Each application shall be 
accompanied by fees in accordance with WAC 246-254-053. 


{Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-224-020, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as š 246-224-020, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 83-19- 


050 (Order 2026), $ 402-16-230, filed 9/16/83. Statutory Authority: RCW · 


70.98.050. 81-01-011 (Order 1570), $ 402-16-230, filed 12/8/80; Order 
1084, § 402-16-230, filed 1/14/76. Formerly WAC 402-16-020 and 402-16- 
040.] 


WAC 246-224-040 Expiration of registration. 

Except as provided by WAC 246-224-050(2) each registra- 
tion shall expire at the end of the day on the date stated 
therein. 
[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-224-040, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-083 (Order 183), § 246-224-040, filed 7/23/91, effective 
8/23/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-224-040, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 83-19-050 (Order 2026), § 402-16-234, filed 
9/16/83. Statutory Authority: RCW 70.98.050, 81-01-011 (Order 1570), 
§ 402-16-234, filed 12/8/80.] 


WAC 246-224-050 Renewal of registration. (1) 
Application for renewal of registration shall be filed in 
accordance with WAC 246-224-020 and 246-254-053 at least 
thirty days prior to the expiration date. 

(2) In any case in which a registrant not less than thirty 
days prior to the expiration of his existing registration has 
filed an application in proper form for renewal, such existing 
registration shall not expire until the application status has 
been determined by the department. 
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[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-224-050, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-083 (Order 183), § 246-224-050, filed 7/23/91, effective 
8/23/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-224-050, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 83-19-050 (Order 2026), § 402-16-238, filed 
9/16/83. Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), 
§ 402-16-238, filed 12/8/80.] 


WAC 246-224-060 Separate locations. Geographi- 
cally separate facilities must be registered separately and pay 
full fees as described under WAC 246-254-053, even if these 
geographically separate facilities are under one administra- 
tive control. Where, as a routine part of the normal conduct 
of business, registrable items are moved between or among 
such locations, the registrant will so indicate at the time of 
registration. Each registrant shall name one or more 
designated persons, preferably one for each location where 
the registrant is not normally present, who may be contacted 
by the department with respect to the requirements for 
registration. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-224-060, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-224-060, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 83-19- 
050 (Order 2026), § 402-16-240, filed 9/16/83. Statutory Authority: RCW 


70.98.050. 81-01-011 (Order 1570), $ 402-16-240, filed 12/8/80; Order 
1084, § 402-16-240, filed 1/14/76. Formerly WAC 402-16-050.] 


WAC 246-224-070 Report of changes. The regis- 

trant shall notify the department in writing when making any 
change which would render the information contained in the 
application for registration no longer accurate. Notifications 
shall be sent to X-Ray Control Section, Department of 
Health, P.O. Box 47827, Olympia, WA 98504-7827. 
Notification shall be sent no later than thirty days after such 
change in the registration information. 
[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-224-070, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080, 91-15-083 (Order 183), § 246-224-070, filed 7/23/91, effective 
8/23/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-224-070, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 83-19-050 (Order 2026), § 402-16-250, filed 
9/16/83. Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), 
§ 402-16-250, filed 12/8/80; Order 1084, § 402-16-250, filed 1/14/76. 
Formerly WAC 402-16-060.] 


WAC 246-224-080 Approval not implied. A person 
shall neither refer, in any advertisement, to the fact that a 
facility is registered with the department pursuant to the 
provisions of WAC 246-224-020, nor imply that any activity 
under such registration has been approved by the department. 
[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-224-080, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as 8 246-224-080, filed 


12/27/90, effective 1/31/91; Order 1084, § 402-16-260, filed 1/14/76. 
Formerly WAC 402-16-070.] 


WAC 246-224-090 Repair person, assembler, or 
installer obligation. (1) Any person who sells, leases, 
transfers, lends, disposes, assembles, or installs radiation 
machines in this state shall notify the department within 
fifteen calendar days of: 

(a) The name and address of persons who have received 
these machines; 
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(b) The manufacturer, model, and serial number of the 
master control of each radiation machine transferred; and 

(c) The date of transfer of each radiation machine. 

(2) No person shall make or install radiation machines, 
accessories used in connection with such machines or any 
components of such machines unless: 

(a) Such machines, accessories, or components meet the 
requirements of these regulations. 

(b) The registrant or transferee using such machines, 
accessories, or components has met the requirements of 
WAC 246-225-030, when applicable, prior to the date of 
transfer. 

(c) Shielding and/or construction requirements, as 
determined pursuant to WAC 246-225-030 when applicable, 
have been completed prior to the date of transfer of such 
machines, accessories, or components. 

(3) When requested by the registrant to make repair on 
an x-ray system that has malfunctioned in such a manner to 
have caused, or possibly caused an unintentional radiation 
exposure to patients, operator or member of the public, the 
assembler, transferor or installer, is required to notify the 
department of such work within twenty-four hours, or before 
repair is effected, whichever comes first. See WAC 246- 
225-010 for definition of accidental radiation exposure and 
electronic product defect. 

(4) Certified x-ray systems (21 CFR, subchapter J) shall 
be assembled in such a manner that manufacturer’s specifica- 
tions and intended performance designs are met. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-224-090, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-224-090, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 83-19- 
050 (Order 2026), § 402-16-270, filed 9/16/83. Statutory Authority: RCW 
70.98.050. 81-01-011 (Order 1570), $ 402-16-270, filed 12/8/80; Order 
1084, § 402-16-270, filed 1/14/76. Formerly WAC 402-16-090.] 


WAC 246-224-100 Out-of-state radiation machines. 
(1) Whenever any radiation machine is to be brought into the 
state, for any temporary use, the person proposing to bring 
such machine into the state shall give written notice to the 
department at least three working days before such machine 
is to be used in the state. The notice shall include the type 
of radiation machine; the nature, duration, and scope of use; 
and the exact location(s) where the radiation machine is to 
be used. If for a specific case the three working-day period 
would impose an undue hardship, the person may, upon 
application to the department, obtain permission to proceed 
sooner. 

(2) In addition the out-of-state person shall: 

(a) Comply with all applicable regulations of the 
department. 

(b) Supply the department such other information as the 
department may reasonably request. 

(3) X-ray machines not intended for patient diagnosis 
and treatment may operate within the state without registra- 
tion and fee payment if such operation is less than or equal 
to sixty days per calendar year. If operation in excess of 
sixty calendar days is desired, standard registration and fee 
procedures are required (see WAC 246-224-020 and 246- 
254-053). 
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(4) Standard registration and fee payment are required 
for all medical and dental x-ray machine operation within the 
state regardless of number of days of such operation. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-224-100, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246-224-100, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.050. 81-01- 
011 (Order 1570), § 402-16-280, filed 12/8/80; Order 1084, § 402-16-280, 
filed 1/14/76. Formerly WAC 402-16-110.] 


Chapter 246-225 WAC 


RADIATION PROTECTION—X-RAYS IN THE 
HEALING ARTS 


WAC 

246-225-001 Purpose and scope. 

246-225-010 Definitions, 

246-225-020 General requirements—Administrative controls. 

246-225-030 General requirements—Plan review. 

246-225-040 General requirements for diagnostic x-ray systems. 

246-225-050 Fluoroscopic x-ray systems. 

246-225-060 Radiographic systems other than fluoroscopic, dental 
intraoral, or veterinary systems—Beam limitation. 

246-225-070 Radiographic systems other than fluoroscopic, dental 
intraoral, or veterinary systems—Radiation expo- 
sure control devices, 

246-225-080 Radiographic systems other than fluoroscopic, dental 
intraoral, or veterinary systems—Source-to-skin or 
receptor distance. 

246-225-090 Radiographic systems other than fluoroscopic and 
dental intraoral—Exposure reproducibility, 

246-225-100 Radiographic systems—Standby radiation from capaci- 
tor energy storage equipment. 

246-225-110 Intraoral dental radiographic systems. 

246-225-120 Therapeutic x-ray installations less than 1 MeV, 

246-225-130 X-ray and electron therapy systems with energies of 
one MeV and above. 

246-225-140 Veterinary medicine radiographic installations. 

246-225-150 X-ray film developing requirements. 

246-225-160 Mammography. 


246-225-99910 
246-225-99920 
246-225-99930 


Appendix I—Good practices. 

Appendix II—Determination of competency. 

Appendix III—Information to be submitted by persons 
proposing to conduct healing arts screening using 
ionizing radiation. 


WAC 246-225-001 Purpose and scope. This chapter 
establishes requirements, for which a registrant is responsi- 
ble, for use of x-ray equipment by or under the supervision 
of an individual authorized by and licensed in accordance 
with state statutes to engage in the healing arts. The 
provisions of this chapter are in addition to, and not in 
substitution for, other applicable provisions of these regula- 
tions. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as $ 246-225-001, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.050. 81-01-011 (Order 1570), § 402-28-010, filed 12/8/80; 
Order 1084, § 402-28-010, filed 1/14/76; Order 1, § 402-28-101 (codified 
as WAC 402-28-010), filed 1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-225-010 Definitions. As used in this 
chapter, the following definitions apply: 

(1) "Accessible surface" means the external surface of 
the enclosure or housing provided by the manufacturer. 

(2) "Accidental radiation exposure incident" means an 
exposure to a patient, an operator, or a member of the public 
that was unintentional. 


(1997 Ed.) 


X-rays in the Healing Arts 


(3) “Added filter" means the filter added to the inherent 
filtration. 

(4) "Aluminum equivalent" means the thickness of 
aluminum (type 1100 alloy) affording the same attenuation, 
under specified conditions, as the material in question. (The 
nominal chemical composition of type 1100 aluminum alloy 
is 99.00 percent minimum aluminum, 0.12 percent copper.) 

(5) "Assembler" means any person engaged in the 
business of assembling, replacing, or installing one or more 
components into an x-ray system or subsystem. An assem- 
bler may be the practitioner, his/her employee, an outside 
contractor, or an employee of an outside firm. 

(6) "Attenuation block" means a block or stack, having 
dimensions 20 cm by 20 cm by 3.8 cm, of type 1100 
aluminum alloy or other aluminum alloys having equivalent 
attenuation. 

(7) "Automatic exposure control" means a device which 
automatically controls one or more technique factors in order 
to obtain at a preselected location(s) a required quantity of 
radiation (see also "phototimer"). 

(8) "Barrier" (see "protective barrier"). 

(9) "Beam axis" means a line from the source through 
the centers of the x-ray fields. 

(10) "Beam-limiting device" means a device which 
provides a means to restrict the dimensions of the x-ray 
field. 

(11) "Beam monitoring system" means a system 
designed to detect and measure the radiation present in the 
useful beam. 

(12) "C-arm x-ray system" means an x-ray system in 
which the image receptor and x-ray tube housing assembly 
are connected by a common mechanical support system in 
order to maintain a desired spatial relationship. This system 
is designed to allow a change in the projection of the beam 
through the patient without a change in the position of the 
patient. I 

(13) "Cephalometric device" means a device intended 
for the radiographic visualization and measurement of the 
dimensions of the human head. 

(14) "Certified components" means components of x-ray 
systems which have been certified by the manufacturer as 
meeting the requirements of the federal performance standard 
for x-ray equipment. 

(15) "Certified system" means any x-ray system which 
has one or more certified component(s). 

(16) "Changeable filters" means any filter, exclusive of 
inherent filtration, which can be removed from the useful 
beam through any electronic, mechanical or physical process. 

(17) "Coefficient of variation (C)" means the ratio of the 
standard deviation to the mean value of a population of 
observations. It is estimated using the following equation: 
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where 
s = Estimated standard deviation of the population. 
X = Mean value of observations in sample. 

X(i) = і? observation sampled. 

n = Number of observations in sample. 


(18) "Contact therapy system" means an x-ray system 
wherein the x-ray tube port is put in contact with or within 
5 centimeters of, the surface being treated. 

(19) "Control panel" means that part of the x-ray control 
upon which are mounted the switches, knobs, pushbuttons, 
and other hardware necessary for manually setting the 
technique factors. 

(20) "Cooling curve" means the graphical relationship 
between heat units stored and cooling time. 

(21) "Date of transfer." See installation date. 

(22) "Dead-man switch" means a switch so constructed 
that a circuit closing contact can be maintained only by 
continuous pressure on the switch by the operator. 

(23) "Department" means the department of health 
which has been designated as the state radiation control 
agency. 

(24) "Detector" (see "radiation detector"). 

(25) "Diagnostic source assembly" means the tube 
housing assembly with a beam-limiting device attached. 

(26) "Diagnostic x-ray system" means an x-ray system 
designed for irradiation of any part of the human or animal 
body for the purpose of recording or visualization for 
diagnostic purposes. 

(27) "Direct scattered radiation" means that scattered 
radiation which has been deviated in direction only by 
materials irradiated by the useful beam (see also "scattered 
radiation"). 

(28) "Electronic product defect" means an error in 
design, manufacture, or performance of an x-ray system such 
that unintentional radiation exposure to a patient, an opera- 
tor, or a member of the public has occurred. 

(29) "Entrance exposure rate" means the exposure 
measured free-in-air per unit time where the useful beam 
enters the patient. 

(30) "Equipment" (see "x-ray equipment"). 

(31) *"Exposure" means the quotient of dQ divided by 
dm where dQ is the absolute value of the total charge of the 
ions of one sign produced in air when all the electrons 
(negatrons and positrons) liberated by photons in a volume 
element of air having mass dm are completely stopped in air. 
(The special unit of exposure is the roentgen.) 

Note: *When the word, exposure, is used in this part to mean one or 


more irradiations of a person for a healing arts purpose, or in a 
more general sense, it will not be underlined. 


(32) "Field emission equipment" means equipment 
which uses an x-ray tube in which electron emission from 
the cathode is due solely to the action of an electric field. 

(33) "Filter" means material placed in the useful beam 
to absorb preferentially selected radiations. 

(34) "Fluoroscopic imaging assembly" means a compo- 
nent which comprises a reception system in which x-ray 
photons produce a fluoroscopic image. It includes equip- 
ment housings, electrical interlocks if any, the primary 
protective barrier, and structural material providing linkage 
between the image receptor and the diagnostic source 
assembly. 
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(35) “Focal spot" means the area on the anode of the x- 
ray tube bombarded by the electrons accelerated from the 
cathode, and from which the useful beam originates. 

(36) "Full beam detector" means a radiation detector of 
such size that the total cross section of the maximum size 
useful beam is intercepted. 

(37) "General purpose radiographic x-ray system" means 
any radiographic x-ray system which, by design, is not 
limited to radiographic examination of specific anatomical 
regions. 

(38) "Gonad shield" means a protective barrier for the 
testes or ovaries. 

(39) "Half-value layer (HVL)" means the thickness of 
specified material which attenuates the beam of radiation to 
an extent such that the exposure rate is reduced to one-half 
of its original value. In this definition the contribution of all 
scattered radiation, other than any which might be present 
initially in the beam concerned, is deemed to be excluded. 

(40) "Healing arts screening" means the testing of an 
asymptomatic population using x-ray machines for the 
detection or evaluation of health indications when such tests 
are not specifically and individually ordered by a licensed 
practitioner of the healing arts legally authorized to prescribe 
such x-ray tests for the purpose of diagnosis or treatment. 

(41) "Heat unit" means a unit of energy equal to the 
product of the peak kilovoltage, miliamperes, and seconds, 
i.e., kVp x mA x second. 

(42) "Image intensifier" means a device consisting of an 
image intensifier tube installed in its housing which instanta- 
neously converts an x-ray pattern into a light image of 
higher energy density. 

(43) "Image receptor" means any device, such as a 
fluorescent screen or radiographic film, which transforms 
incident x-ray photons either into a visible image or into 
another form which can be made into a visible image by 
further transformations. 

(44) "Image receptor support" means that part of a 
mammographic system designed to support the image 
receptor in a plane perpendicular to the x-ray beam during 
mammography. 

(45) "Inherent filtration" means the filtration of the 
useful beam provided by the permanently installed compo- 
nents of the tube housing assembly. 

(46) "Installation date" means the earliest date that a 
machine, accessory, or component is able to be used by a 
registrant or transferee but no later than the date of the first 
human exposure made using the machine, accessory, or 
component that has been installed. 

(47) "Interlock" means a device arranged or connected 
such that the occurrence of an event or condition is required 
before a'second event or condition can occur or continue to 
occur. 

(48) "Irradiation" means the exposure of matter to 
ionizing radiation. 

(49) "Kilovolts peak (kVp)" (see "peak tube potential"). 

(50) "kV" means kilovolts. 

(51) "kWs" means kilowatt second which is equal to the 
product of peak kilovolts, amperes, and seconds or 10? X 
kV X mA X sec. 

(52) "Lead equivalent" means the thickness of lead 
affording the same attenuation, under specified conditions, as 
the material in question. 


[Title 246 WAC—page 226] 


Title 246 WAC: Department of Health 


(53) "Leakage radiation" means radiation emanating 
from the diagnostic or therapeutic source assembly except 
for: 

(a) The useful beam and 

(b) Radiation produced when the exposure switch or 
timer is not activated. 

(54) "Leakage technique factors" means the technique 
factors associated with the tube housing assembly which are 
used in measuring leakage radiation. They are defined as 
follows: 

(a) For capacitor energy storage equipment, the maxi- 
mum rated peak tube potential and the maximum rated 
number of exposures in an hour for operation at the maxi- 
mum rated peak tube potential with the quantity of charge 
per exposure being 10 milliampere seconds, or the minimum 
obtainable from the unit, whichever is larger. 

(b) For field emission equipment rated for pulsed 
operation, the maximum rated peak tube potential and the 
maximum rated number of x-ray pulses in an hour for 
operation at the maximum rated peak tube potential. 

(c) For all other equipment, the maximum rated peak 
tube potential and the maximum rated continuous tube 
current for the maximum rated peak tube potential. 

(55) "Light field" means that area of the intersection of 
the light beam from the beam-limiting device and one of the 
set of planes parallel to and including the plane of the image 
receptor, whose perimeter is the locus of points at which the 
illumination is one-fourth of the maximum in the intersec- 
tion. 

(56) "Line-voltage regulation" means the difference 
between the no-load and the load line potentials expressed as 
a percent of the load line potential; that is, 


Percent 
line-voltage = 100 (V,-V,)/V, 
regulation 


where: 
Vin = No-load line potential 
Vay = Load line potential 


(57) "mA" means tube current in milliamperes. 

(58) "mAs" means milliampere second or the product of 
the tube current in milliamperes and the time of exposure in 
seconds, 

(59) "Maximum line current" means the root mean 
squared current in the supply line of an x-ray machine 
operating at its maximum rating. 

(60) "Mobile equipment" (see "x-ray equipment"), 

(61) "Modified installation” means a room, building, 
office, or facility in which structural parameters which affect 
radiation safety are being changed; these parameters include 
such things as reconstruction or moving of walls, replace- 
ment of the x-ray machine with one of higher kVp or mA, 
a change in the direction of the beam, replacement of the 
control panel so that operator protection is adversely affect- 
ed, a change in occupancy of adjacent areas, workload 
changes, etc. 

(62) "New installation" means a room, building, office, 
or facility newly built, or in which previously there has been 
no radiation machine. 
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(63) "Peak tube potential" means the maximum value of 
the potential difference across the x-ray tube during an 
exposure. 

(64) "Phantom" means a volume of material similar to 
tissue with respect to attenuation and scattering of x-ray 
photons. This requires that the atomic number (Z) and the 
density of the material be similar to those of tissue. 

(65) "Phototimer" - means a device which controls 
radiation exposure to the image receptor by detecting the 
total amount of radiation reaching the device. The radiation 
monitoring device(s) is part of an electronic circuit which 
controls the time the tube is activated (see also "automatic 
exposure control"). 

(66) "Portable equipment" (see "x-ray equipment"). 

(67) "Position indicating device (PID)" means a device, 
on dental x-ray equipment which indicate the beam position 
and establishes a definite source-surface (skin) distance. The 


device may or may not incorporate or serve as a beam-. 


limiting device. 

(68) "Positive beam limitation" means the automatic or 
semi-automatic adjustment of an x-ray beam to the selected 
image receptor size, whereby exposures cannot be made 
without such adjustment. 

(69) "Primary protective barrier" (see "protective 
barrier"). 

(70) "Protected area" means a shielded area in which 
attenuation of x-radiation is sufficient to meet the exposure 
limits of WAC 246-221-010 and the principles of WAC 246- 
220-007 and "ALARA" for individuals in that area. 

(71) "Protective apron" means an apron made of 
radiation absorbing materials, used to reduce radiation 
exposure. 

(72) "Protective barrier" means a barrier of radiation 
absorbing material(s) used to reduce radiation exposure. 

(a) "Primary protective barrier" means the material, 
excluding filters, placed in the useful beam, to protect 
anyone other than the patient from radiation exposure. 

(b) "Secondary protective barrier" means a barrier 
sufficient to attenuate the stray radiation to the required 
degree. 

(73) "Protective glove" means a glove made of radiation 
absorbing materials used to reduce radiation exposure. 

(74) "Quality assurance" is a program designed to 
produce high quality radiographs at minimal cost and 
minimal patient exposure. 

(75) "Quality control" is the routine measurement of the 
performance of the diagnostic x-ray imaging system, from x- 
ray beam output to the viewing of radiographs, and the 
continual adjustment of that performance to an optimal and 
consistent level. 

(76) "Radiation detector" means a device which in the 
presence of radiation provides by either direct or indirect 
means, a signal or other information suitable for use in 
measuring one or more quantities of incident radiation. 

(77) "Radiation safety" means efforts directed at 
occupational exposure reduction, patient exposure reduction, 
image quality improvement, diagnostic imaging system 
quality assurance, radiation measurements, dose evaluations, 
compliance with state and federal regulations, and related 
issues. 

(78) "Radiation therapy simulation system" means a 
fluoroscopic or radiographic x-ray system intended for 
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localizing the volume to be exposed during radiation therapy 
and confirming the position and size of the therapeutic 
irradiation field. 

(79) "Radiograph" means an image receptor on which 
the image is created directly or indirectly by an x-ray pattern 
and results in a permanent record. 

(80) "Radiographic imaging system" means any system 
whereby a permanent or temporary image is recorded on an 
image receptor by the action of ionizing radiation. 

(81) "Rating" means the operating limits of an x-ray 
system or subsystem as specified by the component manu- 
facturer. 

(82) "Recording" means producing a permanent form of 
an image resulting from x-ray photons (e.g., film, video 
tape). 

(83) "Response time" means the time required for an 
instrument system to reach 90 percent of its final reading 
when the radiation-sensitive volume of the instrument system 
is exposed to a step change in radiation flux from zero 
sufficient to provide a steady state midscale reading. 

(84) "Scattered radiation" means radiation that, during 
passage through matter, has been deviated in direction (see 
also "direct scattered radiation"). 

(85) "Secondary protective barrier" (see "protective 
barrier"). 

(86) "Shutter" means a device attached to the tube 
housing assembly which can totally intercept the entire cross 
sectional area of the useful beam and which has a lead 
equivalency at least that of the tube housing assembly. 

(87) "SID" (see "source-image receptor distance"). 

(88) "Source" means the focal spot of the x-ray tube. 

(89) "Source-image receptor distance (SID)" means the 
distance from the source to the center of the input surface of 
the image receptor. 

(90) "Source-to-skin-distance (SSD)" means the distance 
between the source and the skin entrance plane of the 
patient. 

(91) "Special purpose x-ray equipment" means that 
which is designed for radiographic examination of one 
specific area of the body. 

(92) "Spot check" means an abbreviated calibration 
procedure which is performed to assure that a previous 
calibration continues to be valid. 

(93) "Spot film device" means a device intended to 
transport and/or position a radiographic image receptor 
between the x-ray source and fluoroscopic image receptor, 
including a device intended to hold a cassette over the input 
end of an image intensifier for the purpose of making a 
radiograph. 

(94) "Spot film" means a radiograph which is made 
during a fluoroscopic examination to record permanently 
conditions which exist during that fluoroscopic procedure. 

(95) "Stationary equipment" (see "x-ray equipment"). 

(96) "Stray radiation" means the sum of leakage and 
scattered radiation. 

(97) "Technique factors" means the conditions of 
operation. They are specified as follows: 

(a) For capacitor energy storage equipment, peak tube 
potential in kV and quantity of charge in mAs. 

(b) For field emission equipment rated for pulsed 
operation, peak tube potential in kV and number of x-ray 
pulses. 
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(c) For all other equipment, peak tube potential in kV 
and: 

(i) Either tube current in mA and exposure time in 
seconds, 

(ii) Or the product of tube current and exposure time in 
más. 

(98) "Transmission detector" means a radiation detector 
through which the. useful beam or part of the useful beam 
passes. 

(99) "Treatment volume" means the region, in the 
patient, to which a specified dose is to be delivered. 

(100) "Tube" means an x-ray tube, unless otherwise 
specified. 

(101) "Tube housing assembly" means the tube housing 
with tube installed. It includes high-voltage and/or filament 
transformers and other appropriate elements when they are 
contained within the tube housing. 

(102) "Tube rating chart" means the set of curves which 
specify the rated limits of operation of the tube in terms of 
the technique factors. 

(103) "Useful beam" means the radiation which passes 
through the tube housing port and the aperture of the beam- 
limiting device when the exposure switch or timer is 
activated. 

(104) "Variable-aperture beam-limiting device" means 
a beam-limiting device which has capacity for stepless 
adjustment of the x-ray field size. 

(105) "Visible area" means that portion of the input 
surface of the image receptor over which incident x-ray 
photons produce a visible image. 

(106) "Wedge filter" means an added filter with chang- 
ing radio-opacities used to achieve more uniform optical 
densities on the image receptor when a body part of varying 
absorption characteristics is radiographed. 

(107) "X-ray control" means a device which controls 
input power to the x-ray high-voltage generator and/or the 
x-ray tube. It includes equipment which controls the 
technique factors of an x-ray exposure. 

(108) "X-ray equipment" means an x-ray system, 
subsystem, or component thereof. Types of x-ray equipment 
are as follows: 

(a) 'Mobile' means x-ray equipment mounted on a 
permanent base with wheels and/or casters for moving while 
completely assembled. 

(b) Portable’ means x-ray equipment designed to be 
hand-carried. 

(c) 'Stationary' means x-ray equipment which is 
installed in a fixed location. 

(109) "X-ray field" means that area of the intersection 
of the useful beam and any one of the set of planes parallel 
to and including the plane of the image receptor, whose 
perimeter is the locus of points at which the exposure rate is 
one-fourth of the maximum in the intersection. 

(110) "X-ray high-voltage generator" means a device 
which transforms electrical energy from the potential 
supplied by the x-ray control to the tube operating potential. 
The device may also include means for transforming 
alternating current to direct current, filament transformers for 
the x-ray tube(s), high-voltage switches, electrical protective 
devices, and other appropriate elements. 

(111) "X-ray system" means an assemblage of compo- 
nents for the controlled production of x-rays. It includes 
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minimally an x-ray high-voltage generator, an x-ray control, 
a tube housing assembly, a beam-limiting device, and the 
necessary supporting structures. Additional components 
which function with the system are considered integral parts 
of the system. 

(112) "X-ray subsystem" means any combination of two 
or more components of an x-ray system for which there are 
requirements specified in this part. 

(113) "X-ray tube" means any electron tube which is 
designed to be used primarily for the production of x-rays. 
[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), $ 246-225-010, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-225-010, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080, 83-19- 
050 (Order 2026), § 402-28-020, filed 9/16/83. Statutory Authority: RCW 
70.98.050. 81-01-011 (Order 1570), $ 402-28-020, filed. 12/8/80; Order 
1084, § 402-28-020, filed 1/14/76; Order 1, § 402-28-020, filed 1/8/69; 
Rules (part), filed 10/26/66.] 


WAC 246-225-020 General requirements—A dminis- 
trative controls. (1) No person shall make, sell, lease, 
transfer, lend, or install x-ray equipment or the accessories 
used in connection with such equipment unless such accesso- 
ries and equipment, when properly placed in operation and 
properly used, shall meet the requirements of this chapter. 

(2) The registrant in control of the x-ray machines shall 
be responsible for directing the operation of the x-ray 
machines. The registrant or registrant’ s agent shall assure 
the following provisions are met in the operation of the x-ray 
machine or machines: 

(a) The registrant shall not operate an x-ray fisci for 
diagnostic or therapeutic purposes when the x-ray machine: 
(i) Does not meet the provisions of this chapter; or 

(ii) Is malfunctioning and threatens the health or safety 
of the patient, operator, or general public. 

(b) X-ray machine operator requirements. 

(i) Individuals operating the x-ray equipment shall be 
adequately instructed in safe operating procedures and shall 
be able to demonstrate competence, upon request from the 
department, in the correct use of the equipment. Required 
areas of competence are listed in Appendix II. The depart- 
ment may determine compliance with subsection (2)(b) of 
this section by observation, interview, or testing; 

(ii) A medical x-ray machine operator shall be licensed, 
certified or registered by the department as either: 

(A) A health care practitioner, licensed under Title. 18 
RCW; or 

(B) A diagnostic or therapeutic radiologic technologist 
certified in accordance with chapter 18.84 RCW; or 

(C) An x-ray technician registered in accordance with 
chapter 18.84 RCW. 

(c) At each x-ray system's control panel, a chart shall 
be provided which specifies for the examinations ponies 
by that system the following information: 

(i) Patient’s anatomical size versus technique factors 
utilized; 

(ii) Source to image receptor distance used; 

(iii) Type and placement of patient shielding used, for 
example, gonad, thyroid, lap apron; 

(iv) If applicable, settings for automatic exposure 
devices; and 
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(v) Type and size of film or screen-film combination to 
be used. 

(d) When required by the department, a registrant shall 
create and provide to operators of the x-ray system, radiation 
safety procedures which address patient and occupationally- 
exposed personnel safety. These procedures shall define 
restrictions of the operating technique required for safe 
operation of the particular x-ray system; 

(e) Except for patients who cannot be moved out of the 
room and the patient being examined, only the staff and 
ancillary personnel required for the medical procedure or 
training shall be present in the room during the radiographic 
exposure. Other than the patient being examined: 

(i) All individuals shall be positioned such that no part 
of the body including the extremities not protected by 0.5 
mm lead equivalent will be struck by the useful beam; 

(ii) The x-ray operator, other staff and ancillary person- 
nel shall be protected from the direct scatter radiation by 
protective aprons or whole body protective barriers of not 
less than 0.25 mm lead equivalent; 

(iii) Patients who cannot be removed from the room 
shall be: 

(A) Protected from the direct scatter radiation by whole 
body protective barriers of not less than 0.25 mm lead 
equivalent; or 

(B) Positioned so the nearest portion of the body is at 
least 2 meters from both the tube head and the nearest edge 
of the image receptor. 

(iv) The department may require additional protective 
devices when a portion of the body of staff or ancillary 
personnel is potentially subjected to stray radiation which 
may result in that individual receiving one quarter of the 
maximum permissible dose defined under WAC 246-221- 
010. 

(f) Gonad shielding of not less than 0.5 mm lead 
equivalent shall be used for patients of reproductive age 
during radiographic procedures in which the gonads are in 
the direct (useful) beam, except for cases when gonad 
shielding may interfere with the diagnostic procedure; 

(g) Persons shall not be exposed to the useful beam 
except for healing arts purposes. Only a licensed practitio- 
ner of the healing arts shall authorize an exposure to the 
useful beam. This requirement prohibits deliberate exposure 
for the following purposes: 

(i) Exposure of an individual for training, demonstration, 
or other purposes unless there are also healing arts require- 
ments and proper prescription is provided; 

(ii) Except for mammography performed by registered 
facilities on self-referred patients, the exposure of an 
individual for the purpose of healing arts screening without 
prior written approval of the state health officer; and 

(iii) Exposure of an individual for the sole purpose of 
satisfying a third party’s prerequisite for reimbursement 
under any health care plan, except for exposure required 
under Medicare provisions. 

(h) When a patient or film must be provided with 
auxiliary support during a radiation exposure: 

(i) Mechanical holding devices shall be used when the 
technique permits. The safety rules, when required under 
subdivision (d) of this subsection, shall list individual 
projections where holding devices cannot be utilized; 
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(ii) Written safety procedures, when required under 
subdivision (d) of this subsection, shall indicate the require- 
ments for selecting a human holder and the procedure the 
holder shall follow; 

(iti) The human holder shall be protected as required 
under subdivision (e)(i) of this subsection; | 

(iv) No person shall be used routinely to hold film or 
patients; 

(v) When the patient must hold the film, the portion of 
the body other than the area of clinical interest struck by the 
useful beam shall be protected by not less than 0.5 mm lead 
equivalent material; 

(vi) Holding the film or the patient shall be permitted 
only in very unusual and rare situations. 

(i) Personnel dosimetry. All persons associated with the 
operation of an x-ray system are subject to both the occupa- 
tional exposure limits and the requirements for the determi- 
nation of the doses stated under WAC 246-221-020. In 
addition, when protective clothing or devices are worn on 
portions of the body and a dosimeter is required, at least one 
such dosimeter shall be utilized as follows: 

(i) When an apron is worn, the monitoring device shall 
be worn at the collar outside of the apron; and 

(ii) The dose to the whole body based on the maximum 
dose attributed to the most critical organ shall be recorded 
on the reports required under WAC 246-221-230. If more 
than one device is used or a record is made of the data, each 
dose shall be identified with the area where the device was 
worn on the body. 

(iii) Personnel monitoring of an operator shall be 
required where: 

(A) Exposure switch cords are utilized that allow the 
operator to stand in an unprotected area during exposures; 
and 

(B) Measurements by the department show ten percent 
of the exposure limits as specified under WAC 246-221-010 
may be exceeded. 

(iv) All persons involved in the operation of a fluoro- 
scope and working within the fluoroscopy room during its 
operation shall wear a personnel dosimeter required under 
WAC 246-221-090 and subsection (2)(1)(1) of this section. 
If extremities are in or near the primary beam, extremity 
dosimeters are also required; 

(j) Healing arts screening utilizing radiation. Any 
person proposing to conduct a healing arts screening pro- 
gram, with the exception of a mammography program, shall 
not initiate such a program without prior approval of the 
state health officer. When requesting such approval, that 
person shall submit the information outlined under Appendix 
Ill of this part. If information submitted becomes invalid or 
outdated, the state health officer shall be notified immediate- 
ly; 

(k) When using scatter suppressing grids, the grids shall 
be: 

(i) Clearly labelled with the focal distance for which 
they are designed to be used; and 

(ii) Of the proper focal distance for the source-to-image 
distances used. 

(1) Procedures and auxiliary equipment designed to 
minimize patient and personnel exposure commensurate with 
the needed diagnostic information shall be utilized. 
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(i) Film cassettes without intensifying screens shall not 
be used for any routine diagnostic radiological imaging. 

(ii) Portable or mobile x-ray equipment shall be used 
only for examinations where it is impractical to transfer the 
patient(s) to a stationary x-ray installation. 

(m) Patient log. À medical x-ray facility (chiropractors, 

allopathic and osteopathic physicians and hospitals only) 
shall record for each x-ray diagnosis or treatment the 
patient's name, type of x-ray procedures performed, and the 
date. A separate log is not necessary if the required infor- 
mation is retrievable by reference to other records. 
[Statutory Authority: RCW 70.98.050. 94-06-017, 8 246-225-020, filed 
2/22/94, effective 3/25/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-083 (Order 183), § 246-225-020, filed 7/23/91, effective 
8/23/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-225-020, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), $ 402-28-031, filed 
12/11/86; 83-19-050 (Order 2026), § 402-28-031, filed 9/16/83. Statutory 
Authority: RCW 70.98.050. 81-01-011 (Order 1570), § 402-28-031, filed 
12/8/80; Order 1084, $ 402-28-031, filed 1/14/76. Formerly WAC 402-28- 
030 (part).] 


WAC 246-225-030 General requirements—Plan 
review. (1) Before construction, the floor plans and equip- 
ment arrangement of medical installations (new or modifica- 
tions of existing installations) utilizing x-rays for diagnostic 
or therapeutic purposes shall be submitted to: 

(a) A qualified expert for determination of shielding 
requirements using National Council on Radiation Protection 
and Measurements Report No. 49, or equivalent; and 

(b) Тһе department for subsequent review. 

Review shall not imply approval. 

(2) The review of such plans shall not preclude the 
requirement of additional modifications should a subsequent 
analysis of operating conditions indicate the possibility of an 
individual receiving a dose in excess of the limits required 
under WAC 246-221-010, 246-221-050, and 246-221-060. 

(3) Diagnostic veterinary, podiatric, and dental facilities 
shall be exempt from submitting shielding calculations and 
floor plans. 

(4) In order for the department to provide an evaluation, 
technical advice, and official review of the shielding require- 
ments for a medical radiation installation, a floor plan drawn 
to scale and the following data are required: 

(a) The normal location of the x-ray tube, along with an 
indication of anode-cathode orientation to the cassette 
holders; 

(b) The limits of the tube travel; 

(c) The directions in which the tube is pointed; 

(d) Window locations; 

(e) The location of the control booth or operator's 
position; 

(f) The exposure switch location; 

(g) The position of the viewing window, if any; 

(h) The composition and thickness of the walls; 

(i) If more than one story, the height floor-to-floor; 

(j) If more than one story, the composition and thickness 
of materials in the ceiling or floor; 

(k) The make and model of the x-ray machine; 

(1) The maximum kVp and mA; 

(m) The types of examinations or treatments (for 
example, chest, spine, general x-ray, or therapy); 
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(n) The identification and occupancy of areas adjacent 
to the x-ray room; 

(o) The anticipated x-ray workload expressed in number 
of patients and exposures per week including: 

(i) Technique factors used, or milliampere-seconds or 
milliampere-minutes per week; and 

(ii) Estimates of the percentage of the workload expect- 
ed to occur for a particular beam direction. 

(5) For new and modified installations only, the follow- 
ing are minimum design requirements for medical x-ray 
machine operator booths. These requirements do not apply 
to dental, podiatry, and veterinary installations. See subsec- 
tions (6) and (7) of this section for dental panoramic and 
cephalometric requirements. 

(a) The operator shall be allotted 0.7 sq. meters (7.5 sq. 
ft.) or more of unobstructed floor space in the x-ray booths. 

(i) The 0.7 sq. meters (7.5 sq. ft.) of minimum space 
specified under subsection (5)(a) of this section shall be a 
geometric configuration where no dimension is less than 61.0 
centimeters (2.0 ft.). 

(ii) The allotted space shall exclude an encumbrance by 
the console, such as an overhang, cables, or other similar 
encroachment. 

(iii) An extension of a straight line drawn between any 
point on the edge of the booth shielding and the nearest 
vertical edge of a vertical cassette holder, corner of the 
examination table, or any part of the tube housing assembly 
shall not impinge on the unobstructed space. 

(iv) The booth walls shall be 2.1 meters (7.0 ft.) or 
more and shall be permanently fixed to the floor or other 
structure as may be necessary. 

(v) When a door or moveable panel is used as the 
integral part of the booth structure, it must have a permissive 
device which will prevent an exposure when the door or 
panel is not closed. 

(b) Switch placement. The operator’s switch for the 
radiographic machine shall be fixed within the booth. The 
switch shall: 

(i) Be at least 102 centimeters (forty inches) inside the 
protected area; and 

(ii) Allow the operator to use the available viewing 
windows. 

(c) Viewing system requirements. 

(i) Each booth shall have at least one viewing device 
which shall: 

(A) Be placed so the operator can view the patient 
during exposure; and 

(B) Be placed so the operator can have full view of the 
entries into the room. 

(ii) When the viewing system is a window, the follow- 
ing requirements also apply: 

(A) The window shall have a visible area of 930 square 
centimeters (1.0 square foot) or more; and 

(B) The glass shall have the same lead equivalence or 
more as that required in the booth’s wall where the glass is 
mounted. 

Gii) When the viewing system is by mirrors, the mirrors 
shall be located to accomplish the general аон 
under subdivision (1) of this subsection. 

(iv) When the viewing system is by electronic means 
(for example, TV): 
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(A) The camera shall be located to accomplish the 
general requirements under subdivision (i) of this subsection; 
and 

(B) There shall be an alternate viewing system as a 
backup for electronic failure. 

(d) New or modified facilities shall maintain a copy of 
the floor plan and shielding calculations required under 
subsection (1) of this section. 

(6) Dimensions of primary beam shielding shall exceed 
the largest possible beam size by 30.5 centimeters (one foot) 
or more in every direction. Cephalometric primary beam 
shielding shall be deemed adequate if, for a maximum 
workload of twenty films a week, two-pound lead is installed 
(for occupied areas). ` 

(7) A viewing device shall be present in dental pan- 
oramic and cephalometric x-ray installations, so the require- 
ments of subsection (5)(c) of this section are met. 


[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-225-030, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-083 (Order 183), § 246-225-030, filed 7/23/91, effective 
8/23/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-225-030, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), 5 402-28-032, filed 
12/11/86; 83-19-050 (Order 2026), § 402-28-032, filed 9/16/83; Order 1084, 
8 402-28-032, filed 1/14/76. Formerly WAC 402-28-030 (part).] 


WAC 246-225-040 General requirements for 
diagnostic x-ray systems. In addition to other requirements 
of this chapter, diagnostic x-ray systems shall meet the 
following requirements: 

(1) Warning label. The control panel containing the 
main power switch shall bear the warning statement, legible 
and accessible to view: "WARNING: This x-ray unit may be 
dangerous to patient and operator unless safe exposure 
factors and operating instructions are observed." 

(2) Battery charge indicator. On battery-powered 
generators, visual means shall be provided on the control 
panel to indicate the battery is in a state of charge adequate 
for proper operation. 

(3) Leakage radiation from the diagnostic source 
assembly. The leakage radiation from the diagnostic source 
assembly, measured at a distance of 1 meter in any direction 
from the source, shall not exceed 2.58 x 10? coulombs per 
kilogram (100 milliroentgens) in one hour when the x-ray 
tube is operated at its leakage technique factors. Compliance 
shall be determined by measurements averaged over an area 
of one hundred square centimeters with no linear dimension 
greater than twenty centimeters. 

(4) Radiation from components other than the diagnostic 
source assembly. The radiation emitted by a component 
other than the diagnostic source assembly shall not exceed 
5.16 x 107 coulombs per kilogram (2 milliroentgens) іп one 
hour at 5 centimeters from an accessible surface of the 
component when it is operated in an assembled x-ray system 
under conditions for which it was designed. Compliance 
shall be determined by measurements averaged over an area 
of 100 square centimeters with no linear dimension greater 
than 20 centimeters. 

(5) Beam quality. 

` (a) The half-value layer (HVL) of the useful beam for 
a given x-ray tube potential shall not be less than the values 
shown in this section, Table I. If it is necessary to deter- 
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mine such half-value layer at an x-ray tube potential which 
is not listed in Table I, linear interpolation or extrapolation 
shall be made. 


WAC 246-225-040 TABLE I 


Design Measured Half-value Half-value 
operating potential layer (milli- layer (milli- 
range (kilovolts meters of meter of 
(kilovolts peak) peak) aluminum aluminum 
equivalent) equivalent 
for dental units) 
Below 51— 30 0.3 N/A 
40 0.4 N/A 
50 0.5 1.5 
51 to 70— 51 1.2 1.5 
60 1.3 15 
70 1.5 1.5 
Above 70— 71 2.1 2.1 
80 2.3 2.3 
90 2.5 2.5 
100 2.7 2.7 
110 3.0 3.0 
120 3.2 3.2 
130 3.5 3.5 
140 3.8 3.8 
150 4.1 4.1 


(b) For capacitor energy storage equipment, compliance 
shall be determined with the system fully charged and a 
setting of at least 10 mAs for each exposure. 

(c) The required minimal half-value layer shall include 
the filtration contributed by materials permanently in position 
between the focal spot of the tube and the patient. (For 
example, a table top when the tube is mounted "under the 
table" and inherent filtration of the tube) 

(d) Filtration control. For x-ray systems with variable 
kVp and variable filtration for the useful beam, a device 
shall link the kVp selector with the filters and shall prevent 
an exposure unless the minimum amount of filtration 
required by subdivision (a) of this subsection is in the useful 
beam for the selected kVp. 

(6) Multiple tubes. Where two or more radiographic 
tubes are controlled by one exposure switch, the tube or 
tubes selected shall be clearly indicated prior to initiation of 
the exposure. Such indication shall be both on the x-ray 
control panel and near or on the selected tube housing 
assembly. 

(7) Mechanical support of tube head. 'The tube housing 
assembly supports shall be adjusted such that the tube 
housing assembly remains stable during an exposure unless 
the tube housing movement during exposure is a designed 
function of the x-ray system. 

(8) Technique indicators. 

(a) The technique factors used during an exposure shall 
be indicated before the exposure begins, except when 
automatic exposure controls are used, in which case the 
technique factors set prior to the exposure shall be indicated. 

(b) On equipment having fixed technique factors, the 
requirement, under subdivision (a) of this subsection may be 
met by permanent markings. Indication of technique factors 
shall be visible from the operator's position except in the 
case of spot films made by the fluoroscopist. 
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(9) Certified units. All diagnostic x-ray systems 
certified to comply with 21 CFR 1020 shall meet the 
requirements of that certification. 

(10) Linearity. The difference between the ratio of 
exposure to mAs at one mA or mAs setting and the ratio at 
another mA or mAs setting shall not exceed 0.10 times the 
sum of the ratios. This is written as: 


XI - X2 < 0.10 (ХІ + X2) 


Where X1 and X2 are the ratios (mR/mAs) for each mA or 
mAs station. 


The test shall be performed at any selections of mA or 
mAs without regard to focal spot size, provided neither focal 
spot size is less than 0.45 millimeter. 

(11) kVp accuracy. The difference between the indicat- 

ed and actual kVp of an x-ray machine shall not be greater 
than ten percent of the indicated kVp, or, alternatively, if 
available, the accuracy specifications of the control panel 
manufacturer must be met. 
[Statutory Authority; RCW 70.98.050. 94-01-073, § 246-225-040, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-083 (Order 183), 8 246-225-040, filed 7/23/91, effective 
8/23/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-225-040, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), $ 402-28-035, filed 
12/11/86; 83-19-050 (Order 2026), § 402-28-035, filed 9/16/83. Statutory 
Authority: RCW 70.98.050. 81-01-011 (Order 1570), $ 402-28-035, filed 
12/8/80; Order 1084, $ 402-28-035, filed 1/14/76. Formerly WAC 402-28- 
030 (part).] 


WAC 246-225-050  Fluoroscopic x-ray systems. 
Fluoroscopic x-ray systems shall meet the following require- 
ments: 

(1) Limitation of useful beam. 

(a) The fluoroscopic tube shall not produce x-rays 
unless the primary barrier is in position to intercept the 
entire useful beam at all times. 

(b) The entire cross section of the useful beam shall be 
intercepted by the primary protective barrier of the fluoro- 
scopic image assembly at any source-to-image-distance 
(SID). 

(c) Nonimage-intensified fluoroscopic equipment shall 
not be used. 

(d) For fluoroscopic equipment without a spot film 
device, neither the length nor the width of the fluoroscopic 
x-ray field in the plane of the image receptor shall exceed 
that of the visible area of the image receptor by more than 
three percent of the SID. The sum of the excess length and 
the excess width shall be no greater than four percent of the 
SID. Measurements shall be made at the minimum SID 
available but at no less than 20 centimeters (8 inches) table 
top to image receptor distance. 

(e) For uncertified fluoroscopic equipment with a spot 
film device, the fluoroscopic x-ray beam with the shutters 
wide open (during either fluoroscopy itself or spot films) 
shall be no larger than the dimensions of the largest spot 
film size for which the device is designed. Measurements 
shall be made at the minimum SID available, but at no less 
than 20 centimeters (8 inches) table top to the film plane 
distance. 

(f) For certified (21 CFR 1020) fluoroscopic equipment 
with a spot film device, neither the length nor the width of 
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the fluoroscopic x-ray field in the plane of the image 
receptor shall exceed that of the visible area of the image 
receptor by more than three percent of the SID. The sum of 
the excess length and width shall be no greater than four 
percent of the SID. Measurements shall be made at the 
minimum SID available, but at no less than 20 centimeters 
(8 inches) table top to film plane distance. 

(g) Fluoroscopic equipment beam limitation: 

(i) Means shall be provided to reduce the beam size at 
the plane of the image receptor to 125 square centimeters or 
less; and 

(ii) The minimum field size at the greatest SID shall be 
equal to or less than 5 centimeters by 5 centimeters. 

(2) Activation of the fluoroscopic tube. X-ray produc- 
tion in the fluoroscopic mode shall be controlled by a 
deadman switch. 

(3) Entrance exposure rate allowable limits. 

(a) For equipment with or without automatic brightness 
control, the exposure rate measured at the point where the 
center of the useful beam enters the patient shall not exceed 
2.58 x 10? coulombs per kilogram per minute (ten roentgens 
per minute), except during film recording of fluoroscopic 
images or when an optional high level control (HLC) is 
activated. 

(b) For equipment provided with HLC, the equipment 
shall not be operable at a combination of tube potential and 
current which will result in an exposure rate in excess of 
1.29 x 10? coulombs per kilogram per minute (5 roentgens 
per minute) at the point where the center of the useful beam 
enters the patient, unless the HLC is activated. 

(i) Special means of activation of high level controls, 
such as additional pressure applied continuously by the 
operator, shall be required to avoid accidental use. 

(ii) À continuous signal audible to the fluoroscopist shall 
indicate the high level control is employed. 

(c) Measuring compliance of entrance exposure rate 
limits. Compliance with subsection (3) of this section shall 
be determined as follows: 

(1) Movable grids and compression devices shall be 
removed from the useful beam during the measurement; 

(ii) If the source is below the table, exposure rate shall 
be measured 1 centimeter above the table top or cradle; 

(iii) If the source is above the table, the exposure rate 
shall be measured at 30 centimeters above the table top with 
the end of the beam-limiting device or spacer positioned as 
closely as possible to the point of measurement; 

(iv) In a C-arm type of fluoroscope, the exposure rate 
shall be measured 30 centimeters from the input surface of 
the fluoroscopic imaging assembly, with the source posi- 
tioned at any available SID, provided the end of the beam- 
limiting device or spacer is no closer than 30 centimeters 
from the input surface of fluoroscopic imaging assembly; 
and 

(v) In a lateral-type fluoroscope, the exposure rate shall 
be measured at a point 15 centimeters from the center line 
of the x-ray table with the end of the beam-limiting device 
or spacer positioned as closely as possible to the point of 
measurement. If the table top is movable, the table top shall 
be positioned as closely as possible to the lateral x-ray 
source, with the end of the beam-limiting device or spacer 
no closer than 15 centimeters to the center line of the x-ray 
table. 
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(d) Periodic measurement of entrance exposure rate 
limits. 

(i) Periodic measurements of the exposure rate shall be 
made. An adequate period for such measurements shall be 
annually or after maintenance of the system affecting the 
exposure rate. 

(ii) Results of exposure rate measurements shall be 
available where the fluoroscopist has ready access to the 
measurements while using that fluoroscope. Results of the 
measurements shall include: 

(A) The maximum possible coulombs per kilogram per 
minute (R/minute), as well as the technique factors associat- 
ed with it; 

(B) The name of the person performing the measure- 
ments; 

(C) The last date the measurements were performed; and 

(D) The type of device used in making the measure- 
ments. 

(iii) Conditions of measurement: 

(A) The kVp shall be adjusted to that which will 
produce the maximum entrance exposure rate; 

(B) The high level control, if present, shall not be 
activated; 

A (C) The x-ray systems that incorporate automatic 
exposure rate control (automatic brightness control) shall 
have sufficient material, for example, lead or lead equiva- 
lence, placed in the useful beam to produce the maximum 
output of the x-ray system; and 

(D) X-ray systems not incorporating automatic exposure 
rate control shall utilize whatever combination of kVp, mA, 
and other selectable parameters that will generate the highest 
exposure rate of the x-ray system. Materials, for example, 
an attenuation block, may be placed in the useful beam to 
protect the imaging system, as long as the material does not 
affect the measurement of the exposure rate. 

(4) Barrier transmitted radiation rate limits. 

(a) The exposure rate due to transmission through the 
primary protective barrier with the attenuation block in the 
useful beam, combined with radiation from the image 
intensifier, if provided, shall not exceed 5.16 x 107 cou- 
lombs per kilogram per hour (2 milliroentgens per hour) for 
each 2.58 x 10^ coulombs per kilogram per minute (roent- 
gen per minute) of entrance exposure rate. The barrier 
transmission measurement shall be made at 10 centimeters 
from an accessible surface of the fluoroscopic imaging 
assembly beyond the plane of the image receptor. 

(b) Measuring compliance of barrier transmission. 

(i) The exposure rate due to transmission through the 
primary protective barrier combined with radiation from the 
image intensifier shall be determined by measurements 
averaged over an area of 100 square centimeters with no 
linear dimension greater than 20 centimeters. 

(ii) If the source is below the table top, the measure- 
ment shall be made with the input surface of the fluoroscop- 
ic imaging assembly positioned 30 centimeters above the 
table top. 

(iii) If the source is above the table top and the SID is 
variable, the measurement shall be made with the end of the 
beam-limiting device or spacer as close to the table top as it 
can be placed, provided the beam-limiting device or spacer 
shall not be closer than 30 centimeters. 
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(iv) Movable grids and compression devices shall be 
removed from the useful beam during the measurement. 

(5) Indication of potential and current. During fluoros- 
copy and cinefluorography, x-ray tube potential and current 
shall be continuously indicated. 

(6) Source-skin distance (SSD). The source to skin 
distance shall not be less than: 

(a) 38 centimeters on stationary fluoroscopes; 

(b) 30 centimeters on mobile fluoroscopes; and 

(c) 20 centimeters for image intensified fluoroscopes 
used for specific surgical application. The user must provide 
precautionary measures for the use of the fluoroscope due to 
its short SSD. 

(7) Fluoroscopic timer. 

(a) Means shall be provided to preset the cumulative on- 
time of the fluoroscopic tube. The maximum cumulative 
time of the timing device shall not exceed five minutes 
without resetting. 

(b) A signal audible to the fluoroscopist shall indicate 
the completion of a preset cumulative on-time. Such signal 
shall continue to sound while x-rays are produced until the 
timing device is reset. Alternatively, the timing device may 
terminate exposures at the end of the preset time. 

(c) Total fluoroscopic on-time for each patient shall be 
recorded, either in patient's chart or in a separate log. 

(8) Control of scattered radiation. 

(a) Fluoroscopic table designs when combined with 
normal operating procedures shall be such that no unprotect- 
ed part of staff or ancillary person's body shall be exposed 
to unattenuated scattered radiation which originates from 
under the table. The attenuation required shall be not less 
than 0.25 mm lead equivalent. 

(b) Equipment configuration when combined with 
procedures shall be such that no portion of staff or ancillary 
person's body, except the extremities, shall be exposed to the 
unattenuated scattered radiation emanating from above the 
table top unless: 

(i) The radiation has passed through not less than 0.25 
mm lead equivalent material, for example, drapes, Bucky- 
slot cover-sliding or folding panel, or self-supporting 
curtains, in addition to lead equivalency provided by the 
protective apron referred to under WAC 246-225-020 (2Хе); 
and 

(ii) Exceptions to subdivision (b) of this subsection may 
be made in some special procedures where a sterile field will 
not permit the use of the normal protective barriers. Where 
the use of prefitted sterilized covers for the barriers is 
practical, the department shall not permit such exception. 

(9) Radiation therapy simulation systems. Radiation 
therapy simulation systems shall be exempt from the 
requirements of subsection (3) of this section. In addition, 
these systems shall be exempt from: 

(a) Subsections (1) and (4) of this section provided such 
systems are designed and used in such a manner that no 
individual other than the patient is in the x-ray room when 
the system is producing x-rays; and 

(b) Subsection (7) of this section if such systems are 
provided with a means of indicating the cumulative time that 
an individual patient has been exposed to x-rays. 

[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-225-050, filed 


12/9/93, effective 1/9/94, Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-083 (Order 183), § 246-225-050, filed 7/23/91, effective 
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8/23/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-225-050, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 87-01-031 (Order 2450), § 402-28-040, filed 
12/11/86; 83-19-050 (Order 2026), § 402-28-040, filed 9/16/83. Statutory 
Authority: RCW 70.98.050. 81-01-011 (Order 1570), $ 402-28-040, filed 
12/8/80; Order 1084, § 402-28-040, filed 1/14/76; Order 1, § 402-28-040, 
filed 1/8/69; Rules (part), filed 10/26/66.] 


WAC 246-225-060 Radiographic systems other than 
fluoroscopic, dental intraoral, or veterinary systems— 
Beam limitation. The useful beam shall be limited to the 
area of clinical interest and show evidence of collimation. 
This shall be deemed to have been met if a positive beam 
limiting device has been properly used or if evidence of 
collimation is shown on at least three sides or three corners 
of the film, (for example, projections from the shutters of the 
collimator, cone cutting at the corners or a border at the 
film’s edge). 

(1) General purpose stationary and mobile x-ray 
systems. 

(a) There shall be provided a means for stepless 
adjustment of the size of the x-ray field such that at least 
two dimensions of the x-ray field are independently variable. 
The minimum field size at a SID of 100 centimeters shall be 
equal to or less than ten by ten centimeters. 

(b) Adequate means shall be provided for visually 
defining the perimeter of the x-ray field. The total misalign- 
ment of the edges of the visually defined field with the 
respective edges of the x-ray field along either the length or 
width of the visually defined field shall not exceed 2 percent 
of the distance from the source to the center of the visually 
defined field when the surface upon which it appears is 
perpendicular to the central axis of the x-ray beam. 

І (2) In addition to the requirements of МАС 246-225- 
060(1) above all stationary x-ray systems shall meet the 
following requirements: 

(a) Means shall be provided to indicate when the axis of 
the x-ray beam is perpendicular to the plane of the image 
receptor and to align the center of the x-ray field with 
respect to the center of the image receptor to within 2 
percent (5 percent for equipment manufactured prior to 
August 1974) of the SID. Dental lateral jaw examinations 
shall be excluded from this requirement, 

(b) The beam-limiting device shall numerically indicate 
the field size in the plane of the image receptor to which it 
is adjusted; 

(c) Indication of field size dimensions and SID's shall 
be specified in inches and/or centimeters; 

(d) Indication of field size dimensions shall be such that 
aperture adjustments result in x-ray field dimensions in the 
plane of the image receptor to within 2 percent of the SID 
when the beam axis is perpendicular to the plane of the 
image receptor. 

(3) Radiographic equipment designed for only one 
image receptor size at a fixed SID shall be provided with 
means to limit the field at the plane of the image receptor to 
dimensions no greater than those of the image receptor, and 
to align the center of the x-ray field with the center of the 
image receptor to within 2 percent of the SID. 

(4) Special purpose x-ray systems. 

(a) These systems shall be provided with means to limit 
the x-ray field in the plane of the image receptor so that 
such field does not exceed each dimension of the image 
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receptor by more than 2 percent of the SID when the axis of 
the x-ray beam is perpendicular to the plane of the image 
receptor. 

(b) These systems shall be provided with means to align 
the center of the x-ray field with the center of the image 
receptor to within 2 percent (5 percent for equipment 
manufactured prior to August 1974) of the SID. 

(c) The above WAC 246-225-060 (4)(a) and 246-225- 
060 (4)(b) may be met with a system that meets the require- 
ments for a general purpose x-ray system as specified in 
WAC 246-225-060(1) or, when alignment means are also 
provided, may be met with either: 

(i) An assortment of removable, fixed-aperture, beam- 
limiting devices sufficient to meet the requirement for each 
combination of image receptor size and SID for which the 
unit is designed (each such device shall have clear and 
permanent markings to indicate the image receptor size and 
SID for which it is designed); or 

(ii) A beam-limiting device having multiple fixed 
apertures sufficient to meet the requirement for each combi- 
nation of image receptor size and SID for which the unit is 
designed. Permanent, clearly legible markings shall indicate 
the image receptor size and SID for which each aperture is 
designed and shall indicate which aperture is in position for 
use. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), 8 246-225-060, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246-225-060, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 83-19- 
050 (Order 2026), § 402-28-051, filed 9/16/83. Statutory Authority: RCW 


70.98.050. 81-01-011 (Order 1570), $ 402-28-051, filed 12/8/80; Order 
1084, $ 402-28-051, filed 1/14/76. Formerly WAC 402-28-050 (part).] 


WAC 246-225-070 Radiographic systems other than 
fluoroscopic, dental intraoral, or veterinary systems— 
Radiation exposure control devices. (1) Timers. Means 
shall be provided to terminate the exposure at a preset time 
interval, preset product of current and time, a preset number 
of pulses, or a preset radiation exposure to the image 
receptor. In addition, it shall be impossible to make an 
exposure when the timer is set to a zero or off position if 
either position is provided. 

(2) X-ray control (exposure switch): 

(a) A control which shall be the equivalent of a dead- 
man switch, shall be incorporated into each x-ray system 
such that an exposure can be terminated at any time except 
for: 

(i) Exposure of one-half second or less, or 

(ii) During serial radiography when means shall be 
provided to permit completion of any single exposure of the 
series in process. 

(b) Each x-ray control shall be located in such a way as 
to meet the following requirements: 

(i) Stationary x-ray systems shall be required to have the 
X-ray exposure switch permanently mounted in a protected 
area so that the operator has no choice but to remain in that 
protected area during the entire exposure; 

(ii) Mobile and portable x-ray systems shall have: 

(A) An exposure cord which can extend for a minimum 
of 12 feet from the patient; or 

(B) A protective barrier of 0.25 millimeter lead equiva- 
lent between the patient and the operator. 
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(c) Each x-ray control shall provide visual evidence to 
the operator that x-rays are being produced and an audible 
signal that the exposure has terminated. 

(3) Automatic exposure controls (phototimers). When 
an automatic exposure control is provided: 

(a) Indication shall be made on the control panel when 
this mode of operation is selected; 

(b) When the x-ray tube potential is equal to or greater 
than 50 kVp, the minimum exposure time for field emission 
equipment rated for pulsed operation shall be equal to or less 
than the interval equivalent to two pulses; 

(c) The minimum exposure time for all equipment other 
than that specified in WAC 246-225-070 (3)(b) shall be 
equal to or less than 1/60 second or a time interval required 
to deliver 5 mAs, whichever is greater. 

(4) Timer reproducibility. With a timer setting of 0.5 
seconds or less, the difference between the maximum 
exposure time (Tmax) and the minimum exposure time 
(Tmin) shall be less than or equal to 10% of the average 
exposure time (T), when four timer tests are performed: 


(Tmax - Tmin) < 0.1T 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-225-070, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-225-070, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 83-19- 
050 (Order 2026), § 402-28-052, filed 9/16/83. Statutory Authority: RCW 
70.98.050. 81-01-011 (Order 1570), $ 402-28-052, filed 12/8/80; Order 
1084, § 402-28-052, filed 1/14/76. Formerly WAC 402-28-050 (part).] 


WAC 246-225-080 Radiographic systems other than 
fluoroscopic, dental intraoral, or veterinary systems— 
Source-to-skin or receptor distance. (1) Limitation. All 
radiographic systems shall be provided with a durable, 
securely fastened means to limit the source-to-skin distance 
to not less than 23 centimeters. The requirement can be met 
when the collimator or cone provides the required limits. 

(2) Source to receptor distance measuring device. All 
radiographic systems shall be provided with a device or 
reference, other than a collimator light localizer, which will 
indicate the selected source to image receptor distance (SID) 
to within 2 percent of the indicated SID. 


[Statutory Authority: RCW 43.70.040. 91-02-049. (Order 121), recodified 
as § 246-225-080, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.080. 83-19-050 (Order 2026), § 402-28-053, filed 9/16/83. 
Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), § 402-28- 
053, filed 12/8/80; Order 1084, § 402-28-053, filed 1/14/76. Formerly 
WAC 402-28-050 (part).] 


WAC 246-225-090 Radiographic systems other than 
fluoroscopic and dental intraoral—Exposure reproduci- 
bility. The exposure produced shall be reproducible to 
within the following criterion: When all technique factors 
are held constant, the coefficient of variation shall not 
exceed 0.05. 

(1) For manual exposure control mode, this shall be 
deemed to have been met if when four exposures at identical 
technique factors are made, the difference betwee the 
maximum exposure value (Emax) and the minimum expo- 
sure value (Emin) shall be less than or equal to 10% of the 
average exposure (E): 


(Emax) - (Emin) < 0.10E 


(1997 Ed.) 


246-225-070 


(2) For phototimed exposure control mode, this shall be 
deemed to have been met if when four exposures at identical 
technique factors are made, the difference between the 
maximum exposure value (Emax) and the minimum expo- 
sure value (Emin) shall be less than or equal to 10% of the 
average exposure (E): 


(Emax)- (Emin) < ОЛЕ 


The four exposures are to be made under the following 
conditions in phototimed mode: 

(a) The kV is held constant. 

(b) The mA, if selectable, is held constant. 

(c) The selected density, if selectable, is held constant. 

(d) Selection of phototimer radiation detectors (single or 
multiple detectors selected), if available, is varied for each 
of the four exposures. 

(e) The same attenuator is placed in the x-ray field 
between the selected phototimer radiation detectors (photo- 
cells) and the radiation detector used to determine the four 
exposure values, 

(f) The selected phototimer radiation detectors (photo- 
cells) are within the x-ray field during each exposure 
measurement and are covered completely by the attenuator. 

(3) Systems employing deliberately mismatched 
phototimed cells are permitted, providing written specifica- 
tions for the mismatch are available for inspection. 


[Statutory Authority; RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-225-090, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-225-090, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 83-19- 
050 (Order 2026), § 402-28-054, filed 9/16/83. Statutory Authority: RCW 
70.98.050. 81-01-011 (Order 1570), $ 402-28-054, filed 12/8/80; Order 
1084, $ 402-28-054, filed 1/14/76. Formerly WAC 402-28-050 (part).] | 


WAC 246-225-100 Radiographic systems—Standby 
radiation from capacitor energy storage equipment. 
Radiation emitted from the x-ray tube when the exposure 
switch or timer is not activated shall not exceed a rate of 2 
milliroentgens per hour at 5 centimeters from any accessible 
surface of the diagnostic source assembly, with the beam- 
limiting device fully open. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-225-100, filed 12/27/90, effective 1/31/91. Statutory Authority: 


RCW 70.98.050. 81-01-011 (Order 1570), 8 402-28-055, filed 12/8/80; 
Order 1084, § 402-28-055, filed 1/14/76. Formerly WAC 402-28-050 


(part).] 


WAC 246-225-110 Intraoral dental radiographic 
systems. In addition to the provisions of WAC 246-225- 
020, 246-225-030, and 246-225-040 the requirements of this 
section apply to x-ray equipment and associated facilities 
used for dental radiography. Criteria for extraoral dental 
radiographic systems are covered in WAC 246-225-060, 
246-225-070, and 246-225-080. 

(1) Source-to-skin distance (SSD). X-ray systems 
designed for use with an intraoral image receptor shall be 
provided with means to limit source-to-skin distance to not 
less than: 

(a) 18 centimeters if operable above 50 kilovolts peak, 


or 


(b) 10 centimeters if operable only at 50 kilovolts peak. 
(2) Field limitation. 
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(a) Radiographic systems designed for use with an 
intraoral image receptor shall be provided with means to 
limit the x-ray beam such that: 

(i) If the minimum source-to-skin distance (SSD) is 18 
centimeters or more, the x-ray field, at the minimum SSD, 
shall be containable in a circle having a diameter of no more 
than 7 centimeters; and 

(ii) If the minimum SSD is less than 18 centimeters, the 
x-ray field, at the minimum SSD, shall be containable in a 
circle having a diameter of no more than 6 centimeters. 

(b) An open ended position indicating device shall be 
used. The shielding shall be equivalent to that required for 
the diagnostic source assembly (WAC 246-225-040(3)). 

(3) Timers. Means shall be provided to terminate the 
exposure at a preset time interval, preset product of current 
and time, a preset number of pulses, or a preset radiation 
exposure to the image receptor. In addition, 

(a) Termination of exposure shall cause automatic 
resetting of the timer to its initial setting or to zero. 

(b) It shall not be possible to make an exposure when 
the timer is set to a zero or off position if either position is 
provided. 

(4) X-ray control exposure switch: 

(a) A control, which shall be the equivalent of a dead- 
man switch, shall be incorporated into each x-ray system. 

(b) Each x-ray control shall be located in such a way as 
to meet the following criterion: 

(i) For stationary x-ray systems it shall be required that 
the control switch be permanently mounted in a protected 
area (e.g., corridor outside the room) so that the operator has 
no choice but to remain in that protected area during the 
entire exposure. 

(ii) Permanently mounted in a protected area shall be 
interpreted as meaning that the exposure switch is fixed in 
position no less than 36 inches from access to the direct 
scatter radiation field. 

(c) The x-ray control shall provide a visual or audible 
indication of x-ray production or termination at the 
operator's protected position. 

(5) Exposure reproducibility. The co-efficient of 
variation shall not exceed 0.05 when all technique factors are 
held constant. This requirement shall be deemed to have 
been met if, when four exposures are made at identical 
technique factors, the difference between the maximum 
exposure (Emax) and the minimum exposure (Emin) shall be 
less than or equal to 10% of the average exposure (E): 


(Emax - Emin) < 0.1E 


(6) No diagnostic dental x-ray machine with a fixed, 
nominal kVp of less than 50 shall be permitted. 

(7) Operating controls. 

(a) Patient and film holding devices shall be used when 
the techniques permit. 

(b) Neither the tube housing nor the position indicating 
device shall be hand held during an exposure. The tube 
housing shall remain stable during exposure. 

(c) The x-ray system shall be arranged and operated in 
such a manner that the useful beam at the patient’s skin does 
not exceed the dimensions specified in WAC 246-225-110 
(2)(a). 

(d) Dental fluoroscopy without image intensification 
shall be prohibited. 
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[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-225-110, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040, 91-02-049 (Order 121), recodified as § 246-225-110, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 83-19- 
050 (Order 2026), § 402-28-080, filed 9/16/83. Statutory Authority: RCW 
70.98.050. 81-01-011 (Order 1570), 8 402-28-080, filed 12/8/80; Order 
1084, § 402-28-080, filed 1/14/76; Order 1, § 402-28-080, filed 1/8/69; 
Rules (part), filed 10/26/66.] 


WAC 246-225-120 Therapeutic x-ray installations 
less than 1 MeV. (1) Equipment requirements. 

(a) Leakage radiation. When the tube is operated at its 
leakage technique factors, the leakage radiation shall not 
exceed the value specified at the distance specified for the 
classification of that x-ray system: 

(i) Contact therapy systems. Leakage radiation shall not 
exceed 100 milliroentgens per hour at five centimeters from 
the surface of the tube housing assembly; 

(ii) Zero to one hundred fifty kVp systems. Systems 
shall have a leakage radiation which does not exceed one 
roentgen in one hour at one meter from the source; 

(iii) One hundred fifty-one to nine hundred ninety-nine 
kVp systems. The leakage radiation shall not exceed one 
roentgen in one hour at one meter from the source except 
systems that operate in excess of 500 kVp may have a 
leakage radiation at one meter from the source equivalent to 
the exposure within one hour of the useful beam at one 
meter from the source multiplied by a factor of 0.001. 

(b) Permanent beam limiting devices. Permanent fixed 
diaphragms or cones used for limiting the useful beam shall 
provide the same or higher degree of protection as that 
required by the tube housing assembly. 

(c) Removable and adjustable beam limiting devices. 

(i) Removable beam limiting devices shall, for the 
portion of the useful beam to be blocked by these devices, 


` transmit not more than one percent of the original x-ray 


beam at the maximum kilovoltage and maximum treatment 
filter; 

(ii) Adjustable beam limiting devices installed after the 
effective date of this section shall meet the requirements of 
(с)(1) of this subsection; 

(iii) Adjustable beam limiting devices installed before 
the effective date of this section shall, for the portion of the 
x-ray beam to be blocked by these devices, transmit not 
more than five percent of the original x-ray beam at the 
maximum kilovoltage and maximum treatment filter. 

(d) Filter and wedge systems. Filter systems shall meet 
the following requirements: 

(i) Filters cannot be accidently displaced from the useful 
beam at any possible tube orientation; 

(ii) Bach filter is marked as to its material of construc- 
tion and its thickness or wedge angle for wedge filters; 

(iii) It shall be possible for the operator to determine the 
presence or absence of each filter in the useful beam when 
the operator is at the control panel, either by display at the 
control panel or by direct observation; and 

(iv) The filter insertion slot opening shall be covered 
with an attenuator equivalent to four-pound lead under 
operating conditions. 

(e) Tube immobilization. The tube housing assembly 
shall be capable of being immobilized during stationary 
treatments. 
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(f) Focal spot marking. The tube housing assembly 
shall be so marked that it is possible to determine the 
location of the focal spot to within five millimeters, and such 
marking shall be readily accessible for use during calibration 
procedures. 

(g) Timer. 

(i) A timer shall be provided which has a display at the 
treatment control panel. The timer shall be graduated in 
minutes and fractions of minutes. The timer shall have a 
preset time selector and a means of determining elapsed 
time; 

(ii) The timer shall be a cumulative timer which 
activates with radiation and retains its reading after irradia- 
tion is interrupted or terminated; 

(iii) The timer shall terminate irradiation when a 
preselected time has elapsed; 

(iv) The timer shall permit accurate presetting and 
determination of exposure times as short as 1 second; 

(v) The timer shall terminate irradiation when set to 
zero; 

(vi) The timer shall not activate until the shutter is 
opened, when patient irradiation is controlled by a shutter 
mechanism. 

(h) Control panel functions. The control panel, in 
addition to the displays required in other provisions of this 
chapter, shall have: 

(i) An indication of whether x-rays are being produced; 

(ii) Means for indicating kV and x-ray tube current; 

(iii) The means for terminating an exposure at any time; 

(iv) A locking device which will prevent unauthorized 
use of the x-ray system; and 

(v) For x-ray equipment manufactured after the effective 
date of this section, a positive display of specific filter(s) in 
the beam. 

(i) Source-to-patient distance. There shall be means of 
determining the source-to-patient distance to within five 
millimeters. 

(j) Shutters. Unless it is possible to bring the x-ray 
output to the prescribed exposure parameters within five 
seconds, the entire useful beam shall be automatically 
attenuated by a shutter having a lead equivalency not less 
than that of the tube housing assembly. In addition: 

(i) After the unit is at operating parameters, the shutter 
shall be controlled electrically by the operator from the 
control panel; 

(ii) An indication of shutter position shall appear at the 
control panel. 

(k) Low filtration x-ray tubes. Each x-ray system 
equipped with a beryllium or other low-filtration window 
shall be clearly labeled as such upon the tube housing 
assembly and at the control panel; 

(D Alignment. When the therapy x-ray system is 
equipped with a light field indicating the x-ray field, the 
misalignment of one field edge to the other shall not exceed 
one percent of any source-to-treatment distance. 

(2) Facility design requirements for systems capable of 
operating above 50 kVp. 

In addition to shielding adequate to meet requirements 
of chapters 246-235 and 246-221 WAC and the shielding 
plan review provisions of WAC 246-225-030, the treatment 
room shall meet the following design requirements: 
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(a) Warning lights. Treatment rooms to which access 
is possible through more than one entrance shall be provided 
with warning lights, in a readily observable position near the 
outside of all access doors, which will indicate when the 
useful beam.is "on." Or, as an alternative, entrances other 
than the main one shall be equipped with interior locks, 
activated for the period of exposure, and the main entrance 
shall be under control of the operator. 

(b) Voice communication. Provision shall be made for 
two-way aural communication between the patient and the 
operator at the control panel; however, where excessive noise 
levels make aural communication impractical, other methods 
of communication shall be used. 

(c) Viewing systems. Windows, mirrors, closed-circuit 
television, or an equivalent system shall be provided to 
permit continuous observation of the patient during irradia- 
tion and shall be so located that the operator can observe the 
patient from the control panel. When the primary viewing 
system is by electronic means (e.g., television), an alternate 
viewing system shall be available for use in the event of 
electronic failure or treatment must be discontinued until 
repair is made. If treatment is to be discontinued, this policy 
shall be included in the written safety procedures. A copy 
of the safety procedures shall be provided to the operator. 

(d) Additional requirements. Treatment rooms which 
contain an x-ray system capable of operating above 150 kVp 
shall meet the following additional requirements: 

(i) All necessary shielding, except for any beam inter- 
ceptor, shall be provided by fixed barriers; 

(ii) The control panel shall be outside the treatment 
room; 

Gii) All doors of the treatment room shall be electroni- 
cally connected to the control panel such that x-ray produc- 
tion cannot occur unless all doors are closed; 

(iv) When the doors referred to in (d)(iii) of this 
subsection are opened while the x-ray tube is activated: 

(A) X-ray production shall terminate within one second; 
or ` 

(B) The radiation at a distance of one meter from the 
source shall be reduced to less than 100 milliroentgens per 
hour within one second. 

(v) After the radiation output of the x-ray tube has been 
affected by the opening of any door referred to in (d)(iii) of 
this subsection, it shall be possible to restore the x-ray 
system to full operation only upon: 

(A) Closing the door; and subsequently 

(B) Reinitiating the exposure at the control panel. 

(e) Calibrations. 

(i) The calibration of an x-ray system shall be per- 
formed at intervals not to exceed one year and after any 
change or replacement of components which could cause a 
change in the radiation output. 

(ii) The calibration of the radiation output of the x-ray 
system shall be performed by a qualified expert who is 
physically present at the facility during such calibration. 

(iii) Calibration of the radiation output of an x-ray 
system shall be performed with a calibrated instrument. The 
calibration of such instrument shall be traceable to a national 
standard. The instrument shall have been calibrated within 
the preceding two years. 
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(iv) The calibrations made pursuant to (e)(i) of this 
subsection shall be such that the dose at a reference point in 
soft tissue can be calculated to within + five percent. 

(v) The calibration of the x-ray system shall include, but 
not be limited to, the following determinations: 

(A) The exposure rates for each combination of field 
size, technique factors, filter, and treatment distance used; 

(B) The degree of alignment between the radiation field 
and the field indicated by the localizing device if such 
device is present; and 

(C) An evaluation of the uniformity of the radiation 
field symmetry for the field sizes used and any dependence 
upon tube housing assembly orientation. 

(vi) Records of calibration performed pursuant to (e) of 
this subsection shall be maintained by the registrant for two 
years after completion of the calibration. 

(vii) A copy of the most recent x-ray system calibration 
shall be available for use by the operator at the control 
panel. 

(f) Operating procedures. 

(i) When a patient must be held in position for radiation 
therapy, mechanical supporting or restraining devices shall 
be used; 

(ii) The tube housing assembly shall not be held by an 
individual during exposures; 

(iii) No individual other than the patient shall be in the 
treatment room unless such individual is protected by a 
barrier sufficient to meet the requirements of chapter 246- 
221 WAC. No individual other than the patient shall be in 
the treatment room during exposures when the kVp exceeds 
150; 

(iv) The x-ray system shall not be used in the adminis- 
tration of radiation therapy unless the requirements of (e) of 
this subsection have been met. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), 8 246-225-120, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as 5 246-225-120, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 87-01- 
031 (Order 2450), $ 402-28-091, filed 12/11/86; 83-19-050 (Order 2026), 


§ 402-28-091, filed 9/16/83. Statutory Authority: RCW 70.98.050. 81-01- 
O11 (Order 1570), § 402-28-091, filed 12/8/80.] 


WAC 246-225-130 X-ray and electron therapy 
systems with energies of one MeV and above. Chapter 
246-229 WAC except WAC 246-229-100 (3) and (4) shall 
apply to medical facilities using therapy systems with 
energies 1 MeV and above. 

(1) Definitions. In addition to the definitions provided 
in WAC 246-225-010, the following definitions shall be 
applicable to this section. 

(a) "Applicator" means a structure which indicates the 
extent of the treatment field at a given distance from the 
nominal source and which may or may not incorporate an 
additional beam-limiting device. 

(b) "Beam scattering foil" means a device which scatters 
and flattens a beam of electrons. 

(c) "Central axis of the beam" means a line passing 
through the origin of the source and the center of the plane 
figure formed by the edge of the secondary collimating jaws 
when in a symmetric mode. 
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(d) "Dose monitoring system" means a system of 
devices for the detection and display of quantities of radia- 
tion. 

(e) "Dose monitor unit" means a unit from which the 
absorbed dose can be calculated. 

(f) "Existing equipment" means therapy systems subject 
to this section which were manufactured on or before the 
effective date of these regulations. 

(g) "Field flattening device" means an absorber used to 
homogenize the dose rate over the area of a useful beam of 
X-rays. 

(h) "Field size" means the dimensions of an area in a 
plane perpendicular to the specified direction of the beam of 
incident radiation at a maximum dose depth. Determine 
dimensions by fifty percent decrement lines. 

(i) "Gantry" means that part of the system supporting 
and allowing possible movements of the radiation head. 

6) "Interruption of irradiation" means the stopping of 
irradiation with the possibility of continuing irradiation 
without resetting of the operating conditions at the control 
panel. 

(k) "Isocenter" means a fixed point in space located at 
the intersection of the rotation axes of the principal move- 
ments of the therapy system. 

(D "Moving beam therapy" means radiation therapy with 
relative displacement of the useful beam and the patient 
during irradiation. 

(m) "New equipment" means systems subject to this 
section which were manufactured after effective date of these 
regulations. 

(n) "Nominal source" means a point from which 
radiation originates. 

(o) "Normal treatment distance" means the distance 
between the virtual source and a reference point on the 
central axis of the beam. The reference is located at a 
position on the central axis at a specified distance from the 
nominal source. 

(p) "Patient" means an individual subjected to examina- 
tion and treatment. 

(q) "Phantom" means a volume of material behaving in 
a manner similar to tissue with respect to the attenuation and 
Scattering of radiation. 

(r) "Primary dose monitoring system" means a system 
which will monitor the quantity of radiation produced during 
irradiation and which will terminate irradiation when a 
preselected number of dose monitor units have been ac- 
quired. 

(s) "Radiation treatment prescription" means the 
absorbed dose which is intended to be delivered to the 
treatment volume. 

(t) "Radiation head" means the structure from which the 
useful beam emerges. 

(u) "Redundant dose monitoring combination" means a 
combination of two dose monitoring systems in which both 
systems are arranged to terminate irradiation in accordance 
with a preselected number of dose monitor units. 

(v) "Secondary dose monitoring system" means a system 
which will terminate irradiation in the event of failure of the 
primary system. 

(w) "Shadow tray" means a device attached to the 
radiation head to support auxiliary beam limiting material. 
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(x) "Stationary beam therapy" means radiation therapy 
without relative displacement of the useful beam and the 
patient during irradiation. 

(y) "Target" means that part of a radiation source which 
intercepts a beam of accelerated particles with subsequent 
emission of other radiation. 

(z) "Termination of irradiation" means the stopping of 
irradiation in a fashion which will not permit continuance of 
irradiation without the resetting of operating conditions at the 
control panel. 

(aa) "Treatment field" means the cross-sectional area of 
the patient’s tissue which is to be irradiated. 

(bb) "Treatment volume" means that portion of the 
patient’s body which is to be irradiated. 

(2) Requirements for equipment. 

(a) Leakage radiation to the patient area. 

(i) New equipment shall meet the following require- 
ments: 

(A) For all operating conditions, the dose equivalent in 
rem due to leakage radiation, including x-ray and electrons, 
but excluding neutrons, at any point in a circular plane of 
two meters radius centered on and perpendicular to the 
central axis of the beam at the normal treatment distance and 
outside the maximum useful beam, shall not exceed 0.1 
percent of the maximum dose equivalent in rem of the 
unattenuated useful beam measured at the point of intersec- 
tion of the central axis of the beam and the plane surface. 
Measurements shall be averaged over an area up to but not 
exceeding one hundred square centimeters at the positions 
specified; and 

(B) For each system the registrant shall determine, or 
obtain from the manufacturer, the leakage radiation existing 
at the positions specified in (a)(i)(A) of this subsection for 
specified operating conditions. Records for leakage radiation 
shall be maintained at the installation for inspection by the 
department. 

(ii) Existing equipment (that installed prior to the 
effective date of the regulations) shall meet the following 
requirements: 

(A) The leakage radiation, excluding neutrons, at any 
point in the area specified by (a)(i)(A) of this subsection, 
where such area intercepts the central axis of the beam one 
meter from the nominal source, shall not exceed 0.1 percent 
of the maximum dose equivalent in rems of the unattenuated 
useful beam measured at the point of intersection of the 
central axis of the beam and the surface of the reference 
circular plane. Measurements shall be averaged over an area 
up to but not exceeding one hundred square centimeters at 
the positions specified. 

(B) For each system, the registrant shall determine, or 
obtain from the manufacturer, the leakage radiation existing 
at the positions specified in (a)(ii)(A) of this subsection for 
specified operating conditions. Records for radiation leakage 
shall be maintained at the installation for inspection by the 
department. 

(b) Leakage radiation outside the patient area. 

(i) The dose equivalent in rem due to leakage radiation, 
except in the area specified in (a) of this subsection, when 
measured at any point one meter from the path of the 
charged particle, before the charged particle strikes the target 
or window, shall not exceed 0.1 percent for x-ray leakage of 
the maximum dose equivalent in rems of the unattenuated 
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useful beam measured at the point of intersection of the 
central axis of the beam and the circular plane specified in 
(a) of this subsection. 

(ii) The registrant shall determine, or obtain from the 
manufacturer, the actual leakage radiation existing at the 
positions specified in (a) of this subsection for specified 
operating conditions. Measurements shall be averaged over 
an area up to but not exceeding one hundred square centime- 
ters at the positions specified. 

(c) Beam-limiting devices. Secondary beam-limiting 
devices shall be provided and such devices shall transmit no 
more than two percent of the useful beam for the portion of 
the useful beam attenuated by the beam-limiting device. The 
neutron component of the useful beam shall not be included 
in this requirement. 

(d) Beam-modifying devices. 

(i) When the absorbed dose rate information required by 
subsection (2)(q) of this section is dependent on operation 
with a beam-flattening or beam-scattering device in place, 
the device shall be removable from the machine only by the 
use of tools. 

(ii) In systems using interchangable beam-flattening 
devices or beam-scattering foils: 

(A) Irradiation shall not be possible until a selection of 
beam-modifying device is made and verified at the treatment 
control panel; 

(B) An interlock system shall be provided to prevent 
irradiation when the beam-modifying device selected is not 
in the correct position; and 

(C) A display at the control panel shall indicate what 
beam-modifying device is selected. 

(e) Wedges. 

(i) Presence of wedges in the beam shall be indicated at 
the control panel, by direct observation or by electronic 
means. 

(ii) Each wedge removable from the system shall be 
clearly identified as to that wedge's material of construction, 
thickness, and wedge angle. 

(iii) An interlock shall be provided to prevent irradiation 
when a wedge selection carried out in the treatment room 
does not agree with the wedge selection indicated at the 
control panel. 

(f) Beam quality. The registrant shall obtain from the 
therapy x-ray system manufacturer, and have available, the 
following information: 

(i) At various beam energies, the x-ray absorbed dose 
expressed as a fraction of maximum absorbed dose; 

(ii) At various beam energies, the absorbed dose at the 
surface of the skin as a fraction of the maximum absorbed 
dose; and 

(iii) The maximum percentage absorbed dose due to 
stray neutrons in the useful beam at specified operating 
conditions. 

(g) Beam monitors. "Therapy systems shall be provided 
with radiation detectors in the radiation head. 

(i) New equipment shall be provided with two or more 
radiation detectors. The detectors shall be incorporated into 
two monitoring systems arranged either as a primary/primary 
combination or as a primary/secondary combination. 

(ii) Existing equipment shall be provided with one or 
more radiation detectors. The detector shall be incorporated 
into a primary system. 
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(iii) The detectors and system where the detector is 
incorporated shall meet the following requirements: 

(A) Each primary system shall have a detector which is 
a transmission full-beam detector placed on the patient side 
of beam-modifying devices; 

(B) The detectors shall be removable only with tools 
and shall be interlocked to prevent incorrect positioning; 

(C) Each detector shall be capable of independently 
monitoring and controlling the useful beam; 

(D) Each detector shall form part of a dose-monitoring 
system from whose readings in dose monitor units the 
absorbed dose, at a reference point in the treatment volume 
can be calculated; 

(E) For new equipment, the design of the dose-monitor- 
ing systems of subsection (2)(i) of this section shall assure 
the malfunctioning of one system shall not affect the correct 
functioning of the second system. In addition, the failure of 
an element common to both systems shall terminate irradia- 
tion. 

(F) Each dose monitoring system shall have a legible 
display at the treatment control panel. Each display shall: 

(D Maintain a reading until intentionally reset to zero; 

(II) Have only one scale and no scale multiplying 
factors in new equipment; and 

(III) Utilize a design so increasing dose is displayed by 
increasing numbers and shall be designed so, in the event of 
an overdosage of radiation, the absorbed dose may be 
accurately determined under normal conditions of use or 
foreseeable failures. 

(G) In the event of power failure, the dose-monitoring 
information required in subsection (2)(i) of this section 
displayed at the control panel at the time of failure shall be 
retrievable in one or more systems. 

(h) Beam symmetry. 

(i) A therapy machine installed after the effective date 
of these regulations shall have the capability of comparing 
the dose rates in each of the four quadrants of the central 
eighty percent of the useful beam. 

(ii) Beam symmetry information shall be displayed at 
the treatment control panel making possible the following 
differential between quadrants: 

(A) Five percent for straight-through accelerators; and 

(B) Three percent for bending-magnet accelerators. 

(iii) Beam asymmetry in excess of a ten percent 
quadrant differential shall cause treatment to terminate, or 
Shall prevent irradiation. 

(i) Selection and display of dose monitor units. 

(i) Irradiation shall not be possible until a selection of 
a number of dose monitor units is made at the treatment 
control panel. 

Gi) After useful beam termination, it shall be necessary 
manually to reset the preselected dose monitor units before 
treatment is reinitiated. 

(iii) The preselected number of dose monitor units shall 
be displayed at the treatment control panel until reset 
manually for the next irradiation. 

(j) Termination of irradiation by the dose monitoring 
system. 

(i) Each of the required monitoring systems shall be 
capable of independently terminating an irradiation. Provi- 
sion shall be made to test the correct operation of each 
system. 
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(1) Each primary system shall terminate irradiation 
when the preselected number of dose monitor units is 
detected by the system. 

(iii) Each secondary system shall terminate irradiation 
when a maximum of the preselected number of dose monitor 
units plus forty is detected by the system. 

(iv) For new equipment, indicators on the control panel 
shall show which monitoring system terminated the beam. 

(k) Interruption switches. It shall be possible to 
interrupt irradiation and equipment movements at any time 
from the operator's position at the treatment control panel. 
Following any interruption, it shall be possible to restart 
irradiation by operator action without any reselection of 
operating conditions. If any change is made of a preselected 
value during an interruption, the equipment shall go to 
termination condition. 

(1) Termination switches. It shall be possible to termi- 
nate irradiation and equipment movements, or go from an 
interruption condition to termination conditions, at any time 
from the operator's position at the treatment control panel. 

(m) Timer. 

(i) A timer shall be provided which has a display at the 
treatment control panel. The timer shall be graduated in 
minutes and decimals of minutes. The timer shall have a 
preset time selector and an elapsed time indicator. 

(ii) The timer shall be a cumulative timer which 
switches on and off with the radiation and retains its reading 
after irradiation is interrupted or terminated. It shall be 
necessary to zero and subsequently reset the elapsed time 
indicator and the preset time selector after irradiation is 
terminated before irradiation shall again be possible. 

(iii) The timer shall terminate irradiation when a 
preselected time has elapsed if the dose monitoring systems 
fail to terminate irradiation. 

(n) Selection of radiation type. Equipment capable of 
both x-ray therapy and electron therapy shall meet the 
following requirements: 

(i) Irradiation shall not be possible until a selection of 
radiation type is made at the treatment control panel; 

(ii) An interlock system shall be provided to insure that 
the equipment can emit only the selected radiation type; 

(iii) An interlock system shall be provided to prevent 
irradiation if selected operations carried out in the treatment 
room do not agree with the selected operations carried out in 
the treatment control panel; 

(iv) With the exception of a specified number of dose 
monitor units for the purpose of portal film exposures, an 
interlock system: shall be provided to prevent irradiation with 
x-rays when electron applicators are in place and to prevent 
irradiation with electrons when accessories for x-ray therapy 
are in place; and 

(v) The radiation type selected shall be displayed at the 
treatment control panel before and during irradiation. 

(o) Selection of energy. Equipment capable of generat- 
ing radiation beams of different energies shall meet the 
following requirements: 

(i) Irradiation shall not be possible until a selection of 
energy is made at the treatment control panel; 

(ii) An interlock system shall be provided to insure the 
equipment can emit only the energy of selected radiation; 

(iii) An interlock system shall be provided to prevent 
irradiation if selected operations carried out in the treatment 
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room do not agree with the selected operations carried out at 
the treatment control panel; and 

(iv) The energy selected shall be displayed at the 
treatment control panel before and during irradiation. 

(p) Selection of stationary beam therapy or moving 
beam therapy. Equipment capable of both stationary beam 
therapy and moving. beam therapy shall meet the following 
requirements: 

(i) Irradiation shall not be possible until a selection of 
stationary beam therapy or moving beam therapy is made at 
the treatment control panel; 

' (ii) An interlock system shall be provided to insure the 
equipment can operate only in the selected mode; 

(iii) An interlock system shall be provided to prevent 
irradiation when any selected operations carried out in the 
treatment room do not agree with the selected operations 
carried out at the treatment control panel; 

(iv) An interlock system shall be provided to terminate 
irradiation when the movement stops during moving beam 
therapy; 

(v) Moving beam therapy shall be controlled so the 
required relationship between the number of dose monitor 
units and movement is obtained; and 

(vi) The mode of operation shall be displayed at the 
treatment control panel. 

(q) Absorbed dose rate. For new equipment, a system 
shall be provided from whose readings the absorbed dose 
rate at a reference point in the treatment volume can be 
calculated.? In addition: 

(i) The quotient of the number of dose monitor units by 
time shall be displayed at the treatment control panel; and 

(ii) If the equipment can deliver, under any conditions, 
an absorbed dose rate at the normal treatment distance more 
than twice the maximum value specified by the manufac- 
turer’s anticipated dose rate for any machine parameters 
utilized, a device shall be provided which terminates irradia- 
tion when the absorbed dose rate exceeds a value twice the 
specified maximum. The value at which the irradiation is 
terminated shall be in a registrant-maintained record. 

(r) Location of focal spot and beam orientation. The 
registrant shall determine, or obtain from the manufacturer, 
the location with reference to an accessible point on the 
radiation head of: 

(i) The x-ray target or the virtual source of x-rays; 

(ii) The electron window or the scattering foil; 

(iii) All possible orientations of the useful beam. 

(s) System interlock checks. Capabilities shall be 
provided to check radiation safety interlocks. When 
preselection of operating conditions requires action in the 
treatment room and at the treatment control panel, selection 
at one location shall not give a display at the other location 
until the requisite selected operations in both locations are 
completed. 

(t) Facility and shielding requirements. In addition to 
chapter 246-221 WAC, the following design requirements 
shall apply: 

(i) Except for entrance doors or beam interceptors, 
required barriers shall be fixed barriers; 

(ii) The treatment control panel shall be located outside 
the treatment room; 

(iii) Windows, mirrors, closed-circuit television, or other 
equivalent viewing systems shall be provided to permit 
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continuous observation of the patient during irradiation and 
shall be located so the operator may observe the patient from 
the treatment control panel. When the viewing system is by 
electronic means, for example, by television, an alternate 
viewing system shall be provided for use in the event of the 
primary system failure, or, alternatively, treatments shall be 
discontinued until the viewing system is again functional; 

(iv) Provision shall be made for two-way aural commu- 
nication between the patient and the operator at the treatment 
control panel. However, where excessive noise levels make 
aural communications impractical, other methods of commu- 
nication shall be used; | 

(v) Treatment rooms to which access is possible through 
two entrances or more shall be provided with warning lights 
and shall indicate when the useful beam is "on" in a readily 
observable position near the outside of all access doors; and 

(vi) Interlocks shall be provided so entrance doors shall 
be closed before treatment is initiated or continued. When 
the radiation beam is interrupted by any door opening, it 
shall be possible to restore the machine to operation only by 
closing the door and reinitiating exposure by manual action 
at the control panel. 

(u) Surveys, calibrations, spot checks and operating 
procedures. 

(i) Survey. 

(A) New facilities, and existing facilities not previously 
surveyed, shall have a survey made by, or under the direc- 
tion of, a qualified expert. Such surveys shall also be done 
after a change in the facility or equipment causing a signifi- 
cant increase in radiation hazard. 

(B) The registrant shall obtain a written report of the 
survey from the qualified expert and the registrant shall 
transmit a copy of the report to the department. 

(C) The report shall indicate instances where the 
installation, in the opinion of the qualified expert, is in 
violation of applicable regulations and shall cite the section 
violated. 

(ii) Calibrations. 

(A) The calibration of systems subject to this section 
shall be performed before the system is first used for 
irradiation of patient and thereafter at time intervals which 
do not exceed twelve months and after any change which 
significantly alters the calibration, spatial distribution, or 
other characteristics of the therapy beam. 

(B) The calibration shall be performed by a qualified 
expert. 

(C) Calibration of the dose equivalent of the therapy 
beam shall be performed with a measurement instrument of 
which the calibration is traceable to national standards of 
exposure or absorbed dose and which shall have been 
calibrated within the preceding two years. 

(D) Calibrations made under subsection (2)(u)(ii) of this 
section shall require the dose at a reference point in soft 
tissue be calculated within + 5 percent. 

(E) The calibration of the therapy beam shall include, 
but not be limited to, the following determinations: 

(I) Verification that the equipment is operating in 
compliance with the design specifications concerning the 
light localizer, the side light and back-pointer alignment with 
the isocenter, when applicable, variation in the axis of 
rotation for the table, gantry and jaw system, and beam 
flatness and symmetry at specified depths; 
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(II) The output factors in terms of dose per monitor unit 
or dose per minute at a specific depth in a phantom for the 
range of field sizes used, for each effective energy, and for 
each treatment distance used for radiation therapy; 

(III) The congruence between the radiation field and the 
field indicated by the localizing device; and 

(IV) The uniformity of the radiation field and its 
dependency upon the direction of the useful beam. 

(F) Records of the calibration performed under subsec- 
tion (2)(u)(ii) of this section shall be maintained by the 
registrant for two years after completion of the calibration. 

(G) A copy of the latest calibration performed under 
subsection (2)(u)(ii) of this section shall be available for 
operator use. 

(iii) Spot checks. Spot checks shall be performed on 
the system subject to this section. Such spot checks shall 
meet the following requirements: 

(A) A qualified expert shall develop, in writing, spot 
check procedures; 

(B) The measurements taken during spot checks shall 
demonstrate the degree of consistency of the operating 
characteristics affecting the radiation output of the system or 
the radiation delivered to a patient during a therapy proce- 
dure; 

(C) The spot check procedures shall specify the frequen- 
cy of tests or measurements performed; 

(D) For systems where beam quality can vary signifi- 
cantly, spot checks shall include quality checks; 

(E) Where a system has built-in devices which provide 
a self-check of any parameter during irradiation, the spot 
check procedures shall require the parameter be independent- 
ly verified at specific time intervals, 

(F) Erratic spot checks or inconsistent spot checks of 
calibration data shall be promptly investigated and corrected 
before the system is used for patient irradiation; 

(G) When a spot check indicates a significant change in 
the operating characteristics of a system, as specified in the 
qualified expert’s spot check procedures, the system shall be 
recalibrated as required under subsection (2)(u)(ii) of this 
section; 

(H) Records of spot check measurements performed 
under subsection (2)(u)(iii) of this section shall be main- 
tained by the registrant for a period of one year or for twice 
as long as the spot check cycle, whichever is greater; 

(1) Operating procedures. 

(D No individual other than the patient shall be in the 
treatment room during treatment of a patient. 

(ID If a patient must.be held in position during treat- 
ment, mechanical supporting or restraining devices shall be 
used. 

(III) The system shall not be used in the administration 
of radiation therapy unless subsection (2)(u)(i), (ii), and (iii) 
of this section are met. 


The radiation detectors specified under subsection (2)(g) of this 
section may form part of this system. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), $ 246-225-130, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as 8 246-225-130, filed 
12/21/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 87-01- 
031 (Order 2450), $ 402-28-101, filed 12/11/86. Statutory Authority: RCW 
70.98.050. 81-01-011 (Order 1570), $ 402-28-101, filed 12/8/80.] 
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WAC 246-225-140 Veterinary medicine radiograph- 
ic installations. (1) Equipment. 

(a) The protective tube housing shall be of diagnostic 

type. 
See WAC 246-225-040(4). 
(b) Diaphragms, cones, or a stepless adjustable collima- 
tor shall be used for collimating the useful beam to the area 
of clinical interest and shall provide the same degree of 
protection as is required of the housing. Cones or dia- 
phragms, if used, shall be marked with their field size and 
the distance at which they are to be used. 

(c) The half-value layer (HVL) of the useful beam shall 
not be less than as shown in the following table: 


Half-value 
Measured Layer (milli- 
Potential meters of 
(kilovolts aluminum 
peak) equivalent) 
70 and below 1.5 
71 2.1 
80 2.3 
90 2.5 
100 2.7 
110 3.0 
120 3.2 


(d) A device shall be provided to terminate the exposure 
after a preset time or exposure. It must not be possible for 
the device to allow an exposure when preset at "zero" or 
"off." 

(e) A dead-man type of exposure switch shall be 
provided, together with an electrical cord of sufficient length, 
so that the operator can stand out of the useful beam and at 
least two meters from the animal during all x-ray exposures. 

(f) Reproducibility requirements as described under 
WAC 246-225-090. 

(2) Structural shielding. АП wall, ceiling, and floor 
areas shall be equivalent to or provided with applicable 
protective barriers as required in WAC 246-225-030(1). 

(3) Operating procedures. 

(a) In any application in which the operator is not 
located behind a protective barrier, clothing consisting of a 
protective apron having a lead-equivalent of not less than 
0.25 millimeters shall be worn by the operator and any other 
individuals in the room during exposures. 

(b) No individual other than the operator shall be in the 
x-ray room while exposures are being made unless such 
individual's assistance is required. 

(c) When an animal or film must be held in position 
during radiography, mechanical supporting or restraining 
devices should be used. If the animal must be held by an 
individual, that individual shall be protected with appropriate 
shielding devices, such as protective gloves and apron, and 
that individual shall be so positioned that no part of that 
individual's body will be struck by the useful beam. The 
requirements of WAC 246-221-090, Personnel monitoring, 
and WAC 246-225-020 (2)(h)(iv) apply to such individuals. 
[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-225-140, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246-225-140, filed 


12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080, 83-19- 
050 (Order 2026), § 402-28-110, filed 9/16/83. Statutory Authority; RCW 
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70.98.050. 81-01-011 (Order 1570), § 402-28-110, filed 12/8/80; Order 
1084, § 402-28-110, filed 1/14/76; Order 1, § 402-28-110, filed 1/8/69; 
Rules (part), filed 10/26/66.] 


WAC 246-225-150 X-ray film developing require- 
ments. Compliance with this section is required of healing 
arts registrants and is designed to ensure the patient and 
operator exposure is minimized, and to produce optimum 
image quality and diagnostic information. 

(1) Manual processing of films: 

(a) The following relationship between temperature of 
the developer and development time must be used (standard 
chemistry only): 


MINIMUM DEVELOPING 


THERMOMETER READINGS TIMES 
(DEGREES) (MINUTES) 
c o 
27- 80 2 
79 2 
78 2 1/2 
T] 2 1/2 
24- 76 3 
75 3 
74 3 1/2 
73 3 1/2 
22- 72 4 
71 4 
70 41/2 
69 4 1/2 
20- 68 5 
67 5 1/2 
66 5 1/2 
65 6 
18- 64 6 1/2 
. 63 7 
62 8 
61 8 1⁄2 
16- 60 9 1/2 


(b) Processing of film. АП films shall be processed to 
achieve adequate sensitometric performance. This criterion 
shall be adjudged met if: 

(i) Film manufacturer's published recommendations for 
time and temperature are followed; or 

(ii) Each film is developed in accordance with the time- 
temperature chart as required under subdivision (a) of this 
subsection. 

(c) Devices shall be available giving: 

(i) The actual temperature of the developer; and 

(ii) An audible or visible signal indicating the termina- 
tion of a preset time (in minutes). 

(d) Chemical-film processing control. 

(i) Chemicals shall be mixed in accordance with the 
chemical manufacturer's recommendations. 

(ii) Developer replenisher shall be periodically added to 
the developer tank based on the recommendations of the 
chemical or film manufacturer. Solution may be removed 
from the tank to permit the addition of an adequate volume 
of replenisher. 

(iii) All processing chemicals shall be completely 
replaced at least every two months. 
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(2) Automatic film processors shall be set up and 
maintained so radiographic density and contrast are optimal. 
This criterion shall be adjudged met if: 

(a) Film manufacturer's published specifications for time 
and temperature are followed. In the absence of such 
specifications, the film shall be developed using the follow- 
ing chart: © 


MINIMAL REQUIRED 
DEVELOPER TEMPERATURE 


PROCESSOR DEVELOPER 
IMMERSION TIME* 


°C °F Seconds 
35 95 20 
34.5 94 21 
34 93 22 
33.5 92 23 
33 91 24 
32 90 25 
31.5 89 26 
31 88 27 
30.5 87 28 
30 86 29 
29.5 85 30 


*Immersion time only, no cross-over time included. 


The specified developer temperature and immersion time 
shall be posted in the dark room or on the automatic 
processor; and 

(b) Replenishment of the developer chemistry is 
optimal: 

(i) The processor shall deliver an adequate rate of 
developer replenishment; and 

(ii) For facilities with a low x-ray workload, standby 
replenishment, flood replenishment, or periodically sending 
prefixed films through the processor may be necessary. 

(c) Sensitometric tests of processor performance 
demonstrate the processor is achieving radiographic density 
and contrast equal to other processor models operating at 
equivalent developer immersion time and developer tempera- 
tures and using comparable chemistry. 

(3) Darkrooms. Darkrooms shall be constructed so film 
being processed, handled, or stored will be exposed only to 
light passed through a safelight filter. The filter shall be of 
the type specified by the film manufacturer. Bulb wattage 
in the safelight shall be no greater than fifteen watts. The 
safelight shall be mounted at least 1.2 meters (four feet) 
above work areas. 

(4) The department shall make x-ray film development 
and darkroom tests as necessary to determine compliance 
with this section. 

[Statutory Authority: RCW 70.98.050. 94-01-073, 5 246-225-150, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-083 (Order 183), § 246-225-150, filed 7/23/91, effective 
8/23/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-225-150, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080. 83-19-050 (Order 2026), § 402-28-990, filed 


9/16/83; Order 1084, Appendix C (codified as WAC 402-28-990), filed 
1/14/76.] 


WAC 246-225-160 Mammography. (1) The use of 


a special purpose x-ray machine designed and used solely for 
mammography is required. Exempted from this requirement 
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shall be x-ray equipment using xerography for evaluation of 
breast implant integrity. 

(2) All mammographic calibration, evaluation, service, 
and quality control actions shall be documented in writing 
and maintained at the facility for a three-year period. 
Records must be easily accessible to operators of these x-ray 
units. 

(3) All tests requiring the use of a breast phantom shall 
employ a phantom similar to or identical to the one required 
by the American College of Radiology for its mammography 
accreditation program. 

(4) Machine requirements: 

(a) Mammography x-ray machines must be evaluated 
upon any major component change and on a yearly basis by 
a qualified medical physicist. Evaluation shall document 
(but is not limited to) half-value layer (HVL), kVP accuracy, 
reproducibility, timer accuracy, resolution achieved with film 
in use at the facility, focal spot size, mA linearity, light 
versus x-ray field alignment, and patient exposures (glandu- 
lar tissue dose) following the measurement protocol in 
NCRP Report No. 85 (using a breast phantom). This re- 
quirement shall include initial acceptance testing upon the x- 
ray system’s installation prior to human use. 

(b) The half-value layer (HVL) for film/screen mam- 
mography shall be between the values of measured kVp/100 
and measured kVp/100 + 0.1 millimeters aluminum. The 
half-value layer for xerography shall be at least 1.2 mm but 
no greater than 1.6 mm of aluminum as measured at 50 
kVP. The HVL shall include the contribution to filtration 
made by the compression device. 

(c) Exposure reproducibility: Manual techniques. See 
WAC 246-225-090. 

(d) Exposure reproducibility: Photo-timed techniques. 
Mammographic systems in the AEC mode shall be able to 
maintain constant film density to within an optical density of 
x 0.3 of the average optical density over the range of 
clinically used kVps, using BR-12 or other breast equivalent 
material phantom thicknesses of 2 centimeters to 6 centime- 
ters. If the facility has established a technique chart that 
utilizes varying technical factors for different breast thick- 
nesses, those adjustments in technique may be used when 
complying with this requirement. 

(e) Radiographic timers. See WAC 246-225-070. 

(f) КУР accuracy: The КУР accuracy published by the 
x-ray machine manufacturer shall be maintained at the 
specified level. For determination of actual versus indicated 
kVP, the manufacturer's recommendations for testing shall 
be followed. 

(g) mÀ linearity. See WAC 246-225-040(10). 

(h) All special purpose x-ray machines designed solely 
for mammography and installed after January 1, 1992, shall 
be equipped with a milli-ampere-second (mAs) read-out 
device, registering after each phototimed exposure. Alterna- 
tively, a means of determining mAs after each exposure shall 
be provided. ` 

(i) Beam limitation: 

(i) Mammographic systems shall be provided with 
means to limit the useful beam such that the x-ray field at 
the plane of the image receptor does not extend beyond any 
edge of the image receptor at any designed SID except the 
edge of the image receptor designed to be adjacent to the 
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chest wall where the x-ray field may not extend beyond such 
edge by more than two percent of the SID. 

(ii) Beam limiting devices consisting of an assortment 
of fixed, removable cones sufficient to meet the requirement 
for each combination of image receptor size and SID for 
which the unit is designed shall have clear and permanent 
markings to indicate the image receptor size and SID for 
which it is designed. 

(iii) When the beam limiting device and image receptor 
support device are designed to be used to immobilize the 
breast during a mammographic procedure and the SID may 
vary, the SID indication specified in WAC 246-225-060 
(4)(c)(i) and (ii) shall be the maximum SID for which the 
beam limiting device or aperture is designed. 

(iv) In the absence of a visually defined x-ray field each 
image receptor support shall have clear and permanent 
markings to indicate the maximum image receptor size for 
which it is designed. 

(j) The combination of source-to-image distance, 
magnification, and focal spot size shall result in a radio- 
graphic resolution of at least 12 line pairs per millimeter. 
This standard applies to the mammographic, single emulsion 
film being used at the facility. 

(k) The x-ray machine shall be equipped with a means 
of immobilizing and compressing the breast with a force of 
at least twenty-five pounds but no greater than forty pounds. 

(1) Dedicated mammographic x-ray units are exempted 
from the requirements of WAC 246-225-030 (5)(b)(i) 
provided that appropriate operator shielding is employed (as 
defined by NCRP Report 49). 

(m) Transmission limit for image receptor supporting 
devices used for mammography. For x-ray systems manu- 
factured after September 5, 1978, which are designed only 
for mammography, the transmission of the primary beam 
through any image receptor support provided with the system 
shall be limited such that the exposure 5 centimeters from 
any accessible surface beyond the plane of the image 
receptor supporting device does not exceed 25.8 nanocou- 
lombs per kilogram (0.1 milliroentgen) for each activation of 
the tube. Exposure shall be measured with the system 
operated at the minimum SID for which it is designed. 
Compliance shall be determined at the maximum rated peak 
tube potential for the system and at the maximum rated 
product of tube current and exposure time (mAs) for that 
peak tube potential. Compliance shall be determined by 
measurements averaged over an area of 100 square centime- 
ters with no linear dimension greater than 20 centimeters. 

(n) Maximum glandular doses. Glandular tissue dose 
for a cranio-caudal view of a 4.5 cm compressed breast 
using dose calculation methods found in NCRP Report # 85 
shall not exceed the following: 

Screen-film: 

No grid = 1.5 milliGray (100 
millirads)/projection 

Grid = 2.5 milliGray (300 millirads)/projection 

Xerox = 4.0 milliGray (400 millirads)/projection 

(5) A quality control program shall be written and 
implemented for all mammographic facilities. This shall 
include (but shall not be limited to) tests performed, testing 
frequency, testing protocol, control limits for each test, 
corrective actions taken, and equipment maintenance/service. 
Program requirements include: 
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(a) Daily tests: 

Film processor control charts using a sensitometric/ 
densitometric based measurement system shall be required 

. for each day the mammographic machine is in operation. 
Single emulsion mammographic film shall be used for this 
evaluation. The sensitometer shall be one with a 21-step 
optical attenuator. ° 

Parameters in daily film processor tests shall include: 

(i) Speed index (mid-density): 

Control limits + 0.15 optical density 

(ii) Contrast index (density difference): 

Control limits + 0.15 optical density 

(iii) Base + fog: 

Maximum density shall not exceed 0.20 optical density. 

(iv) Solution temperatures, using a digital thermometer 
that reads out in tenths of a degree and that is accurate to 
within + 0.5°F. 

Control limits + 1.0 F 

(b) Monthly tests: 

(i) Chemical replenishment rates. 

(ii) Image quality evaluation. The mammographic 
system shall be capable of providing an image of a 0.75 mm 
fiber, 0.32 mm speck group, and a 0.75 mm mass from an 
ACR, or equivalent, phantom on the standard mammographic 
image receptor system in use at the facility. Mammograms 
shall not be taken on patients if this minimum is not met. 
Any fibers, speck groups or masses larger than those 
specified shall also be imaged. 

(c) Quarterly tests: 

(i) Film/screen contact for all cassettes, using a 40-mesh 
copper screen. 

(ii) Analyses of reject/repeat films. 

(iii) Fixer retention in processed film. 

(d) Semi-annual tests: 

(i) Darkroom fog. 

(ii) Compression device force. 

(e) Yearly tests: See WAC 246-225-160 (4)(a). 

(f) Cassette screens must be cleaned at least weekly. 

(g) Records shall be maintained for quality control test 
equipment which requires calibration, and such calibrations 
shali be performed in accordance with recommendations of 
the manufacturer of the test equipment. 

(h) Film processing. See WAC 246-225-150. A film 
processor that cannot be consistently made to operate within 
the control limits specified in (a) of this subsection shall not 
be used to process mammographic films. 

(6) Operator competency: 

(a) A mammographic machine operator shall be li- 
censed, certified, or registered by the department as either: 

(i) A health care practitioner, licensed under Title 18 
RCW, if performing mammography is within the person’s 
authorized scope of practice; or 

(ii) A diagnostic radiologic technologist certified in 
accordance with chapter 18.84 RCW; or 

(iii) An x-ray technician registered in accordance with 
chapter 18.84 RCW, with two or more years’ experience in 
performing mammography and satisfactory completion of at 
least sixteen hours of training in mammographic positioning, 
mammographic quality assurance, and/or other related areas 
subject to approval by the department. 

(b) A mammographic machine operator shall complete 
the equivalent of at least eight hours of training every twelve 
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months covering such areas as mammographic positioning, 
mammographic quality assurance and other related areas 
subject to approval by the department. 

(c) A mammographic machine operator shall meet the 
requirements of WAC 246-225-020 (2)(b) and 246-225- 
99920. 

(7) Masking devices shall be made available to block 
extraneous light from the viewer’s eye when the illuminated 
surface of the viewbox is larger than the exposed area on the 
film. 

(8) Additional requirement for mobile mammography 
services: 

The daily film processor performance testing required in 
subsection (5)(a) of this section shall apply to all film 
processors used by the mobile service. No processor shall 
be used unless it meets the control limits specified by 
subsection (5)(a)(i) through (iv) of this section. 

[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-225-160, filed 


12/9/93, effective 1/9/94; 92-05-011 (Order 240), § 246-225-160, filed 
2/7/92, effective 3/9/92.] 


WAC 246-225-99910 Appendix I—Good practices. 
The following are included in this handbook of regulations 
as suggested good practices and are not intended to be a 
regulation. The topics presented in these good practices 
may, however, become incorporated into the Washington 
Administrative Code at a future date. 

(1) Exchange of information. Because patient exposure 
to diagnostic x-rays is the most predominant source of 
exposure to artificially produced ionizing radiation, radio- 
graphs should be exchanged among the practitioners of the 
various healing arts. Such exchange can only benefit 
patients by reducing the unnecessary repeated exposures of 
patients who are referred to, or change to, other practitioners. 

(2) Patient exposure guidelines. The following patient 
exposure values should be achievable with high speed image 
receptor systems, proper filtration, a reasonable radiographic 
density preference, proper choice of technique factors, and 
proper film development. State radiation safety surveyors 
can provide registrants with results of measurements of 
patient exposure values upon request. 


Dental Bitewing (D-Speed Film)* 


Upper Limit of 
Skin Entrance 


KVP Range Utilized Exposure, mR 


50 - 64 350 
65 - 70 300 
71 - 80 250 
81 - 90 200 


Medical (400 Speed Imaging System)* 


Upper Limit of 
Skin Entrance 


Exam* Exposure, mR 
Abdomen (AP) 300 
Lumbar spine (AP) 350 
Cervical spine (AP) 95 
Full spine (AP) 150 
Skull (LAT) 70 
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Chest (PA) 10 (Nongrid), 


15 (Grid) 
*On average-size adult patients 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-225-99910, filed 
12/9/93, effective 1/9/94. Statutory Authority: RCW 70.98.050 and 
70.98.080. 91-15-083 (Order 183), § 246-225-99910, filed 7/23/91, 
effective 8/23/91. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 
121), recodified as § 246-225-99910, filed 12/27/90, effective 1/31/91. 
Statutory Authority; RCW 70.98.080. 83-19-050 (Order 2026), $ 402-28- 
99001, filed 9/16/83; Order 1084, Appendix D (codified as WAC 402-28- 
99001), filed 1/14/76.] 


WAC 246-225-99920 Appendix II—Determination 
of competency. The following are areas in which the 
department considers it important that an individual have 
expertise for the competent operation of x-ray equipment. 

(1) Familiarization with equipment. 

(a) Identification of controls. 

(b) Function of each control. 

(c) The use of a technique chart. 

(2) Radiation protection. 

(a) Collimation. 

(b) Filtration. 

(c) Gonad shielding and other patient protection devices. 

(d) Restriction of x-ray tube radiation to the image 
receptor. 

(e) Personnel protection. 

(f) Grids. 

(3) Film processing. 

(a) Film speed as relates to patient exposure. 

(b) Film processing parameters. 

(c) Quality assurance and quality control. 

(4) Emergency procedures. 

Termination of exposure in event of automatic timing 
device failure. 

(5) Proper use of personnel dosimetry, if required. 

(6) Understanding units of radiation. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), $ 246-225-99920, filed 7/23/91, effective 8/23/91. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 5 246- 
225-99920, filed 12/27/90, effective 1/31/91, Statutory Authority; RCW 


70.98.080. 83-19-050 (Order 2026), 8 402-28-99003, filed 9/16/83; Order 
1084, Appendix F (codified as WAC 402-28-99003), filed 1/14/76.] 


WAC 246-225-99930 Appendix III—Information to 
be submitted by persons proposing to conduct healing 
arts screening using ionizing radiation. Persons requesting 
that the department approve a healing arts screening program 
shall submit the following information and evaluation: 

(1) Name and address of the applicant and, where 
applicable, the names and addresses of agents within this 
state. 

(2) Diseases or conditions and frequency for which the 
x-ray examinations are to be used. 

(3) Description in detail of the x-ray examinations 
proposed in the screening program. 

(4) Description of the population to be examined in the 
screening program, i.e., age, sex, physical condition, and 
other appropriate information. 

(5) An evaluation of any known alternate methods not 
involving ionizing radiation which could achieve the goals of 
the screening program and why these methods are not used 
in preference to the x-ray examinations. 
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(6) An evaluation by a qualified expert of the x-ray 
system(s) to be used in the screening program. The evalua- 
tion by the qualified expert shall show that such system(s) 
satisfy all requirements of these regulations. The evaluation 
shall include a measurement of patient exposures from the x- 
ray examinations to be performed. 

(7) A description of the diagnostic film quality control 
program. 

(8) A copy of the technique chart for the x-ray examina- 
tion procedures to be used. 

(9) The qualifications of each individual who will be 
operating the x-ray system(s). 

(10) The qualifications of the individual who will be 
supervising the operators of the x-ray system(s). The extent 
of supervision and the method of work performance evalua- 
tion shall be specified. i 

(11) The name and address of the individual who will 
interpret the radiograph(s). 

(12) A description of the procedure to be used in 
advising the individuals screened and their private practitio- 
ners of the healing arts of the results of the screening 
procedure and any further medical needs indicated. 

(13) A description of the procedures for the retention or 
disposition of the radiographs and other records pertaining to 
the x-ray examinations. 

(14) An indication of the frequency of screening and the 
duration of the entire screening program. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-225-99930, filed 7/23/91, effective 8/23/91. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246- 
225-99930, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.98.080. 83-19-050 (Order 2026), § 402-28-99004, filed 9/16/83. 
Statutory Authority: RCW 70.98.050. 81-01-011 (Order 1570), § 402-28- 
99004, filed 12/8/80.] 


Chapter 246-227 WAC 
RADIATION PROTECTION—INDUSTRIAL 
X-RAY 
WAC 
246-227-001 Purpose. 
246-227-010 Scope. 
246-221-020 Definitions. 
246-221-040 Radiation survey instruments. 
246-227-050 Utilization and survey records. 
246-227-060- Limitations—Personal radiation safety requirements for 
radiographers and radiographer’s assistants. 
246-227-070 Operating and emergency procedures. 
246-227-080 Personnel monitoring control. 
246-227-090 Security—Precautionary procedures in radiographic 
operations. 
246-227-095 Posting. 
246-227-120 Other records required. 
246-227-130 Special requirements for enclosed radiography. 
246-227-150 Special requirements for permanent radiographic in- 
stallation. 
246-227-170 Appendix A—Minimum subjects to be covered in 


training radiographers. 


WAC 246-227-001 Purpose. The regulations in this 
chapter establish radiation safety requirements for persons 
utilizing x-ray machines for industrial radiography. The 
requirements of this part are in addition to and not in 
substitution for the other requirements of these regulations. 
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[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-227-001, filed 
12/9/93, effective 1/9/94.) 


WAC 246-227-010 Scope. The regulations in this 
chapter apply to all registrants who use x-ray machines for 
industrial radiography: Provided, however, That nothing in 
this part shall apply to the use of sources of radiation in the 
healing arts. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-227-010, filed 
12/9/93, effective 1/9/94.] 


WAC 246-227-020 Definitions. As used in this part: 

(1) "Enclosed radiography" means industrial radiography 
employing radiation machines conducted in an enclosed 
cabinet or room and includes cabinet radiography and 
shielded room radiography. 

(a) "Cabinet radiography" means industrial radiography 
employing radiation machines conducted in an enclosure or 
cabinet so shielded that every location at the exterior of the 
enclosure or cabinet meets the condition specified in WAC 
246-221-060. 

"Cabinet x-ray system" means an x-ray system with the 
x-ray tube installed in an enclosure (hereinafter termed 
"cabinet") which, independently of existing architectural 
structure except the floor on which it may be placed, is 
intended to contain at least that portion of a material being 
irradiated, provide radiation attenuation, and exclude person- 
nel from its interior during generation of x-radiation. 
Included are all x-ray systems designed primarily for the 
inspection of carry-on baggage at airline, railroad, and bus 
terminals, and in similar facilities. An x-ray tube used 
within a shielded part of a building, or x-ray equipment 
which may temporarily or occasionally incorporate portable 
shielding is not considered a cabinet x-ray system. 

(b) "Shielded-room radiography" means industrial 
radiography conducted in a room so shielded that every 
location on the exterior of the room meets the conditions 
specified in WAC 246-221-060. 

(2) "Industrial radiography" means the examination of 
the macroscopic structure of materials by nondestructive 
methods utilizing x-ray machines. Industrial radiography as 
used in this chapter does not include well logging operations. 

(3) "Permanent radiographic installation" means an 
installation in which the shielding is an integral part to the 
building structure, such that the radiographic operations 
conducted there are not mobile and not temporary. 

(4) "Personal supervision" means supervision by a 
radiographer such that the radiographer is physically present 
at the radiography site and in such proximity that communi- 
cation can be maintained and immediate assistance given as 
required. 

(5) "Radiographer" means any individual who performs 
or who, in attendance at the site where x-ray machines are 
being used, personally supervises industrial radiographic 
operations and who is responsible to the registrant for 
assuring compliance with the requirements of these regula- 
tions. 

(6) "Radiographer's assistant" means any individual 
who, under the personal supervision of a radiographer, uses 
radiation machines, or radiation survey instruments in 
industrial radiography. 
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[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-227-020, filed 
12/9/93, effective 1/9/94.] 


WAC 246-227-040 Radiation survey instruments. 
(1) The registrant shall maintain sufficient calibrated and 
operable radiation survey instruments to make physical 
radiation surveys as required by this part and chapter 246- 
221 WAC. Instrumentation required by this section shall 
have a range such that two milliroentgens per hour through 
one roentgen per hour can be measured. 

(2) Each radiation survey instrument shall be calibrated: 

(a) At energies appropriate for use and at intervals not 
to exceed three months and after each instrument servicing; 

(b) Such that accuracy within + twenty percent traceable 
to a national standard can be demonstrated; and 

(c) At two or more widely separated points, other than 
zero, on each scale. 

(3) Records of these calibrations shall be maintained for 
three years after the most recent calibration date. 

(4) The requirements of this section do not apply to 
registrants using only radiation machines in enclosed 
radiographic systems. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-227-040, filed 
12/9/93, effective 1/9/94.] 


WAC 246-227-050 Utilization and survey records. 
(1) Each registrant shall maintain records of the following 
information for three years after the date of each radiograph- 
ic operation and shall maintain these records for inspection 
by the department: 

(a) A description (or make and model number) of the 
radiation machine used along with the techniques utilized for 


- each job; 


(b) The identity of the radiographer and radiographer's 
assistant performing the work; 

(c) Locations where used and dates of use; 

(d) A physical radiation survey made of the boundary of 
the restricted area during radiographic operations. The 
maximum reading at the boundary shall be recorded. The 
records shall indicate approximate distance from source to 
boundaries and any occupied areas with exposure levels 
greater than 2 mR in any hour during radiographic opera- 
tions; and 

(e) The model and serial number of the survey meter 
used in (d) of this subsection. 

(2) The requirements of subsection (1) of this section 
shall not apply in industrial radiography utilizing radiation 
machines in enclosed interlocked cabinets or rooms which 
are not occupied during radiographic operations, which are 
equipped with interlocks such that the radiation machine will 
not operate unless all openings are securely closed and 
which is so shielded that every location on the exterior meets 
conditions for an unrestricted area, as specified in WAC 
246-221-060. 

[Statutory Authority: RCW 70.98.050. 94-01-073, 5 246-227-050, filed 
12/9/93, effective 1/9/94.] 


WAC 246-227-060 Limitations—Personal radiation 
safety requirements for radiographers and radiogra- 
pher’s assistants. (1) No registrant shall permit any 
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individual to act as a radiographer as defined in this chapter 
until such individual: 

(a) Has been instructed in the subjects outlined in WAC 
246-227-170; 

(b) Has received copies of and instruction in the regula- 
tions contained in chapters 246-220, 246-222, 246-221 and 
246-227 WAC, and the registrant’s operating and emergency 
procedures, and shall have demonstrated understanding 
thereof; 

(c) Has demonstrated competence to use the radiation 
machine and the radiation survey instruments which will be 
employed in the individual’s assignment; and 

(d) Has demonstrated understanding of the instructions 
in this paragraph by successful completion of written test or 
oral test on the subjects covered. 

(2) No registrant shall permit any individual to act as a 
radiographer’s assistant as defined in this part until such 
individual: 

(a) Has received copies of an instruction in the regis- 
trant’s operating and emergency procedures; 

(b) Has demonstrated competence to use, under the 
personal supervision of the radiographer, the radiation survey 
instruments which will be employed in the individual’s 
assignment; 

(c) Has demonstrated understanding of the instructions 
in this paragraph by successfully completing a written or oral 
test. 

(3) Each registrant shall maintain records of training and 
testing which demonstrate that the requirements of subsec- 
tions (1) and (2) of this section are met. These records shall 
be retained for at least one year following termination of 
employment. 

(4) When a radiographer’s assistant is using an x-ray 
machine, the radiographer shall maintain direct surveillance. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-227-060, filed 
12/9/93, effective 1/9/94.] 


WAC 246-227-070 Operating and emergency 
procedures. The registrant’s operating and emergency 
procedures shall include instructions in at least the following: 

(1) The handling and use of radiation machines to be 
employed such that no individual is likely to be exposed to 
radiation doses in excess of the limits established in chapter 
246-221 WAC; 

(2) Methods and occasions for conducting radiation 
surveys; 

(3) Methods for controlling access to radiographic areas; 

(4) Methods and occasions for locking or securing 
radiation machines; 

(5) Personnel monitoring and the use of personnel 
monitoring equipment including steps that must be taken 
immediately by radiography personnel in the event a pocket 
dosimeter is found to be off-scale; 

(6) The procedure for notifying proper personnel in the 
event of a theft, loss, overexposure or accident avenge a 
radiation machine; and 

(7) Maintenance of records. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-227-070, filed 
12/9/93, effective 1/9/94.] 
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WAC 246-227-080 Personnel monitoring control. 
(1) No registrant shall permit any individual to act as a 
radiographer or as a radiographer’s assistant unless, at all 
times during radiographic operations, each such individual 
shall wear a film or TLD badge and a direct reading pocket 
dosimeter. Pocket dosimeters shall be capable of measuring 
exposures from zero to at least two hundred milliroentgens: 
A film or TLD badge shall be assigned to and worn by only 
one individual. 

(2) Pocket dosimeters shall be read and doses recorded 
daily. Pocket dosimeters shall be charged at the beginning 
of each working day. Pocket dosimeters shall be checked at 
least annually for correct response to radiation. Acceptable 
dosimeters shall read within + thirty percent of the true 
radiation exposure.- A film or TLD badge shall be immedi- 
ately processed if a pocket dosimeter is discharged beyond 
its range during normal use. The film or TLD badge reports 
received from the film or TLD badge processor and records 
of pocket dosimeter readings shall be maintained unti] the 
department authorizes their disposal. 

(3) The requirements for use of pocket dosimeter or 
pocket chamber shall not apply in industrial radiography 
utilizing radiation machines in enclosed interlocked cabinets 
or rooms which are not occupied during radiographic 
operations, which are equipped with interlocks such that the 
radiation machine will not operate unless all openings are 
securely closed and which are so shielded that every location 
on the exterior meets conditions for an unrestricted area, as 
specified in WAC 246-221-060. 

(4) The requirement for film badges or TLDs do not 
apply to those users of cabinet x-ray systems which do not 
allow human access and which meet the requirements of 
WAC 246-227-130. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-227-080, filed 
12/9/93, effective 1/9/94.] 


WAC 246-227-090 Security—Precautionary proce- 
dures in radiographic operations. (1) During each 
radiographic operation, the radiographer or radiographer’s 
assistant shall maintain a direct surveillance of the operation 
to protect against unauthorized entry into a high radiation 
area, as defined in chapter 246-220 WAC except: 

(a) Where the high radiation area is equipped with a 
control device or alarm system as described in WAC 246- 
221-120 (1)(e)(ii); or 

(b) Where the high radiation area is locked to protect 
against unauthorized or accidental entry. 

(2) When not in operation or when not under direct 
surveillance, radiation machines shall be secured to prevent 
use by unauthorized personnel. 


[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-227-090, filed 
12/9/93, effective 1/9/94.] 


WAC 246-227-095 Posting. Notwithstanding any 
provisions in WAC 246-221-130, areas in which radiography 
is being performed shall be conspicuously posted and access 
to the area shall be controlled as required by WAC 246-221- 
120. This requirement shall not apply to areas using 
enclosed radiography systems (cabinets) which do not allow 
human access and in which the requirements of WAC 246- 
221-060 are met at the surface of the cabinet. 
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[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-227-095, filed 
12/9/93, effective 1/9/94.] 


WAC 246-227-120 Other records required. Each 
registrant conducting industrial radiography shall have the 
following documents, where applicable, available on site for 
inspection by the department: 

(1) Operating and emergency procedures; 

(2) Applicable regulations; 

(3) Survey records required pursuant to WAC 246-227- 
050; 

(4) Daily pocket dosimeter records for the period of 
operation at the site pursuant to WAC 246-227-080; and 

(5) Proof of the latest calibration for specific instru- 
ments in use at the site pursuant to WAC 246-227-040. 


[Statutory Authority: RCW 70.98.050, 94-01-073, § 246-227-120, filed 
12/9/93, effective 1/9/94.] 


WAC 246-227-130 Special requirements for en- 
closed radiography. (1) Shielded room radiography 
systems and cabinet systems shall: 

(a) Comply with all applicable requirements of this 
chapter and WAC 246-221-060; 

(b) Be interlocked such that the exposure will terminate 
if a door or port accessible to individuals is opened during 
the exposure, except for those systems employing conveyor 
belts or sample ports; and 

(c) Be tested for the proper operation of interlocks, high 
radiation area control devices or alarm systems, where 
applicable, at the beginning of each day of use. The results 
of these tests shall be recorded and maintained for three 
years. 

(2) The registrant shall perform an evaluation, at inter- 
vals not to exceed one year, to determine conformance with 
this chapter and WAC 246-221-060. Records of each 
evaluation shall be maintained for three years. 


[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-227-130, filed 
12/9/93, effective 1/9/94.] 


WAC 246-227-150 Special requirements for perma- 
nent radiographic installation. Permanent radiographic 
installations having high radiation area entrance controls of 
the types described in WAC 246-221-102(1) or where the 
high radiation area is locked to protect against unauthorized 
or accidental entry, shall also meet the following special 
requirements: ç 

(1) Each entrance that is used for personnel access to 
the high radiation area in a permanent radiographic installa- 
tion to which this section applies shall have both visible and 
audible warning signals to warn of the presence of radiation. 
The visible signal shall be actuated by radiation whenever 
the x-rays are exposed. The audible signal shall be actuated 
when an attempt is made to enter the installation while x- 
rays are being generated. 

(2) Both visible and audible alarm systems are required 
and shall be tested prior to the first use of a source in the 
installation and thereafter at intervals not to exceed three 
months. Records of the tests shall be kept for three years. 

(3) The department shall review and approve, in ad- 
vance of construction, plans for permanent radiographic 
installations whose construction had not commenced by the 
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effective date of these regulations. Construction of the 
permanent facility shall be in accordance with the plans 
approved by the department. 

(4) A physical radiation survey shall be conducted and 
results recorded following construction or major modification 
of the facility to be used in the installation. Radiography 
shall not be conducted if exposure levels in unrestricted 
areas are greater than 2mR in any hour. Any increase in 
output capability of radiation machines will require resurvey 
of the installation prior to the conduct of industrial radiogra- 
phy. 

[Statutory Authority: RCW 70.98.050. 94-01-073, 8 246-227-150, filed 
12/9/93, effective 1/9/94.] 


WAC 246-227-170 Appendix A—Minimum subjects 
to be covered in training radiographers. (1) Fundamentals 
of radiation safety: 

(a) Characteristics of ionizing radiation; 

(b) Units of radiation dose (mrem) and quantity of 
radioactivity (curie); 

(c) Hazards of exposure to radiation: 

(i) Radiation protection standards; 

(ii) Biological effects of radiation dose; 

(d) Levels of radiation from x-ray machines; 

(e) Methods of controlling radiation dose: 

(i) Working time; 

Gi) Working distances; 

(iii) Shielding. — 

(2) Radiation detection instrumentation to be used: 

(a) Use of radiation survey instruments: 

(i) Operation; 

(ii) Calibration; 

(iii) Limitations; 

(b) Survey techniques; 

(c) Use of personnel monitoring equipment: 

(i) Film badges; 

(ii) Pocket dosimeters; 

(iii) Thermoluminescent dosimeters. 

(3) Operation and control of x-ray equipment. 

(4) The requirements of pertinent federal and state 
regulations. 

(5) The registrant’s written operating and emergency 
procedures. 

(6) Case histories of radiography accidents. 


[Statutory Authority: RCW 70.98.050. 94-01-073, § 246-227-170, filed 
12/9/93, effective 1/9/94.] 


Chapter 246-228 WAC 
RADIATION PROTECTION—ANALYTICAL X-RAY 


EQUIPMENT 
WAC 
246-228-001 Purpose and scope. 
246-228-010 Definitions. 
246-228-020 Equipment requirements, 
246-228-030 Facility requirements. 
246-228-040 Operating requirements. 
246-228-050 Personnel requirements. 


WAC 246-228-001 Purpose and scope. This chapter 
provides special requirements for analytical x-ray equipment. 
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The requirements of this chapter are in addition to, and not 
in substitution for, applicable requirements in other chapters 
of these regulations. 

[Statutory Authority; RCW 43.70.040. 91-02-049 (Order 121), recodified 


as § 246-228-001, filed 12/27/90, effective 1/31/91; Order 1084, § 402-40- 
010, filed 1/14/76. 


WAC 246-228-010 Definitions. (1) “Analytical x-ray 
equipment" means equipment used for x-ray diffraction or 
fluorescence analysis. 

(2) "Analytical x-ray system" means a group of compo- 
nents utilizing x-rays to determine the elemental composition 
or to examine the microstructure of materials. 

(3) "Fail-safe characteristics" mean a design feature 
which causes beam port shutters to close, or otherwise 
prevents emergence of the primary beam, upon the failure of 
a safety or warning device. 

(4) "Local components" mean parts of an analytical x- 
ray system and include areas that are struck by x-rays such 
as radiation source housings, ports and shutter assemblies, 
collimators, sample holders, cameras, goniometers, detectors, 
and shielding, but do not include power supplies, transform- 
ers, amplifiers, readout devices, and control panels. 

(5) "Normal operating procedures" mean step-by-step 
instructions necessary to accomplish the analysis. These 
procedures shall include sample insertion and manipulation, 
equipment alignment, routine maintenance by the registrant, 
and data recording procedures which are related to radiation 
safety. 

(6) "Open-beam configuration" means a mode of 
operation of an analytical x-ray system in which an individu- 
al could accidentally place some part of their body into the 
primary beam during normal operation if no further safety 
devices are incorporated. 

(7) "Primary beam" means ionizing radiation which 
passes through an aperture of the source housing via a direct 
path from the x-ray tube located in the radiation source 
housing. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as $ 246-228-010, filed 12/27/90, effective 1/31/91. Statutory Authority: 


RCW 70.98.050. 81-01-011 (Order 1570), § 402-40-020, filed 12/8/80; 
Order 1084, § 402-40-020, filed 1/14/76.] 


WAC 246-228-020 Equipment requirements. (1) 
Safety device. A device which prevents the entry of any 
portion of an individual's body into the primary x-ray beam 
path, or which causes the beam to be shut off upon entry 
into its path, shall be provided for all open-beam configura- 
tions. A registrant or licensee may apply to the department 
for an exemption from the requirement of a safety device. 
Such application shall include: 

(a) A description of the various safety devices that have 
been evaluated; 

(b) The reason each of these devices cannot be used; 
and 

(c) A description of the alternative methods that will be 
employed to minimize the possibility of an accidental 
exposure, including procedures to assure that operators and 
others in the area will be informed of the absence of safety 
devices. 

(2) Warning devices. Open-beam configurations shall 
be provided with a readily discernible indication of: 
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(a) X-ray tube status (ON-OFF) located near the radiation 
source housing, if the primary beam is controlled in this 
manner and at or near the port and/or 

.(b) Shutter status (OPEN-CLOSED) located near each port 
on the radiation source housing, if the primary beam is 
controlled in this manner. 

(c) Warning devices shall be labeled so that their 
purpose is easily identified and the devices shall be conspic- 
uous at the beam port. On new equipment installed after 
January 1, 1976, warning devices shall have fail-safe 
characteristics. 

(3) Ports. Unused ports on radiation source housings 
shall be secured in the closed position in a manner which 
will prevent casual opening. Such security requirement will 
be deemed met if the beam port cannot be opened without 
the use of tools not part of the closure for units installed 
after January 1, 1981. 

(4) Labeling. АП analytical x-ray equipment shall be 
labeled with a readily discernible sign or signs bearing the 
radiation symbol and the words: 

(a) "CAUTION - HIGH INTENSITY X-RAY BEAM," or words 
having a similar intent, on the x-ray source housing; and 

(b) "CAUTION RADIATION - THIS EQUIPMENT PRODUCES 
RADIATION WHEN ENERGIZED," or words having a similar 
intent, near any switch that energizes an x-ray tube if the 
radiation source is an x-ray tube; or 

(c) "CAUTION - RADIOACTIVE MATERIAL," or words 
having a similar intent, on the source housing if the radiation 
source is a radionuclide. 

(5) Shutters. On new equipment employing open-beam 
configurations installed after January 1, 1981, each port on 
the radiation source housing shall be equipped with a shutter 
that cannot be opened unless a collimator or a coupling has 
been connected to the port. 

(6) Warning lights. An easily visible warning light 
labeled with the words "X-RAY ON," or words having a 
similar intent, shall be located: 

(a) Near any switch that energizes an x-ray tube and 
near any x-ray port and shall be illuminated only when the 
tube is energized; or 

(b) In the case of a radioactive source, near any switch 
that opens a housing shutter, and shall be illuminated only 
when the shutter is open. 

(c) On equipment installed after January 1, 1981, 
warning lights shall have fail-safe characteristics. 

(7) Radiation source housing. Each x-ray tube housing 
shall be so constructed that with all shutters closed the 
leakage radiation measured at a distance of 5 cm from its 
surface is not capable of producing a dose equivalent in 
excess of 2.5 mrem in one hour at any specified tube rating. 
If radioactive sources are used, corresponding dose limits 
shall not exceed 2.5 mrem per hour. 

(8) Generator cabinet. Each x-ray generator shall be 
supplied with a protective cabinet which limits leakage 
radiation measured at a distance of 5 cm from its surface 
such that it is not capable of producing a dose equivalent in 
excess of 0.25 mrem in one hour. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-228-020, filed 12/27/90, effective 1/31/91. Statutory Authority: 


RCW 70.98.050. 81-01-011 (Order 1570), § 402-40-030, filed 12/8/80; 
Order 1084, § 402-40-030, filed 1/14/76.] 
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WAC 246-228-030 Facility requirements. (1) 
Radiation levels. The local components of an analytical x- 
ray system shall be located and arranged and shall include 
sufficient shielding or access control such that no radiation 
levels exist in any area surrounding the local component 
group which could result in a dose to an individual present 
therein in excess of the dose equivalent limits given in WAC 
246-221-060 of these regulations. For systems utilizing x- 
ray tubes, these levels shall be met at any specified tube 
rating. 

(2) Surveys. Radiation surveys, as required by WAC 
246-221-110 of all analytical x-ray systems, sufficient to 
show compliance with WAC 246-228-030(1), shall be 
performed: 

(a) Upon installation of the equipment, and at least once 
every twelve months thereafter; 

(b) Following any change in the initial arrangement, 
number, or type of local components in the system; 

(c) Following any maintenance requiring the disassem- 
bly or removal of a local component in the system; 

(d) During the performance of maintenance and align- 
ment procedures if the procedures require the presence of a 
primary x-ray beam when any local component in the system 
is disassembled or removed; 

(e) Any time a visual inspection of the local components 
in the system reveals an abnormal condition; and 

(f) Whenever personnel monitoring devices required in 
WAC 246-228-050(2) show a significant increase over the 
previous monitoring period or the readings are approaching 
1/10 of the hands and forearm limit specified in WAC 246- 
221-010. 

(g) Radiation survey measurements shall not be required 
if a registrant or licensee can demonstrate compliance to the 
satisfaction of the department with WAC 246-228-030(1) in 
some other manner. 

(3) Posting. Each area or room containing analytical x- 
ray equipment shall be conspicuously posted with a sign or 
signs bearing the radiation symbol and the words "CAUTION 
- X-RAY EQUIPMENT," or words having a similar intent. 

(4) Documentation of instruction. Each facility shall 
maintain written documentation showing that compliance 
with WAC 246-228-050 has been met, and shall make such 
documentation available to the department upon request. 
[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-228-030, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified ав $ 246-228-030, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.050. 81-01- 


011 (Order 1570), § 402-40-040, filed 12/8/80; Order 1084, § 402-40-040, 
filed 1/14/76.] 


WAC 246-228-040 Operating requirements. (1) 
Procedures. Routine operating procedures shall be written 
and available to all analytical x-ray equipment workers. No 
person shall be permitted to operate analytical x-ray equip- 
ment in any manner other than that specified in the proce- 
dures unless such person has obtained written approval of 
the radiation safety officer. 

(2) Bypassing. No person shall bypass a safety device 
unless such person has obtained the written approval of the 
radiation safety officer. Such approval shall be for a 
specified period of time. When a safety device has been 
bypassed, a readily discernible sign bearing the words 


(1997 Ed.) 


246-228-030 


"SAFETY DEVICE NOT WORKING," or words having a similar 
intent, shall be placed on the radiation source housing. The 
requirements set forth in WAC 246-228-020(1) shall also be 
met. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), 8 246-228-040, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-228-040, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.050. 81-01- 
011 (Order 1570), 5 402-40-050, filed 12/8/80; Order 1084, $ 402-40-050, 
filed 1/14/76.] 


WAC 246-228-050 Personnel requirements. (1) 
Instruction. No person shall be permitted to operate or 
maintain analytical x-ray equipment unless such person has 
received instruction in and demonstrated competence as to: 

(a) Identification of radiation hazards associated with the 
use of the equipment; 

(b) Significance of the various radiation warning and 
safety devices incorporated into the equipment, or the 
reasons they have not been installed on certain pieces of 
equipment and the extra precautions required in such cases; 

(c) Proper operating procedures for the equipment; 

(d) Symptoms of an acute localized exposure; and 

(e) Proper procedures for reporting an actual or suspect- 
ed exposure. 

(2) Personnel monitoring. Finger or wrist dosimetric 
devices shall be provided to and shall be used by: 

(a) Analytical x-ray equipment workers using systems 
having an open-beam configuration and not equipped with a 
safety device; and 

(b) Personnel maintaining analytical x-ray equipment if 
the maintenance procedures require the presence of a 
primary x-ray beam when any local component in the 
analytical x-ray system is disassembled or removed. 

(c) Reported dose values shall not be used for the 
purpose of determining compliance with WAC 246-221-010 
of these regulations unless evaluated by a qualified expert. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-228-050, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-228-050, filed 
12/27/90, effective 1/31/91; Order 1084, § 402-40-060, filed 1/14/76.] 


Chapter 246-229 WAC 
RADIATION РКОТЕСТІОМ--РАКТІСІЕ 


ACCELERATORS 
WAC 
246-229-001 Purpose and scope. 
246-229-010 Registration requirements. 
246-229-020 General requirements for the issuance of a registration 
for particle accelerators. 
246-229-030 Human use of particle accelerators. 
246-229-040 General provisions. 
246-229-050 Limitations. 
246-229-060 Shielding and safety design requirements. 
246-229-070 Particle accelerator controls and interlock systems. 
246-229-080 Warning devices. 
246-229-090 Operating procedures. 
246-229-100 Radiation monitoring requirements. 
246-229-110 Ventilation systems. 


WAC 246-229-001 Purpose and scope. (1) This 
chapter establishes procedures for the registration and the use 
of particle accelerators. 
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(2) In addition to the requirements of this chapter, all 
registrants are subject to the requirements of chapters 246- 
220, 246-224, 246-221, and 246-222 WAC. Registrants 
engaged in industrial radiographic operations are also subject 
to the requirements of chapter 246-243 WAC and registrants 
engaged in the healing arts are also subject to the require- 
ments of chapter 246-225 WAC and/or chapter 246-240 
WAC of these regulations. Registrants engaged in the 
production of radioactive material are also subject to the 
requirements of chapters 246-232 and 246-235 WAC. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-229-001, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246-229-001, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.050. 81-01- 
011 (Order 1570), 8 402-44-010, filed 12/8/80; Order 1084, 5 402-44-010, 
filed 1/14/76.] 


WAC 246-229-010 Registration requirements. No 
person shall receive, possess, use, transfer, own, or acquire 
a particle accelerator except as authorized in a registration 
issued pursuant to these regulations or as otherwise provided 
for in these regulations. The general procedures for registra- 
tion of particle accelerator facilities are included in chapter 
246-224 WAC of these regulations. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), $ 246-229-010, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-229-010, filed 
12/27/90, effective 1/31/91; Order 1084, § 402-44-020, filed 1/14/76.] 


WAC 246-229-020 General requirements for the 
issuance of a registration for particle accelerators. (Refer 
to chapter 246-224 WAC.) In addition to the requirement of 
chapter 246-224 WAC a registration application for use of 
a particle accelerator will be approved only if the department 
determines that: 

(1) The applicant is qualified by reason of training and 
experience to use the accelerator in question for the purpose 
requested in accordance with this chapter in such a manner 
as to minimize danger to public health and safety or proper- 
ty; 

(2) The applicant's proposed equipment, facilities, 
operating and emergency procedures are adequate to protect 
health and minimize danger to public health and safety or 
property; 

(3) The issuance of the registration will not be inimical 
to the health and safety of the public, and the applicant 
satisfies any applicable special requirement in WAC 246- 
229-030; 

(4) The applicant has appointed a qualified radiation 
safety officer; 

(5) The applicant and/or the staff has substantial 
experience in the use of particle accelerators and training 
sufficient for the intended uses; 

(6) The applicant has established a radiation safety 
committee to approve, in advance, proposals for uses of 
particle accelerators, whenever deemed necessary by the 
department; and 

(7) The applicant has an adequate training program for 
particle accelerator operators. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), $ 246-229-020, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-229-020, filed 
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12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.050. 81-01- 
O11 (Order 1570), § 402-44-030, filed 12/8/80; Order 1084, § 402-44-030, 
filed 1/14/76.] 


WAC 246-229-030 Human use of particle accelera- 
tors. In addition to the requirements set forth in chapter 
246-224 W AC a certificate of registration for use of a 
particle accelerator in the healing arts will be issued only if: 

(1) Whenever deemed necessary by the department, the 
applicant has appointed a medical committee of at least three 
members to evaluate all proposals for research, diagnostic, 
and therapeutic use of a particle accelerator. Membership of 
the committee should include physicians expert in internal 
medicine, hematology, therapeutic radiology, and a person 
experienced in depth dose calculations and protection against 
radiation; 

(2) The individuals designated on the application as the 
users have substantial training and experience in deep 
therapy techniques or in the use of particle accelerators to 
treat humans; and 

(3) The individual designated on the application as the 
user must be a physician. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), 8 246-229-030, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-229-030, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.050. 81-01- 


011 (Order 1570), $ 402-44-040, filed 12/8/80; Order 1084, $ 402-44-040, 
filed 1/14/76.) 


WAC 246-229-040 General provisions. (1) This 
section establishes radiation safety requirements for the use 
of particle accelerators. The provisions of this section are in 
addition to, and not in substitution for, other applicable 
provisions of the regulations. 

(2) The registrant shall be responsible for assuring that 
all requirements of this chapter are met. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-229-040, filed 12/27/90, effective 1/31/91, Statutory Authority: 
RCW 70.98.050. 81-01-011 (Order 1570), $ 402-44-050, filed 12/8/80; 
Order 1084, § 402-44-050, filed 1/14/76.] 


WAC 246-229-050 Limitations. (1) No registrant 
shall permit any person to act as a particle accelerator 
operator until such person: 

(a) Has been instructed in radiation safety and shall 
have demonstrated an understanding thereof; 

(b) Has received copies of and instruction in this chapter 
and the applicable requirements of chapters 246-221 and 
246-222 W AC, pertinent registration conditions and the 
registrant’s operating and emergency procedures, and shall 
have demonstrated understanding thereof; 

(c) Has demonstrated competence to use the particle 
accelerator, related equipment, and survey instruments which 
will be employed in the individual's assignment; and 

(2) The registrant shall maintain records which demon- 
strate compliance with the requirements of WAC 246-229- 
050(1). 

(3) Either the radiation safety committee or the radiation 
safety officer shall have the authority to terminate the 
operations at a particle accelerator facility if such action is 
deemed necessary to protect health and minimize danger to 
public health and safety or property. 
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[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-229-050, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as 5 246-229-050, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.050. 81-01- 
011 (Order 1570), § 402-44-060, filed 12/8/80; Order 1084, § 402-44-060, 
filed 1/14/76.] 


WAC 246-229-060 Shielding and safety design 
requirements. (1) A qualified expert, specifically accepted 
by the department, shall be consulted in the design of a 
particle accelerator installation and called upon to perform a 


radiation survey when the accelerator is first capable of . 


producing radiation. 

(2) Each particle accelerator installation shall be 

provided with such primary and/or secondary barriers as are 
necessary to assure compliance with WAC 246-221-010 and 
246-221-060. 
[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-229-060, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-229-060, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.050. 81-01- 
011 (Order 1570), § 402-44-070, filed 12/8/80; Order 1084, § 402-44-070, 
filed 1/14/76.] 


WAC 246-229-070 Particle accelerator controls and 
interlock systems. (1) Instrumentation, readouts and 
controls on the particle accelerator control console shall be 
clearly identified and easily discernible. 

(2) All entrances into a target room or other high 
radiation area shall be provided with interlocks that shut 
down the machine under conditions of barrier penetration. 

(3) When a radiation safety interlock system has been 
tripped, it shall only be possible to resume operation of the 
accelerator by manually resetting controls at the position 
where the interlock has been tripped, and lastly at the main 
control console. 

(4) Each safety interlock shall be on a circuit which 
shall allow its operation independently of all other safety 
interlocks. 

(5) All safety interlocks shall be fail safe, i.e., designed 
so that any defect or component failure in the interlock 
system prevents operation of the accelerator. 

(6) A "scram" button or other emergency power cutoff 
switch shall be located and easily identifiable in all high 
radiation areas. Such a cutoff switch shall include a manual 
reset so that the accelerator cannot be restarted from the 
accelerator control console without resetting the cutoff 
switch. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-229-070, filed 12/27/90, effective 1/31/91. Statutory Authority: 


RCW 70.98.050. 81-01-011 (Order 1570), $ 402-44-080, filed 12/8/80; 
Order 1084, 5 402-44-080, filed 1/14/76. 


WAC 246-229-080 Warning devices. (1) All 
locations designated as high radiation areas (except inside 
treatment rooms designed for human exposure) and entrances 
to all locations designated as high radiation areas shall be 
equipped with easily observable flashing or rotating warning 
lights that operate when, and only when, radiation is being 
produced. 

(2) Except in facilities designed for human exposure, 
each high radiation area shall have an audible warning 
device which shall be activated for 15 seconds prior to the 
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possible creation of such high radiation area, Such warning 
device shall be clearly discernible in all high radiation areas. 
The registrant shall instruct all personnel in the vicinity of 
the particle accelerator as to the meaning of this audible 
warning signal. 

(3) Barriers, temporary or otherwise, and pathways 
leading to high radiation areas shall be identified in accor- 
dance with WAC 246-221-120. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-229-080, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-229-080, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.050. 81-01- 
011 (Order 1570), § 402-44-090, filed 12/8/80; Order 1084, § 402-44-090, 
filed 1/14/76.] 


WAC 246-229-090 Operating procedures. (1) 
Particle accelerators, when not in operation, shall be secured 
to prevent unauthorized use. 

(2) Only a switch on the accelerator control console 
shall be routinely used to turn the accelerator beam off and 
on. The safety interlock system shall not be used to turn off 
the accelerator beam except in an emergency, or as required 
in WAC 246-229-090(3). 

(3) All safety and warning devices, including interlocks, 
shall be checked for proper operation at intervals not to 
exceed three months and after maintenance on such safety 
and warning devices. Results of such tests shall be main- 
tained for inspection at the accelerator facility. 

(4) Electrical circuit diagrams of the accelerator, and the 
associated interlock systems, shall be kept current and 
maintained for inspection by the department and available to 
the operator at each accelerator facility. 

(5) If, for any reason, it is necessary to bypass a safety 
interlock or interlocks intentionally, such action shall be: 

(a) Authorized by the radiation safety committee and/or 
radiation safety officer; 

(b) Recorded in a permanent log and a notice posted at 
the accelerator control console; and 

(c) Terminated as soon as possible. 

(6) A copy of the current operating and the emergency 
procedures shall be maintained at the accelerator control 
panel. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-229-090, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-229-090, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.050. 81-01- 


011 (Order 1570), § 402-44-100, filed 12/8/80; Order 1084, § 402-44-100, 
filed 1/14/76.] 


WAC 246-229-100 Radiation monitoring require- 
ments. (1) There shall be available at each particle accelera- 
tor facility, appropriate portable monitoring equipment which 
is operable and has been calibrated for the appropriate 
radiations being produced at the facility. Such equipment 
shall-be tested for proper operation daily and calibrated at 
intervals not to exceed six months, and after each servicing 
and repair. 

(2) A radiation protection survey shall be performed and 
documented by a qualified expert specifically approved by 
the department when changes have been made in shielding, 
operation, equipment, or occupancy of adjacent areas. 
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(3) Except for facilities designed for human exposure, 
radiation levels in all high radiation areas shall be continu- 
ously monitored. The monitoring devices shall be electrical- 
ly independent of the accelerator control and interlock sys- 
tems and capable of providing a remote and local readout 
with visual and/or audible alarms at both the control panel 
and at entrance to high radiation areas, and other appropriate 
locations, so that people entering or present become aware 
of the existence of the hazard. 

(4) All area monitors shall be calibrated at intervals not 
to exceed six months, and after each servicing and repair. 
Records of calibration shall be maintained by the facility for 
a minimum of two years. 

(5) Whenever applicable, periodic surveys shall be made 
to determine the amount of airborne particulate radioactivity 
present in areas of airborne hazards. 

(6) Whenever applicable, periodic smear surveys shall 
be made to determine the degree of contamination in target 
and other pertinent areas. 

(7) All area surveys shall be made in accordance with 
the written procedures established by a qualified expert, or 
the radiation safety officer of the particle accelerator facility. 

(8) Records of all radiation protection surveys, calibra- 
tion results, instrumentation tests, and smear results shall be 
kept current and on file at each accelerator facility. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-229-100, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.050. 81-01-011 (Order 1570), § 402-44-110, filed 12/8/80; 
Order 1084, § 402-44-110, filed 1/14/76.] 


WAC 246-229-110 Ventilation systems. (1) Means 
shall be provided to ensure that personnel are not exposed to 
airborne radioactive materials in excess of those limits 
specified in WAC 246-221-040, for restricted areas and 
WAC 246-221-070, for unrestricted areas. 

(2) A registrant as required by WAC 246-221-070 shall 
not vent, release or otherwise discharge airborne radioactive 
material to an uncontrolled area which exceeds the limits 
specified in WAC 246-247-040 or 246-221-290 Appendix A 
- Table II, except as authorized pursuant to WAC 246-221- 
180 or 246-221-070(2). For purposes of this paragraph, 
concentrations may be averaged over a period not greater 
than one year. Every reasonable effort should be made to 
maintain releases of radioactive material to uncontrolled 
areas, as far below these limits as practicable. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-083 (Order 
183), § 246-229-110, filed 7/23/91, effective 8/23/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246-229-110, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 87-01- 
031 (Order 2450), § 402-44-120, filed 12/11/86, Statutory Authority: RCW 


70.98.050. 81-01-011 (Order 1570), 8 402-44-120, filed 12/8/80; Order 
1084, § 402-44-120, filed 1/14/76.] 


Chapter 246-232 WAC 
RADIOACTIVE MATERIAL—LICENSING 


APPLICABILITY 
WAC 
246-232-001 Purpose and scope. 
246-232-010 Exemptions. 
246-232-020 Types of licenses. 
246-232-030 Prelicensing inspection. 
246-232-040 Reciprocal recognition of licenses. 
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246-232-050 Terms and conditions of licenses. 

246-232-060 Termination of licenses. 

246-232-070 Modification and revocation of licenses. 

246-232-080 Transfer of material. 

246-232-090 Transportation. 

246-232-120 Schedule B, exempt quantities of radioactive materials. 
246-232-130 Schedule C, exempt concentrations. 

246-232-140 Schedule D. 


246-232-990 Fees. 


DISPOSITION OF SECTIONS FORMERLY 
CODIFIED IN THIS CHAPTER 


Requirements for users of the Washington commercial 
low-level waste disposal site. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as 5 246- 
232-100, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.98.080 and chapter 70.121 RCW. 
86-17-027 (Order 2406), § 402-19-530, filed 8/13/86. 
Statutory Authority: RCW 70.98.080. 83-19-050 (Order 
2026), § 402-19-530, filed 9/16/83. Statutory Authority: . 
RCW 70.98.050. 81-01-011 (Order 1570), $ 402-19-530, 
filed 12/8/80. Statutory Authority: RCW 70.98.080. 80- 
02-080 (Order 1481), $ 402-19-530, filed 1/21/80.] 
Repealed by 91-15-112 (Order 184), filed 7/24/91, effec- 
tive 8/24/91, Statutory Authority: RCW 70.98.050 and 
70.98.080. 

Large volumes of naturally occurring material, [Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-232-110, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 70.98.080 and 
chapter 70.121 RCW. 86-17-027 (Order 2406), § 402-19- 
540, filed 8/13/86.] Repealed by 91-15-112 (Order 184), 
filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 70.98.050 and 70.98.080. 


246-232-100 


246-232-110 


WAC 246-232-001 Purpose and scope. (1) This 
chapter prescribes rules governing licensing of radioactive 
material. No person shall receive, possess, use, transfer, 
own or acquire radioactive material except as authorized in 
a specific or general license issued pursuant to chapters 246- 
233 or 246-235 WAC or as otherwise provided in this 
chapter. 

(2) In addition to the requirements of this chapter, or 
chapters 246-233 or 246-235 WAC, all licensees are subject 
to the requirements of chapters 246-220, 246-221, 246-222, 
246-247, and 246-254 WAC. Licensees engaged in the 
practice of nuclear medicine are subject to the requirements 
of chapter 246-239 WAC, licensees engaged in industrial 
radiographic operations are subject to the requirements of 
chapter 246-243 WAC, licensees using sealed sources in the 
healing arts are subject to the requirements of chapter 246- 
240 WAC, licensees using radioactive material in well 
logging and subsurface tracer studies are subject to the 
requirements of chapter 246-244 WAC, licensees engaged in 
land disposal of radioactive waste are subject to the require- 
ments of chapter 246-250 WAC, and licensees owning or 
operating uranium or thorium mills and associated mill 
tailings are subject to the requirements of chapter 246-252 
WAC. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-232-001, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-232-001, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080, 83-19- 
050 (Order 2026), § 402-19-010, filed 9/16/83; 79-12-073 (Order 1459), § 
402-19-010, filed 11/30/79, effective 1/1/80. Formerly chapter 402-20 
WAC.] 
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WAC 246-232-010 Exemptions. (1) Source material. 

(a) Any person is exempt from this chapter and chapters 
246-233 and 246-235 WAC to the extent that such person 
receives, possesses, uses, owns, or transfers source material 
in any chemical mixture, compound, solution or alloy in 
which the source material is by weight less than 1/20 of one 
percent (0.05 percent) of the mixture, compound, solution, or 
alloy. 

(b) Any person is exempt from this chapter and chapters 
246-233 and 246-235 WAC to the extent that such person 
receives, possesses, uses or transfers unrefined and unpro- 
cessed ore containing source material: Provided, That, 
except as authorized in a specific license, such person shall 
not refine or process such ore. 

(c) Any person is exempt from this chapter and chapters 
246-233 and 246-235 WAC to the extent that such person 
receives, possesses, uses or transfers: 

(i) Any quantities of thorium contained in: 

(A) Incandescent gas mantles; 

(B) Vacuum tubes; 

(C) Welding rods; 

(D) Electric lamps for illuminating purposes provided 
that each lamp does not contain more than fifty milligrams 
of thorium; 

(E) Germicidal lamps, sunlamps and lamps for outdoor 
or industrial lighting provided that each lamp does not 
contain more than two grams of thorium; 

(F) Rare earth metals and compounds, mixtures, and 
products containing not more than 0.25 percent by weight 
thorium, uranium, or any combination of these; or 

(G) Personnel neutron dosimeters, provided each 
dosimeter does not contain more than 50 milligrams of 
thorium; 

(ii) Source material contained in the following products: 

(A) Glazed ceramic tableware: Provided, That the glaze 
contains not more than twenty percent by weight source 
material; and 

(B) Piezoelectric ceramic containing not more than two 
percent by weight source material; 

(iii) Photographic film, negatives and prints containing 
uranium or thorium; 

(iv) Any finished product or part fabricated of, or 
containing, tungsten-thorium or magnesium-thorium alloys: 
Provided, That the thorium content of the alloy does not 
exceed four percent by weight and that the exemption 
contained in this subparagraph shall not be deemed to 
authorize the chemical, physical or metallurgical treatment 
or processing of any such product or part; 

(v) Depleted uranium contained in counterweights 
installed in aircraft, rockets, projectiles and missiles, or 
stored or handled in connection with installation or removal 
of such counterweights, provided that: 

(A) The counterweights are manufactured in accordance 
with a specific license issued by the United States Nuclear 
Regulatory Commission authorizing distribution by the 
licensee pursuant to 10 CFR Part 40; 

(B) Each counterweight has been impressed with the 
following legend clearly legible through any plating or other 
covering: "DEPLETED URANIUM"*; 

(C) Each counterweight is durably and legibly labeled 
or marked with the identification of the manufacturer and the 
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statement: "UNAUTHORIZED ALTERATIONS РКОНІВІТЕр"*; 
and 
(D) The exemption contained in this subparagraph shall 
not be deemed to authorize the chemical, physical or 
metallurgical treatment or processing of any such counter- 
weight other than repair or restoration of any plating or other 
covering; 
*Note: The requirements specified in (c)(v)(B) and (C) of this subsec- 
tion need not be met by counterweights manufactured prior to 
December 31, 1969: Provided, That such counterweights are 


impressed with the legend, "CAUTION - RADIOACTIVE MATERIAL 
- URANIUM," as previously required by the regulations. 


(vi) Depleted uranium used as shielding constituting part 
of any shipping container which is conspicuously and legibly 
impressed with the legend "CAUTION - RADIOACTIVE SHIELD- 
ING - URANIUM" and the uranium metal is encased in mild 
steel or in an equally fire resistant metal of a minimum wall 
thickness of 3.2 millimeters. 

(vii) Thorium contained in finished optical lenses: 
Provided, That each lens does not contain more than thirty 
percent by weight of thorium, and that the exemption 
contained in this subparagraph shall not be deemed to 
authorize either: 

(A) The shaping, grinding or polishing of such lens or 
manufacturing processes other than the assembly of such 
lens into optical systems and devices without alteration of 
the lens; or 

(B) The receipt, possession, use or transfer of thorium 
contained in contact lenses, or in spectacles, or in eyepieces 
in binoculars or other optical instruments; 

(viii) Uranium contained in detector heads for use in fire 
detection units: Provided, That each detector head contains 
not more than 0.005 microcuries of uranium; or 

(ix) Thorium contained in any finished aircraft engine 
part containing nickel-thoria alloy, provided that: 

(A) The thorium is dispersed in the nickel-thoria alloy 
in the form of finely divided thoria (thorium dioxide); and 

(B) The thorium content in the nickel-thoria alloy does 
not exceed four percent by weight. 

(d) The exemptions in (c) of this subsection do not 
authorize the manufacture of any of the products described. 

(2) Radioactive material other than source material. 

(a) Exempt concentrations. 

(i) Except as provided in (a)(ii) of this subsection any 
person is exempt from this chapter and chapters 246-233 and 
246-235 WAC to the extent that such person receives, 
possesses, uses, transfers, owns or acquires products or 
materials containing radioactive material in concentrations 
not in excess of those listed in WAC 246-232-130, Schedule 
C. 

(ii) No person may introduce radioactive material into 
a product or material, knowing or having reason to believe, 
that it will be transferred to persons exempt under (a)(i) of 
this subsection or equivalent regulations of the United States 
Nuclear Regulatory Commission, any agreement state or 
licensing state, except in accordance with a specific license 
issued pursuant to WAC 246-235-100(1) or the general 
license provided in WAC 246-232-040. 

(b) Exempt quantities. 

(i) Except as provided in (b)(ii) and (iii) of this subsec- 
tion any person is exempt from these regulations to the 
extent that such person receives, possesses, uses, transfers, 
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owns or acquires radioactive material in individual quantities 
each of which does not exceed the applicable quantity set 
forth in WAC 246-232-120, Schedule B. 

(ii) This paragraph, WAC 246-232-010 (2)(b), does not 
authorize the production, packaging or repackaging of 
radioactive material for purposes of commercial distribution, 
or the incorporation of radioactive material into products 
intended for commercial distribution. 

(iii) No person may, for purposes of commercial 
distribution, transfer radioactive material in the individual 
quantities set forth in WAC 246-232-120, Schedule B, 
knowing or having reason to believe that such quantities of 
radioactive material will be transferred to persons exempt 
under (b) of this subsection or equivalent regulations of the 
United States Nuclear Regulatory Commission or any 
agreement state or licensing state, except in accordance with 
a specific license issued by the United States Nuclear 
Regulatory Commission, pursuant to Section 32.18 of 10 
CFR Part 32 or by the department pursuant to WAC 246- 
235-100(2) which license states that the radioactive material 
may be transferred by the licensee to persons exempt under 
(b) of this subsection or the equivalent regulations of the 
United States Nuclear Regulatory Commission or any 
agreement state or licensing state. 

(c) Exempt items. 

(i) Certain items containing radioactive material. Except 
for persons who apply radioactive material to, or persons 
who incorporate radioactive material into the following 
products, any person is exempt from these regulations to the 
extent that person receives, possesses, uses, transfers, owns 
or acquires the following products:* 

*Note; Authority to transfer possession or control by the manufacturer, 
processor, or producer of any equipment, device, commodity, or 
other product containing source material or byproduct material 
whose subsequent possession, use, transfer and disposal by all 
other persons who are exempted from regulatory requirements 


may be obtained only from the United States Nuclear Regulato- 
ry Commission, Washington, D.C. 20555. 


(A) Timepieces or bands or dials containing not more 
than the following specified quantities of radioactive material 
and not exceeding the following specified levels of radiation: 


25 millicuries of tritium per timepiece; 

5 millicuries of tritium per hand; 

15 millicuries of tritium per dial (bezels when used 
shall be considered as part of the dial); 

100 microcuries of promethium - 147 per watch or 200 
microcuries of promethium - 147 per any other 
timepiece; 

20 microcuries of promethium - 147 per watch hand or 
40 microcuries of promethium - 147 per other 
timepiece hand; 

60 microcuries of promethium - 147 per watch dial or 
120 microcuries of promethium - 147 per other 
timepiece dial (bezels when used shall be consid- 
ered as part of the dial); 

The levels of radiation from hands and dials containing 
promethium - 147 will not exceed, when measured 
through 50 milligrams per square centimeter of 
absorber: 

For wrist watches, O.1 millirad per hour at 1 centimeter 
from any surface; 
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For pocket watches, 0.1 millirad per hour at 1 centime- 
ter from any surface; 

For any other timepiece, 0.2 millirad per hour at 10 
centimeters from any surface. 

One microcurie of radium-226 per timepiece in time- 
pieces manufactured prior to the effective date of 
these regulations. 


(B) Lock illuminators containing not more than 15 
millicuries of tritium or not more than 2 millicuries of 
promethium - 147 installed in automobile locks. The levels 
of radiation from each lock illuminator containing promethi- 
um - 147 will not exceed 1 millirad per hour at 1 centimeter 
from any surface when measured through 50 milligrams per 
square centimeter of absorber. 

(C) Precision balances containing not more than 1 
millicurie of tritium per balance or not more than 0.5 
millicurie of tritium per balance part. 

(D) Automobile shift quadrants containing not more 
than 25 millicuries of tritium. 

(E) Marine compasses containing not more than 750 
millicuries of tritium gas and other marine navigational 
instruments containing not more than 250 millicuries of 
tritium gas. 

(F) Thermostat dials and pointers containing not more 
than 25 millicuries of tritium per thermostat. 

(G) Electron tubes: Provided, That each tube does not 
contain more than one of the following specified quantities 
of radioactive material: 

(aa) 150 millicuries of tritium per microwave receiver 
protector tube or 10 millicuries of tritium per any other 
electron tube; 

(bb) 1 microcurie of cobalt-60; 

(cc) 5 microcuries of nickel-63; 

(dd) 30 microcuries of krypton-85; 

(ee) 5 microcuries of cesium-137; 

(ff) 30 microcuries of promethium-147; 

(gg) 1 microcurie of radium-226: 

And provided further, 'That the levels of radiation from each 
electron tube containing radioactive material does not exceed 
1 millirad per hour at 1 centimeter from any surface when 
measured through 7 milligrams per square centimeter of 
absorber.* l 


*Note: For purposes of this subdivision, "electron tubes" include spark 
gap tubes, power tubes, gas tubes including glow lamps, 
receiving tubes, microwave tubes, indicator tubes, pick-up tubes, 
radiation detection tubes, and any other completely sealed tube 
that is designed to conduct or control electrical currents. 


(H) Ionizing radiation measuring instruments containing, 
for purposes of internal calibration or standardization, a 
source of radioactive material not exceeding 0.05 micro- 
curies of americium-241 or the applicable quantity set forth 
in WAC 246-232-120, Schedule B. 

(D Spark gap irradiators containing not more than 1 
microcurie of cobalt-60 per spark gap irradiator for use in 
electrically ignited fuel oil burners having a firing rate of at 
least three gallons (11.4 liters) per hour. 

(ii) Self-luminous products containing radioactive 
material(s). 

(A) Tritium, krypton-85 or promethium-147. Except for 
persons who manufacture, process or produce self-luminous 
products containing tritium, krypton-85 or promethium-147, 
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any person is exempt from these regulations to the extent 
that such person receives, possesses, uses, transfers, owns or 
acquires tritium, krypton-85 or promethium-147 in self- 
luminous products manufactured, processed, produced, 
imported or transferred in accordance with a specific license 
issued by the United States Nuclear Regulatory Commission 
pursuant to Section 32.22 of 10 CFR Part 32, which license 
authorizes the transfer of the product to persons who are 
exempt from regulatory requirements. The exemption in 
(c)(ii) of this subsection does not apply to tritium, krypton- 
85 or promethium-147 used in products for frivolous 
purposes or in toys or adornments. 

(B) Radium-226. Any person is exempt from these 
regulations to the extent that such person receives, possesses, 
uses, transfers or owns articles containing less than 0.1 
microcurie of radium-226 which were manufactured prior to 
October 1983. 

(iii) Gas and aerosol detectors containing radioactive 
material. 

(A) Except for persons who manufacture, process or 
produce gas and aerosol detectors containing radioactive 
material, any person is exempt from these regulations to the 
extent that such person receives, possesses, uses, transfers, 
owns or acquires radioactive material in gas and aerosol 
detectors designed to protect life or property from fires and 
airborne hazards: Provided, That detectors containing 
radioactive material shall have been manufactured, imported, 
or transferred in accordance with a specific license issued by 
the United States Nuclear Regulatory Commission* or an 
agreement state, pursuant to Section 32.26 of 10 CFR Part 
32, or licensing state pursuant to WAC 246-235-100(3), 
which authorizes the transfer of the detectors to persons who 
are exempt from regulatory requirements. 


*Note: Authority to transfer possession or control by the manufacturer, 


processor, or producer of any equipment, device, commodity, or 
other product containing source material or byproduct material 
whose subsequent possession, use, transfer and disposal by all 
other persons are exempted from regulatory requirements may 
be obtained only from the United States Nuclear Regulatory 
Commission, Washington, D.C. 20555. 


(B) Gas and aerosol detectors previously manufactured 
and distributed to general licensees in accordance with a 
specific license issued by an agreement state shall be 
considered exempt under (c)(iii)(A) of this subsection: 
Provided, That the device is labeled in accordance with the 
specific license authorizing distribution of the generally 
licensed device: And provided further, That they meet the 
requirements of WAC 246-235-100(3). 

(C) Gas and aerosol detectors containing naturally 
occurring and accelerator-produced radioactive material 
(NARM) previously manufactured and distributed in accor- 
dance with a specific license issued by a licensing state shall 
be considered exempt under (c)(iii)(A) of this subsection: 
Provided, That the device is labeled in accordance with the 
specific license authorizing distribution of the generally 
licensed device, and provided further that they meet the 
requirements of WAC 246-235-100(3). 

(iv) Resins containing scandium-46 and designed for 
sand consolidation in oil wells. Any person is exempt from 
these regulations to the extent that such person receives, 
possesses, uses, transfers, owns or acquires synthetic plastic 
resins containing scandium-46 which are designed for sand 


(1997 Ed.) 


246-232-010 


consolidation in oil wells. Such resins shall have been 
manufactured or imported in accordance with a specific 
license issued by the United States Nuclear Regulatory 
Commission or shall have been manufactured in accordance 
with the specifications contained in a specific license issued 
by the department or any agreement state to the manufactur- 
er of such resins pursuant to licensing requirements equiva- 
lent to those in Sections 32.16 and 32.17 of 10 CFR Part 32 
of the regulations of the United States Nuclear Regulatory 
Commission. This exemption does not authorize the 
manufacture of any resins containing scandium-46. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-232-010, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as 5 246-232-010, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 87-01- 
031 (Order 2450), § 402-19-190, filed 12/11/86; 83-19-050 (Order 2026), 


$ 402-19-190, filed 9/16/83. Statutory Authority: RCW 70.98.050. 81-01-. 


011 (Order 1570), § 402-19-190, filed 12/8/80. Statutory Authority: RCW 
70.98.080. 79-12-073 (Order 1459), § 402-19-190, filed 11/30/79, effective 
1/1/80. Formerly WAC 402-20-190.] 


WAC 246-232-020 Types of licenses. Licenses for 
radioactive materials are of two types: General and specific. 

(1) General licenses provided in chapter 246-233 WAC 
are effective without the filing of applications with the 
department or the issuance of licensing documents to the 
particular persons, although the filing of a certificate with the 
department may be required by the particular general license. 
The general licensee is subject to all other applicable 
portions of these regulations and any limitations of the 
general license. 

(2) Specific licenses require the submission of an 
application to the department and the issuance of a licensing 
document by the department. The licensee is subject to all 
applicable portions of these regulations as well as any 
limitations specified in the licensing document. (See chapter 
246-235 WAC.) 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-232-020, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-232-020, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 79-12- 


073 (Order 1459), $ 402-19-220, filed 11/30/79, effective 1/1/80. Formerly 
WAC 402-20-020.] 


WAC 246-232-030  Prelicensing inspection. The 
department may verify information contained in applications 
and secure additional information deemed necessary to make 
a reasonable determination as to whether to issue a license 
and whether any special conditions should be attached 
thereto by visiting the facility or location where radioactive 
materials would be possessed or used, and by discussing 
details of the proposed possession or use of the radioactive 
materials with the applicant or representatives designated by 
the applicant. Such visits may be made by the department 
or its duly authorized representatives. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-232-030, filed 12/27/90, effective 1/31/91. Statutory Authority: 


RCW 70.98.080. 79-12-073 (Order 1459), $ 402-19-240, filed 11/30/79, 
effective 1/1/80. Formerly WAC 402-20-200.] 


WAC 246-232-040  Reciprocal recognition of 
licenses. (1) Subject to these regulations, any person who 
holds a specific license from the United States Nuclear 
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Regulatory Commission or any agreement state or licensing 
state, and issued by the agency having jurisdiction where the 
licensee maintains an office for directing the licensed activity 
and at which radiation safety records are normally main- 
tained, is hereby granted a general license to conduct the 
activities authorized in such licensing document within this 
state for a period not in excess of one hundred eighty days 
in that twelve month period which commences the date 
approval is granted, and the appropriate fee received, by the 
department provided that: 

(a) The licensing document does not limit the activity 
authorized by such document to specified installations or 
locations; 

(b) The out-of-state licensee notifies the department in 
writing and pays or has paid the appropriate fee (refer to 
chapter 246-254 WAC), at least three days prior to each 
entry to the state to engage in such activity. The written 
notification must be sent to the Radioactive Materials 
Section, Department of Health, Mailstop LE-13, Olympia, 
Washington 98504 and the fee should be sent to Washington 
State Department of Health, Revenue Accounting, P.O. Box 
1099, Olympia, Washington 98504. Such notification shall 
indicate the location, period, and type of proposed possession 
and use within the state, and shall be accompanied by copies 
of the pertinent licensing documents. If, for a specific case, 
the three-day period would impose an undue hardship on the 
out-of-state licensee, the licensee may, upon telephone 
application to the department (360-753-4481), obtain 
permission to proceed sooner. The department may waive 
the requirement for filing additional written notifications 
during the remainder of the twelve months following the 
receipt of the initial notification from a person engaging in 
activities under the general license provided in this subsec- 
tion; 

(c) The out-of-state licensee complies with all applicable 
regulations of the department and with all the terms and 
conditions of the licensing document, except any such terms 
and conditions which may be inconsistent with applicable 
regulations of the department; 

(d) The out-of-state licensee supplies such other infor- 
mation as the department may request; and 

(e) The out-of-state licensee shall not transfer or dispose 
of radioactive material possessed or used under the general 
license provided in this subsection except by transfer to a 
person: 

(i) Specifically licensed by the department or by the 
United States Nuclear Regulatory Commission, an agreement 
state or a licensing state to receive such material; or 

(ii) Exempt from the requirements for a license for such 
material under WAC 246-232-010 (2)(a). 

(2) Notwithstanding the provisions of subsection (1) of 
this section, any person who holds a specific license issued 
by the United States Nuclear Regulatory Commission, an 
agreement state or a licensing state authorizing the holder to 
manufacture, transfer, install, or service a device described 
in WAC 246-233-020(4) within the areas subject to the 
jurisdiction of the licensing body is hereby granted a general 
license to install, transfer, demonstrate or service a device in 
this state provided that: 

(a) Such person shall file a report with the department 
within thirty days after the end of each calendar quarter in 
which any device is transferred to or installed in this state. 
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Each such report shall identify each general licensee to 
whom such device is transferred by name and address, the 
type of device transferred, and the quantity and type of 
radioactive material contained in the device; 

(b) The device has been manufactured, labeled, installed, 
and serviced in accordance with applicable provisions of the 
specific license issued to such person by the United States 
Nuclear Regulatory Commission, an agreement state or a 
licensing state; 

(c) Such person shall assure that any labels required to 
be affixed to the device under regulations of the authority 
which licensed manufacture of the device bear a statement 
that "Removal of this label is prohibited"; and 

(d) The holder of the specific license shall furnish to 
each general licensee to whom such device is transferred or 
on whose premises such device is installed a copy of the 
general license contained in WAC 246-233-020(4). 

(3) The department may withdraw, limit, or qualify its 
acceptance of any specific license or equivalent licensing 
document issued by another agency, or any product distribut- 
ed pursuant to such licensing document, upon determining 
that such action is necessary in order to prevent undue 
hazard to public health and safety or property. 

[Statutory Authority; RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-232-040, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-232-040, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70,98.080. 87-01- 
031 (Order 2450), § 402-19-250, filed 12/11/86; 83-19-050 (Order 2026), 
§ 402-19-250, filed 9/16/83. Statutory Authority: RCW 70.98.050. 81-01- 
O11 (Order 1570), § 402-19-250, filed 12/8/80. Statutory Authority: RCW 


70.98.080, 79-12-073 (Order 1459), § 402-19-250, filed 11/30/79, effective 
1/1/80. Formerly WAC 402-20-210.] 


WAC 246-232-050 Terms and conditions of licenses. 
(1) Each license issued pursuant to this part shall be subject 
to all the provisions of the act, as now or hereafter in effect, 
and to all rules, regulations, and orders of the department. 

(2) No license issued or granted under chapters 246-233 
and 246-235 WAC and no right to possess or utilize radioac- 
tive material granted by any license issued pursuant to 
chapters 246-233 and 246-235 WAC shall be transferred, 
assigned, or in any manner disposed, either voluntarily or 
involuntarily, directly or indirectly, through transfer of 
control of any license to any person unless the department 
shall, after securing full information find that the transfer is 
in accordance with the provisions of the act, and shall give 
its consent in writing. 

(3) Each person licensed by the department pursuant to 
chapters 246-233 and 246-235 WAC shall confine use and 
possession of the material licensed to the locations and 
purposes authorized by the license. 

(4) Approval of licensee’s procedures by the department 
does not release the licensee from responsibility if adherence 
to these procedures results in undue exposure to individuals 
or loss of control of radioactive material. 

(5) Each licensee shall notify the department of health, 
division of radiation protection, in writing, within five 
working days following the filing of a voluntary or involun- 
tary petition for bankruptcy by or against: 

(a) The licensee; 

(b) A person controlling the licensee or listing the 
license or licensee as property of the estate; or 

(c) An affiliate of the licensee. І 
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(6) This notification must include: 

(a) The bankruptcy court in which the petition for 
bankruptcy was filed; 

(b) The date of the filing of the petition; 

(c) A complete and detailed inventory of all radioactive 
material possessed under the license including nuclide, form, 
activity and planned disposition; 

(d) An estimation of the type and quantities of radioac- 
tive material the licensee plans to continue to receive and/or 
use on a routine basis; 

(e) A description of security and storage for the radioac- 
tive material currently possessed; 

(f) A plan for radioactive waste disposal, the estimated 
completion date(s), and the cost; 

(g) An evaluation of facility and equipment contamina- 
tion, estimate of clean up costs, and a decontamination plan 
which includes a thorough description of how the clean up 
will be funded and how it will be accomplished; 

(h) An organizational chart specifying sole owners, 
partnerships, or officers in the corporation who have legal 
and fiscal responsibilities for the licensee; 

(i) A description of any other changes affecting the 
terms and conditions of the radioactive materials license. 

(7) Each licensee shall notify the department within five 
working days if any items in subsection (6) of this section 
change during bankruptcy proceedings. 

(8) The department will consider clean up costs as part 
of the licensee’s administrative costs if decontamination is 
necessary to comply with these regulations; 

(9) For the purposes of this section, "affiliate" means: 

(a) A person as defined in WAC 246-220-010 that 
directly or indirectly owns, controls, or holds with power to 
vote, twenty percent or more of the outstanding voting 
securities of the licensee (unless that person holds such 
securities (i) in a fiduciary or agency capacity without sole 
discretionary power to vote such securities, or (ii) solely to 
secure a debt, if such person has not in fact exercised such 
power to vote); 

(b) A corporation, twenty percent or more of whose 
outstanding voting securities are directly or indirectly owned, 
controlled, or held with power to vote, by the licensee; 

(c) A person whose business is operated under a lease 
or operating agreement by a licensee, or person substantially 
all of whose property is operated under an operating agree- 
ment with the licensee; or 

(d) A person that operates the business or substantially 
all of the property of the licensee under a lease or operating 
agreement. 

[Statutory Authority; RCW 70.98.050 and 70.98.080. 92-06-008 (Order 
245), § 246-232-050, filed 2/21/92, effective 3/23/92. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-232-050, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 87-01- 
031 (Order 2450), § 402-19-300, filed 12/11/86; 83-19-050 (Order 2026), 
$ 402-19-300, filed 9/16/83. Statutory Authority: RCW 70.98.050. 81-01- 
011 (Order 1570), § 402-19-300, filed 12/8/80. Statutory Authority: RCW 


70.98.080. 79-12-073 (Order 1459), $ 402-19-300, filed 11/30/79, effective 
1/1/80.) 


WAC 246-232-060 Termination of licenses. (1) 
Each specific licensee shall immediately notify the depart- 
ment in writing when the licensee decides to permanently 
discontinue all activities involving materials authorized under 
the license and request termination of the license. This 
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notification and request for termination of the license must 
include the reports and information specified in subsection 
(3) (c) and (d) of this section. The licensee is subject to the 
provisions of subsections (3) and (4) of this section, as 
applicable. 

(2) No less than thirty days before the expiration date 
specified in a specific license, the licensee shall either: 

(a) Submit an application for license renewal under 
WAC 246-235-050; or 

(b) Notify the department in writing if the licensee 
decides not to renew the license. 

(3) If a licensee does not submit an application for 
license renewal under WAC 246-235-050, the licensee shall 
on or before the expiration date specified in the license: 

(a) Terminate use of byproduct material; 

(b) Properly dispose of byproduct material; 

(c) Submit a completed departmental form "Certificate 
of disposition of radioactive material"; and 

(d) Submit a radiation survey report to confirm the 
absence of radioactive materials or establish the levels of 
radioactive contamination, unless the department determines 
a radiation survey report is not necessary. 

(i) If no radioactive contamination attributable to 
activities conducted under the license is detected, the 
licensee shall submit a certification that no detectable 
radioactive contamination was found. If the information 
submitted under this paragraph and subsection (3) (c) and (d) 
of this section is adequate, the department will notify the 
licensee in writing that the license is terminated. 

(ii) If detectable levels of radioactive contamination 
attributable to activities conducted under the license are 
found, the license continues in effect beyond the expiration 
date, if necessary, with respect to possession of residual 
radioactive material present as contamination until the 
department notifies the licensee in writing that the license is 
terminated. During this time, the licensee is subject to the 
provisions of subsection (4) of this section. In addition to 
the information submitted under subsection (3)(c) and (d) of 
this section, the licensee shall submit a plan for decontami- 
nation, if necessary. 

(4) Each licensee who possesses residual byproduct 
material under subsection (3)(d)(ii) of this section, following 
the expiration of the facility and/or equipment date specified 
in the license, shall: 

(a) Be limited to actions, involving radioactive material 
related to decontamination and preparation for release for 
unrestricted use; and 

(b) Continue to control entry to restricted areas until 
they are suitable for release for unrestricted use and the 
department notifies the licensee in writing that the license is 
terminated. The guidance contained in WAC 246-232-140, 
Schedule D, shall be used in making this determination. 

(5) Each general licensee licensed under the provisions 
of WAC 246-233-020(8), shall immediately notify the 
department in writing when the licensee decides to discontin- 
ue all activities involving radioactive materials authorized 
under the general license. Such notification shall include a 
description of how the generally licensed material was 
disposed and the results of facility surveys, if applicable, to 
confirm the absence of radioactive materials. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), 8 246-232-060, filed 7/24/91, effective 8/24/91. Statutory Authority: 
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RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-232-060, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 83-19- 
050 (Order 2026), 8 402-19-330, filed 9/16/83.] 


WAC 246-232-070 Modification and revocation of 
licenses. (1) The terms and conditions of all licenses shall 
be subject to amendment, revision, or modification, or the 
license may be suspended or revoked by reason of amend- 
ments to the act, or by reason of rules, regulations, and 
orders issued by the department. 

(2) Any license may be revoked, suspended, or modi- 
fied, in whole or in part, for any material false statement in 
the application or any statement of fact required under 
provisions of the act, or because of conditions revealed by 
such application or statement of fact or any report, record, or 
inspection or other means which would warrant the depart- 
ment to refuse to grant a license on an original application, 
or for violation of, or failure to observe any of the terms and 
conditions of the act, or of the license, or of any rule, 
regulation, or order of the department. 

(3) Except in cases of willful disregard for the regula- 
tions or applicable license conditions or those in which the 
public health, interest, or safety requires otherwise, no 
license shall be modified, suspended, or revoked unless, 
prior to the institution of proceedings therefore, facts or 
conduct which may warrant such action shall have been 
called to the attention of the licensee in writing and the 
licensee shall have been accorded an opportunity to demon- 
strate or achieve compliance with all lawful requirements. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as $ 246-232-070, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.080. 87-01-031 (Order 2450), $ 402-19-350, filed 12/11/86; 
83-19-050 (Order 2026), § 402-19-350, filed 9/16/83; 79-12-073 (Order 
1459), § 402-19-350, filed 11/30/79, effective 1/1/80. Formerly WAC 402- 
20-180.] 


WAC 246-232-080 Transfer of material. (1) No 
licensee shall transfer radioactive material except as autho- 
rized pursuant to this section. 

(2) Except as otherwise provided in the license and 
subject to the provisions of this section, any licensee may 
transfer radioactive material: 

(a) To the department. A licensee may transfer material 
to the department only after receiving prior approval from 
the department; 

(b) To the United States Department of Energy; 

(c) To any person exempt from the regulations in this 
part to the extent permitted under such exemption; 

(d) To any person authorized to receive such material 
under terms of a general license or its equivalent, or a 
specific license or equivalent licensing document, issued by 
the department, the United States Nuclear Regulatory 
Commission, any agreement state or any licensing state, or 
to any person otherwise authorized to receive such material 
by the federal government or any agency thereof, the 
department, any agreement state or any licensing state; or 

(e) As otherwise authorized by the department in 
writing. 

(3) Before transferring radioactive material to a specific 
licensee of the department, the United States Nuclear 
Regulatory Commission, an agreement state or a licensing 
state, or to a general licensee who is required to register with 
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the department, the United States Nuclear Regulatory 
Commission, an agreement state or a licensing state prior to 
receipt of the radioactive material, the licensee transferring 
the material shall verify that the transferee's license authoriz- 
es the receipt of the type, form, and quantity of radioactive 
material to be transferred. 

(4) The following methods for the verification required 
by subsection (3) of this section are acceptable: 

(a) The transferor may obtain for possession, and read, 
a current copy of the transferee's specific license or registra- 
tion certificate; 

(b) The transferor may obtain for possession a written 
certification from the transferee that the transferee is autho- 
rized by license or registration certificate to receive the type, 
form, and quantity of radioactive material to be transferred, 
specifying the license or registration certificate number, 
issuing agency, and expiration date; 

(c) For emergency shipments the transferor may accept 
oral certification by the transferee that the transferee is 
authorized by license or registration certificate to receive the 
type, form, and quantity of radioactive material to be 
transferred, specifying the license or registration certificate 
number, issuing agency, and expiration date: Provided, That 
the oral certification is confirmed in writing within ten days; 

(d) The transferor may obtain other sources of informa- 
tion compiled by a reporting service from official records of 
the department, the United States Nuclear Regulatory 
Commission, the licensing agency of an agreement state or 
a licensing state as to the identity of licensees and the scope 
and expiration dates of licenses and registration; or 

(e) When none of the methods of verification described 
in subsection (4) of this section are readily available or when 
a transferor desires to verify that information received by 
one of such methods is correct or up-to-date, the transferor 
may obtain and record confirmation from the department, the 
United States Nuclear Regulatory Commission, or the 
licensing agency of an agreement state or a licensing state 
that the transferee is licensed to receive the radioactive 
material. 

(5) Preparation for shipment and transport of radioactive 
material shall be in accordance with the provisions of WAC 
246-232-090. 

(6) The requirements of subsection (4) of this section 
notwithstanding, no verification is required when returning 
used, unused or decayed sources of radiation to the original 
manufacturer, (e.g., industrial radiography sources, telethera- 
py sources, portablemoisture/density gauge sources, fixed 
gauge sources, and Mo-99/Tc-99m generators). 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), 8 246-232-080, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246-232-080, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 87-01- 
031 (Order 2450), § 402-19-400, filed 12/11/86. Statutory Authority: RCW 
70.98.050. 81-01-011 (Order 1570), $ 402-19-400, filed 12/8/80. Statutory 
Authority: RCW 70.98.080, 79-12-073 (Order 1459), § 402-19-400, filed 
11/30/79, effective 1/1/80. Formerly WAC 402-20-170.] 


WAC 246-232-090 Transportation. (1) Transporta- 
tion of radioactive material; No person shall deliver 
radioactive material to a carrier for transport or transport 
radioactive material except as authorized in a general or 
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specific license issued by the department or as exempted in 
subsection (2) of this section. 

(2) Exemptions. 

(a) Common and contract carriers, freight forwarders, 
and warehousemen who are subject to the rules and regula- 
tions of the United States Department of Transportation (49 
CFR Parts 170 through 189) or the United States Postal 
Service (Domestic Mail Manual, Section 124.3 incorporated 
by reference, 39 CFR 111.11 (1974)) are exempt from this 
section to the extent that they transport or store radioactive 
material in the regular course of their carriage for another or 
storage incident thereto. Common and contract carriers who 
are not subject to the rules and regulations of the United 
States Department of Transportation or United States Postal 
Service are subject to subsection (1) of this section and other 
applicable sections of these regulations. 

(b) Physicians, as defined in WAC 246-220-010, are 
exempt from the requirements of this section only to the 
extent that they transport radioactive material for emergency 
use in the practice of medicine. 

(c) Specific licensees are exempt from this section to the 
extent that they deliver to a carrier for transport packages 
each of which contains no radioactive material having a 
specific activity in excess of 0.002 microcurie per gram. 

(d) Any licensee who delivers radioactive material to a 
carrier for transport, where such transport is subject to the 
regulations of the United States Postal Service, is exempt 
from the provisions of subsection (1) of this section. 

(3) General licenses for carriers. 

(a) A general license is hereby issued to any common 
or contract carrier not exempted under subsection (2) of this 
section to receive, possess, transport and store radioactive 
material in the regular course of their carriage for another or 
storage incident thereto, provided the transportation and 
storage is in accordance with the applicable requirements of 
the regulations, appropriate to the mode of transport, of the 
United States Department of Transportation. 

(b) A general license is hereby issued to any private 
carrier to transport radioactive material, provided the 
transportation is in accordance with the applicable require- 
ments of the regulations, appropriate to the mode of trans- 
port, of the United States Department of Transportation 
insofar as such regulations relate to the loading and storage 
of packages, placarding of the transporting vehicle, shipping 
papers, and incident reporting.! 

(c) Persons who transport radioactive material pursuant 
to the general licenses in (a) or (b) of this subsection are 
exempt from the requirements of chapters 246-221 and 246- 
222 W AC of these regulations to the extent that they 
transport radioactive material. 

(4) Preparation of radioactive material for transport. 
A general license is hereby issued to deliver radioactive 
material to a carrier? for transport provided that: 

(a) The licensee complies with the applicable require- 
ments of the regulations, appropriate to the mode of trans- 
port, of the United States Department of Transportation 
insofar as such regulations relate to the packaging of 
radioactive material, to shipping papers, and to the monitor- 
ing, marking and labeling of those packages. 

(b) The licensee has established procedures for opening 
and closing packages in which radioactive material is 
transported to provide safety and to assure that, prior to the 
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delivery to a carrier for transport, each package is properly 
closed for transport. 

(c) Prior to delivery of a package to a carrier for trans- 
port, the licensee shall assure that any special instructions 
needed to safely open the package are sent to or have been 
make [made] available to the consignee. 

(d) In addition to the requirements of the United States 
Department of Transportation, each package of Type A or 
Type B quantity radioactive material prepared for shipment 
must have the innermost container labeled as to the isotope, 
chemical form, number of curies or subunits thereof, and 
date of determination of activity and each innermost contain- 
er shall be tested to assure that the container is properly 
sealed and that contamination which would cause undue 
hazard to public health and safety or property is not present 
prior to transportation. This requirement does not apply to 
properly packaged shipments of radioactive waste consigned 
to a commercial low level waste burial facility. 

(5) Transport of nuclear waste—Advance notification 
requirement. Prior to the transport of any nuclear waste 
outside of the confines of the licensee's plant or other place 
of use or storage, or prior to the delivery of any nuclear 
waste to a carrier for transport, each licensee shall comply 
with the procedures in this subsection for advance notifica- 
tion to the governor of a state or the governor's designee for 
the transport of nuclear waste to, through, or across the 
boundary of the state. 

(a) Where, when, and how advance notification must be 
sent. The notification required by subsection (5) of this 
section must be made in writing to the office of each 
appropriate governor or governor's designee and to the 
director of the appropriate Nuclear Regulatory Commission 
Regional Office. A notification delivered by mail must be 
postmarked at least seven days before the beginning of the 
seven-day period during which departure of the shipment is 
estimated to occur. A notification delivered by messenger 
must reach the office of the governor or of the governor's 
designee at least four days before the beginning of the 
seven-day period during which departure of the shipment is 
estimated to occur. A list of the mailing addresses of the 
governors and governors' designees is available upon request 
from the Director, Office of State Programs, U.S. Nuclear 
Regulatory Commission, Washington, D.C. 20555. A copy 
of the notification shall be retained by the licensee as a 
record for one year. 

(b) Information to be furnished in advance notification 
of shipment. Each advance notification of shipments of 
nuclear waste must contain the following information: 

(i) The name, address, and telephone number of the 
shipper, carrier, and receiver of the nuclear waste shipment; 

(1) A description of the nuclear waste contained in the 
shipment as required by the regulations of the U.S. Depart- 
ment of Transportation in 49 CFR $8 172.202 and 
172.203(d); 

(iii) The point of origin of the shipment, and the seven- 
day period during which departure of the shipment is 
estimated to occur; 

(iv). The seven-day period during which arrival of the 
shipment at state boundaries is estimated to occur; 

(v) The destination of the shipment, and the seven-day 
period during which arrival of the shipment is estimated to 
Occur; and 
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(vi) A point of contact with a telephone number for 
current shipment information. 

(c) Revision notice. A licensee who finds that schedule 
information previously furnished to a governor or governor’s 
designee in accordance with (a) and (b) of this subsection 
will not be met, shall telephone a responsible individual in 
the office of the governor of the state or of the governor’s 
designee and inform that individual of the extent of the delay 
relative to the schedule originally reported in writing under 
the provisions of (a) and (b) of this subsection. The licensee 
shall maintain a record of the name of the individual 
contacted for one year. 

(d) Cancellation notice. Each licensee who cancels a 
nuclear waste shipment for which advance notification has 
been sent as required by this subsection shall send a 
cancellation notice to the governor of each state or the gov- 
ernor's designee previously notified and to the director of the 
appropriate Nuclear Regulatory Commission Inspection and 
Enforcement Regional Office. The notice shall state that it 
is a cancellation and shall identify the advance notification 
which is being cancelled. A copy of the notice shall be 
retained by the licensee as a record for one year. 

l Any notification of incidents referred to in those requirements shall 
be filed with, or made to, the department. : ; 

For the purpose of this regulation, licensees who transport their own 


licensed material as private carriers are considered to have delivered such 
material to a carrier for transport. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-232-090, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246-232-090, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 83-19- 
050 (Order 2026), § 402-19-500, filed 9/16/83. Statutory Authority: RCW 
70.98.050. 81-01-011 (Order 1570), $ 402-19-500, filed 12/8/80. Statutory 
Authority: RCW 70.98.080. 79-12-073 (Order 1459), $ 402-19-500, filed 
11/30/79, effective 1/1/80. Formerly WAC 402-20-220.] 


WAC 246-232-120 Schedule B, exempt quantities of 
radioactive materials. (See also WAC 246-232-010 (2)(b).) 


Radioactive Material Microcuries 
Antimony-122 (Sb-122) 100 
Antimony-124 (Sb-124) 10 
Antimony-125 (Sb-125) 10 
Arsenic-73 (As-73) 100 
Arsenic-74 (As-74) 10 
Arsenic-76 (As-76) 10 
Arsenic-77 (As-77) 100 
Barium-131 (Ba-131) 10 
Barium-133 (Ba-133) 10 
Barium-140 (Ba-140) 10 
Bismuth-210 (Bi-210) 1 
Bromine-82 (Br-82) 10 
Cadmium-109 (Cd-109) 10 
Cadmium-115m (Cd-115m) 10 
Cadmium-115 (Cd-115) 100 
Calcium-45 (Ca-45) 10 
Calcium-47 (Ca-47) 10 
Carbon-14 (C-14) 100 
Cerium-141 (Ce-141) 100 
Cerium-143 (Ce-143) 100 
Cerium-144 (Ce-144) 1 
Cesium-129 (Cs-129) 100 
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Cesium-131 (Cs-131) 
Cesium-134m (Cs-134m) 
Cesium-134 (Cs-134) 
Cesium-135 (Cs-135) 
Cesium-136 (Cs-136) 
Cesium-137 (Cs-137) 
Chlorine-36 (СІ-36) 
Chlorine-38 (СІ-38) 
Chromium-51 (Cr-51) 
Cobalt-57 (Co-57) 
Cobalt-58m (Co-58m) 
Cobalt-58 (Co-58) 
Cobalt-60 (Co-60) 
Copper-64 (Cu-64) 
Dysprosium-165 (Dy-165) 
Dysprosium-166 (Dy-166) 
Erbium-169 (Er-169) 
Erbium-171 (Er-171) 
Europium-152 (Eu-152) 9.2h 
Europium-152 (Eu-152) 13 yr 
Europium-154 (Eu-154) 
Europium-155 (Eu-155) 
Fluorine-18 (F-18) 
Gadolinium-153 (Gd-153) 
Gadolinium-159 (Gd-159) 
Gallium-67 (Ga-67) 
Gallium-72 (Ga-72) 
Germanium-71 (Ge-71) 
Gold-198 (Au-198) 
Gold-199 (Au-199) 
Hafnium-181 (Hf-181) 
Holmium-166 (Ho-166) 
Hydrogen-3 (H-3) 
Indium-111 (In-111) 
Indium-113m (In-113m) 
Indium-114m (In-114m) 
Indium-115m (In-115m) 
Indium-115 (In-115) 
Iodine-123 (1-123) 
Iodine-125 (1-125) 
Iodine-126 (1-126) 
Iodine-129 (1-129) 
Iodine-131 (1-131) 
Iodine-132 (1-132) 
Iodine-133 (1-133) 
Iodine-134 (1-134) 
Iodine-135 (1-135) 
Tridium-192 (Ir-192) 
Tridium-194 (Ir-194) 
Iron-52 (Fe-52) 

Iron-55 (Fe-55) 

Iron-59 (Fe-59) 
Krypton-85 (Kr-85) 
Krypton-87 (Kr-87) 
Lanthanum-140 (La-140) 
Lutetium-177 (Lu-177) 
Manganese-52 (Mn-52) 
Manganese-54 (Mn-54) 
Manganese-56 (Mn-56) 
Mercury-197m (Hg-197m) 
Mercury-197 (Hg-197) 
Mercury-203 (Hg-203) 
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Molybdenum-99 (Mo-99) 


— Neodymium-147 (Nd-147) 


Neodymium-149 (Nd-149) 
Nickel-59 (Ni-59) 
Nickel-63 (Ni-63) 
Nickel-65 (Ni-65) 
Niobium-93m (Nb-93m) 
Niobium-95 (Nb-95) 
Niobium-97 (Nb-97) 
Osmium-185 (Os-185) 
Osmium-191m (Os-191m) 
Osmium-191 (Os-191) 
Osmium-193 (Os-193) 
Palladium-103 (Pd-103) 
Palladium-109 (Pd-109) 
Phosphorus-32 (P-32) 
Platinum-191 (Pt-191) 
Platinum-193m (Pt-193m) 
Platinum-193 (Pt-193) 
Platinum-197m (Pt-197m) 
Platinum-197 (Pt-197) 
Polonium-210 (Po-210) 
Potassium-42 (K-42) 
Potassium-43 (K-43) 


Praseodymium-142 (Pr-142) 
Praseodymium-143 (Pr-143) 


Promethium-147 (Pm-147) 
Promethium-149 (Pm-149) 
Radium-226 (Ra-226) 
Rhenium-186 (Re-186) 
Rhenium-188 (Re-188) 


Rhodium-103m (Rh-103m) 


Rhodium-105 (Rh-105) 
Rubidium-81 (Rb-81) 
Rubidium-86 (Rb-86) 
Rubidium-87 (Rb-87) 
Ruthenium-97 (Ru-97) 
Ruthenium-103 (Ru-103) 
Ruthenium-105 (Ru-105) 
Ruthenium-106 (Ru-106) 
Samarium-151 (Sm-151) 
Samarium-153 (Sm-153) 
Scandium-46 (Sc-46) 
Scandium-47 (Sc-47) 
Scandium-48 (Sc-48) 
Selenium-75 (Se-75) 
Silicon-31 (Si-31) 
Silver-105 (Ag-105) 
Silver-110m (Ag-110m) 
Silver-111 (Ag-111) 
Sodium-22 (Na-22) 
Sodium-24 (Na-24) 
Strontium-85 (Sr-85) 
Strontium-89 (Sr-89) 
Strontium-90 (Sr-90) 
Strontium-91 (Sr-91) 
Strontium-92 (Sr-92) 
Sulphur-35 (S-35) 
Tantalum-182 (Ta-182) 
Technetium-96 (Tc-96) 


Technetium-97m (Tc-97m) 


Technetium-97 (Tc-97) 
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100 
100 


Technetium-99m (Tc-99m) 
Technetium-99 (Tc-99) 


Tellurium-125m (Te-125m) 
Tellurium-127m (Te-127m) 


Tellurium-127 (Те-127) 


Tellurium-129m (Te-129m) 


Tellurium-129 (Te-129) 


Tellurium-131m (Te-131m) 


Tellurium-132 (Te-132) 
Terbium-160 (Tb-160) 
Thallium-200 (ТІ-200) 
Thallium-201 (ТІ-201) 
Thallium-202 (T1-202) 
Thallium-204 (T1-204) 
Thulium-170 (Tm-170) 
Thulium-171 (Tm-171) 
Tin-113 (Sn-113) 
Tin-125 (Sn-125) 
Tungsten-181 (W-181) 
Tungsten-185 (W-185) 
Tungsten-187 (W-187) 
Vanadium-48 (V-48) 
Xenon-131m (Xe-131m) 
Xenon-133 (Xe-133) 
Xenon-135 (Xe-135) 
Ytterbium-169 (Yb-169) 
Ytterbium-175 (Yb-175) 
Yttrium-87 (Y-87) 
Yttrium-90 (Y-90) 
Yttrium-91 (Y-91) 
Yttrium-92 (Y-92) 
Yttrium-93 (Y-93) 
Zinc-65 (Zn-65) 
Zinc-69m (Zn-69m) 
Zinc-69 (Zn-69) 
Zirconium-93 (Zr-93) 
Zirconium-95 (Zr-95) 
Zirconium-97 (Zr-97) 


246-232-120 


100 
10 


Any radioactive material not listed above other than alpha 
emitting radioactive material 


[Statutory Authority; RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-232-120, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as 5 246-232-120, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080, 83-19- 
050 (Order 2026), 8 402-19-550, filed 9/16/83; 79-12-073 (Order 1459), 8 
402-19-550, filed 11/30/79, effective 1/1/80. Formerly WAC 402-20-240.] 


0.1 


WAC 246-232-130 Schedule C, exempt concentra- 


tions. (See WAC 246-232-010 (2)(a).) 


Element (atomic 
number) 

Isotope 

Antimony (51) Sb-122 
Sb-124 
Sb-125 

Argon (18) Ar-37 
Аг-41 

Arsenic (33) As-73 
As-74 
As-76 
As-77 


Column I 
Gas con- 
centra- 
tion 1 
pCi/ml 


1x03 
4x10 


Column II 


tration 
pCi/ml 


3x10, 
2x10. 
1x10 


5x10 
5x10 
2x10. 
8x10 


+ + + 
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Barium (56) 
Beryllium (4) 
Bismuth (83) 
Bromine (35) 
Cadmium (48) 
Calcium (20) 
Carbon (6) 
Cerium (58) 
Cesium (55) 


Chlorine (17) 
Chromium (24) 
Cobalt (27) 


Copper (29) 
Dysprosium (66) 
Erbium (68) 
Europium (63) 
Fluorine (9) 
Gadolinium (64) 
Gallium (31) 


Germanium (32) 
: Gold (79) 


Hafnium (72) 
Hydrogen (1) 
Indium (49) 


Iodine (53) 


Iridium (77) 


Tron (26) 
Krypton (36) 
Lanthanum (57) 
Lead (82) 


Lutetium (71) 
Manganese (25) 


Mercury (80) 
Molybdenum (42) 
Neodymium (60) 
Nickel (28) 
Niobium 
(Columbium)(41) 


Osmium (76) 


Palladium (46) 


Phosphorus (15) 
Platinum (78) 


Potassium (19) 
Praseodymium (59) 


Ba-131 
Ba-140 
Be-7 
Bi-206 
Br-82 
Cd-109 
Cd-115m 
Cd-115 
Ca-45 
Ca-47 
C-14 
Ce-141 
Ce-143 
Ce-144 
Cs-131 
Cs-134m 
Cs-134 
CI-38 
Cr-51 
Co-57 
Co-58 
Co-60 
Cu-64 
Dy-165 
Dy-166 
Er-169 
Er-171 
Eu-152 
(9.2 h) 
Eu-155 
F-18 
Gd-153 
Gd-159 
Ga-72 
Ge-71 
Au-196 
Au-198 
Au-199 
Hf-181 
H-3 
In-113m 
In-114m 
I-125 
1-126 
1-131 
1-132 
1-133 
1-134 
Ir-190 
11-192 
11-194 
Fe-55 
Fe-59 
Kr-85m 
Kr-85 
La-140 
Pb-203 
Lu-177 
Mn-52 
Mn-54 
Mn-56 
Hg-197m 
Hg-197 
Hg-203 
Mo-99 
Nd-147 
Nd-149 
Ni-65 


"Nb-95 


Nb-97 
Os-185 
Os-191m 
Os-191 
Os-193 
Pd-103 
Pd-109 
P-32 


4х1 07 


1x10 


9x1 gt 


2x10 


1x10 
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Pt-191 
Pt-193m 
Pt-197m 
Pt-197 
K-42 
Pr-142 
Pr-143 
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2x10 Promethium (61) Pm-147 2103 
3x10» Pm-149 4x10 
2x10 4 Radium (88) Ra-226 1x10 7 
4x10 5 Ra-228 3x10 3 
3x10 5 Rhenium (75) Re-183 6x10. 4 
2х104 Ке-186 9x10; 
3x10 4 Re-188 6x10 ; 
3x10 5 Rhodium (45) Rh-103m 1х10 5 
910% Rh-105 15107 
5x10, Rubidium Rb-86 1x103 
8x10 4 Ruthenium (44) Ru-97 4x10. 4 
9x10 4 Ru-103 8x10 4 
4x10 4 Ru-105 1х10 4 
110, Ки-106 110, 
2x10 5 Samarium (62) Sm-153 8x10 4 
6x10 5 Scandium (21) Sc-46 4x10 4 
9x10 5 Sc-47 9x10 4 
4x10 5 Sc-48 3x10 4 
2x10 3 Selenium (34) Se-75 3x10 3 
5x10 5 Silicon (14) Si-31 9x10 5 
1x104 Silver (47) Ag-105 1x10 4 
5x10 5 Ag-110m 3x10 4 
3x103 Ag-111 41075 
4x10 4 Sodium (11) Na-24 2x10 5 
4x10 4 Strontium (38) Sr-85 110% 
9x10 3 Sr-89 1x10 4 
1x107 Sr-91 7х1074 
6х10 51-92 4 107 

3 Sulfur (16) 8-35 9x10 6x10 4 
2x10 3 Tantalum (73) Ta-182 4x10 
8x10 3 Technetium (43) Tc-96m 110; 
2х 10% Тс-96 1x103 
8x10 4 Tellurium (52) Te-125m 2x10 4 
4x10 5 Te-127m 6x10 4 
2x10 4 Te-127 3x10 4 
2x10 Te-129m 3x10; 
5x10 з Te-131m 6x10 4 
2x10 4 Te-132 3x10 4 
7x10 3 Terbium (65) Tb-160 4x10 5 
3x10» Thallium (81) T1-200 4x10 5 
1х1074 TI-201 3x10; 
2x10 5 TI-202 1x10 5 
2x10 5 ТІ-204 110% 
2х10% Thulium (69) Tm-170 5x10, 
2x10 4 Tm-171 5x10. 
6x10 ; Tin (50) Sn-113 9x10 47 
7x10 5 Sn-125 2x10 
Ix1 0; Tungsten 3 
2x10 "n (Wolfram) (74) W-181 4x10 4 
4x10 4 W-187 7x10 4 
3x10 4 Vanadium (23) V-48 -6 3x10 
8104 Хепоп (54) Xe-131m 4x10 7 
6x10 Xe-133 3x10 6 

6 Xe-135 1x10 3 
3x10. 4 Ytterbium (70) Yb-175 1x10 4 
2x10 5 Yttrium (39) Y-90 2x10 > 
4x10 5 Y-91m 3x10 4 
1x10 4 Y-91 3x10 4 
3x10, Y-92 6x10 4 
1x10, Y-93 3x10 7 
1x10 3 Zinc (30) Zn-65 1x10 4 
2x10 5 Zn-69m 7x103 
3x10 Zn-69 2x107 
2x10 5 Zirconium (40) Zr-95 6x10 4 
2x10. 4 Zr-97 2x10 
6x107 
3x10 5 Beta and/or gamma emitting 
1x10 radioactive material not 

3 listed above with half-life 10 6 
1x10 3 less than 3 years 1x10 1x10 
9x10, 
7x10 
3x102 Notes: 
2104 l Values are given in Column I only for those materials normally used 
4103 as gases 
9104 uCi/gm for solids 
193 Note 1: Many radioisotopes disintegrate into isotopes which are also 
1x102 radioactive. In expressing the concentrations in Schedule C the 
1x102 activity stated is that of the parent isotope and takes into 
1x103 account the daughters. 
2104 Note 2: For purposes of WAC 246-232-010(2) where there is involved 
3x104 a combination of isotopes, the limit for the combination should 
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be derived as follows: Determine for each isotope in the 
product the ratio between the concentration present in the 
product and the exempt concentration established in Schedule C 
for the specific isotope when not in combination. The sum of 
such ratios may not exceed "1" (i.e., unity). 


Example: 


Concentration of Isotope A in Product 


Exempt concentration of Isotope A 
+ 


Concentration of Isotope B in Product 


Exempt concentration of Isotope B 
<1 


WAC 246-232-140 Schedule D. 


246-232-130 


Note 3: For the purpose of determining concentration in a product or 
device, the total quantity of radioactive material present is 
divided by only that weight or volume of the discrete part or 
component throughout which the radioactive material is relative- 
]y uniformly distributed. If the weight or volume of this part or 
component cannot be determined then the product or device 
should be evaluated on the basis of the total quantity of 
radioactive material present. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-232-130, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040, 91-02-049 (Order 121), recodified as § 246-232-130, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 87-01- 
031 (Order 2450), § 402-19-580, filed 12/11/86; 83-19-050 (Order 2026), 
§ 402-19-580, filed 9/16/83; 79-12-073 (Order 1459), § 402-19-580, filed 
11/30/79, effective 1/1/80. Formerly WAC 402-20-250.] 


ACCEPTABLE SURFACE CONTAMINATION LEVELS 


NUCLIDES A AVERAGE B CF 


U-nat, U-235, U-238, and 
associated decay products 


Transuranics, Ra-226, Ra-228, 100 dpm/100 cm2 
Th-230, Th-228, Pa-231, 
Ac-227, I-125, I-129 


Th-nat, Th-232, Sr-90, 
Ra-223, Ra-224, U-232, I-126, 
1-131, 1-133 


Beta-gamma emitters (nuclides 5000 dpm By/100 cm2 
with decay modes other than 

alpha emission or spontaneous 

fission) except SR-90 and 

others noted above 


5,000 dpm 0/100 cm2 


1000 dpm/100 cm2 


A Where surface contamination by both alpha- and beta-gamma-emitting 
nuclides exists, the limits established for alpha- and beta-gamma- 
emitting nuclides should apply independently. 


B As used in this table, dpm (disintegrations per minute) means the rate 
of emission by radioactive material as determined by correcting the 
counts per minute observed by an appropriate detector for background, 
efficiency, and geometric. factors associated with the instrumentation. 


C Measurements of average contaminant should not be averaged over 
more than 1 square meter. For objects of less surface area, the 
average should be derived for each such object. 


D The mayimum contamination level applies to an area of not more than 
100 cm'. 


E The amount of removable radioactive material per 100 cm? of surface 
area should be determined by wiping that area with dry filter or soft 
absorbent paper, applying moderate pressure, and assessing the 
amount of radioactive material on the wipe with an appropriate 
instrument of known efficiency. When removable contamination on 
objects of less surface area is determined, the pertinent levels should 
be reduced proportionally and the entire surface should be wiped. ` 


F The average and maximum radiation levels associated with surface 
contamination resulting from beta-gamma emitters should not exceed 
0.2 mrad/hr at! cm and 1.0 mrad/hr at 1 cm, respectively, measured 
through not more than 7 milligrams per square centimeter of total 
absorber. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-232-140, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.080. 87-01-031 (Order 2450), $ 402-19-590, filed 12/11/86; 
83-19-050 (Order 2026), § 402-19-590, filed 9/16/83.] 
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REMOVABLEB E F 
WIPE LIMITS 


1,000 dpm o/100 cm2 


MAXIMUM B D F 
15,000 dpm 07100 cm2 


300 dpm/100 cm2 20 dpm/100 cm2 


3000 dpm/100 cm2 200 dpm/100 cm2 


15,000 dpm By/100 cm2 1000 dpm By/100 cm2 


WAC 246-232-990 Fees. Fees are required from all 
applicants, licensees, or registrants. Chapter 246-254 WAC 
specifies fees for users of radiation subject to regulation 
under chapters 246-220 through 246-255 WAC. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), $ 246-232-990, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246-232-990, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 83-19- 
050 (Order 2026), § 402-19-370, filed 9/16/83; 79-12-073 (Order 1459), § 
402-19-370, filed 11/30/79, effective 1/1/80.] 


Chapter 246-233 WAC 
RADIOACTIVE MATERIALS—GENERAL 


LICENSES 
WAC 
246-233-001 Purpose and scope. 
246-233-010 General licenses—Source material. 
246-233-020 General licenses—Radioactive material other than 


source material. 


WAC 246-233-001 Purpose and scope. This chapter 
establishes general licenses for the possession and use of 
radioactive material contained in certain items and a general 
license for ownership of radioactive material. Chapter 246- 
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232 WAC also contains provisions applicable to the subject 
matter of this part. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-233-001, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as 5 246-233-001, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 79-12- 
073 (Order 1459), § 402-21-010, filed 11/30/79, effective 1/1/80. Formerly 
chapter 402-20 WAC.] 


WAC 246-233-010 General licenses—Source 
material. (1) A general license is hereby issued authorizing 
use, possession, and transfer of not more than fifteen pounds 
of source material at any one time by persons in the follow- 
ing categories: 

(a) Pharmacists using the source material solely for the 
preparation of medicinal compounds; 

(b) Physicians using the source material for medicinal 
purposes; 

(c) Persons receiving possession of source material from 
pharmacists and physicians in the form of medicinals or 
drugs; 

(d) Commercial and industrial firms, and research, 
educational, and medical institutions, and state and local 
government agencies for research, development, educational, 
operational, or commercial purposes: And provided, That no 
such person shall, pursuant to this general license, receive 
more than a total of one hundred fifty pounds of source 
material in any one calendar year. 

(2) Persons who receive, possess, use, or transfer source 
material pursuant to the general license issued in subsection 
(1) of this section are exempt from the provisions of chapters 
246-221 and 246-222 WAC to the extent that such receipt, 
possession, use, or transfer is within the terms of such 
general license: Provided, however, That this exemption 
shall not be deemed to apply to any such person who is also 
in possession of source material under a specific license 
issued pursuant to chapter 246-235 WAC. 

(3) A general license is hereby issued authorizing the 
receipt of title to source material without regard to quantity. 
This general license does not authorize any person to 
receive, possess, use, or transfer source material. 

(4) Depleted uranium in industrial products and devices. 

(a) A general license is hereby issued to receive, 
acquire, possess, use, or transfer, in accordance with the 
provisions of paragraphs (4)(b), (c), (d), and (e) of this 
section, depleted uranium contained in industrial products or 
devices for the purpose of providing a concentrated mass in 
a small volume of the product or device. 

(b) The general license in paragraph (4)(a) of this 
section applies only to industrial products or devices which 
have been manufactured either in accordance with a specific 
license issued to the manufacturer of the products or devices 
pursuant to WAC 246-235-100(13) or in accordance with a 
specific license issued to the manufacturer by the United 
States Nuclear Regulatory Commission or an agreement state 
which authorizes manufacture of the products or devices for 
distribution to persons generally licensed by the United 
States Nuclear Regulatory Commission or an agreement 
State. 

(c)(i) Persons who receive, acquire, possess, or use 
depleted uranium pursuant to the general license established 
by paragraph (4)(a) of this section shall file department form 
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RHF-20 "Registration certificate - Use of depleted uranium 
under general license," with the department. The form shall 
be submitted within thirty days after the first receipt or 
acquisition of such depleted uranium. The registrant shall 
furnish on department form RHF-20 the following informa- 
tion and such other information as may be required by that 
form: 

(A) Name and address of the registrant; 

(B) A statement that the registrant has developed and 
will maintain procedures designed to establish physical 
control over the depleted uranium described in paragraph 
(Аба) of this section and designed to prevent transfer of such 
depleted uranium in any form, including metal scrap, to 
persons not authorized to receive the depleted uranium; and 

(C) Name and/or title, address, and telephone number of 
the individual duly authorized to act for and on behalf of the 
registrant in supervising the procedures identified in item 
(4)(c)(i)(B) of this section. 

(ii) The registrant possessing or using depleted uranium 
under the general license established by paragraph (4)(a) of 
this section shall report in writing to the department any 
changes in information previously furnished on the "Regis- 
tration certificate - Use of depleted uranium under general 
license." The report shall be submitted within thirty days 
after the effective date of such change. 

(d) A person who receives, acquires, possesses, or uses 
depleted uranium pursuant to the general license established 
by paragraph (4)(a) of this section: 

(i) Shall not introduce such depleted uranium, in any 
form, into a chemical, physical, or metallurgical treatment or 
process, except a treatment or process for repair or restora- 
tion of any plating or other covering of the depleted urani- 
um. 

(ii) Shall not abandon such depleted uranium. 

(iii) Shall transfer or dispose of such depleted uranium 
only by transfer in accordance with the provision of chapter 
246-232 WAC. In the case where the transferee receives the 
depleted uranium pursuant to the general license established 
by paragraph (4)(a) of this section the transferor shall furnish 
the transferee a copy of this regulation and a copy of 
department form RHF-20. 

In the case where the transferee receives the depleted 
uranium pursuant to a general license contained in the 
United States Nuclear Regulatory Commission's or agree- 
ment state's regulation equivalent to paragraph (4)(a) of this 
section the transferor shall furnish the transferee a copy of 
this regulation and a copy of department form RHF-20 
accompanied by a note explaining that use of the product or 
device is regulated by the United States Nuclear Regulatory 
Commission or agreement state under requirements substan- 
tially the same as those in this regulation. 

(iv) Shall maintain and make available to the depart- 
ment upon request the name and address of the person 
receiving the depleted uranium pursuant to such transfer. 

(v) Shall not export such depleted uranium except in 
accordance with a license issued by the United States 
Nuclear Regulatory Commission pursuant to 10 CFR Part 
110. 

(e) Any person receiving, acquiring, possessing, using, 
or transferring depleted uranium pursuant to the general 
license established by paragraph (4)(a) of this section is 
exempt from the requirements of chapters 246-221 and 246- 
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222 WAC of these regulations with respect to the depleted 
uranium covered by that general license. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-233-010, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-233-010, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.050. 81-01- 
011 (Order 1570), § 402-21-030, filed 12/8/80. Statutory Authority: RCW 
70.98.080. 79-12-073 (Order 1459), $ 402-21-030, filed 11/30/79, effective 
1/1/80. Formerly WAC 402-20-030.] 


WAC 246-233-020 General licenses*—Radioactive 
material other than source material. 


*Note: Different general licenses are issued in this section, each of 
which has its own specific conditions and requirements. 


(1) Certain devices and equipment. A general license 
is hereby issued to transfer, receive, acquire, own, possess, 
and use radioactive material incorporated in the following 
devices or equipment which have been manufactured, tested 
and labeled by the manufacturer in accordance with a 
specific license issued to the manufacturer by the United 
States Nuclear Regulatory Commission for use pursuant to 
Section 31.3 of 10 CFR Part 31. This general license is 
subject to the provisions of WAC 246-220-020, 246-220- 
030, 246-220-040, 246-220-050, 246-220-060, 246-220-070, 
chapters 246-232, 246-221** and 246-222 WAC. 

(a) Static elimination device. Devices designed for use 
as static eliminators which contain, as a sealed source or 
sources, radioactive material consisting of a total of not more 
than 500 microcuries of Polonium-210 per device. 

(b) Jon generating tube. Devices designed for ionization 
of air which contain, as a sealed source or sources, radioac- 
tive material consisting of a total of not more than 500 
microcuries of Polonium-210 per device or a total of not 
more than 50 millicuries of Hydrogen-3 (tritium) per device. 


** Attention is directed particularly to the provisions of chapter 246-221 
WAC of these regulations which relate to the labeling of containers. 


(2) Reserved. 

(3) Reserved. 

(4) Certain measuring, gauging or controlling devices. 

(a) A general license is hereby issued to commercial and 
industrial firms and research, educational and medical 
institutions, individuals in the conduct of their business, and 
state or local government agencies to own, acquire, receive, 
possess, use or transfer, in accordance with the provisions of 
(b), (c), and (d) of this subsection, radioactive material 
excluding special nuclear material contained in devices 
designed and manufactured for the purpose of detecting, 
measuring, gauging or controlling thickness, density, level, 
interface location, radiation, leakage, or qualitative or 
quantitative chemical composition, or for producing light or 
an ionized atmosphere. 

(b) The general license in (a) of this subsection applies 
only to radioactive material contained in devices which have 
been manufactured and labeled in accordance with the 
specifications contained in a specific license issued by the 
department pursuant to WAC 246-235-100(4) or in accor- 
dance with the Nuclear Regulatory Commission, an agree- 
ment state or a licensing state, which authorizes distribution 
of devices to persons generally licensed by the United States 
Nuclear Regulatory Commission, an agreement state or 
licensing state**. 
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*Note: Regulations under the Federal Food, Drug, and Cosmetic Act 
authorizing the use of radioactive control devices in food 
production require certain additional labeling thereon which is 
found in Section 179.21 of 21 CFR Part 179. 


(c) Any person who owns, acquires, receives, possesses, 
uses or transfers radioactive material in a device pursuant to 
the general license in (a) of this subsection: 

(i) Shall assure that all labels affixed to the device at the 
time of receipt and bearing a statement that removal of the 
label is prohibited are maintained thereon and shall comply 
with all instructions and precautions provided by such labels; 

(ii) Shall assure that the device is tested for leakage of 
radioactive material and proper operation of the on-off 
mechanism and indicator, if any, at no longer than six-month 
intervals or at such other intervals as are specified in the 
label, however: P 

(A) Devices containing only krypton need not be tested 
for leakage of radioactive material; and 

(B) Devices containing only tritium or not more than 
100 microcuries of other beta and/or gamma emitting 
material or 10 microcuries of alpha emitting material need 
not be tested for any purpose. Devices held in storage in the 
original shipping container prior to initial installation need 
not be tested until immediately prior to use; 

(iii) Shall assure that the tests required by (c)(ii) of this 
subsection and other testing, installing, servicing, and 
removing from installation involving the radioactive materi- 
als, its shielding or containment, are performed: 

(A) In accordance with the instructions provided by the 
labels; or 

(B) By a person holding a specific license from the 
department or from the United States Nuclear Regulatory 
Commission or from any agreement state or from a licensing 
state to perform such activities; f 

(iv) Shall maintain records showing compliance with the 
requirements of (c)(ii) and (iii) of this subsection. The 
records shall show the results of tests. The records also 
shall show the dates of performance and the names of 
persons performing, testing, installing, servicing, and 
removing from installation concerning the radioactive 
material, its shielding or containment. Records of tests for 
leakage of radioactive material required by (c)(ii) of this 
subsection shall be maintained for one year after the next 
required leak test is performed or the sealed source is 
transferred or disposed. Records of tests of the on/off 
mechanism and indicator required by (c)(ii) of this subsec- 
tion shall be maintained for one year after the next required 
test of the on/off mechanism and indicator is performed or 
the sealed source is transferred or disposed. Records of 
other testing, installation, servicing, and removal from 
installation required by (c)(iii) of this subsection shall be 
maintained for a period of two years from the date of the 
recorded event or until the device is transferred or disposed; 

(v) Upon the occurrence of a failure of or damage to, or 
any indication of a possible failure of or damage to, the 
shielding of the radioactive material or the on/off mechanism 
or indicator, or upon the detection of 0.005 microcuries or 
more removable radioactive material, shall immediately 
suspend operation of.the device until it has been repaired by 
the manufacturer or other person holding a specific license 
from the department, the United States Nuclear Regulatory 
Commission, or from an agreement state or a licensing state 
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to repair such devices, or disposed by transfer to a person 
authorized by a specific license to receive the radioactive 
material contained in the device and, within thirty days, 
furnish to the department a written report containing a brief 
description of the event and the remedial action taken; 

(vi) Shall not abandon the device containing radioactive 
material; 

(vii) Except as provided in (c)(viii) of this subsection, 
shall transfer or dispose the device containing radioactive 
material only by transfer to a person holding a specific 
license of the department, the United States Nuclear Regula- 
tory Commission, or an agreement state, or a licensing state 
whose specific license authorizes the person to receive the 
device and within thirty days after transfer of a device to a 
specific licensee shall furnish to the department a report 
containing identification of the device by manufacturer’s 
name, model number and the name and address of the 
person receiving the device. No report is required if the 
device is transferred to the specific licensee in order to 
obtain a replacement device; 

(viii) Shall transfer the device to another general 
licensee only: 

(A) Where the device remains in use at a particular 
location. In such case, the transferor shall give the transfer- 
ee a copy of this subsection and any safety documents 
identified in the label of the device and within thirty days of 
the transfer, report to the department the manufacturer’s 
name, model number of device transferred, the name and 
address of the transferee, and the name and/or position of an 
individual who may constitute a point of contact between the 
department and the transferee; or 

(B) Where the device is held in storage in the original 
shipping container at its intended location of use prior to 
initial use by a general licensee: 

(ix) Shall comply with the provisions of WAC 246-221- 
240 and 246-221-250 for reporting radiation incidents, theft 
or loss of licensed material, but shall be exempt from the 
other requirements of chapters 246-221 and 246-222 WAC. 

(d) The general license in (a) of this subsection does not 
authorize the manufacture, import or export of devices 
containing radioactive material. 

(e) The general license provided in this subsection is 
subject to the provisions of WAC 246-220-020, 246-220- 
030, 246-220-040, 246-220-060, 246-220-070, 246-220-100, 
246-232-050, 246-232-070, 246-232-080, and 246-232-090. 

(5) Luminous safety devices for aircraft. 

(a) A general license is hereby issued to own, receive, 
acquire, possess and use tritium or Promethium-147 con- 
tained in luminous safety devices for use in aircraft, provid- 
ed: 

(i) Each device contains not more than 10 curies of 
tritium or 300 millicuries of Promethium-147; and 

(ii) Each device has been manufactured, assembled or 
imported in accordance with a specific license issued by the 
United States Nuclear Regulatory Commission, or each 
device has been manufactured or assembled in accordance 
with the specifications contained in a specific license issued 
by the department or any agreement state to the manufactur- 
er or assembler of such device pursuant to licensing require- 
ments equivalent to those in Section 32.53 of 10 CFR Part 
32 of the regulations of the United States Nuclear Regulatory 
Commission. 
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(b) Persons who own, receive, acquire, possess or use 
luminous safety devices pursuant to the general license in 
this subsection are exempt from the requirements of chapters 
246-221 and 246-222 WAC except that they shall comply 
with the provisions of WAC 246-221-240 and 246-221-250. 

(c) This general license does not authorize the manufac- 
ture, assembly, or repair of luminous safety devices contain- 
ing tritium or Promethium-147. 

(d) This general license does not authorize the owner- 
ship, receipt, acquisition, possession or use of Promethium- 
147 contained in instrument dials. 

(e) This general license is subject to the provisions of 
WAC 246-220-020, 246-220-030, 246-220-040, 246-220- 
050, 246-220-060, 246-220-070, 246-220-100, 246-232-050, 
246-232-070, 246-232-080, and 246-232-090. 

(6) Ownership of radioactive material. A general 
license is hereby issued to own radioactive material without 
regard to quantity. Notwithstanding any other provisions of 
this chapter, this general license does not authorize the 
manufacture, production, transfer, receipt, possession or use 
of radioactive material. 

(7) Calibration and reference sources. 

(a) A general license is hereby issued to those persons 
listed below to own, receive, acquire, possess, use and 
transfer, in accordance with the provisions of (d) and (e) of 
this subsection, Americium-241 in the form of calibration or 
reference sources: 

(i) Any person who holds a specific license issued by 
the department which authorizes that person to receive, 
possess, use and transfer radioactive material; or 

Gi) Any person who holds a specific license issued by 
the United States Nuclear Regulatory Commission which 
authorizes that person to receive, possess, use and transfer 
special nuclear material. 

(b) A general license is hereby issued to own, receive, 
possess, use and transfer plutonium in the form of calibration 
or reference sources in accordance with the provisions of (d) 
and (e) of this subsection to any person who holds a specific 
license issued by the department which authorizes that 
person to receive, possess, use and transfer radioactive 
material. 

(c) A general license is hereby issued to own, receive, 
possess, use and transfer Radium-226 in the form of calibra- 
tion or reference sources in accordance with the provisions 
of (d) and (e) of this subsection to any person who holds a 
specific license issued by the department which authorizes 
that person to receive, possess, use and transfer radioactive 
material. 

(d) The general licenses in (a), (b) and (c) of this 
subsection apply only to calibration or reference sources 
which have been manufactured in accordance with the 
specifications contained in a specific license issued to the 
manufacturer or importer of the sources by the United States 
Nuclear Regulatory Commission pursuant to Section 32.57 
of 10 CFR Part 32 or Section 70.39 of 10 CFR Part 70 or 
which have been manufactured in accordance with the 
specifications contained in a specific license issued to the 
manufacturer by the department or any agreement state or 
licensing state pursuant to licensing requirements equivalent 
to those contained in Section 32.57 of 10 CFR Part 32 or 
Section 70.39 of 10 CFR Part 70 of the regulations of the 
United States Nuclear Regulatory Commission. 
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(e) The general licenses provided in (a), (b) and (c) of 
this subsection are subject to the provisions of WAC 246- 
220-020, 246-220-030, 246-220-040, 246-220-060, 246-220- 
070, 246-220-100, 246-232-050, 246-232-070, 246-232-080, 
246-232-090, chapters 246-221 and 246-222 WAC. 

In addition, persons who own, receive, acquire, possess, 
use or transfer one or more calibration or reference sources 
pursuant to these general licenses: 

l (i) Shall not possess at any one time, at any one location 
of storage or use, more than 5 microcuries of Americium- 
241 and 5 microcuries of plutonium and 5 microcuries of 
Radium-226 in such sources; 

(ii) Shall not receive, possess, use or transfer such 
source unless the source, or the storage container, bears a 
label which includes one of the following statements or a 
substantially similar statement which contains the informa- 
tion called for in the following statement: 


(A) The receipt, possession, use and transfer of this 
source, Model...... ,Serial Мо....... , are 
subject to a general license and the regulations of 
the United States Nuclear Regulatory Commission 
or of a state with which the commission has en- 
tered into an agreement for the exercise of regula- 
tory authority. Do not remove this label. 


CAUTION - RADIOACTIVE MATERIAL - THIS SOURCE 
CONTAINS (AMERICIUM-241). (PLUTONIUM)*. DO 
NOT TOUCH RADIOACTIVE PORTION OF THIS SOURCE 


nl 


Name of manufacturer or importer 
*Note: Showing only the name of the appropriate material. 


(B) The receipt, possession, use and transfer of this 
source, Model...... , Serial No....... , are 
subject to a general license and the regulations of 
any licensing state. Do not remove this label. 


CAUTION - RADIOACTIVE MATERIAL - THIS SOURCE 
CONTAINS RADIUM-226. DO NOT TOUCH RADIOAC- 
TIVE PORTION OF THIS SOURCE. 


Name of manufacturer or importer 


(iii) Shall not transfer, abandon, or dispose of such 
source except by transfer to a person authorized by a license 
from the department, the United States Nuclear Regulatory 
Commission, or an agreement state or licensing state to 
receive the source; 

(iv) Shall store such source, except when the source is 
being used, in a closed container adequately designed and 
constructed to contain Americium-241, Plutonium, or 
Radium-226/Radon-222 which might otherwise escape 
during storage; and 

(v) Shall not use such source for any purpose other than 
the calibration of radiation detectors or the standardization of 
other sources. 

(f) These general licenses do not authorize the manufac- 
ture of calibration or reference sources containing Americi- 
um-241, Plutonium, or Radium-226. 

(8) General license for use of radioactive material for 
certain in vitro clinical or laboratory testing.* 
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(a) A general license is hereby issued to any physician, 
veterinarian, clinical laboratory or hospital to receive, 
acquire, possess, transfer or use, for any of the following 
stated tests, in accordance with the provisions of or use, for 
any of the following stated tests, in accordance with the 
provisions of (b), (c), (d), (e), and (f) of this subsection the 
following radioactive materials in prepackaged units: 

(i) Iodine-125, in units not exceeding 10 microcuries 
each for use in in vitro clinical or laboratory tests not 
involving internal or external administration of radioactive 
material, or the radiation therefrom, to human beings or 
animals. 

(ii) Iodine-131, in units not exceeding 10 microcuries 
each for use in in vitro clinical or laboratory tests not 
involving internal or external administration of radioactive 
material, or the radiation therefrom, to human beings or 
animals. 

(11) Carbon-14, in units not exceeding 10 microcuries 
each for use in in vitro clinical or laboratory tests not 
involving internal or external administration of radioactive 
material, or the radiation therefrom, to human beings or 
animals, 

(iv) Hydrogen-3 (tritium), in units not exceeding 50 
microcuries each for use in in vitro clinical or laboratory 
tests not involving internal or external administration of 
radioactive material, or the radiation therefrom, to human 
beings or animals. 

(v) Iron-59, in units not exceeding 20 microcuries each 
for use in in vitro clinical or laboratory tests not involving 
internal or external administration of radioactive material, or 
the radiation therefrom, to human beings or animals. 

(vi) Cobalt-57, in units not exceeding 10 microcuries 
each for use in in vitro clinical or laboratory tests not 
involving internal or external administration of radioactive 
material, or the radiation therefrom, to human beings or 
animals. 

(vii) Selenium-75, in units not to exceed 10 microcuries 
each for use in in vitro clinical or laboratory tests not 
involving internal or external administration of radioactive 
material, or the radiation therefrom, to human beings or 
animals. 

(viii) Mock Iodine-125 reference or calibration sources, 
in units not exceeding 0.05 microcurie of Iodine-129 and 
0.005 microcurie of Americium-241 each for use in in vitro 
clinical or laboratory tests not involving internal or external 
administration of radioactive material, or the radiation 
therefrom, to human beings or animals. 

*Note: The new drug provisions of the Federal Food, Drug and Cos- 


metic Act also govern the availability and use of any specific 
diagnostic drugs in interstate commerce. 


(b) No person shall receive, acquire, possess, use or 
transfer radioactive material pursuant to the general license 
established by (a) of this subsection until that person has 
received a validated copy of department Form RHF-15 
"Certificate-in vitro testing with radioactive material under 
general license." Annual validation requires resubmittal of 
revised department Form RHF-15 and submittal of the 
annual fee to the department. The physician, veterinarian, 
clinical laboratory or hospital shall furnish on department 
Form RHF-15 the following information and such other 
information as may be required by that form: 
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(i) Name and address of the physician, veterinarian, 
clinical laboratory or hospital, 

(ii) The location of use; and 

(iii) A statement that the physician, veterinarian, clinical 
laboratory or hospital has appropriate radiation measuring 
instruments to carry out in vitro clinical or laboratory tests 
with radioactive material as authorized under the general 
license in (a) of this subsection and that such tests will be 
performed only by personnel competent in the use of such 
instruments and in the handling of the radioactive material. 

(c) A person who receives, acquires, possesses or uses 
radioactive material pursuant to the general license estab- 
lished by (a) of this subsection shall comply with the 
following: 

(i) The general licensee shall not possess at any one 
time, pursuant to the general license in (a) of this subsection 
at any one location of storage or use, a total amount of 
Iodine-125, Iodine-131, Selenium-75, Iron-59, and/or Cobalt- 
57 in excess of 200 microcuries. ` 

(ii) The general licensee shall store the radioactive 
material, until used, in the original shipping container or in 
a container providing equivalent radiation protection. 

(iii) The general licensee shall use the radioactive 
material only for the uses authorized by (a) of this subsec- 
tion. 

(iv) The general licensee shall not transfer the radioac- 
tive material to a person who is not authorized to receive it 
pursuant to a license issued by the department, the United 
States Nuclear Regulatory Commission, any agreement state 
or licensing state, nor transfer the radioactive material in any 
manner other than in the unopened, labeled shipping contain- 
er as received from the supplier. 

(v) The general licensee shall dispose of the Mock 
Iodine-125 reference or calibration sources described in 
(a)(viii) of this subsection as required by WAC 246-221-170. 

(d) The general licensee shall not receive, acquire, 
possess, or use radioactive material pursuant to (a) of this 
subsection: 

(i) Except as prepackaged units which are labeled in 
accordance with the provision of an applicable specific 
license issued pursuant to WAC 246-235-100(8) or in 
accordance with the provisions of a specific license issued 
by the United States Nuclear Regulatory Commission, or any 
agreement state or licensing state which authorizes the 
manufacture and distribution of Iodine-125, Iodine-131, 
Carbon-14, Hydrogen-3 (tritium), Iron-59, Selenium-75, 
Cobalt-57, or Mock Iodine-125 to persons generally licensed 
under this subsection or its equivalent; and 

(ii) Unless one of the following statements, as appropri- 
ate, or a substantially similar statement which contains the 
information called for in one of the following statements, 
appears on a label affixed to each prepackaged unit or 
appears in a leaflet or brochure which accompanies the 
package: 


This radioactive material shall be received, ac- 
quired, possessed and used only by physicians, 
veterinarians, clinical laboratories or hospitals and 
only for in vitro clinical or laboratory tests not 
involving internal or external administration of the 
material, or the radiation therefrom, to human 
beings or animals. Its receipt, acquisition, posses- 
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sion, use and transfer are subject to the regulations 
and a general license of the United States Nuclear 
Regulatory Commission or of a state with which 
the commission has entered into an agreement for 
the exercise of regulatory authority. 


Name of manufacturer 


This radioactive material shall be received, ac- 
quired, possessed and used only by physicians, 
veterinarians, clinical laboratories or hospitals and 
only for in vitro clinical or laboratory tests not 
involving internal or external administration of the ` 
material, or the radiation therefrom, to human 
beings or animals. Its receipt, acquisition, posses- 
sion, use and transfer are subject to the regulations 
and a general license of a licensing state. 


Name of manufacturer 


(e) The physician, veterinarian, clinical laboratory or 
hospital possessing or using radioactive material under the 
general license of (a) of this subsection shall report in 
writing to the department, any changes in the information 
previously furnished in the "Certificate - in vitro testing with 
radioactive material under general license," department Form 
RHF-15. The report shall be furnished within thirty days 
after the effective date of such change. 

(f) This general license is subject to the provisions of 
WAC 246-220-020, 246-220-030, 246-220-040, 246-220- 
060, 246-220-070, 246-220-090 and 246-220-100. In 
addition, any person using radioactive material pursuant to 
the general license of (a) of this subsection is exempt from 
the requirements of chapters 246-221 and 246-222 WAC 
with respect to radioactive material covered by that general 
license, except that such persons using the Mock Iodine-125 
described in (a)(viii) of this subsection shall comply with the 
provisions of WAC 246-221-170, 246-221-240, and 246-221- 
250 and of these regulations. 

(9) Ice detection devices. 

(a) A general license is hereby issued to own, receive, 
acquire, possess, use and transfer Strontium-90 contained in 
ice detection devices, provided each device contains not 
more than 50 microcuries of Strontium-90 and each device 
has been manufactured or imported in accordance with a 
specific license issued by the United States Nuclear Regula- 
tory Commission or each device has been manufactured in 
accordance with the specifications contained in a specific 
license issued by the department or any agreement state to 
the manufacturer of such device pursuant to licensing 
requirements equivalent to those in Section 32.61 of 10 CFR 
Part 32 of the regulations of the United States Nuclear 
Regulatory Commission. 

(b) Persons who own, receive, acquire, possess, use or 
transfer Strontium-90 contained in ice detection devices 
pursuant to the general license in (a) of this subsection: 

(i) Shall, upon occurrence of visually observable 
damage, such as a bend or crack or discoloration from over- 
heating to the device, discontinue use of the device until it 
has been inspected, tested for leakage and repaired by a 
person holding a specific license from the United States 
Nuclear Regulatory Commission or an agreement state to 
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manufacture or service such devices; or shall dispose of the 
device pursuant to the provisions of these regulations; 

(ii) Shall assure that all labels affixed to the device at 
the time of receipt, and which bear a statement which 
prohibits removal of the labels, are maintained thereon; and 

(iti) Are exempt from the requirements of chapters 246- 
221 and 246-222 WAC except that such persons shall 
comply with the provisions of WAC 246-221-170, 246-221- 
240, and 246-221-250. 

(c) This general license does not authorize the manufac- 
ture, assembly, disassembly or repair of Strontium-90 
sources in ice detection devices. 

(d) This general license is subject to the provisions of 
WAC 246-220-020, 246-220-030, 246-220-040, 246-220- 
060, 246-220-070, 246-220-100, 246-232-050, 246-232-070, 
246-232-080, and 246-232-090. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-233-020, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-233-020, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 87-01- 
031 (Order 2450), § 402-21-050, filed 12/11/86; 83-19-050 (Order 2026), 
§ 402-21-050, filed 9/16/83. Statutory Authority: RCW 70.98.050. 81-01- 
011 (Order 1570), § 402-21-050, filed 12/8/80. Statutory Authority: RCW 


70.98.080. 79-12-073 (Order 1459), 8 402-21-050, filed 11/30/79, effective 
1/1/80. Formerly WAC 402-20-040.] 


Chapter 246-235 WAC 
RADIOACTIVE MATERIALS—SPECIFIC 


LICENSES 

WAC 

246-235-001 Purpose and scope. 

246-235-010 Filing application for specific licenses. 

246-235-020 General requirements for the issuance of specific li- 
censes. 

246-235-030 Issuance of specific licenses. 

246-235-040 Expiration of licenses. 

246-235-050 Renewal of license. 

246-235-055 Precedence of license condition over regulation. 

246-235-060 Amendment of licenses at request of licensee. 

246-235-070 Agency action on applications to renew or amend. 

246-235-075 Financial assurance and recordkeeping for decommis- 
sioning. 

246-235-077 Special requirements for emergency planning. 

246-235-080 Special requirements for issuance of certain specific 
licenses for radioactive material. 

246-235-090 Special requirements for specific licenses of broad 
Scope. 

246-235-100 Special requirements for a specific license to manufac- 
ture, assemble, repair, or distribute commodities, 
products, or devices which contain radioactive 
material. 

246-235-110 Special requirements for issuance of specific licenses 
for source material milling. 

246-235-120 Schedule A groups of medical uses of radioactive 
material (ref. WAC 246-235-080(3) and 246-235- 
100(9)). 

246-235-130 Appendix—General laboratory rules for safe use of 
unsealed sources, 

246-235-140 Schedule B, limits for broad licenses. 

246-235-150 Schedule C—Quantities of radioactive materials requir- 


ing consideration of the need for an emergency 
plan for responding to a release. 


WAC 246-235-001 Purpose and scope. (1) This 
chapter prescribes requirements for the issuance of specific 
licenses. 
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(2) The provisions and requirements of this chapter are 
in addition to, and not in substitution for, other requirements 
of these regulations. In particular the provisions of chapter 
246-232 WAC apply to applications and licenses subject to 
this chapter. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-235-001, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-235-001, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 79-12- 


073 (Order 1459), § 402-22-010, filed 11/30/79, effective 1/1/80, Formerly 
chapter 402-20 WAC.] 


WAC 246-235-010 Filing application for specific 
licenses. (1) Applications for specific licenses shall be filed 
on department form RHF-1. 

(2) The department may at any time after the filing of 


“the original application, and before the expiration of the 


license, require further statements in order to enable the 
department to determine whether the application should be 
granted or denied or whether a license should be modified or 
revoked. 

(3) Each application shall be signed by the applicant or 
licensee or a person duly authorized to act for and on the 
applicant's behalf. 

(4) An application for a license may include a request 
for a license authorizing one or more activities. 

(5) In the application, the applicant may incorporate by 
reference information contained in previous applications, 
statements, or reports filed with the department provided 
such references are clear and specific. 

(6) Applications and documents submitted to the 
department may be made available for public inspection 
except that the department may withhold any document or 
part thereof from public inspection if disclosure of its 
content is not required in the public interest and would 
adversely affect the interest of a person concerned. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-235-010, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.080. 79-12-073 (Order 1459), § 402-22-020, filed 11/30/79, 
effective 1/1/80. Formerly WAC 402-20-050.] 


WAC 246-235-020 General requirements for the 
issuance of specific licenses. A license application will be 
approved if the department determines that: 

(1) The applicant is qualified by reason of training and 
experience to use the material in question for the purpose 
requested in accordance with these regulations in such a 
manner as to minimize danger to public health and safety or 
property; 

(2) The applicant's proposed equipment, facilities, and 
procedures are adequate to minimize danger to public health 
and safety or property; 

(3) The issuance of the license will not be inimical to 
the health and safety of the public; and 

(4) The applicant satisfies any applicable special 
requirements in WAC 246-235-080, 246-235-090, 246-235- 
095, 246-235-100, and 246-247-050. 

(5) In the case of an application for a license to receive 
and possess radioactive material for commercial waste 
disposal by land burial, source material milling, or for the 
conduct of any other activity which the agency determines 
will significantly affect the quality of the environment, the 
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department, before commencement of construction of the 
plant or facility in which the activity will be conducted, has 
concluded, after independently weighing the environmental, 
economic, technical and other benefits against environmental 
costs and considering available alternatives, that the action 
called for is the issuance of the proposed license, with any 
appropriate conditions to protect environmental values. 
Commencement of construction prior to such conclusion 
shall be grounds for denial of a license to receive and 
possess radioactive material in such plant or facility. As 
used in this paragraph the term "commencement of construc- 
tion" means any clearing of land, excavation, or other 
substantial action that would adversely affect the environ- 
ment of a site. The term does not mean site exploration, 
necessary borings to determine foundation conditions, or 
other preconstruction monitoring or testing to establish 
background information related to the suitability of the site 
or the protection of environmental values. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-235-020, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as 5 246-235-020, filed 
12/27/90, effective 1/31/91, Statutory Authority: RCW 70.98.080. 87-01- 
031 (Order 2450), 8 402-22-040, filed 12/11/86. Statutory Authority: 
Chapter 70.121 RCW. 81-16-031 (Order 1683), $ 402-22-040, filed 
7/28/81. Statutory Authority: RCW 70,98.080. 79-12-073 (Order 1459), 
8 402-22-040, filed 11/30/79, effective 1/1/80. Formerly WAC 402-20- 
060.] 


WAC 246-235-030  Issuance of specific licenses. (1) 
Upon a determination that an application meets the require- 
ments of the act and the regulations of the department the 
department will issue a specific license authorizing the 
proposed activity in such form and containing such condi- 
tions and limitations as it deems appropriate or necessary. 

(2) The department may incorporate in any license at 
the time of issuance, or thereafter by appropriate rule, 
regulation, or order, such additional requirements and 
conditions with respect to the licensee's receipt, possession, 
use, storage, and transfer of radioactive material subject to 
this part as it deems appropriate or necessary in order to: 

(a) Minimize danger to public health and safety or 
property; 

(b) Require such reports and the keeping of such 
records, and to provide for such inspections of activities 
under the license as may be appropriate or necessary; and 

(c) Prevent loss or theft of material subject to this part. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-235-030, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.080. 87-01-031 (Order 2450), § 402-22-045, filed 12/11/86; 
79-12-073 (Order 1459), $ 402-22-045, filed 11/30/79, effective 1/1/80. 
Formerly WAC 402-20-080.] 


WAC 246-235-040 Expiration of licenses. Except as 
provided in WAC 246-235-050(2), each specific license shall 
expire at the end of the day, in the month and year stated 
therein. 


[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-235-040, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246-235-040, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080, 79-12- 
073 (Order 1459), § 402-22-050, filed 11/30/79, effective 1/1/80. Formerly 
WAC 402-20-100.] 
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WAC 246-235-050 Renewal of license. (1) Applica- 
tions for renewal of specific licenses shall be filed in 
accordance with WAC 246-235-010. 

(2) In any case in which a licensee, not less than thirty 
days prior to expiration of the existing license, has filed an 
application in proper form for renewal or for a new license 
authorizing the same activities, such existing license shall not 
expire until the application has been finally determined by 
the department. 

[Statutory Authority: RCW 70.98.050 and 70.98.080, 91-15-112 (Order 
184), § 246-235-050, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-235-050, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 79-12- 


073 (Order 1459), § 402-22-055, filed 11/30/79, effective 1/1/80. Formerly 
WAC 402-20-110.] 


WAC 246-235-055 Precedence of license condition 
over regulation. (1) A license condition may be used to 
specifically modify any regulation pertaining to the posses- 
sion, use, storage, transfer, or disposal of radioactive 
material. Any license condition used to modify an existing 
regulation shall set forth the title, chapter, section, and, 
where applicable, any subsection and paragraph numbers for 
the regulation being modified, and fully define the nature 
and extent of the modification. 

(2) In the event a regulation is changed, an existing 
license condition that is more restrictive than the new 
regulation remains in force until there is an amendment or 
renewal of the license that removes or modifies the license 
condition. 


[Statutory Authority: RCW 70.98.050. 94-01-073, $ 246-235-055, filed 
12/9/93, effective 1/9/94.] 


WAC 246-235-060 Amendment of licenses at 
request of licensee. Applications for amendment of a 
license shall be filed in accordance with WAC 246-235-010 
and shall specify the respects in which the licensee desires 
the license to be amended and the grounds for such amend- 
ment. 

[Statutory Authority: RCW 70.98.050 and 70.98.080. 91-15-112 (Order 
184), § 246-235-060, filed 7/24/91, effective 8/24/91. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as 5 246-235-060, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 70.98.080. 83-19- 


050 (Order 2026), § 402-22-060, filed 9/16/83; 79-12-073 (Order 1459), § 
402-22-060, filed 11/30/79, effective 1/1/80. Formerly WAC 402-20-120.] 


WAC 246-235-070 Agency action on applications to 
renew or amend. In considering an application by a 
licensee to renew or amend the license, the department will 
apply the criteria set forth in this chapter, as applicable. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-235-070, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.98.080. 87-01-031 (Order 2450), $ 402-22-065, filed 12/11/86; 
79-12-073 (Order 1459), 5 402-22-065, filed 11/30/79, effective 1/1/80. 
Formerly WAC 402-20-130.] 


WAC 246-235-075 Financial assurance and record- 
keeping for decommissioning. (1) Each applicant for one 
of the following licenses shall submit a decommissioning 
funding plan as described in this section: 
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(a) A specific license authorizing receipt of radioactive 
waste for the purpose of volume reduction, repackaging or 
interim storage. 

(b) Receipt of contaminated articles, scrap material, 
equipment, or clothing to be decontaminated at the licensee’s 
facility. 

(c) A specific license authorizing the possession and use 
of radioactive material of half-life greater than one hundred 
twenty days and in quantities for unsealed material exceed- 
ing 10° times and for sealed forms exceeding 1019 times the 
applicable quantities set forth in WAC 246-221-300 Appen- 
dix B (for a combination of isotopes the unity rule applies. 
A decommissioning funding plan will be required if R is 
greater than 1, where R is defined as the sum of the ratios 
of the quantity for sealed and unsealed forms of each isotope 
compared to the applicable value derived from WAC 246- 
221-300). 

(d) A specific license authorizing possession and use of 
source material in readily dispersible form and in quantities 
greater than 10 millicuries. 

(2) Each decommissioning funding plan shall contain: 

(а) A cost estimate for decommissioning facilities 
impacted by the activities authorized in the specific license. 

(b) A description of the method of assuring funds for 
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"Conforming system" means any on-site sewage sys- 
tem, except an experimental system, meeting any of the fol- 
lowing criteria: 

Systems in full compliance with new construction 
requirements under this chapter; or 

Systems approved, installed, and operating in accor- 
dance with requirements of previous editions of this chapter; 
Or 

Systems or repairs permitted through departmental con- 
currence by the waiver process which assure public health 
protection by higher treatment performance or other meth- 
ods. 

"Conventional gravity system" means an on-site sew- 
age system consisting of a septic tank and a subsurface soil 
absorption system with gravity distribution of the effluent. 

"Conventional pressure distribution system" means 
an on-site sewage system consisting of a septic tank and a 
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subsurface soil absorption system with pressure distribution 
of the effluent. Design, operation and maintenance, and per- 
formance monitoring are described by "Guidelines for Pres- 
sure Distribution Systems" by the Washington state depart- 
ment of health. 

"Covenant" means a recorded agreement stating certain 
activities and/or practices are required or prohibited. 

"Cuts and/or banks" means any naturally occurring or 
artificially formed slope greater than one hundred percent 
(forty-five degrees) and extending vertically at least five feet 
from the toe of the slope to the top of the slope as follows: 


"Designer" means a person who matches site and soil 
characteristics with appropriate on-site sewage technology. 

"Development" means the creation of a residence, 
structure, facility, mobile home park, subdivision, planned 
unit development, site, area, or any activity resulting in the 
production of sewage. 

"Department" means the Washington state department 
of health. 

"Disposal component" means a subsurface absorption 
system (SSAS) or other soil absorption system receiving 
septic tank or other pretreatment device effluent and trans- 
mitting it into original, undisturbed soil. 

"Effluent" means liquid discharged from a septic tank 
or other on-site sewage system component. 

"Engineer" means a person who is licensed and in good 
standing under chapter 18.43 RCW. 

"Expansion" means a change in a residence, facility, 
site, or use that: 

Causes an on-site sewage system to exceed its existing 
treatment or disposal capability, for example, when a resi- 
dence is increased from two to three bedrooms or a change in 
use from an office to a restaurant; or 

Reduces the treatment or disposal capability of the exist- 
ing on-site sewage system or the reserve area, for example, 
when a building is placed over a reserve area. 
"Experimental system" means any alternative system: 
Without design guidelines developed by the department; 
or | 

A proprietary device or method which has not yet been 
evaluated and approved by the department. 

"Failure" means a condition of an on-site sewage sys- 
tem that threatens the public health by inadequately treating 
sewage or by creating a potential for direct or indirect con- 
tact between sewage and the public. Examples of failure 
include: 

Sewage on the surface of the ground; 
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Sewage backing up into a structure caused by slow soil 
absorption of septic tank effluent; 

Sewage leaking from a septic tank, pump chamber, hold- 
ing tank, or collection system; 

Cesspools or seepage pits where evidence of ground 
water or surface water quality degradation exists; 

Inadequately treated effluent contaminating ground 
water or surface water; or 

Noncompliance with standards stipulated on the permit. 

"Ground water" means a subsurface water occupying 
the zone of saturated soil, permanently, seasonally, or as the 
result of the tides. Indications of ground water may include: 

Water seeping into or standing in an open excavation 
from the soil surrounding the excavation. 

Spots or blotches of different color or shades of color 
interspersed with a dominant color in soil, commonly 
referred to as mottling. Mottling is a historic indication for 
the presence of ground water caused by intermittent periods 
of saturation and drying, and may be indicative of poor aera- 
tion and impeded drainage. Also see "water table." 

"Holding tank sewage system" means an on-site sew- 
age system which incorporates a holding tank, the services of 
asewage pumper/hauler, and the off-site treatment and dis- 
posal for the sewage generated. 

"Industrial wastewater" means the water or liquid car- 
ried waste from an industrial process. These wastes may 
result from any process or activity of industry, manufacture, 
trade or business, from the development of any natural 
resource, or from animal operations such as feedlots, poultry 
houses, or dairies. The term includes contaminated storm 
water and leachate from solid waste facilities. 

"Installer" means a qualified person approved by a 
local health officer to install or repair on-site sewage systems 
or components. 

"Large on-site sewage system (LOSS)" means any on- 
site sewage system with design flows, at any common point, 
greater than three thousand five hundred gallons per day. 

"Local health officer" means the health officer of the 
city, county, or city-county health department or district 
within the state of Washington, or a representative autho- 
rized by and under the direct supervision of the local health 
officer, as defined in chapter 70.05 RCW. 

"May" means discretionary, permissive, or allowed. 

"On-site sewage system (OSS)" means an integrated 
arrangement of components for a residence, building, indus- 
trial establishment or other places not connected to a public 
sewer system which: 

Convey, store, treat, and/or provide subsurface soil 
treatment and disposal on the property where it originates, 
upon adjacent or nearby property; and 

Includes piping, treatment devices, other accessories, 
and soil underlying the disposal component of the initial and 
reserve areas. 

"Ordinary high-water mark" means the mark on 
lakes, streams, and tidal waters, found by examining the beds 
and banks and ascertaining where the presence and action of 
waters are so common and usual, and so long continued in all 
ordinary years, as to mark upon the soil a character distinct 
from that of the abutting upland with respect to vegetation, as 
that condition exists on the effective date of this chapter, or 
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as it may naturally change thereafter. The following defini- 
tions apply where the ordinary high-water mark cannot be 
found: 

The ordinary high-water mark adjoining marine water is 
the elevation at mean higher high tide; and 

The ordinary high-water mark adjoining freshwater is 
the line of mean high water. 

"Person" means any individual, corporation, company, 
association, society, firm, partnership, joint stock company, 
or any governmental agency, or the authorized agents of any 
such entities. 

"Planned unit development" means a development 
characterized by a unified site design, clustered residential 
units and/or commercial units, and areas of common open 
space. 

"Pressure distribution" means a system of small diam- 
eter pipes equally distributing effluent throughout a trench or 
bed, as described in the "Guidelines for Pressure Distribu- 
tion Systems" by the department. Also see "conventional 
pressure distribution." 

"Proprietary device or method" means a device or 
method classified as an alternative system, or a component 
thereof, held under a patent, trademark or copyright. 

"Public sewer system" means a sewerage system: 

Owned or operated by a city, town, municipal corpora- 
tion, county, or other approved ownership consisting of a 
collection. system and necessary trunks, pumping facilities 
and a means of final treatment and disposal; and 

Approved by or under permit from the department of 
ecology, the department of health and/or a local health 
officer. 

"Pumper" means a person approved by the local health 
officer to remove and transport wastewater or septage from 
on-site sewage systems. 

"Repair" means restoration, by reconstruction or relo- 
cation, or replacement of a failed on-site sewage system. 

"Reserve area" means an area of land approved for the 
installation of a conforming system and dedicated for 
replacement of the OSS upon its failure. 

"Residential sewage" means sewage having the constit- 
uency and strength typical of wastewater from domestic 
households. 

"Restrictive layer" means a stratum impeding the verti- 
cal movement of water, air, and growth of plant roots, such 
as hardpan, claypan, fragipan, caliche, some compacted 
soils, bedrock and unstructured clay soils. 

"Seepage pit" means an excavation more than three feet 
deep where the sidewall of the excavation is designed to dis- 
pose of septic tank effluent. Seepage pits may also be called 
“dry wells." 

"Septage" means the mixture of solid wastes, scum, 
sludge, and liquids pumped from within septic tanks, pump 
chambers, holding tanks, and other OSS components. 

"Septic tank" means a watertight pretreatment recepta- 
cle receiving the discharge of sewage from a building sewer 
or sewers, designed and constructed to permit separation of 
settleable and floating solids from the liquid, detention and 
anaerobic digestion of the organic matter, prior to discharge 
of the liquid. 
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"Sewage" means any urine, feces, and the water carry- 
ing human wastes, including kitchen, bath, and laundry 
wastes from residences, buildings, industrial establishments 
or other places. For the purposes of these regulations, "sew- 
age" is generally synonymous with domestic wastewater. 
Also see "residential sewage." 


"Shall" means mandatory. 


"Soil log" means a detailed description of soil charac- 
teristics providing information on the soil's capacity to act as 
an acceptable treatment and disposal medium for sewage. 


"Soil type" means a numerical classification of fine 
earth particles and coarse fragments as described in WAC 
246-272-11001 (2)(e). 

"Subdivision" means a division of land or creation of 
lots or parcels, described under chapter 58.17 RCW, now or 
as hereafter amended, including both long and short subdivi- 
sions, planned unit developments, and mobile home parks. 


"SSAS" or "subsurface soil absorption system" 
means a system of trenches three feet or less in width, or beds 
between three and ten feet in width, containing distribution 
pipe within a layer of clean gravel designed and installed in 
original, undisturbed soil for the purpose of receiving efflu- 
entand transmitting it into the soil. 


"Surface water" means any body of water, whether 
fresh or marine, flowing or contained in natural or artificial 
unlined depressions for significant periods of the year, 
including natural and artificial lakes, ponds, springs, rivers, 
streams, swamps, marshes, and tidal waters. 


"Table VI repair" means a repair or replacement of an 
existing on-site sewage system which, because of site limita- 
tions, must utilize treatment standards shown in Table VI in 
lieu of compliance with new construction requirements for 
vertical separation and/or horizontal set back from surface 
waters or drinking water wells or springs. 


"Treatment standard 1" means a thirty-day average of 
less than 10 milligrams per liter of biochemical oxygen 
demand (five-day BODs), 10 milligrams per liter of total sus- 
pended solids (TSS), and a thirty-day geometric mean of less 
than 200 fecal coliform per 100 milliliters. 


"Treatment standard 2" means a thirty-day average of 
less than 10 milligrams per liter of biochemical oxygen 
demand (five-day BOD), 10 milligrams per liter of total sus- 
pended solids (TSS), and a thirty-day geometric mean of less 
than 800 fecal coliform per 100 milliliters. 


"Unit volume of sewage" means: 

A single family residence; 

A mobile home site in a mobile home park; or 

Four hundred fifty gallons of sewage per day where the 
proposed development is not single family residences or a 
mobile home park. 


"Vertical separation" means the depth of unsaturated, 
original, undisturbed soil of soil types 1B-6 between the bot- 
tom of a disposal component and the highest seasonal water 
table, a restrictive layer, or soil type 1A, as illustrated below 
by the profile drawing of a subsurface soil absorption sys- 
tem: 
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Ground surface 


ater table, Restrictive layer, or Soil Type 1А 

MMMM 

"Water table" means the upper surface of the ground 

water, whether permanent or seasonal. Also see "ground 

water.” 

"Wave barrier" means a bulkhead of adequate height 

and construction protecting the immediate area of on-site 
sewage system components from wave action. 


[Statutory Authority: RCW 43.20.050. 94-09-025, $ 246-272-01001, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-02001 Local regulation. (1) Local 
boards of health may adopt and enforce local rules and regu- 
lations governing on-site sewage systems when the local reg- 
ulations are: 

(a) Consistent with, and as stringent as, this chapter; and 

(b) Approved by the department prior to the effective 
date of local regulations. 

(2) A local board of health may apply for departmental 
approval of local regulations at any time by initiating the fol- 
lowing procedure: 

(a) The local board shall submit the proposed local regu- 
lations to the department. 

(b) Within ninety days of receipt, the department shall: 

(i) Approve the regulation; or 

(ii) Signify automatic tacit agreement with the local reg- 
ulations and permitting local implementation by failing to 
act; or 

(iii) Deny approval of the regulations. If the department 
determines local regulations are not consistent with this chap- 
ter, the department shall provide specific reasons for denial. 

(3) Upon receipt of departmental approval or after ninety 
days without notification, whichever comes first, the local 
board may implement adopted regulations. The local board 
shall provide a copy of the adopted local regulations to the 
department. 

(4) If the department denies approval of local regula- 
tions, the local board of health may: 

` (a) Resubmit revised regulations for departmental con- 
sideration; or 

(b) Submit a written request for a review of the depart- 
mental denial within one hundred twenty days from the date 
the local board of health receives the written reasons for the 
denial. 
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(5) Upon receipt of written request for review of the 
departmental denial, the department shall: 

(a) Acknowledge the receipt of the request in writing; 
and 

(b) Form a mutually acceptable advisory panel consist- 
ing of: 

(i) One departmental employee; 

(ii) One employee from a local health jurisdiction other 
than that which requested the review; and 

(iii) One member of the technical review committee 
described in WAC 246-272-23501. 

(6) If good faith efforts to reach agreement are unsuc- 
cessful, the local board of health may appeal the denial to the 
Washington state board of health for resolution. 

(7) Nothing in this chapter shall prohibit the adoption 
and enforcement of more stringent regulations by local health 
departments where such regulations are needed to protect the 
public health. 


[Statutory Authority: RCW 43.20.050. 94-09-025, § 246-272-02001, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-03001 Applicability. (1) The local 
health officer and the department: 

(a) Shall apply this chapter to OSS treating wastewater 
and disposing of effluent from residential sewage sources; 

(b) May apply this chapter to OSS for sources other than 
residential sewage, excluding industrial wastewater, if pre- 
treatment, siting, design, installation, and operation and 
maintenance measures provide treatment and effluent dis- 
posal equal to that required of residential sewage. 

(2) Preliminary plats specifying general methods of sew- 
age treatment, disposal, system designs and locations 
approved prior to the effective date of these regulations shall 
be acted upon in accordance with regulations in force at the 
time of preliminary plat approval for a maximum period of 
five years from the date of approval or for an additional year 
beyond the effective date of these regulations, whichever 
assures the most lenient expiration date. 

(3) A valid sewage system design approval, or installa- 
tion permit issued prior to the effective date of these regula- 
tions: 

(a) Shall be acted upon in accordance with regulations in 
force at the time of issuance; 

(b) Shall have a maximum validity period of five years 
from the date of issuance or remain valid for an additional 
year beyond the effective date of these regulations, which- 
ever assures the most lenient expiration date; and 

(c) May be modified to include additional requirements 
if the health officer determines that a serious threat to public 
health exists. 

(4) The Washington state department of ecology has 
authority and approval over: 

(a) Domestic or industrial wastewater under chapter 173- 
240 WAC; and 

(b) Sewage systems using mechanical treatment, or 
lagoons, with ultimate design flows above three thousand 
five hundred gallons per day. 

(5) The Washington state department of health has 
authority and approval over: 
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(a) Systems with design flows through any common 
point between three thousand five hundred to fourteen thou- 
sand five hundred gallons per day; and 

(b) Any large on-site sewage system "LOSS" for which 
jurisdiction has been transferred to the department of health 
under conditions of memorandum of agreement with the 
department of ecology. 

(6) The local health officer has authority and approval 
over: 

(a) Systems with design flows through any common 
point up to three thousand five hundred gallons per day; 

(b) Any large on-site sewage system "LOSS" for which 
jurisdiction has been transferred to a local health jurisdiction 
from the department by contract. 

(7) Where this chapter conflicts with chapter 90.48 
RCW, Water pollution control, the requirements under those 
statutes apply. 


[Statutory Authority; RCW 43.20.050. 94-09-025, $ 246-272-03001, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-04001 Alternative systems and pro- 
prietary devices. (1) The department: 

(a) May approve guidelines for alternative systems if 
they are based upon: 

(i) Sufficient theory and/or applied research to warrant 
guideline development; and 

(ii) Sufficient accumulation of performance data to 
prove treatment standards are met; and 

(iii) Review and recommendations by the technical 
review committee established under WAC 246-272-23501. 

(b) May maintain lists of approved methods, proprietary 
devices, guidelines, and alternative systems. 

(c) May charge fees to cover the cost of administering an 
alternative system program. 

(2) The local health officer or department shall only per- 
mit installation of alternative systems for which there are 
alternative system guidelines, or a proprietary device if it 
appears on the list of approved systems or devices maintained 
by the department under subsection (1)(a) and (b) of this sec- 
tion. 

(3) The local health officer: 

(a) May require performance monitoring or sampling of 
any alternative system. 

(b) May charge fees to cover the costs for monitoring 
system performance. 

(c) Shall submit copies of evaluation reports to the 
department when alternative system performance is evalu- 
ated. 

(d) Shall notify the department of alternative system 
approvals and failures. 

(4) Persons desiring product inclusion on the approved 
list, or intending to alter an approved device or method, shall 
submit to the department: 

(a) Documentation, data, plans, or other information 
requested, in an acceptable format for technical evaluation to 
certify that the product meets all the criteria in the appropriate 
guidelines; and 

(b) Required fees. 
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(5) Persons desiring continued retention on the list of 
approved systems and products shall submit to the depart- 
ment: 

(a) An acceptable annual report which includes any 
changes in the product and certifies that the device meets 
appropriate guidelines; and 

(b) Required fees. 


[Statutory Authority: RCW 43.20.050. 94-09-025, 8 246-272-04001, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-05001 Experimental systems. (1) Per- 
sons proposing a system for inclusion on the departmental 
approved list of experimental systems shall submit to the 
department for review and approval, a written proposal which 
includes: 

(a) Description of existing theory and/or applied 
research supporting the application; 

(b) Proposed testing protocol; 

(c) Proposed operation, maintenance, and monitoring 
detail and schedules; 

(d) Maximum number of installations; 


(e) Proposed locations and uses, if multiple locations аге. 


proposed; 

(f) Proposed reporting detail and frequency; 

(g) Proposed schedule for the experimental program; 

(h) Name(s) of the person(s) financially responsible for 
the experimental program, including: 

(i) Routine operation and maintenance; 

(ii) Monitoring; and 

(iii) Repair and/or replacement of the system. 

(i) Verification that the proposal is consistent with the 
intent of this chapter, requirements of this section, and the 
departmental application process. 

(2) The local health officer: 

(a) May permit a limited number of specific experimen- 
tal systems if: 

(i) The specific system is included on the department's 
approved list of experimental systems under subsection 
(5)(b) of this section; 

(ii) The site will accommodate the installation of a con- 
forming system in the event of failure of the experimental 
system; 

(iii) Local agreements to provide for monitoring, sam- 
pling, testing, reporting, maintenance, repairs, and the 
replacement of the system in accordance with the protocol 
approved by the department under subsection (1) of this sec- 
tion are completed and signed. 

(b) May charge fees to cover the cost of evaluating or 
monitoring the experimental system. 

(3) After the experimental system proposal is approved, 
the person noted as responsible for an experimental system 
program on the departmental approved list shall: 

(a) Follow the experimental system protocol, proce- 
dures, and other related written agreements approved by the 
department and the local health officer; 

(b) Monitor the experimental system and submit records 
as required to meet department's approval or the local health 
officer's permit; and 

(c) Annually renew each state experimental system per- 
mit. 
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(4) À person desiring to install an experimental system 
shall: 

(a) Obtain a permit from the local health officer; 

(b) Submit a written promise to the health officer agree- 
ing to abandon the experimental system and install a con- 
forming system if: 

(1) The system fails; 

(ii) The performance of the experimental system is 
unsatisfactory; or 

(iii) The applicant fails to adequately monitor the exper- 
imental system and submit records as required in the depart- 
ment's approval or the local health officer's permit; 

(iv) The system components do not function as indicated 
by submitted documents; 

(v) Performance does not meet the anticipated objectives 
of the experiment; or 

(vi) The state experimental system permit is not renewed 
annually. 

(c) Provide financial guarantees, acceptable to the health 
officer, and a copy of the recorded covenant required under 
(b) of this subsection to the local health officer; and 

(d) Obtain through the local health officer an annually 
renewable state experimental system permit. 

(5) The department: 

(a) Shall obtain recommendations from the technical 
review committee prior to issuing approval of a proposal; 

(b) Shall maintain a list of experimental systems that 
have been approved by the department, which also indicates 
each system's current status, application, use, and restric- 
tions; 

(c) Shall monitor the performance of the experimental 
system, including evaluation of any failures; 

(d) Shall annually renew the state experimental system 
permit when: 

(i) The requirements under subsections (3)(a) and (b) of 
this section are satisfied; and 

(ii) The performance of the system is satisfactory; and 

(e) Shall no longer apply the requirements of this section 
when the requirements of WAC 246-272-04001 are satisfied. 

(6) The department and the local health officer shall not 
permit an experimental LOSS. 


[Statutory Authority: RCW 43.20.050. 94-09-025, § 246-272-05001, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-07001 Connection to public sewer sys- 
tem. (1) When adequate public sewer services are available 
within two hundred feet of the residence or facility the local 
health officer, upon the failure of an existing on-site sewage 
system may: 

(a) Require hook-up to a public sewer system; or 

(b) Permit the repair or replacement of the on-site sew- 
age system only if a conforming system can be designed and 
installed. 

(2) Except as noted in subsection (1) of this section, the 
owner of a failure shall abandon the OSS under WAC 246- 
272-18501 and connect the residence or other facility to a 
public sewer system when: 

(a) The distance between the residence or other facility 
and an adequate public sewer is two hundred feet or less as 
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measured along the usual or most feasible route of access; 
and 

(b) The sewer utility allows the sewer connection. 

(3) The owner of a residence or other facility served by a 
Table VI repair as defined in WAC 246-272-01001 of this 
chapter shall abandon the OSS according to the requirements 
specified in WAC 246-272-18501, and connect the residence 
or other facility to a public sewer system when: 

(a) Connection is deemed necessary to protect public 
health by the local health officer; 

(b) An adequate public sewer becomes available within 
two hundred feet of the residence or other facility as mea- 
sured along the usual or most economically feasible route of 
access; and 

(c) The sewer utility allows the sewer connection. 

(4) Local boards of health may require a new develop- 
ment to connect to a public sewer system to protect public 
health. 


[Statutory Authority: RCW 43.20.050. 94-09-025, 8 246-272-07001, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-08001 Large on-site sewage systems 
(LOSS). (1) Persons proposing a new LOSS for which the 
department has jurisdiction by WAC or memorandum of 
agreement with the department of ecology shall meet the 
requirements specified in "Design Standards for Large On- 
site Sewage Systems," 1993, Washington state department of 
health (available upon written request to the department). 

(2) Persons shall submit the documents and fees speci- 
fied under (a) through (f) of this subsection and obtain 
approval from the department before installing a LOSS to 
serve any facility: 

(a) A preliminary report, stamped and signed by an engi- 
neer, including: 

(i) A discussion of the proposed project, including the 
schedule of construction; 

(ii) A discussion of compliance with other state and local 
zoning, platting, health, and building regulations as they 
relate to sewage treatment and disposal; 

(iii) An analysis of the site's capacity to treat and dispose 
of the proposed quantity and quality of sewage; 

(iv) An analysis of the factors identified in WAC 246- 
272-20501 (2)(d)(ii)(A); and 

(v) A soil and site evaluation as specified in WAC 246- 
272-11001 signed by the evaluator; 

(vi) A management plan describing the: 

(A) Management entity consisting of one of the follow- 
ing: 

(D For residential subdivisions where the lots are indivi- 
dually owned, a public entity serves as the primary manage- 
ment entity, or as the third party trust for a private manage- 
ment entity; or 

(П) For other uses, including single ownership, a public 
entity or a private entity via an appropriate contract or agree- 
ment provides management; 

(B) Duties of the management entity, including specific 
tasks and frequency of operation and maintenarice; 

(C) Controls to ensure the continuity and permanency of 
proper operation and maintenance; 
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(D) Methods and frequency of monitoring, recordkeep- 
ing, and reporting to the department; 

(E) Rights and responsibilities of management; and 

(F) Rights and responsibilities of persons purchasing 
connections to the LOSS. 

(b) Complete plans and specifications of the LOSS: 

(i) Showing a conventional pressure distribution system 
with three feet of vertical separation; 

(ii) Meeting all other design criteria within "Design 
Standards for Large On-site Sewage Systems," 1993, depart- 
ment of health (available upon written request to the depart- 
ment); and 

(iii) Stamped and signed by an engineer; 

(c) A schedule of inspections to confirm the installation 
conforms to the plans and specifications; 

(d) A draft operation and maintenance manual, describ- 
ing the LOSS and outlining routine maintenance procedures 
for proper operation of the system; 

(e) Required fees; and 

(f) Other information as required by the department. 

(3) Persons desiring to repair, modify or expand a facility 
served, or to be served by a LOSS shall submit all documents 
and fees specified under subsection (2)(a) through (f) of this 
section, unless the department waives submission of some 
elements as unnecessary, and obtain approval from the 
department. 

(4) The department: 

(a) Shall not change the terms of a project's construction 
approval during a two-year validity period. However addi- 
tional terms to protect public health may be included before 
granting one-year approval permit extensions; 

(b) Shall conduct a presite inspection; and 

(c) May allow the applicant to renew approval under the 
initial terms for successive one-year periods if: 

(i) The LOSS is incomplete two years after the depart- 
ment's approval; 

(ii) The applicant requests renewal in writing; and 

(iii) The applicant submits required fees. 

(5) A qualified installer shall install the LOSS. 

(6) The applicant or applicant's agent: 

(a) Shall comply with all conditions set forth in the 
department's construction approval; 

(b) May request extensions to the construction approval 
permit; and 

(c) Shall comply with any additional conditions upon 
construction approval extensions set forth by the department, 
and pay required fees for renewing the approval. 

(7) Before a new LOSS is used: 

(a) An engineer shall stamp, sign, and submit a LOSS 
construction report to the department within sixty days fol- 
lowing the completion of construction of the LOSS includ- 
ing: 

(3) À completed form stating the LOSS was constructed 
in accordance with the department's approved plans and spec- 
ifications; and 

(ii) An "as built" or "record" drawing; 

(b) The department shall conduct a final inspection; and 

(c) The owner shall: 
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(i) Submit an operation and maintenance manual devel- 
oped by an engineer for the installed LOSS to the department 
for review and approval; and 

(ii) Obtain a LOSS operating permit from the department 
by: 

(A) Completing and submitting forms to the department; 
and 

(B) Paying required fees. 

(8) The owner of a LOSS that has been approved by the 
department or local health officer or constructed after July 1, 
1984, shall: 

(a) Obtain a LOSS operating permit from the depart- 
ment; and 

(b) Annually renew it. 

(9) The owner shall annually renew the LOSS operating 
permit by: 

(a) Continued retention of an approved management 
entity to operate and maintain the LOSS; 

(b) Submitting a report to the department demonstrating 
the LOSS is operated, maintained, and monitored in accor- 
dance with this chapter and the approved operation and main- 
tenance manual; and 

(c) Submitting required fees. 

(10) The department: 

(a) Shall issue a LOSS operating permit to owners of 
LOSS meeting the requirements of subsections (1) through 
(7) of this section; 

(b) Shall annually renew the LOSS operating permit 
when the owner has complied with the requirements under 
subsection (9) of this section; 

(c) May revoke the LOSS operating permit when the: 

(i) Approved management entity ceases to operate and 
maintain the LOSS; 

(ii) Owner does not meet other conditions of the LOSS 
operating permit; or 

(iii) LOSS fails; 

(d) Shall monitor the performance of LOSS; and 

(e) Shall apply the requirements under WAC 246-272- 
16501 to failing LOSS. 

(11) The department may request the assistance of the 
local health officer to review the site or the design or to 
inspect the construction of a LOSS. 

(12) A local health officer and the department may enter 
into a contract under which: 

(a) The local health officer will assume the department's 
responsibilities in subsections (2), (4), (6), (7)(a), (b) and 
(c)(i) of this section to regulate LOSS; and 

(b) The local health officer may charge fees to a LOSS 
applicant or owner for services provided if the.authorization 
for such fees is set forth in local regulations adopted under 
this chapter. 


[Statutory Authority: RCW 43.20.050. 94-09-025, $ 246-272-08001, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-09001 Permits for OSS under three 
thousand five hundred gallons per day. (1) Prior to begin- 
ning the construction process, a person proposing the instal- 
lation, repair, modification, connection to, or expansion of an 
OSS, shall develop and submit the following to the local 
health officer and obtain approval: 
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(a) General information including: 

(i) Name and address of the property owner and the 
applicant at the head of each page of submission; 

(ii) Parcel number and address, if available, of the site; 

(iii) Source of drinking water supply; 

(iv) Identification if the property is within the boundaries 
of a recognized sewer utility; 

(v) Size of the parcel; 

(vi) Type of permit for which application is being made, 
for example, new installation, repair, expansion, alteration, or 
operational; 

(vii) Source of sewage, for example, residential, restau- 
rant, or other type of business; 

(viii) Location of utilities; 

(ix) Name of the site evaluator; 

(x) Name of the designer; 

(xi) Date of application; and 

(xii) Signature of applicant. 

(b) The soil and site evaluation as specified under WAC 
246-272-11001(2). 

(c) A complete, detailed, and dimensional site plan 
including: 

(i) Designated areas for the proposed initial system and 
the reserve area; 

(ii) The location of all soil logs and other soil tests for the 
OSS; 

(iii) General topography and/or slope of the site; 

(iv) Site drainage characteristics; 

(v) The location of existing and proposed encumbrances 
affecting system placement, including legal access docu- 
ments if any component of the OSS is not on the lot where the 
sewage is generated; and 

(vi) An arrow indicating north. 

(d) A detailed system design meeting the requirements 
under WAC 246-272-11501 including: 

(i) A dimensional drawing showing the location of com- 
ponents of the proposed OSS, and the system designed for the 
reserve area if reserve site characteristics differ significantly 
from the initial area; 

(ii) Vertical cross-section drawings showing: 

(A) The depth of the disposal component, the vertical 
separation, and depth of soil cover; and 

(B) Other OSS components constructed at the site. 

(iii) Calculations and assumptions supporting the pro- 
posed design, including: 

(A) Soil type; 

(B) Hydraulic loading rate in the disposal component; 
and 

(C) System's maximum daily flow capacity. 

(e) Such additional information as deemed necessary by 
the local health officer. 

(2) The local health officer may develop the required 
information specified in subsection (1) of this section if 
authorization for such actions is included in local regulations. 

(3) The local health officer shall: 

(a) Issue a permit when the information submitted under 
subsection (1) of this section meets the requirements con- 
tained in this chapter and in local regulations; 

(b) Identify the permit as a new installation, repair, 
expansion, modification, or operational permit; 
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(c) Specify the expiration date on the permit; 

(d) Include a reminder on the permit application of the 
applicant's right of appeal; and 

(e) State the period of validity and the date and condi- 
tions of renewal when requiring operational permits to be 
obtained and retained; 

(4) The local health officer may revoke or deny a permit 
for due cause. Examples include, but are not limited to: 

(a) Development or continued use of an OSS that threat- 
ens the public health; 

(b) Misrepresentation or concealment of material fact in 
information submitted to the local health officer; or 

(c) Failure to meet conditions of the permit or the regula- 
tions. 

(5) Before the local health officer issues a permit for the 
installation of an OSS to serve more than one development, 
the applicant shall show: 

(a) An approved public entity owning or managing the 
OSS in perpetuity; or 
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(b) An arrangement with a management entity accept- 
able to the local health officer, recorded in covenant, lasting 
until the on-site system is no longer needed, and containing, 
but not limited to: 

(i) A legal easement allowing access for construction, 
operation and maintenance, and repair of the OSS; and 

(ii) Identification of an adequate financing mechanism to 
assure the funding of operation, maintenance, and repair of 
the OSS. 

(6) The local health officer shall not delegate the author- 
ity to issue permits. 

(7) The local health officer may stipulate additional 
requirements for a particular permit if necessary for public 
health protection. 


[Statutory Authority: RCW 43.20.050. 94-09-025, § 246-272-09001, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-09501 Location. (1) Persons shall 
design and install OSS to meet the minimum horizontal sep- 
arations shown in Table I, Minimum Horizontal Separations: 


TABLE І 
MINIMUM HORIZONTAL SEPARATIONS 


From edge of dis- 
posal component 
and reserve area 


From septic tank, 
holding tank, con- 
tainment vessel, 


From building 
sewer, collection, 
and non-perfo- 


Items requiring setback 


Spring or surface water used as drinking water source”? 
Pressurized water supply line* 


Surface water? 
Marine water 
Fresh water 


Building foundation 


Property or easement line 5 


Interceptor / curtain drains/ drainage ditches 
Down-gradient’ 
Up-gradient? 
Down-gradient cuts or banks with at least 5 ft. of original, 
undisturbed soil above a restrictive layer due to a structural 
or textural change 
Down-gradient cuts or banks with at least 5 ft. of original, 
undisturbed soil above a restrictive layer due to a structural 
or textural change 


1 "Building sewer" as defined by the most current edition 
of the Uniform Plumbing Code."Nonperforated distri- 
bution" includes pressure sewer transport lines. 

2 If surface water is used as a public drinking water sup- 
ply, the designer shall locate the OSS outside of the 
required sanitary control area. 

5 Measured from the ordinary high-water mark. 

4 The local health officer may approve a sewer transport 
line within ten feet of a water supply line if the sewer 
line is constructed in accordance with section 2.4 of the 
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pump chamber, rated distribution 


and distribution 


-d 


department of ecology's "Criteria For Sewage Works 
Design," revised October 1985, or equivalent. 


Before any component can be placed within one hun- 
dred feet of a well, the designer shall submit a "decom- 
missioned water well report" provided by a licensed 
well driller, which verifies that appropriate decommis- 
sioning procedures noted in chapter 173-160 WAC 
were followed.Once the well is properly decommis- 
sioned, it no longer provides a potential conduit to 
ground water, but septic tanks, pump chambers, con- 
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tainment: vessels, or distribution boxes should not be 
placed directly over the site. 

E The local health officer may allow a reduced horizontal 
separation to not less than two feet where the property 
line, easement line, or building foundation is up-gradi- 
ent. 

7 The item is down-gradient when liquid will flow 
toward it upon encountering a water table or a restric- 
tive layer. The item is up-gradient when liquid will 
flow away from it upon encountering a water table or 
restrictive layer. 


(2) Where any condition indicates a greater potential for 
contamination or pollution, the local health officer or the 
department may increase the minimum horizontal separa- 
tions. Examples of such conditions include excessively per- 
meable soils, unconfined aquifers, shallow or saturated soils, 
dug wells, and improperly abandoned wells. 

(3) The horizontal separation between an OSS disposal 
component and an individual water well, spring, or surface 
water can be reduced to a minimum of seventy-five feet, by 
the local health officer, and be described as a "conforming" 
system upon signed approval by the health officer if the 
applicant demonstrates: 

(a) Adequate protective site specific conditions, such as 
physical settings with low hydro-geologic susceptibility from 
contaminant infiltration. Examples of such conditions 
include evidence of confining layers and or aquatards sepa- 
rating potable water from the OSS treatment zone, excessive 
depth to ground water, down-gradient contaminant source, 
or outside the zone of influence; or 

(b) Design and proper operation of an OSS system assur- 
ing enhanced treatment performance beyond that accom- 
plished by meeting the vertical separation and effluent distri- 
bution requirements described in WAC 246-272-11501 
(2)(f) Table IV; or 

(c) Evidence of protective conditions involving both (a) 
and (b) of this subsection. 

(4) Persons shall design and/or install disposal compo- 
nents only where: 

(a) The slope is less than forty-five percent (twenty-four 
degrees); 

(b) The area is not subject to: 

(i) Encroachment by buildings or construction such as 
placement of swimming pools, power poles and underground 
utilities; 

(ii) Cover by impervious material; 

(11) Vehicular traffic; or 

(iv) Other activities adversely affecting the soil or the 
performance of the OSS. 

(c) Sufficient reserve area for replacement exists to treat 
and dispose one hundred percent of the design flow; 

(d) The land is stable; and 

(e) Surface drainage is directed away from the site. 

(5) A local health officer may allow expansion of an 
existing on-site sewage system adjacent to a marine shoreline 
that does not meet the minimum horizontal separation 
between the disposal component and the ordinary high water 
mark required by WAC 246-272-09501 Table I, provided 
that: 

(a) The system meets all requirements of WAC 246-272- 
11501; 
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(b) The system complies with all other requirements of 
WAC 246-272-09501 and 246-272-17501; 

(c) Horizontal separation between the disposal compo- 
nent and the ordinary high water mark is fifty feet or greater; 
and 

(d) Vertical separation is three feet or greater with a con- 
ventional gravity drainfield, or two feet or greater with a con- 
ventional pressure distribution drainfield. 


[Statutory Authority: RCW 43.20.050. 94-09-025, § 246-272-09501, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-11001 Soil and site evaluation. (1) The 
local health officer or department shall permit only engi- 
neers, qualified designers and soil scientists to perform soil 
and site evaluations. 

(2) The person evaluating the soil and site shall: 

(a) Record: 

(1) A sufficient number of soil logs to evaluate conditions 
within: 

(A) The initial disposal component; and 

(B) The reserve area. 

(ii) The ground water conditions, the date of the obser- 
vation, and the probable maximum height; 

(iti) The topography of the site; 

(iv) The drainage characteristics of the site; 

(v) The existence of structurally deficient soils subject to 
major wind or water erosion events such as slide zones and 
dunes; 

(vi) The existence of designated flood plains; and 

(vii) The location of existing encumbrances affecting 
system placement, such as: 

(A) Wells and suction lines; 

(B) Water sources and supply lines; 

(C) Surface water; 

(D) Abandoned wells; 

(E) Outcrops of bedrock and restrictive layers; 

(F) Buildings; 

(G) Property lines and lines of easement; 

(H) Interceptors such as footing drains, curtain drains 
and drainage ditches; 

(I) Cuts, banks, and fills; 

(J) Driveways and parking areas; 

(K) Existing OSS; and 

(L) Underground utilities. 

(b) Use the soil and site evaluation procedures and ter- 
minology in accordance with chapter 3 and Appendix A of 
the "Design Manual: On-site Wastewater Treatment and 
Disposal Systems," United States Environmental Protection 
Agency, EPA-625/1-80-012, October, 1980, except where 
modified by, or in conflict, with this chapter (available upon 
written request to the department); 

(c) Use the soil names and particle size limits of the 
United States Department of Agriculture Soil Conservation 
Service classification system; 

(d) Determine texture, structure, compaction and other 
soil characteristics that affect the treatment and water move- 
ment potential of the soil by using normal field and/or labo- 
ratory procedures such as particle size analysis; and 

(e) Classify the soil as in Table II, Soil Textural Classi- 
fication: 
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TABLE II 
SOIL TEXTURAL CLASSIFICATION 


"n... CT 


Soil Type 


Soil Textural Classifications 


1A Very gravelly! coarse sands or coarser. All 
extremely gravelly? soils. 
1B Very gravelly medium sand, very gravelly 


fine sand, very gravelly very fine sand, 
very gravelly loamy sands. 


sand). 
medium sands. 
4 Very fine sands, loamy fine sands, loamy 
very fine sands, sandy loams, loams. 


developed structure. 
c — 7 ciel 
loams, silty clay loams. 


Sandy clay, clay, silty clay, and strongly 
cemented or firm soils. 


Unsuitable 
for 

treatment 
or 
disposal 


1 Very Gravelly= >35% and <60% gravel and coarse 

fragments, by volume. 

2 Extremely Gravelly= >60% gravel and coarse frag- 

ments, by volume. 

(3) The owner of the property or his agent shall: 

(a) Prepare the soil log excavation to: 

G) Allow examination of the soil profile in its original 
position by: 

(A) Excavating pits of sufficient dimensions to enable 
observation of soil characteristics by visual and tactile means 
to a depth three feet deeper than the anticipated bottom of the 
disposal component; or 

(B) Stopping at a shallower depth if a water table or 
restrictive layer is encountered; and 

(ii) Allow determination of the soil's texture, structure, 
color, bulk density or compaction, water absorption capabili- 
ties or permeability, and elevation of the highest seasonal 
water table; and 

(b) Assume responsibility for constructing and maintain- 
ing the soil log excavation in a manner to reduce potential for 
physical injury by: 

(i) Placing excavated soil no closer than two feet of the 
excavation; 

(ii) Providing a ladder, earth ramp or steps for safe egress 
to a depth of four feet, then scoop out a portion from the floor 
to gain the additional two foot depth necessary to observe the 
six feet of soil face, however the scooped portion is not to be 
entered; 

(iii) Provide a physical warning barrier around the exca- 
vation's perimeter; and 

(iv) Fill the excavation upon completion of the soil log. 

(4) The local health officer: 

(a) Shall render a decision on the height of the water 
table within twelve months of receiving the application 
under precipitation conditions typical for the region; 
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(b) May require water table measurements to be recorded 
during months of probable high-water table conditions, if 
insufficient information is available to determine the highest 
seasonal water table; 

(c) May require any other soil and site information 
affecting location, design, or installation; and 

(d) May reduce the required number of soil logs for OSS 
serving a single family residence if adequate soils informa- 
tion has previously been developed. 


[Statutory Authority: RCW 43.20.050. 94-09-025, $ 246-272-11001, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-11501 Design. (1) The local health 
officer shall require that on-site sewage systems be designed 
only by engineers or qualified designers, except: 

(a) Where at the discretion of the local health officer a 
resident owner of the single family residence is allowed to 
design a system for that residence; or 

(b) The local health officer performs the soil and site 
evaluation and develops the design. 

(2) The local health officer and the department shall 
require the following design criteria: 

(a) All the sewage from the building served is directed to 
the OSS; 

(b) Drainage from the surface, footing drains, roof 
drains, and other nonsewage drains is prevented from enter- 
ing the OSS and the area where the OSS is located; 

(c) The OSS is designed to treat and dispose of the fol- 
lowing flows: 

(1) For single family residences, one hundred twenty gal- 
lons. per bedroom per day, with a minimum of two hundred 
forty gallons per day, unless technical justification is pro- 
vided to support calculations using a lower design flow; 

(ii) For other facilities, the design flows noted in "Design 
Manual: On-site Wastewater Treatment and Disposal Sys- 
tems," United States Environmental Protection Agency, 
EPA-625/1-80-012, October, 1980 (available upon written 
request to the department.) If the type of facility is not listed 
in the EPA design manual, design flows from one of the fol- 
lowing documents are used: 

(A) "Design Standards for Large On-site Sewage Sys- 
tems," 1993, Washington state department of health (avail- 
able upon request to the department); or 

(B) "Criteria for Sewage Works Design," revised Octo- 
ber 1985, Washington state department of ecology (available 
upon written request to the department of ecology). 

(d) Septic tanks: 

(i) Are included on the approved list under subsection 
(5)(d) of this section; 

(ii) Have the following minimum liquid capacities: 

(A) For a single family residence use Table III, Required 
Minimum Liquid Volumes of Septic Tanks: 


TABLE III 
REQUIRED MINIMUM LIQUID VOLUMES OF SEPTIC TANKS 
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(B) For facilities handling residential sewage, other than 
one single family residence, one and one-half times the daily 
design flow with a minimum of one thousand gallons; 

(ii) Have clean-out and inspection accesses within 
twelve inches of finished grade; and 

(iv) Are designed with protection against floatation and 
ground water intrusion in high ground water areas; 

(e) Pump chambers: 

(i) Are included on the approved list under subsection 
(5)(d) of this section; 

(ü) Have clean-out and inspection accesses at or above 
finished grade; and 

(11) Are designed with protection against floatation, 
ground water intrusion, and surface water inflow in high 
ground water areas; 

(f) Methods for effluent distribution shall correlate to 
soil types 1A through soil type 6 as described by Table IV of 
this section, except where local regulations approved by the 
department under WAC 246-272-02001 are more stringent: 


TABLE IV 
METHODS OF EFFLUENT DISTRIBUTION FOR SOIL TYPES 
AND DEPTHS 


VERTICAL SEPARATION 


522224 
ТҮРЕ < 2 feet < 3 feet 


1A Not Pressure Pressure Pressure 
allowed Distribution Distribution Distribution 
see note)!& see note)! see note)! 
2A Not Pressure Pressure Pressure 
ШИ allowed Distribution Distribution Distribution 
see note)!&2 


1B-6 | Not Pressure Pressure Gravity 
allowed Distribution Distribution Distribution 
see note)!&2 


System meeting Treatment Standard 2 required. 

Mound systems installed where the original, undisturbed, unsat- 
urated soil depth is between twelve and eighteen inches, require 
pretreatment by an intermittent sand filter. 

(g) SSAS beds are only designed in soil types 2A, 2B, or 
3, with a width not exceeding ten feet; 

(h) Designs for conventional gravity systems in type 1A 
soil are not permitted due to the inadequate treatment perfor- 
mance capability of coarse grained soils. However, an excep- 
tion may be permitted by the local health officer if the site 
meets all of the following criteria: 

(i) System serves a single family residence; 

(ii) The lot size is greater than two and one-half acres; 

(іі) Annual precipitation in the region is less than 
twenty-five inches per year as described by "Washington Cli- 
mate" published jointly by the Cooperative Extension Ser- 
vice, College of Agriculture, and Washington State Univer- 
sity (available for inspection at Washington state libraries); 

(iv) The system is located outside all areas of special 
concern defined by WAC 246-272-21501(1); 

(v) The system is located outside the twelve county 
Puget Sound water quality authority region; and 

(vi) The geologic conditions beneath the disposal com- 
ponent must satisfy the minimum unsaturated deptli require- 
ments to ground water identified by interpreting a readable, 
representative well log. The method for determination is 
described by "Design Guideline for Conventional Gravity 
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Systems In Soil Type 1," (available upon written request to 
the department). 

(i) Individual SSAS laterals greater than one hundred 
feet in length are to use pressure distribution; 

(j) OSS having daily design flows between one thousand 
and three thousand five hundred gallons of sewage per day: 

(i) Are located only in soil types 1 - 5; 

(ii) Are located on slopes of less than thirty percent, or 
seventeen degrees; and 

(iii) Have pressure distribution; 

(k) Conventional gravity systems and conventional pres- 
sure distribution system have: 

(i) The calculation of absorption area based upon the 
design flows in (c) of this subsection and loading rates equal 
to or less than those in Table V, Maximum hydraulic loading 
rate for residential sewage, and applied only to the bottom of 
the trench of the excavation. 


TABLE V 
MAXIMUM HYDRAULIC LOADING RATE 


FOR RESIDENTIAL SEWAGE! 


SOIL SOIL TEXTURAL CLASSIFICATION 
TYPE 


LOADING 
DESCRIPTION RATE 

gal./sq. ft./da: 
Varies according 
to system 
selected to meet 
Treatment Stan- 
dard 2 ^ 

Varies according 
to soil type of the 
non-gravel por- 
tion 5 


Coarse sands (includes the ASTM C-33 
sand 

| 

4 


i 
Fine sands, loamy coarse sands, loamy SR 
medium sands. 


Very gravelly? coarse sands or coarser, 
extremely gravelly? soils. 


Very gravelly medium sands, very grav- 
elly fine sands, very gravelly very fine 
sands, very gravelly loamy sands. 


Very fine sands, loamy fine sands, loamy 
very fine sands, sandy loams, loams. 
Silt loams that are porous and have well 
developed structure, 


Other silt loams, sandy clay loams, clay | 0.2 
loams, silty clay loams. 


Compacted soils, cemented soils, and/or poor soil structure may . 
require a reduction of the loading rate or make the soil unsuitable 
for conventional OSS systems. 


Very gravelly= >35% and <60% gravel and coarse fragments, by 
volume. 


Extremely gravelly= >60% gravel and coarse fragments, by vol- 
ume, 


Due to the highly permeable nature of type 1A soil, only alterna- 
tive systems which meet or exceed Treatment Standard 2 can be 
installed. However, a conventional gravity system may be used if 
it meets all criteria listed under (h) of this subsection. The loading 
rate for these systems is provided in the appropriate guideline. 


The maximum loading rate listed for the soil described as the 
nongravel portion is to be used for calculating the absorption sur- 
face area required. The value is to be determined from this table. 


(ii) The bottom of a SSAS shall not be deeper than three 
feet below the finished grade, except under special conditions 
approved by the local health officer. The depth of such sys- 
tem shall not exceed ten feet from the finished grade; 

(iii) The sidewall below the invert of the distribution 
pipe is located in original, undisturbed soil; 


(iv) Clean gravel, covered with a geotextile; and 
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(v) À cover of between six and twenty-four inches of 
mineral soil containing no greater than ten percent organic 
content over the gravel to preclude accumulation of water 
over the drainfield. 

(1) For other features, conventional gravity systems shall 
conform with the "Design Manual: On-site Wastewater 
Treatment and Disposal Systems," United States Environ- 
mental Protection Agency, EPA-625/1-80-012, October, 
1980 (available upon written request to the department) 
except where modified by, or in conflict with this section or 
local regulations. 

(3) When proposing the use of OSS for nonresidential 
sewage, the designer shall provide to the local health officer: 

(a) Information to show the sewage is not industrial 
wastewater; 

(b) Information to establish the sewage's strength and 
identify chemicals found in the sewage that are not found in 
residential sewage; and 

(c) A design providing treatment equal to that required of 
residential sewage. 

(4) The local health officer or department: 

(a) Shall approve only OSS designs meeting the require- 
ments of this chapter; 

(b) Shall only permit the use of septic tanks, pump 
chambers, and holding tanks on the approved list under sub- 
section (5)(d) of this section; 

(c) Shall not approve designs for: 

(i) Cesspools; 

(ii) Seepage pits, except as allowed for repairs under 
WAC 246-272-16501(3); or 

(iii) Conventional gravity systems or conventional pres- 
sure distribution systems in soil type 1A, except when an 
applicant meets all criteria established by subsection (2)(h) 
of this. section. 

(d) May approve a design for the reserve area different 
than the design approved for the initial OSS, if both designs 
meet the requirements of this chapter for new construction; 
and 

(e) May allow the hydraulic loading rate calculated for 
the infiltration surface area in a disposal component to 
include six inches of the SSAS sidewall height for determin- 
ing design flow where total recharge by annual precipitation 
and irrigation is less than twelve inches per year. 

(5) The department shall: 

(a) Develop and maintain design and construction stan- 
dards for septic tanks, pump chambers, and holding tanks. 

(b) Review septic tanks, pump chambers, and holding 
tanks, approving those satisfying the design and construction 
standards developed by the department. 

(c) Require an annual report from the manufacturers or 
distributors of all products on the approved list under (d) of 
this subsection which assures that the product still meets the 
standards defined in this section, before relisting the product. 

(d) Maintain a list of approved septic tanks, pump cham- 
bers, holding tanks that meet design and construction stan- 
dards. 

(e) Make periodic checks of products approved under 
this subsection. 

(6) Persons desiring to manufacture or distribute septic 
tanks, pump chambers, holding tanks for use in an OSS shall: 
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(a) Certify the product meets standards for subsection 
(5)(a) of this section and submit the required documentation 
to the department for approval when: 

(i) The manufacturer or distributor needs initial depart- 
mental review and listing to allow permitting by the local 
health officer or department; 

(ii) The department amends the applicable criteria or 
standards; or 

(iii) The manufacturer or distributor alters the product; 

(b) Submit an annual report acceptable to the department 
to retain departmental approval; and 

(c) Pay required fees to the department. 


[Statutory Authority: RCW 43.20.050. 94-09-025, 8 246-272-11501, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-12501 Holding tank sewage systems. 
(1) Persons shall not install or use holding tank sewage sys- 
tems for residential development or expansion of residences, 
whether seasonal or year-round, except as set forth under 
subsection (2) of this section. 

(2) The local health officer may approve installation of 
holding tank sewage systems only: 

(a) For permanent uses limited to controlled, part-time, 
commercial usage situations, such as, recreational vehicle 
parks and trailer dump stations. 

(b) For interim uses limited to handling of emergency 
situations. 

(c) For repairs as permitted under WAC 246-272-16501 
(1)(c)@). 

(3) A person proposing to use a holding tank sewage sys- 
tem shall: 

(a) Follow established design criteria established by the 
department; 

(b) Submit a management program to the local health 
officer assuring ongoing operation and maintenance before 
the local health officer issues the installation permit; and 

(c) Use a holding tank on the current approved list under 
WAC 246-272-11501 (5)(d). 


[Statutory Authority: RCW 43.20.050. 94-09-025, § 246-272-12501, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-13501 Installation. (1) The local health 
officer and the department shall require approved installers to 
construct OSS, except as noted under subsection (2) of this 
section. 

(2) The local health officer may allow the resident owner 
of a single family residence to install the OSS for that single 
family residence when: The OSS is either located on the 
same lot as the residence or situated on adjoining property 
controlled by the owner and legally listed as an encumbrance. 

(3) The installer described by either subsection (1) or (2) 
of this section shall: 

(a) Follow the approved design; 

(b) Have the approved design in possession during 
installation; 

(c) Only install septic tanks, pump chambers, and hold- 
ing tanks approved by the department; 

(d) Be on the site at all times during the excavation and 
construction of the OSS; 
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(e) Install the OSS to be watertight, except for the dis- 
posal component; 

(f) Cover the installation only after the local health 
officer has given approval to cover; and 

(g) Back fill and grade the site to prevent surface water 
from accumulating over any component of the OSS. 


[Statutory Authority: RCW 43.20.050. 94-09-025, 8 246-272-13501, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-14501 Inspection. (1) The local health 
officer shall: 

(a) Visit the OSS site during the site evaluation, con- 
struction, or final construction inspection; 

(b) Either inspect the OSS before cover or allow the 
designer of the OSS to perform the inspection before cover if: 

(i) The designer is qualified; and 

(ii) The designer is not also named as installer of the sys- 
tem; and 

(iii) A qualified installer installed the OSS. 

(c) Keep the "as-built" or "record" drawings on file. 

(2) The person responsible for the final construction 
inspection shall: 

(a) Assure the OSS meets the approved design; and 

(b) Direct the person responsible for final cover of the 
system to place a permanent marker at finished grade where 
needed to identify the location of the septic tank's first man- 
hole. 

(3) The designer or installer, as directed by the local 
health officer, upon completion of the OSS shall develop and 
submit a complete and detailed, "as-built" or "record draw- 
ing" to both the health officer and the OSS owner that 
include: 

(a) For new OSS, measurements to existing site features 
enabling the first tank manhole to be easily located, and a 
dimensioned reserve area; and f 

(b) For repaired or altered OSS, the new, repaired, or 
altered components with their relationship to the existing sys- 
tem. 


[Statutory Authority: RCW 43.20.050. 94-09-025, 8 246-272-14501, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-15501 Operation and maintenance. 
(1) The OSS owner is responsible for properly operating and 
maintaining the OSS, and shall: 

(a) Determine the level of solids and scum in the septic 
tank once every three years; 

(b) Employ an approved pumper to remove the septage 
from the tank when the level of solids and scum indicates that 
removal is necessary; 

(c) Protect the OSS area and the reserve area from: 

(i) Cover by structures or impervious material; 

(ii) Surface drainage; 

(iii) Soil compaction, for example by vehicular traffic or 
livestock; and 

(iv) Damage by soil removal and grade alteration; 

(d) Keep the flow of sewage to the OSS at or below the 
approved design both in quantity and waste strength; 

(e) Operate and maintain alternative systems as directed 
by the local health officer; and 
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(f) Direct drains, such as footing or roof drains, away 
from the area where the OSS is located. 

(2) The local health officer shall: 

(a) Provide operation and maintenance information to 
the OSS owner upon approval of any installation, repair, or 
alteration of an OSS; and 

(b) Develop and implement plans to: 

(i) Monitor all OSS performance within areas of special 
concern; 

(ii) Initiate periodic monitoring of each OSS no later 
than January 1, 2000, to assure that each OSS owner properly 
maintains and operates the OSS in accordance with this sec- 
tion and in accordance with other applicable operation and 
maintenance requirements. 

(iii) Disseminate relevant operation and maintenance 
information to OSS owners through effective means rou- 
tinely and upon request; and 

(iv) Assist in distributing educational materials to OSS 
owners. 

(3) Persons shall not: 

(a) Use or introduce strong bases, acids or chlorinated 
organic solvents into an OSS for the purpose of system clean- 
ing; 

(b) Use a sewage system additive unless it is specifically 
approved by the department; or 

(c) Use an OSS to dispose of waste components atypical 
of residential wastewater. 

(4) The local health officer shall require annual inspec- 
tions of OSS serving food service establishments and may 
require pumping as needed. 

(5) The local health officer may require the owner of the 
OSS to: 

(a) Use one or more “of the following management meth- 
ods or another method consistent with the following manage- 
ment methods for proper operation and maintenance: 

(i) Obtain and comply with the conditions of a renewable 
or operational permit; 

(ii) Employ a public entity eligible under Washington 
state statutes to, directly or indirectly, manage the OSS; or 

(iii) Employ a private management entity, guaranteed by 
a public entity eligible under Washington state statutes or 
sufficient financial resources, to manage the OSS; 

(b) Evaluate any effects the OSS may have on ground 
water or surface water; and/or 

(c) Dedicate easements for inspections, maintenance, 
and potential future expansion of the OSS. 

(6) Persons may obtain a handbook with material outlin- 
ing management methods to achieve proper operation, main- 
tenance, and monitoring of OSS from the department one 
year after the effective date of this chapter. 

(7) The local health officer may require installation of 
observation ports in each individual lateral or bed which 
extend from the bottom of the gravel to the finished grade for 
monitoring OSS performance. 


[Statutory Authority: RCW 43.20.050. 94-09-025, § 246-272-15501, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-16501 Repair of failures. (1) When an 
OSS failure occurs, the OSS owner shall: 


(1999 Ed.) 


On-site Sewage System 


(a) Repair or replace the OSS with a conforming system 
ora Table VI repair either on the: 

(i) Property served; or 

(ii) Nearby or adjacent property if easements are 
obtained; or 

(b) Connect the residence or facility to a: 

(i) Publicly owned LOSS; or 

(ii) Privately owned LOSS where it is deemed economi- 
cally feasible; or 

(iii) Public sewer; or 

(c) Perform one of the following when requirements in 
(a) or (b) of this subsection are not feasible: 

(i) Use a holding tank; or 

(ii) Obtain a National Pollution Discharge Elimination 
System or state discharge permit from the Washington state 
department of ecology issued to a public entity or jointly to a 
public entity and the system owner only when the local health 
officer determines: 

(A) An OSS is not feasible; and 

(B) The only realistic method of final disposal of treated 
effluent is discharge to the surface of the land or into surface 
water; or 

(iii) Abandon the property. 

(2) Prior to replacing or repairing the effluent disposal 
component, the OSS owner shall develop and submit infor- 
mation required under WAC 246-272-09001(1). 

(3) The local health officer shall permit a Table VI repair 
only when: 

(a) Installation of a conforming system is not possible; 
and 

(b) Connection to either an approved LOSS or a public 
sewer is not feasible. 

(4) The person responsible for the design shall locate and 
design repairs to: 

(a) Meet the requirements of Table VI if the effluent 
treatment and disposal component to be repaired or replaced 
is closer to any surface water, well, or spring that is not used 
as a public water source as prescribed by the minimum sep- 
aration required in Table 1 of WAC 246-272-09501(1); 


TABLE VI 


REQUIREMENTS FOR REPAIR OR REPLACEMENT OF DIS- 
POSAL COMPONENTS NOT MEETING VERTICAL 


AND HORIZONTAL SEPARATIONS '? 


Vertical Horizontal Separation in Feet? 


feet 
Standard 1 Standard 1 Standard 24 
Standard 1 Standard 24 Distribution 
22 Treatment Pressure 
Standard 2+ Distribution Distribution 
The treatment standards refer to effluent quality before discharge 
to unsaturated, subsurface soil. 


2 The local health officer may permit ASTM C-33 sand to be used 
as fill to prevent direct discharge of treated effluent to ground 
water, surface water, or upon the surface of the ground. 


The horizontal separation indicated is the distance between the 
disposal component and the surface water, well, or spring. If the 
disposal component is up-gradient of a surface water, well, or 
spring to be used as a potable water source, the next higher stan- 


1 
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dard level of treatment shall apply unless treatment standard 1 is 
already being met. 


Mound systems are not allowed to meet treatment standard 2. 

(b) Protect drinking water sources; 

(c) Prevent the direct discharge of sewage to ground 
water, surface water, or upon the surface of the ground; 

(d) Meet the horizontal separations under WAC 246- 
272-09501(1) to public drinking water sources; 

(e) Meet other requirements of this chapter to the maxi- 
mum extent permitted by the site; 

(f) Maximize the: 

(i) Vertical separation; 

(ii) Distance from a well, spring, or suction line; and 

(iii) Distance to surface water. 

(5) The local health officer shall identify Table VI repair 
permits for the purpose of tracking future performance. 

(6) An OSS owner receiving a Table VI repair permit 
from the local health officer shall: 

(a) Immediately report any failure to the local health 
officer; 

(b) Monitor the performance of the OSS according to the 
"Interim Guidelines for the Application of Treatment Stan- 
dards 1 & 2, using Alternative On-site Sewage Treat- 
ment/Disposal Systems" amended August 4, 1992, (available 
upon written request to the department of health) and report 
the results to the local health officer at a minimum frequency 
of: 

(i) Quarterly when treatment standard 1 is required; and 

(ii) Annually when treatment standard 2 is required; 

(c) Comply with all local and state requirements stipu- 
lated on the permit. 


[Statutory Authority: RCW 43.20.050. 94-09-025, $ 246-272-1650, filed 
4/15/94, effective 1/1/95.] 
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WAC 246-272-17501 Expansions. The local health 
officer or department shall require an on-site sewage system 
and a reserve area in full compliance with the new system 
construction standards specified in this chapter for an expan- 
sion of a residence or other facility. 


[Statutory Authority: RCW 43.20.050. 94-09-025, 8 246-272-17501, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-18501 Abandonment. Persons perma- 
nently removing a septic tank, seepage pit, cesspool, or other 
sewage container from service shall: 

(1) Have the septage removed by an approved pumper; 

(2) Remove or destroy the lid; and 

(3) Fill the void with soil. m 


[Statutory Authority: RCW 43.20.050. 94-09-025, § 246-272-18501, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-19501 Septage management. (1) An 
individual shall be approved by the local health officer as a 
qualified pumper before removing septage from an OSS. 

(2) Persons removing septage from an OSS shall: 

(a) Transport septage or sewage only in vehicles clearly 
identified with the name of the business and approved by the 
local health officer; 

(b) Record and report septage removal to the local health 
officer; 
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(c) Dispose of septage, or apply septage biosolids to land 
only in a manner consistent with applicable laws. 


{Statutory Authority: RCW 43.20.050. 94-09-025, § 246-272-19501, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-20501 Developments, subdivisions, 
and minimum land area requirements. (1) À person pro- 
posing the development shall obtain approval from the local 
health officer prior to any development where the use of OSS 
is proposed. 

(2) The local health officer shall require the following 
prior to approving any development: 

(a) Site evaluations as required under WAC 246-272- 
11001, excluding subsections (3)(a)(i) and (4)(d); 

(b) Where a subdivision with individual wells is pro- 
posed: 
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(i) Configuration of each lot to allow а one hundred-foot 
radius water supply protection zone to fit within the lot lines; 
or 

(ii) Establishment of a one hundred-foot protection zone 
around each existing and proposed well site; 

(c) Where preliminary approval of a subdivision is 
requested, provision of at least one soil log per proposed lot, 
unless the local health officer determines existing soils infor- 
mation allows fewer soil logs; 

(d) Determination of the minimum lot size or minimum 
land area required for the development using Method I 
and/or Method II: 

(i) METHOD I. Table VII, Single family residence mini- 
mum lot size or minimum land area required per unit volume 
of sewage, shows the minimum lot size required per single 
family residence. For developments other than single family 
residences, the minimum land areas shown are required for 
each unit volume of sewage. 


TABLE VII 
MINIMUM LAND AREA REQUIREMENT 
SINGLE FAMILY RESIDENCE OR UNIT VOLUME OF SEWAGE 


12,500 
sq. ft. 


Public 
w s 
Individual, 
on each lot 


Type of Soil Type (defined by section 11001 of this chapter) 
Water Supply TA, TB ABO] 3 4-15 —1 8 


15,000 
sq. ft. 


18,000 
sq. ft. 


20,000 
sa. ft. 


22,000 
sq. ft. 


1 acre 2 acres 2 acres 


1  Duetothe highly permeable nature of type 1 soil, only alternative 
systems which meet or exceed Treatment Standard 2 can be 
installed. 

2 A conventional gravity system in type 1 soil is only allowed if it 
is in compliance with all conditions listed under WAC 246-272- 
11501 (2)(h). One of these limiting conditions is a 2.5 acre mini- 
mum lot size. UE 


(ii) METHOD П. A minimum land area proposal using 

Method II is acceptable only when the applicant: 
(А) Justifies the proposal through a written analysis of 

the: 

(D Soil type and depth; 

(П) Area drainage, and/or lot drainage; 

(III) Public health impact on ground and surface water 
quality; 

(IV) Setbacks from property lines, water supplies, etc.; 

(V) Source of domestic water; 

(VI) Topography, geology, and ground cover; 

(VID) Climatic conditions; 

(УШ) Availability of public sewers; 

(IX) Activity or land use, present, and anticipated; 

(X) Growth patterns; 

(XD Reserve areas for additional subsurface treatment 
and disposal; 

(XII) Anticipated sewage volume; 

(ХШ) Compliance with current planning and zoning 
requirements; 

(XIV) Possible use of alternative systems or designs; 

(XV) Existing encumbrances, such as listed in WAC 
246-272-09001 (1)(c)(v) and 246-272-11001 (2)(a)(vii); and 

(XVI) Any other information required by the local health 
officer. 
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(B) Shows development with public water supplies hav- 
ing: 

(D At least twelve thousand five hundred square feet lot 
sizes per single family residence; 

(ID No more than 3.5 unit volumes of sewage per day per 
acre for developments other than single family residences; 
and 

(C) Shows development with individual water supplies 
having at least one acre per unit volume of sewage; and 

(D) Shows land area under surface water is not included 
in the minimum land area calculation; and 

(e) Regardless of which method is used for determining 
required minimum lot sizes or minimum land area, submittal 
to the health officer of information consisting of field data, 
plans, and reports supporting a conclusion the land area pro- 
vided is sufficient to: 

(3) Install conforming OSS; 

(ii) Assure preservation of reserve areas for proposed 
and existing OSS; 

(iii) Properly treat and dispose of the sewage; and 

(iv) Minimize public health effects from the accumula- 
tion of contaminants in surface and ground water. 

(3) The local health officer shall require lot areas of 
twelve thousand five hundred square feet or larger except 
whena person proposes: 

(a) OSS within the boundaries of a recognized sewer 
utility having a finalized assessment roll; or 

(b) A planned unit development with: 

(i) A signed, notarized, and recorded deed covenant 
restricting any development of lots or parcels above the 
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approved density with the density meeting the minimum 
land area requirements of subsection (2)(d) of this section; 

(ii) A public entity responsible for operation and main- 
tenance of the OSS, or a single individual owning the OSS; 

(iii) Management requirements under WAC 246-272- 
08001 when installing a LOSS; and 

(iv) Extinguishment of the deed covenant and higher 
density development allowed only when the development 
connects to public sewers. 

(4) The local health officer may: 

(a) Allow inclusion of the area to the centerline of a road 
or street right-of-way in a Method II determination under 
subsection (2)(d)(ii) of this section to be included in the min- 
imum land area calculation if: 

(i) The dedicated road or street right-of-ways are along 
the perimeter of the development; 

(ii) The road or street right-of-ways are dedicated as part 
of the proposed development; and 

(iii) Lots are at least twelve thousand five hundred 
square feet in size. 

(b) Require detailed plot plans and OSS designs prior to 
final approval of subdivision proposals; 

(c) Require larger land areas or lot sizes to achieve pub- 
lic health protection; 

(d) Prohibit development on individual lots within the 
boundaries of an approved subdivision if the proposed OSS 
design does not protect public health by meeting require- 
ments of these regulations; and 

(e) Permit the installation of an OSS, where the mini- 
mum land area requirements or lot sizes cannot be met, only 
when all of the following criteria are met: 

(i) The lot is registered as a legal lot of record created 
prior to the effective date of this chapter; 

(ii) The lot is outside an area of special concern where 
minimum land area has been listed as a design parameter nec- 
essary for public health protection; and 

(11) The proposed system meets all requirements of these 
regulations other than minimum land area. 


[Statutory Authority: RCW 43.20.050, 94-09-025, $ 246-272-20501, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-21501 Areas of special concern. (1) 
The local health officer may investigate and take appropriate 
action to minimize public health risk in formally designated 
areas such as: 

(a) Shellfish protection districts or shellfish growing 
areas; 

(b) Sole source aquifers designated by the U.S. Environ- 
mental Protection Agency; 

(c) Areas with a critical recharging effect on aquifers 
used for potable water as designated under RCW 36.70A.170 
(Washington Growth Management Act); 

(d) Designated public water supply wellhead protection 
areas; 

(e) Up-gradient areas directly influencing water recre- 
ation facilities designated for swimming in natural waters 
with artificial boundaries within the waters as described by 
the Water Recreation Facilities Act, chapter 70.90 RCW; 

(f) Areas designated by the department of ecology as 
special protection areas under WAC 173-200-090, water 
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quality standards for ground waters of the state of Washing- 
ton; 

(g) Wetland areas under production of crops for human 
consumption; 

(h) Frequently flooded areas delineated by the Federal 
Emergency Management Agency; and 

(i) Areas identified and delineated by the local board of 
health in consultation with the department to address public 
health threat from on-site systems. 

(2) The permit issuing authority may impose more strin- 
gent requirements on new development and corrective mea- 
sures to protect public health upon existing developments in 
areas of special concern, including: 

(a) Additional location, design, and/or performance stan- 
dards for OSS; 

(b) Larger land areas for new development; 

(c) Prohibition of development; 

(d) Additional operation, maintenance, and monitoring 
of OSS performance; 

(e) Requirements to upgrade existing OSS; 

(f) Requirements to abandon existing OSS; and 

(g) Monitoring of ground water or surface water quality. 

(3) Within areas of special concern, to reduce risk of sys- 
tem failures, a person approved or designated by the local 
health officer shall: 

(a) Inspect every OSS at least once every three years; 

(b) Submit the following written information to both the 
local health officer and the property owner within thirty days 
following the inspection: 

(i) Location of the tank; 

(ii) Structural condition of the tank, including baffles; 

(iii) Depth of solids in tank; 

(iv) Problems detected with any part of the system; 

(v) Maintenance needed; 

(vi) Maintenance provided at time of inspection; and 

(vii) Other information as required by the local health 
officer. 

(c) Immediately report failures to the local health officer. 


[Statutory Authority: RCW 43.20.050. 94-09-025, § 246-272-21501, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-22501 Certification of designers, 
installers, pumpers, inspectors, and maintenance person- 
nel. Guidelines defining qualifications for designers, install- 
ers, pumpers, inspectors and maintenance personnel shall be 
established by the department. The guidelines shall include, 
but not be limited to education, experience, testing, and certi- 
fication. 


` [Statutory Authority: RCW 43.20.050. 94-09-025, § 246-272-22501, filed 


4/15/94, effective 1/1/95.] 


WAC 246-272-23501 Technical review committee. 
The department shall: 

(1) Maintain a committee consisting of a maximum of 
nine individuals with technical or scientific knowledge appli- 


cable to OSS whose purpose is to provide technical advice to ` 


the department; and 

(2) Select members for the technical review committee 
from: 

(a) Local health departments; 
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(b) Engineering firms; 

(c) The department of ecology; 

(d) Land sales, development and building industries; 

(e) Public sewer utilities; 

(f) On-site sewage system design and installation firms; 

(g) Environmental organizations; 

(h) University/college academic communities; 

(i) On-site sewage system or related product manufactur- 
ers; and 

(j) Other interested organizations or groups. 

(3) Convene meetings as needed. 


[Statutory Authority; RCW 43.20.050. 94-09-025, 8 246-272-23501, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-24001 State advisory committee. The 
department shall: 

(1) Maintain an on-site sewage advisory committee to: 

(a) Make recommendations concerning departmental 
policy and regulations; 

(b) Review program services; and 

(c) Provide input to the department regarding the on-site 
sewage program; 

(2) Select members from agencies, professions, organi- 
zations having knowledge and interest in OSS, and groups 
which are affected by the regulations; and 

(3) Convene meetings as needed. 


[Statutory Authority: RCW 43.20.050. 94-09-025, § 246-272-24001, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-25001 Waiver of state regulations. (1) 
For individual, site-by-site waiver requests, if concurrence is 
granted by the department, the local health officer may grant 
a waiver from specific requirements in this chapter for OSS 
under three thousand five hundred gallons per day only after 
the following procedure has been completed: 

(a) The applicant submits a waiver application to the 
local health officer, including justification describing how 
the requested waiver is consistent with purpose and objec- 
tives to meet the public health intent of this chapter; 

(b) If the local health officer determines that the waiver 
is consistent with the standards in and the intent of this chap- 
ter; 

(c) On a quarterly basis, the local health officer will for- 
ward to the department any approved or denied waivers for 
their records. 

(2) The department may grant a waiver from specific 
requirements in this chapter for a LOSS if a person submits a 
completed departmental waiver application and required fee 
to the department, including justification showing the 
requested waiver is consistent with the LOSS standards in 
this chapter, and is consistent with the purpose and objectives 
of this chapter to assure public health protection. 

(3) If an applicant desires to modify and resubmit a pre- 
viously denied waiver request, the process described above in 
subsection (1) of this section for OSS under three thousand 
five hundred gallons per day, or subsection (2) of this section 
for a LOSS shall be followed again. 

[Statutory Authority: RCW 43.20.050. 95-09-018, $ 246-272-25001, filed 


4/11/95, effective 5/12/95; 94-09-025, 8 246-272-25001, filed 4/15/94, 
effective 1/1/95.] 
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WAC 246-272-26001 Enforcement. (1) The depart- 
ment or the local health officer: 

(a) Shall enforce the rules of chapter 246-272 W AC; or 

(b) May refer cases within their jurisdiction to the local 
prosecutor's office or office of the attorney general, as appro- 
priate. 

(2) When a person violates the provisions under this 
chapter, the department, local health officer, local prosecu- 
tor's office, or office of the attorney general may initiate 
enforcement or disciplinary actions, or any other legal pro- 
ceeding authorized by law, including but not limited to any 
one or a combination of the following: 

(a) Informal administrative conferences, convened at the 
request of the department or owner, to explore facts and 
resolve problems; 

(b) Orders directed to the owner and/or operator of the 
OSS and/or person causing or responsible for the violation of 
the rules of chapter 246-272 WAC; 

(c) Denial, suspension, modification, or revocation of 
permits, approvals, or certification; and 

(d) Civil or criminal action. 

(3) Orders authorized under this section include the fol- 
lowing: 

(a) Orders requiring corrective measures necessary to 
effect compliance with chapter 246-272 WAC which may 
include a compliance schedule; and 

(b) Orders to stop work and/or refrain from using any 
OSS or portion of the OSS or improvements to the OSS until 
all permits, certifications, and approvals required by rule or 
statute are obtained. 

(4) Enforcement orders issued under this section shall: 

(a) Be in writing; 

(b) Name the person or persons to whom the order is 
directed; 

(c) Briefly describe each action or inaction constituting a 
violation of the rules of chapter 246-272 W AC, or applicable 
local code; 

(d) Specify any required corrective action, if applicable; 

(e) Specify the effective date of the order, with time or 
times of compliance; 

(f) Provide notice of the consequences of failure to com- 
ply or repeated violation, as appropriate. Such notices may 
include a statement that continued or repeated violation may 
subject the violator to: 

(i) Denial, suspension, or revocation of a permit 
approval, or certification; and/or 

(ii) Referral to the office of the county prosecutor or 
attorney general; and/or 

(iii) Other appropriate remedies; 

(g) Provide the name, business address, and phone num- 
ber of an appropriate staff person who may be contacted 
regarding an order; 

(h) Comply with chapters 43.70 and 34.05 RCW if 
issued by the department. 

(5) Enforcement orders shall be personally served in the 
manner of service of a summons in a civil action or in a man- 
ner showing proof of receipt. 

(6) The department shall have cause to deny the applica- 
tion or reapplication for an operational permit or to revoke, 
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suspend, or modify a required operational permit of any per- 
son who has: 

(a) Failed or refused to comply with the provisions of 
chapter 246-272 WAC, or any other statutory provision or 
rule regulating the operation of an OSS; or 

(b) Obtained or attempted to obtain a permit or any other 
required certificate or approval by misrepresentation. 

(7) For the purposes of subsection (6) of this section and 
WAC 246-272-27001, a person is defined to include: 

(a) Applicant; 

(b) Re-applicant; 

(c) Permit holder; or 

(d) Any individual associated with (a), (b), or (c) of this 
subsection including, but not limited to: 

(i) Board members; 

(ii) Officers; 

(iii) Managers; 

(iv) Partners; 

(v) Association members; 

(vi) Agents; and in addition 

(vii) Third persons acting with the knowledge of such 
persons. 


[Statutory Authority: RCW 43.20.050. 94-09-025, 8 246-272-26001, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-27001 Notice of decision—A djudica- 
tive proceeding. (1) All local boards of health shall: 

(a) Maintain an administrative appeals process to con- 
sider procedural and technical conflicts arising from the 
administration of local regulations; and 

(b) Establish rules for conducting hearings requested to 
contest a local health officer's actions. 

(2) The department shall provide notice of a denial, sus- 
pension, modification or revocation of a permit, certification, 
or approval consistent with RCW 43.70.115, chapter 34.05 
RCW, and chapter 246-10 WAC. 

(3) A person contesting a departmental decision regard- 
ing a permit, certificate, approval, or fine may file a written 
application for an adjudicative proceeding consistent with 
chapter 246-10 WAC. 

(4) Department actions are governed under the Adminis- 
trative Procedure Act, chapter 34.05 RCW, RCW 43.70.115, 
this chapter, and chapter 246-10 WAC. 


[Statutory Authority: RCW 43.20.050. 94-09-025, $ 246-272-27001, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-28001 Severability. If any provision of 
this chapter or its application to any person or circumstances 
is held invalid, the remainder of this chapter, or the applica- 
tion of the provision to other persons or circumstances shall 
not be affected. 


[Statutory Authority: RCW 43.20,050. 94-09-025, $ 246-272-28001, filed 
4/15/94, effective 1/1/95.] 


WAC 246-272-990 Fees. (1) The minimum fee for 
required review of larger on-site system's engineering reports 
and plans and specifications shall be four hundred dollars. If 
review time exceeds eight hours, fifty dollars for each addi- 
tional hour or part of an hour shall be added to the minimum 
fee. The fee for pre-site inspections for larger on-site systems 
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shall be one hundred dollars per visit. The fee for final 
inspection of larger on-site systems shall be one hundred dol- 
lars per site visit. 

(2) The minimum fee for required review of proprietary 
devices shall be two hundred dollars. If review time exceeds 
four hours, fifty dollars for each additional hour or part of an 
hour shall be added to the minimum fee. 

(3) The minimum fee for required review of experimen- 
tal systems shall be four hundred dollars. If review time 
exceeds eight hours, fifty dollars for each additional hour or 
part of an hour shall be added to the minimum fee. 


[Statutory Authority: RCW 43.70.040. 91-02-050 (Order 122), $ 246-272- 
990, filed 12/27/90, effective 1/31/91.] 


Chapter 246-273 WAC 
ON-SITE SEWAGE SYSTEM ADDITIVES 


WAC 

246-273-001 Purpose and authority. 

246-273-010 Definitions. 

246-273-020 Applicability. 

246-273-030 Additive review and approval application—Process and 
requirements. 

246-273-040 Review criteria and decision-making procedures. 

246-273-050 Ingredients—Prohibitions and conditions. 

246-273-060 Unfair practices. 

246-273-065 Reregistration. 

246-273-070 Confidentiality. 

246-273-080 Enforcement. 


246-273-990 Fees. 


WAC 246-273-001 Purpose and authority. (1) This 
chapter establishes the review, criteria and decision-making 
procedures for evaluating on-site sewage disposal system 
additives to determine whether individual additives have an 
adverse effect on public health or water quality. 

(2) The Washington state department of health adminis- 
ters this chapter under the authority and requirements of 
chapter 70.118 RCW. 


[Statutory Authority: Chapter 70.118 RCW and RCW 43.70.040. 95-24- 
062, $ 246-273-001, filed 12/1/95, effective 1/1/96.] 


WAC 246-273-010 Definitions. "Additive" means a 
commercial product intended to affect the performance or 
aesthetics of an on-site sewage disposal system. 

"Additive manufacturer" means any person who man- 
ufactures, formulates, blends, packages, or repackages an 
additive product for sale, use, or distribution within Washing- 
ton state. 

"Approved" means a written statement of acceptability, 
in terms of the requirements of this chapter, issued by the 
Washington state department of health. 

"Chemical additive" means those additives containing 
acids, bases, or other chemicals deemed unsafe by the depart- 
ment for use in an on-site sewage disposal system. Chemicals 
identified as unsafe are specified in WAC 246-273-050. 

"Department" means the Washington State Depart- 
ment of Health, P.O. Box 47826, Olympia, Washington 
98504-7826. 

"Failure" means: 

° Effluent has been discharged on the surface of the 
ground prior to approved treatment; or 

* Effluent has percolated to the surface of the ground; or 
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° Effluent has contaminated or threatens to contaminate 
a ground water supply. i 

"On-site sewage disposal system'' means any system 
of piping, treatment devices, or other facilities that convey, 
store, treat, or dispose of sewage on the property where it 
originates or on nearby property under the control of the user 
where the system is not connected to a public sewer system. 
For purposes of this chapter, an on-site sewage disposal sys- 
tem does not include indoor plumbing and associated fix- 
tures. 

"Person" means any individual, corporation, company, 
association, society, firm, partnership, joint stock company, 
or any governmental agency, or the authorized agents of any 
such entities. 

"Sewage" means any urine, feces, and the water carry- 
ing human wastes, including kitchen, bath, and laundry 
wastes from residences, buildings, industrial establishments 
or other places. 


[Statutory Authority: Chapter 70.118 RCW and RCW 43.70.040. 95-24- 
062, § 246-273-010, filed 12/1/95, effective 1/1/96.] 


WAC 246-273-020 Applicability. (1) After July 1, 
1994, no person shall use, sell, or distribute an on-site sewage 
disposal system chemical additive in Washington state. 

(2) After January 1, 1996, no person shall use, sell or dis- 
tribute an on-site sewage disposal system additive whose 
ingredients have not been approved by the department in 
accordance with requirements of chapter 70.118 RCW and 
this chapter. 


[Statutory Authority; Chapter 70.118 RCW and RCW 43.70.040. 95-24- 
062, $ 246-273-020, filed 12/1/95, effective 1/1/96.] 


WAC 246-273-030 Additive review and approval 
application—Process and requirements. (1) Manufactur- 
ers desiring to sell, advertise, or distribute an on-site sewage 
disposal system additive for use in Washington state must 
request and obtain departmental review and approval of their 
product(s) by submitting a complete application, including: 

(a) Comprehensive, yet concise, response to the ques- 
tionnaire (see subsection (3) of this section); 

(b) A product sample in the labeled container intended 
for sale or distribution; 

(c) The on-site sewage disposal system additive evalua- 
tion fee described in WAC 246-273-990. 

(2) All submitted material (written responses and other 
materials) must be legible, typed or printed. Hand-written 
responses to the application questions or hand-written notes 
or other submitted documentation may, at the discretion of 
the department, result in rejection of the application. 

(3) The questionnaire for review and approval of an on- 
site sewage disposal system additive consists of four parts: 
Applicant information, product information, product litera- 
ture, and certification. All applicants must provide complete 
written responses to the following questions: 

Applicant information (AI) 

(AI-1) Applicant name, mailing address, street address, 
city/town, state, zip code, telephone and FAX, with 
area code, time zone. The applicant must be vested 
with the authority to represent the manufacturer in 
this capacity. 
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(AI-2) Contact individual (if different from person in Item 
1) name, mailing address, street address, city/town, 
state, zip code, telephone and FAX, with area code, 
time zone. 


(AI-3) Manufacturing facility location/address, mailing 
address, street address, city/town, state, zip code. 


(АІ-4) Мате of on-site sewage disposal system additive 
product. (One product per application. If identical 
formulations of product are marketed under differ- 
ent product names or distributor labels, list them 
here. If product formulations vary, submit separate 
applications for each product.) 


(AI-5) List of firms, companies, or persons distributing the 
on-site sewage disposal system additive product in 
Washington state. Do not list product retailers. Pro- 
vide the following information for each: Contact 
person name, mailing address, street address, 
city/town, state, zip code, telephone and FAX, with 
area code, time zone. 


Product information (PI) 


(PI-1) List all physical, chemical, biological, or other 
agents which make up the additive and provide tox- 
icity information for each component (provide 
material safety data sheet, if possible). Provide 
trade and scientific name and formula of chemical 
agents. Specify trade and scientific name(s) of bac- 
teria and enzymes, and characterization (origin, 
native occurrence, pathogenicity, etc.). Report for- 
mulation in "% by weight," including inert and 
active ingredients, and trace amounts, if any, of pro- 
hibited ingredients (WAC 246-273-050). 


Describe the anticipated use of the additive in the 
on-site sewage system. Include in the description 
where and how the product is to be applied, the fre- 
quency of application, who will perform the appli- 
cation, and the amount and/or concentration of the 
product per application. For additives with chemical 
constituents, indicate the amount and/or concentra- 
tion of each chemical constituent applied and 
resulting from application of the product. 


(PI-2) 


(PI-3) Describe the function of the additive within the on- 
site sewage disposal system and explain in detail 


how the additive achieves this function. 


(PI-4) List all known reactions and by-products produced 


by the use of the additive including: 


° The product's effect on bacteria normally found in 
a septic tank or aerobic treatment device and the soil 
surrounding a subsurface drainfield, and in the 
treatment media of a sand filter or sand mound sys- 
tem; and 


° pH range adjustment in all parts of an on-site sew- 
age disposal system. 


(PI-5) Provide any known or projected limitation on the 


use of the on-site sewage disposal system additive. 


(PI-6) Provide reports of any available studies on the use of 
the on-site sewage disposal system additive to sup- 
port the responses to questions PI-1 through PI-5 
and to demonstrate the product's safety (lack of 
harm) to the public health, water quality, on-site 


sewage system components and function. Include 
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monitoring reports and data from actual field or lab- 
oratory-based on-site sewage system studies. 


(PI-7) Attach any formal approvals or other acceptances 
from other jurisdictions (private sector, state, or fed- 
eral) for use of the on-site sewage disposal system 


additive. 
Product literature (PL) 


(PL-1) Attach single copies of sewage system additive 
product marketing, sales, distribution, advertising 
literature/materials intended for use in Washington 
state, not otherwise submitted as part of the com- 
plete application. 


Certification (C) 


(C-1) Тһе following statement must be included as part of 


a complete application: 


"I certify that I represent (INSERT MANUFACTURING 
COMPANY МАМЕ), that I am authorized to prepare, 
or direct the preparation of, this application, and 
that the product presented for review and approval 
contains no prohibited ingredients (WAC 246-273- 
050). I attest, under penalty of law, that this docu- 
ment and all attachments, to the best of my knowl- 
edge and belief, are true, accurate, and complete." 


(C-2) Lines or space must be provided for the applicant's 
signature, printed name of preparer (if different than 
the applicant), preparer's signature (if needed) and 
date. 

[Statutory Authority: Chapter 70.118 RCW and RCW 43.70.040. 95-24- 
062, 8 246-273-030, filed 12/1/95, effective 1/1/96.] 


WAC 246-273-040 Review criteria and decision- 
making procedures. The department shall: 

(1) Upon receipt of an application for review and 
approval of an on-site sewage disposal system additive: 

(a) Determine if the application is complete. The depart- 
ment may return incomplete applications, suspending further 
review until a completed application is submitted. Processing 
time period begins anew with resubmittal. 

(b) Notify the applicant, in writing, that the completed 
application has been received, and inform the applicant of the 
anticipated time period for review. A decision of either 
approval or denial shall be made within forty-five calendar 
days of receiving a complete application. 

(2) Upon review of a complete application, grant or deny 
approval of the on-site sewage disposal system additive for 
use, sale, or distribution in Washington state, informing the 
applicant, in writing, of either approval or denial of the appli- 
cation. Notice of denial shall include explanation of the rea- 
son(s) for denial. 

(3) Evaluate the request for approval of an on-site sew- 
age disposal system additive according to the following crite- 
ria: 

(a) Does the additive contain any ingredients deemed 
unsafe by the department? If yes, the application for 
approval shall be denied. 

(b) Does the additive contain acids or bases that raise or 
lower the pH of the contents of a septic tank, or wastewater in 
any other portion of an on-site sewage disposal system, out- 
side of a pH range between 6.0 - 8.0? If yes, the application 
for approval shall be denied. 
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(c) Would use of the additive (when applied according to 
the manufacturer's product-use instructions) adversely affect 
public health or water quality (surface water or ground water) 
by either the nature of the ingredients or the effect of the addi- 
tive on the function of the on-site sewage system? If yes, the 
application for approval shall be denied. 

(d) If the review according to the criteria listed above 
determines that none of these questions are answered "yes," 
the on-site sewage disposal system additive shall be 
approved. 


[Statutory Authority: Chapter 70.118 RCW and RCW 43.70.040. 95-24- 
062, § 246-273-040, filed 12/1/95, effective 1/1/96.] 


WAC 246-273-050 Ingredients—Prohibitions and 
conditions. (1) The following substances and compounds 
shall not be ingredients of approved on-site sewage disposal 
system additives. Trace amounts of these substances and 
compounds may exist in approved on-site sewage disposal 
system additives if deemed safe by the department for use in 
an on-site sewage disposal system. 

(a) Any substance or compound listed as an EPA toxic 
pollutant in Title 40 Code of Federal Regulations (CFR 40) 
1994, Part 122, Tables II, IIT, and V of Appendix D: 


Table II-Organic Toxic Pollutants In Each Of Four Frac- 
tions In Analysis By Gas Chromatography/Mass Spec- 
troscopy (GS/MS) 


Volatiles 
IV  acrolein 
2V  acrylonitrile 
3V benzene 


5V  bromoform 

6V carbon tetrachloride 
7V chlorobenzene 

8V  chlorodibromomethane 


9V  chloroethane 
10V  2-chloroethylvinyl ether 
11V chloroform 
12V  dichlorobromomethane 
14V  1.1-dichloroethane 
15V  1.2-dichloroethane 
16V  1.1-dichloroethylene 
17V  1.2-dichloropropane 
18V  1.3-dichloropropylene 
19V ethylbenzene 
20V methyl bromide 
21V methyl chloride 
22V methylene chloride 
23V  1,1,232-tetrachloroethane 
24V  tetrachloroethylene 
25V toluene 
26V  12-trans-dichloroethylene 
27V  ll-trichloroethane 
28V  1,1,2-trichloroethane 
29V  trichloroethylene 
31V vinyl chloride 

Acid Compounds 


1А  2-chlorophenol 
2A  24-dichlorophenol 
ЗА  24-dimethylphenol 
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4А  4,6-dinitro-o-cresol 
5A 2,4-dinitrophenol 
6A 2-nitrophenol 

7А 4-nitrophenol 

8A  p-chloro-m-cresol 
9A  pentachlorophenol 


10A phenol 
11A  2,4,6-trichlorophenol 
Base/Neutral 


1B  acenaphthene 

2B  acenaphthylene 

3B  anthracene 

4B benzidine 

5B  benzo(a)anthracene 

6B benzo(a)pyrene | 

7B  3,4-benzofluoranthene 

8B benzo(ghi)perylene 

9B  benzo(k)fluoranthene 
10B  bis(2-chloroethoxy)methane 
11В  bis(2-chloroethyL)ether 
12B  bis(2-chloroisopropyl)ether 
13B  bis(2-ethylhexyDphthalate 
148  4-bromophenyl phenyl ether 
15B  butylbenzyl phthalate 
16B  2-chloronaphthalene 
17B  4-chlorophenyl phenyl ether 
18B  chrysene 
198  dibenzo(a,h)anthracene 
20B  1,2-dichlorobenzene 
21B  1,3-dichlorobenzene 
228  1,4-dichlorobenzene 
23B  3j3-dichlorobenzidine 
24B diethyl phthalate 
25B  dimethyl phthalate 
26B  di-n-butyl phthalate 
27B  24-dinitrotoluene 
28B  2,6-dinitrotoluene 
29B  di-n-octyl phthalate 
30B  12-diphenylhydrazine 

(as azobenzene) 

31B  fluoranthene 
32B  fluorene 
33B  hexachlorobenzene 
348  hexachlorobutadiene 
35B  hexachlorocyclopentadiene 
36B  hexachloroethane 
37B  indeno(1,2,3-cd)pyrene 
38B іѕорһогопе 
39B  napthalene 
40B nitrobenzene 
41B  N-nitrosodimethylamine 
428  N-nitrosodi-n-propylamine 
43B N-nitrosodiphenylamine 
448 phenanthrene 


45B ругепе 
46B 1,2,4-trichlorobenzene 
Pesticides 
ІР aldrin 


2P alpha-BHC 
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3P  beta-BHC 
АР  gamma-BHC 
SP  delta-BHC 
6P  chlordane 


TP  44-DDT 
8P 44-DDE 
9P 44-DDD 


10P  dieldrin 

11P  alpha-endosulfan 
12P  beta-endosulfan 
13Р endosulfan sulfate 
14P endrin 

15Р endrin aldehyde 
16P heptachlor 

17P heptachlor epoxide 
18P  PCB-1242 

19P РСВ-1254 

20P РСВ-1221 

21Р  PCB-1232 

22P  PCB-1248 

23Р РСВ-1260 

24P РСВ-1016 

25Р toxaphene 


Table III-Other Toxic Pollutants (Metals and Cyanide) 
and Total Phenols j 


Antimony, Total 
Arsenic, Total 
Beryllium, Total 
Cadmium, Total 
Chromium, Total 
Copper, Total 
Lead, Total 
Mercury, Total 
Nickel, Total 
Selenium, Total 
Silver, Total 
Thallium, Total 
Zinc, Total 
Cyanide, Total 
Phenols, Total 


Table IV-Toxic Pollutants and Hazardous Substances 
Required To Be Identified By Existing Dischargers If 
Expected To Be Present 


Toxic Pollutants 
Asbestos 


Hazardous Substances 
Acetaldehyde 
Allyl alcohol 
Allyl chloride 
Amyl acetate 
Aniline 
Benzonitrile 
Benzyl chloride 
Butyl acetate 
Butylamine 
Captan 
Carbaryl 
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Carbofuran Trichlorofan 
Carbon disulfide Triethanolamine 
Chlorpyrifos Dodecylbenzenesulfonate 
Coumaphos Triethylamine 
Cresol Trimethylamine 
Crotonaldehyde Uranium 
Cyclohexane Vanadium 
2,4-D(2,4-Dichlorophenoxy acetic acid) Vinyl acetate 
Diazinon Xylene 
Dicamba Xylenol 
Dichlobenil Мае 

: Zirconium 
Dichlone 


2,2-Dichloropropionic acid 
Dichlorvos 

Diethyl amine 

Dimethyl amine 


Dinitrobenzene sewage system additives containing) acids and bases E 
Diquat depending upon the effect on public health or ground water | 

Disulfoton of their concentration when applied according to the manu- l: 
Diuron f facturer's product-use instructions. | 

Epichlorohydrin [Statutory Authority: Chapter 70.118 RCW and RCW 43.70.040. 95-24- | 

Ethion 062, $ 246-273-050, filed 12/1/95, effective 1/1/96.] | 

Ethylene diamine 

Ethylene dibromide WAC 246-273-060 Unfair practices. Manufacturers of | 

Formaldehyde approved additives advertised, sold, or distributed in Wash- E 
Furfural ington state shall: | 

Guthion (1) Make no claims relating to the elimination of the | 

Isoprene need for septic tank pumping or proper septic tank mainte- | 

Isopropanolamine 


Dodecylbenzenesulfonate 
Kelthane 


MI use and precautions; | 
е (3) Маке по false statements, design, or graphic repre- | 
Methoxychlor sentation relative to an additive product that is inconsistent Е 
Methyl mercaptan with RCW 70.118.060, 70.1 18.070, or 70.118.080; and | 
Methyl methacrylate (4) Make no claims, either direct or implied, about the i, 
Methyl parathion performance of the product based on state approval of its | 
Mevinphos ingredients. E 
Mexacarbate [Statutory Authority: Chapter 70.118 RCW and RCW 43.70.040, 95-24- | 


Monoethyl amine 
Monomethyl amine 


Naled WAC 246-273-065 Reregistration. Reregister, by writ- 
Napthenic acid ten correspondence to the department, their on-site sewage 
Nitrotoluene disposal system additive product(s) each time the product 
Parathion formulation changes. The department may require a new 
Phenolsulfanate review and approval for reregistration of products that | 
Phosgene undergo formulation changes. | я 
Propargite [Statutory Authority: Chapter 70.118 RCW and RCW 43.70.040. 95-24- | : 
Propylene oxide 062, § 246-273-065, filed 12/1/95, effective 1/1/96.] | 
Pyrethrins 

Quinoline WAC 246-273-070 Confidentiality. (1) Manufacturers | 
Resorcinol shall submit a signed confidentiality statement if any infor- | 
Strontium mation submitted would, if made public, divulge confidential [ 
Strychnine business information, methods, or processes entitled to pro- | 
Styrene tection as trade secrets of the manufacturer, and identify any f 


(b) Other chemicals deemed by the department to be 
detrimental to on-site sewage disposal system function, pub- 
lic health, or water quality. 

(2) The department may prohibit (not approve on-site 


nance; 
(2) List the components of additive products on the prod- 
uct label, along with information regarding instructions for 


062, § 246-273-060, filed 12/1/95, effective 1/1/96.] 


2,4,5-T (2,4,5-Trichlorophenoxy acetic acid) such information. 

TDE (Tetrachlorodiphenylethane) (2) The department shall not disclose any information 

2,4,5-TP (2-(2,4,5-Trichlorophenoxy . obtained from manufacturers, when stated by the manufac- 
propanoic acid) turer, that the information, if made public, would divulge 


(1999 Ed.) [Title 246 WAC—p. 467] 


246-273-080 


confidential business information, methods or processes enti- 
tled to protection as trade secrets of the manufacturer. 


[Statutory Authority: Chapter 70.118 RCW and RCW 43.70.040. 95-24- 
062, § 246-273-070, filed 12/1/95, effective 1/1/96.] 


WAC 246-273-080 Enforcement. (1) The attorney 
general, or appropriate city or county prosecuting attorney 
may bring appropriate action to enjoin any violation of the: 

(a) Prohibition on the sale or distribution of on-site sew- 
age disposal system additives; or 

(b) Conditions of RCW 70.118.080 Additives—Unfair 
practices, and WAC 246-273-060 (1) through (4). 

(2) The department may rescind approval of an on-site 
sewage disposal system additive in response to: 

(a) Demonstrated link to on-site sewage disposal system 
failure resulting from use (consistent with the manufacturer's 
product-use instructions) of an approved additive; or 

(b) Documentation that ingredients or formulation of an 
approved on-site sewage system additive differs from the 
ingredients or formulation information submitted for review, 
and upon which departmental approval was granted. 


[Statutory Authority: Chapter 70.118 RCW and RCW 43.70.040. 95-24- 
062, $ 246-273-080, filed 12/1/95, effective 1/1/96.] 


WAC 246-273-990 Fees. (1) The applicant shall pay to 
the department, with the application, a three hundred fifty 
dollar fee. This fee includes two hundred dollars for develop- 
ing criteria and review procedures, plus one hundred fifty 
dollars for up to two hours of product-specific review. Addi- 
tional review time will be billed at seventy-five dollars per 
hour. 

(2) All fees must be paid prior to the departments' 
approval. 


[Statutory Authority: Chapter 70.118 RCW and RCW 43.70.040. 95-24- 
062, § 246-273-990, filed 12/1/95, effective 1/1/96.] 


Chapter 246-280 WAC 
RECREATIONAL SHELLFISH BEACHES 


WAC 

246-280-001 Authority, purpose, and scope. 

246-280-010 Definitions. 

246-280-015 General administration. 

246-280-020 Recreational shellfish beach classification. 

246-280-030 Water quality criteria and standards. 

246-280-060 Recreational shellfish beach sanitary survey. 

246-280-070 PSP monitoring of recreational beaches. 

DISPOSITION OF SECTIONS FORMERLY 

CODIFIED IN THIS CHAPTER 

246-280-040 Marine water quality testing. [Statutory Authority: 
RCW 43.20.050. 91-02-051 (Order 124B), recodified as 
8 246-280-040, filed 12/27/90, effective 1/31/91. Statu- 
tory Authority: Chapter 90.70 RCW. 89-20-020 (Order 
335), $ 248-52-040, filed 9/27/89, effective ` 10/28/89.] 
Repealed by 97-20-100, filed 9/29/97, effective 
10/30/97. Statutory Authority: RCW 43.20.050. 

246-280-050 Shellfish meat quality standards and testing. [Statutory 


Authority: RCW 43.20.050. 91-02-051 (Order 124B), 
recodified as § 246-280-050, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 90.70 RCW. 89- 
20-020 (Order 335), 8 248-52-050, filed 9/27/89, effec- 
tive 10/28/89.] Repealed by 97-20-100, filed 9/29/97, 
effective 10/30/97, Statutory Authority: RCW 
43.20.050. 
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246-280-080 Public information and notification. [Statutory Author- 


ity: RCW 43.20.050. 91-02-051 (Order 124B), recodi- 
fied as $ 246-280-080, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 90.70 RCW. 89- 
20-020 (Order 335), 8 248-52-080, filed 9/27/89, effec- 
tive 10/28/89.] Repealed by 97-20-100, filed 9/29/97, 
effective 10/30/97. Statutory Authority: RCW 
43.20.050. 


WAC 246-280-001 Authority, purpose, and scope. (1). 
Authority. Under the authority of RCW 43.20.050, powers 
and duties of state board of health, these regulations are 
hereby established as minimum requirements for the moni- 
toring and classification of recreational shellfish beaches. 

(2) Purpose. It is the purpose of chapter 246-280 WAC to 
protect public health and establish procedures for evaluating 
the sanitary quality of recreational shellfish beaches. 

(3) Scope. 

(a) These regulations shall apply to recreational shellfish 
beaches under public ownership. Commercial shellfish har- 
vest, even though it may occur on publicly owned beaches, is 
governed by chapter 246-282 W AC and chapter 69.30 RCW. 

(b) These regulations shall apply to recreationally har- 
vested shellfish on privately owned beaches when the general 
public has unlimited access to beaches for recreational shell- 
fishing. The department may evaluate and monitor these pri- 
vately owned beaches if the department determines it to be in 
the public interest. 

(4) Other statutes related to this chapter are: 

(a) Chapter 69.30 RCW, sanitary control of shellfish; 
and 

(b) Chapter 246-282 W AC, sanitary control of shellfish. 
[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), $ 246-280- 
001, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), recodified 
as § 246-280-001, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 90.70 RCW. 89-20-020 (Order 335), $ 248-52-001, filed 9/27/89, 
effective 10/28/89.] 


WAC 246-280-010 Definitions. (1) Abbreviations: 

(a) "ml" means milliliter; and 

(b) "PSP" means paralytic shellfish poisoning. 

(2) "Beach evaluation" means the examination of the 
sanitary conditions of recreational shellfish beaches through 
water quality testing, shellfish tissue testing, PSP testing, and 
sanitary surveys. 

(3) "Beach inventory" means the department's list of 
recreational shellfish beaches governed by chapter 246-280 
WAC. 

(4) "Closed classification" means a beach exceeds the 
standards for safe shellfish harvest. 

(5) "Conditionally open classification" means a recre- 
ational shellfish beach meets the standards for safe shellfish 
harvest during well-defined time periods, such as dry 
weather months, and is closed to shellfish harvest when the 
standards are exceeded. 

(6) "Department" means the Washington state depart- 
ment of health (DOH). 

(7) "Emergency closure" means temporary closure of a 
recreational shellfish beach when a contamination event is 
suspected of impacting an open or conditionally open beach. 

(8) "Geometric mean value" means a statistical calcula- 
tion giving a mean value of data points. Geometric mean 
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value is a term used in state water quality standards. The cal- 
culation is: 

(a) a X b X c X d= y; and 

(b) nth root of y= geometric mean value. N= number of 
data points which determines the power of the root. 

(9) "Health officer" means the health officer or an autho- 
rized representative of the city, county, city-county health 
department or district. 

(10) "Local board of health" means the city, town, 
county, city-county, or district board of health as defined 
under chapters 70.05, 70.08, and 70.46 RCW. 

(11) "Open classification" means a recreational shellfish 
beach which complies with WAC 246-280-030 standards for 
safe shellfish harvest without any restrictions due to health 
hazards. 

(12) “Paralytic shellfish poisoning (PSP)" means а 
human illness caused by eating shellfish that contain high 
levels of toxin which results from the shellfish consuming 
large amounts of toxin-producing microscopic marine organ- 
ism called Gonyaulax catenella. 

(13) "Public ownership" means owned by the federal 
government, state government, a county, a city, or a port dis- 
trict. 

(14) "Recreational shellfish beach" means any beach 
under public ownership available to the public and any pri- 
vately owned beach where the general public has unlimited 
access to recreationally harvest shellfish. 

(15) "Recreational shellfish harvest" means to harvest 
shellfish for personal consumption with no intention for sale 
or barter. 

(16) "Sanitary survey" means an evaluation of the sani- 
tary conditions of the shoreline and uplands of a recreational 
shellfish beach. 

(17) "Shellfish" means, for the purposes of chapter 246- 
280 WAC, all varieties of oysters, clams, mussels, and scal- 
lops. 

(18) "Unclassified" means a recreational shellfish beach 
which does not have an initial classification because the 
department has incomplete sanitary survey data. 

(19) “Water quality study" means an evaluation of the 
sanitary conditions of the marine water of a recreational 
shellfish beach described under WAC 246-280-030 and 246- 
280-040. 

(Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), § 246- 
280-010, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), recod- 
ified as § 246-280-010, filed 12/27/90, effective 1/31/91. Statutory Author- 


ity: Chapter 90.70 RCW. 89-20-020 (Order 335), $ 248-52-005, filed 
9/27/89, effective 10/28/89.] 


WAC 246-280-015 General administration. (1) The 
department and the health officer for each local health juris- 
diction shall develop a joint plan of operation designating the 
roles of each agency for administering chapter 246-280 
WAC. This plan shall: 

(a) Specifically designate those recreational shellfish 
beaches included in the joint plan; 

(b) Establish whether the department or the health officer 
shall assume primary responsibility for an identified beach; 

(c) Provide for a minimum acceptable frequency of 
beach evaluation; 
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(d) Specify who has responsibility for water quality stud- 
les, sanitary surveys, PSP monitoring, beach classification, 
and public notification; 

(e) Be signed by the secretary and the chairperson of the 
local board of health; 

(f) Be updated as needed to ensure proper operation of 
the plan; and 

(g) Identify a process for implementing remedial actions 
to correct pollution sources where deemed appropriate by the 
department for those beaches classified as closed or condi- 
tionally open. 

(2) If the local board of health adopts rules governing 
recreational shellfish harvest within its jurisdiction, the 
adopted rules shall be consistent with chapter 246-280 WAC. 

(3) The department shall develop guidelines on water 
quality monitoring, PSP monitoring, shoreline survey proce- 
dures, public information/ notification, and other topics. 

(4) Throughout this chapter, the term "health officer" 
may be substituted for the term "department" if the joint plan 
of operation delegates authority for action to the health 
officer. 

[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), $ 246-280- 
015, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), recodified 
as $ 246-280-015, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 90.70 RCW. 89-20-020 (Order 335), $ 248-52-010, filed 9/27/89, 
effective 10/28/89.] 


WAC 246-280-020 Recreational shellfish beach clas- 
sification. (1) The department or the health officer for each 
local health jurisdiction as designated in the joint plan of 
operation, under WAC 246-280-015, shall classify recre- 
ational shellfish beaches, based on the risk to public health 
from consuming shellfish. After completing an initial classi- 
fication, the department or the health officer for each local 
health jurisdiction shall make an annual update based on the 
additional data collected during the year. 

(2) The joint plan of operation's criteria used to classify 
beaches shall include the following: 

(a) Water quality data; 

(b) A sanitary survey of pollution sources; and 

(c) A review of natural and synthetic toxins, including 
PSP. 

(3) The department shall classify recreational shellfish 
beaches as follows: 

(a) Open; 

(b) Conditionally open; 

(c) Closed; 

(d) Emergency closure; and 

(e) Unclassified. 

[Statutory Authority: RCW 43.20.050. 92-02-019 (Order 225B), $ 246-280- 
020, filed 12/23/91, effective 1/23/92; 91-02-051 (Order 124B), recodified 
as 8 246-280-020, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 90.70 RCW. 89-20-020 (Order 335), § 248-52-020, filed 9/27/89, 
effective 10/28/89.] 


WAC 246-280-030 Water quality criteria and stan- 
dards. (1) The department shall classify the beach as open 
when the following three conditions are met: 

(a) The marine water covering a recreational shellfish 
beach shall not exceed a geometric mean value of fourteen 
fecal coliform bacteria/ 100 ml of water. In addition, not more 
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than ten percent of the individual water samples may exceed 
forty-three fecal coliform bacteria/100 ml of water. The geo- 
metric mean value shall be calculated on no less than fifteen 
samples for each water quality station; 

(b) Upon completion of a sanitary survey, there are no 
major sources of pollution of public health significance iden- 
tified as affecting the beach; and 

(c) Natural and synthetic toxin levels shall not exceed 
established standards. 

(2) The department shall classify the beach as condition- 
ally open when standards for open criteria are met during a 
well-defined and predictable time period, such as dry weather 
months. Use of the conditionally open classification shall be 
limited to beaches where sufficient data are available to 
establish the beach meets the open criteria for well-defined 
time periods. 

(3) The department shall classify a beach as closed for 
failing to meet the open or conditionally open standards and 
the beach shall not be used for recreational shellfish harvest. 

(4) The department shall list a recreational shellfish 
beach as unclassified until complete sanitary data are avail- 
able. The department shall list initially the beach as unclassi- 
fied on the beach inventory. 

(5) In the event an open or conditionally open beach is 
suspected of being impacted by a source of pollution or other 
threat to public health, the department shall implement an 
emergency closure immediately. The closure shall remain in 
effect until the department's investigation verifies the beach 
is safe for recreational shellfish harvesting. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as $ 246-280-030, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 90.70 RCW, 89-20-020 (Order 335), $ 248-52-030, filed 9/27/89, 
effective 10/28/89.] 


WAC 246-280-060 Recreational shellfish beach sani- 
tary survey. In addition to the evaluation of the shellfish 
growing waters, and before establishing a classification for 
the beach, the department shall conduct a sanitary survey of 
the shoreline and upland areas located adjacent to recre- 
ational shellfish beaches. The sanitary survey shall be 
updated as necessary to reflect changes in shoreline and 
upland sanitary conditions. A sanitary survey shall consist of: 

(1) Identifying and evaluating point source discharges in 
the vicinity of the beach; 

(2) Evaluating all on-site sewage disposal systems in the 
survey area; and 

(3) Evaluating impacts from other nonpoint sources in 
the area, such as animal waste and storm water. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as 8 246-280-060, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 90.70 RCW. 89-20-020 (Order 335), $ 248-52-060, filed 9/27/89, 
effective 10/28/89.] 


WAC 246-280-070 PSP monitoring of recreational 
beaches. (1) The department shall conduct a paralytic shell- 
fish poisoning (PSP) monitoring program for recreational 
shellfish beaches. 

(2) The department shall coordinate the monitoring pro- 
gram with the health officer. The joint plan of operation 
developed between the department and the health officer 
shall include the following elements: 
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(a) A sampling schedule which includes the beaches 
sampled and the frequency of the sampling; 

(b) Designation of responsibility for a sample collection; 
and 

(c) À system of establishing beach closures due to PSP 
which includes: 

(i) Closing the beach when the level of toxin exceeds 80 
micrograms of toxin per 100 grams of shellfish meat; 

(ii) Maintaining the beach closure until two consecutive 
samples of the same species test below the standard of 80 
micrograms of toxin per 100 grams of shellfish meat; and 

(iii) Closing beaches suspected of posing a PSP threat to 
public health when they are located in a PSP-impacted area 
that cannot be sampled on a frequent basis. The beaches shall 
remain closed until samples verify the area is safe to reopen. 
[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as § 246-280-070, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 90.70 RCW. 89-20-020 (Order 335), $ 248-52-070, filed 9/27/89, 
effective 10/28/89.] 


Chapter 246-282 WAC 
SANITARY CONTROL OF SHELLFISH 


WAC 

246-282-001 Scope and purpose. 

246-282-005 Minimum performance standards. 

246-282-010 Definitions. 

246-282-020 Growing areas. 

246-282-030 Storage, oe and washing and shipping of shell- 
stock. : 

246-282-040 Shucking of shellfish. 

246-282-050 Packing of shucked shellfish. 

246-282-060 Personal health and cleanliness. 

246-282-070 Construction and maintenance, 

246-282-080 Identification and records. 

246-282-090 Certificate of compliance—Certificate of approval— 
Suspension for revocation of certificate of 
approval—Licensure—Revocation of license. 

246-282-100 Notice of decision—Adjudicative proceeding. 

246-282-110 Administrative provisions. 

246-282-120 Penalty clause. 

246-282-130 Separability clause, 

246-282-990 Shellfish program certification fees. 


WAC 246-282-001 Scope and purpose. These require- 
ments, as authorized under chapter 69.30 RCW (chapter 144, 
Laws of 1955), establish minimum performance standards 
for the growing, harvesting, processing, packing, storage, 
transporting, and selling of shellfish for human consumption. 
[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as 8 246-282-001, filed 12/27/90, effective 1/31/91. Statutory Authority: 


RCW 69.30.030. 78-08-059 (Order 163), $ 248-58-001, filed 7/24/78; Reg- 
ulation 58.001, effective 3/11/60.] 


WAC 246-282-005 Minimum performance stan- 
dards. (1) Every person engaged in a shellfish operation 
shall comply with and shall be subject to: 

(a) The requirements of the 1997 National Shellfish 
Sanitation Program (NSSP) Model Ordinance, published by 
the United States Department of Health and Human Ser- 
vices, Public Health Service, Food and Drug Administration. 
Copies can be obtained through the U.S. Food and Drug 
Administration, Shellfish Sanitation Branch, and the Wash- 
ington state department of health, office of shellfish pro- 
grams. 
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(b) The provisions of 21 CFR, Part 123 - Fish and Fish- 
ery Products, adopted December 18, 1995, by the United 
States Food and Drug Administration, regarding Hazard 
Analysis Critical Control Point (HACCP) plans. Copies can 
be obtained through the U.S. Food and Drug Administration, 
Office of Seafood, and the Washington state department of 
health, office of shellfish programs. 

(c) All other provisions of this chapter. 

(2) Where a "satisfactory compliance" provision or a 
provision of 21 CFR, Part 123, is inconsistent with a provi- 
sion otherwise established under this chapter or other state 
law or rule, the more stringent provision, as determined by 
the department, shall apply. 

[Statutory Authority: RCW 69.30.030, 98-18-066, § 246-282-005, filed 
8/31/98, effective 10/1/98; 98-03-096, § 246-282-005, filed 1/21/98, effec- 


tive 2/21/98; 96-18-096, § 246-282-005, filed 9/4/96, effective 10/5/96; 94- 
23-026, § 246-282-005, filed 11/8/94, effective 12/9/94.] 


WAC 246-282-010 Definitions. The following defini- 
tions shall apply in the interpretation and the implementation 
of these rules and regulations: 

(1) "Approved" means acceptable to the secretary based 
on his or her determination as to conformance with appropri- 
ate standards and good public health practice. 

(2) “Commercial quantity" means any quantity. exceed- 
ing: 

(a) Forty pounds of mussels; 

(b) One hundred oysters; 

(c) Fourteen horse clams; 

(d) Six geoducks; or 

(e) Fifty pounds of hard or soft shell clams. 

(3) "Department" means the state department of health. 

(4) "Easily cleanable" means readily accessible and of 
such material and finish, and so fabricated that residue may 
be completely removed by approved cleaning methods. 

(5) "Food contact surfaces" means those surfaces of 
equipment and utensils with which the shellfish meat nor- 
mally comes in contact, and those surfaces that drain onto 
surfaces that may come into contact with said food being pro- 
cessed, 

(6) "Person" means any individual, firm, corporation, 
partnership, company, association, or joint stock association, 
and the legal successor thereof. 

(7) "Person in charge" means an individual responsible 
for the supervision of employees and the management of any 
shellfish operation as defined in subsection (12) of this sec- 
tion. 

(8) "Sanitized" means the treatment of clean surfaces of 
equipment and utensils by an approved process which is 
effective in destroying microorganisms, including pathogens. 

(9) "Secretary" means the secretary of the department of 
health or the secretary's authorized representative. 

(10) "Shellfish" means all varieties of fresh or frozen 
oysters, clams, or mussels, either shucked or in the shell, and 
all fresh or frozen edible products thereof. 

(11) “Shellfish growing areas" means the lands and 
waters in and upon which shellfish are grown for harvesting 
in commercial quantities or for sale for human consumption. 

(12) "Shellfish operation" means any activity in the har- 
vesting, transporting, processing, to include, but not limited 
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to culling, shucking, packing, and repacking or shipping or 
reshipping of shellfish in commercial quantities or for sale 
for human consumption. 

[Statutory Authority: RCW 69.30.030. 92-02-019 (Order 225B), § 246-282- 
010, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as § 246-282-010, filed 12/27/90, effec- 
tive 1/31/91, Statutory Authority: RCW 69.30.030 and 43.20.050. 85-21- 
048 (Order 296), § 248-58-005, filed 10/14/85. Statutory Authority: RCW 
69.30.030. 78-08-059 (Order 163), 8 248-58-005, filed 7/24/78.] 


WAC 246-282-020 Growing areas. (1) All shellfish to 
be sold as defined in RCW 69.30.010(2) in the state of Wash- 
ington shall be obtained from approved growing areas or 
from approved growing areas outside the state that have pro- 
grams of control and standards equivalent to that of the state 
of Washington. 

(2) Approved shellfish growing areas shall be located in 
areas not adversely affected by human waste, industrial or 
natural toxins, recreational use, or other sources of pollutants 
which may have a detrimental influence on the water quality 
of the shellfish growing beds and subsequent hazards to the 
human consumers of shellfish. 

(3) No commercial quantities of shellfish or shellfish to 
be sold as defined in RCW 69.30.010(2), for human con- 
sumption, shall be harvested from growing areas which are 
not approved as provided herein: Provided, That permission 
may be granted by the director for the removal of shellfish 
from nonapproved growing areas for relaying to approved 
growing areas under the following conditions: 

(a) Shellfish shall be relayed to a designated, approved 
growing area for a minimum of two weeks or for a longer 
time period as prescribed by the director. 

(b) Relaying and subsequent removal from the approved 
area for sale or shipment shall be under the supervision of the 
director. 

(c) Records shall be kept showing growing areas from 
which the shellfish were taken, where relayed, dates of relay- 
ing, and dates of harvesting. 

(4) All boats, oyster harvesters, and floats used for har- 
vesting or transporting shellfish shall be so constructed, oper- 
ated, and maintained as to prevent contamination or deterio- 
ration of the shellfish. Approved facilities shall be provided 
for the disposal of human waste. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as $ 246-282-020, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 69.30.030 and 43.20.050. 85-21-048 (Order 296), $ 248-58-010, filed 


10/14/85. Statutory Authority: RCW 69.30.030. 78-08-059 (Order 163), 8 
248-58-010, filed 7/24/78; Regulation 58.010, effective 3/11/60.] 


WAC 246-282-030 Storage, cleansing and washing 
and shipping of shellstock. (1) Shellstock shall be stored, 
handled, and shipped under such temperature conditions as 
will keep them alive, and shall be protected from contamina- 
tion at all times. 

(2) All shellstock prior to opening or shipping shall be 
reasonably clean so that mud, sand, and extraneous material 
will not be transferred to the opened product during process- 
ing. 

(3) Water used for washing, or "wet storage" (natural 
storing and cleansing), of shellstock shall be obtained from 
an approved growing area, or from other sources which meet 
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or exceed the water quality standards of an approved growing 
area. 

(4) Wet storage of shellstock may be practiced only upon 
approval of the director. A detailed description and map 
denoting the location of the wet storage area shall accompany 
the request. 

[Statutory Authority: RCW 69.30.030. 92-02-019 (Order 225B), § 246-282- 
030, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.20.050, 
91-02-051 (Order 124B), recodified as § 246-282-030, filed 12/27/90, effec- 


tive 1/31/91. Statutory Authority: RCW 69.30.030, 78-08-059 (Order 163), 
8 248-58-020, filed 7/24/78; Regulation 58.020, effective 3/11/60.] 


WAC 246-282-040 Shucking of shellfish. (1) Shellfish 
shall be shucked in a manner that will minimize contamina- 
tion. Only live shellfish shall be shucked. Shucked shellfish 
shall be processed within one hour after opening or shall be 
rapidly cooled to a product temperature of forty-five degrees 
Fahrenheit or less within two hours after shucking. 

(2) Shucking containers shall be rinsed with running tap 
water before each filling. Shucker's colanders shall be rinsed 
with running tap water at two and one-half hour intervals or 
less during use. 

(3) Shells from which meats have been shucked shall be 
removed from the plant at sufficient intervals to prevent the 
interference with the sanitary operation of the plant. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as $ 246-282-040, filed 12/27/90, effective 1/31/91. Statutory Authority: 


RCW 69.30.030. 78-08-059 (Order 163), $ 248-58-030, filed 7/24/78; Reg- 
ulation 58.030, effective 3/11/60.] 


WAC 246-282-050 Packing of shucked shellfish. (1) 
Shucked shellfish shall be protected from contamination dur- 
ing all phases of processing and shall be packed in approved 
containers which are clean, and free from contamination. 

(2) Shucked shellfish shall be maintained at forty 
degrees Fahrenheit or less until received by the consumer. A 
temperature of thirty-four degrees Fahrenheit to forty degrees 
Fahrenheit shall be maintained in refrigerators where 
shucked shellfish are stored. 

(3) Shelifish which are to be marketed as a frozen prod- 
uct shall be frozen as quickly as practicable and maintained at 
a product temperature of zero degrees Fahrenheit or less until 
received by the consumer. 

(4) The packing of shucked shellfish shall take place in 
the same plant in which the shellfish are shucked, unless spe- 
cific approval for repacking is granted by the director. 
Repacking plants shall meet all requirements as specified for 
packing plants. Frozen shucked shellfish shall not be 
repacked. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as $ 246-282-050, filed 12/27/90, effective 1/31/91. Statutory Authority: 


RCW 69.30.030. 78-08-059 (Order 163), 8 248-58-040, filed 7/24/78; Reg- 
ulation 58.040, effective 3/11/60.] 


WAC 246-282-060 Personal health and cleanliness. 
(1) Persons ill with or the carrier of a communicable disease 
which is transmissable through food and is in the infectious 
stage, or persons having exposed boils, infected lesions or 
wounds, or similar skin infections, or persons having an acute 
respiratory infection shall not work in any growing area, 
shucking, packing or repacking plant in any capacity where 
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they might contaminate the shellfish or food contact surfaces 
with pathogenic organisms. Both the person in charge and the 
employee shall be responsible for compliance with the 
requirements of this section. 


(2) Persons who shuck or handle shucked shellfish shall 
wear clean, waterproof aprons or coats and clean clothing 
that can be easily cleaned and shall practice good personal 
cleanliness during all periods of duty. They shall wash their 
hands thoroughly with soap and warm water before starting 
to work and as often thereafter as may be necessary to 
remove soil and contamination. Gloves or other protective 
gear worn on the hands shall be made of waterproof, easily 
cleanable material and shall be clean. When manual handling 
of shucked shellfish becomes necessary, sanitized rubber 
gloves shall be worn or the hands shall be thoroughly cleaned 
immediately before such handling. Effective means shall be 
taken to keep hair from shellfish (shucked meats) and from 
food contact surfaces. 


[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as $ 246-282-060, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 69.30.030. 78-08-059 (Order 163), 8 248-58-050, filed 7/24/78; Reg- 
ulation 58.050, effective 3/11/60.] 


WAC 246-282-070 Construction and maintenance. 
(1) Equipment and utensils: All food contact surfaces of 
equipment and utensils shall be constructed of nontoxic, cor- 
rosion resistant, and nonabsorbent materials, designed to be 
easily cleanable and shall be clean and in an approved condi- 
tion of repair. Equipment shall be installed and maintained so 
that it and adjacent areas can be readily cleaned. Articles 
intended for single service use shall be used only once and 
then discarded. 


Utensils and food contact surfaces of equipment shall be 
cleaned, sanitized and stored in an approved manner so as to 
be protected from recontamination. Cleaning and sanitization 
shall occur before use and at such intervals as necessary to 
preclude contamination of the shucked product. 


Nonfood contact surfaces of equipment shall be con- 
structed of corrosion resistant and nonabsorbent materials, 
designed to be easily cleanable and shall be clean and in an 
approved condition of repair. 


(2) Physical facilities: The plant shall be so arranged to 
facilitate the flow of the product through processing and stor- 
age areas in a manner that will preclude contamination. 
Shucking and packing operations shall be conducted in sepa- 
rate rooms. Only authorized persons shall be allowed in the 
packing room during periods of operation. 

Interior surfaces of rooms or areas where shellfish are 
stored, processed or utensils or hands are washed, and in 
walk-in refrigerators and freezers shall be easily cleanable, 
clean and in an approved condition of repair. 


Rooms for utensil and packaging material storage shall 
be provided, and separate from areas which shall be provided 
for employee clothing storage. These areas shall be separate 
and apart from the shucking and packing rooms. 

Approved lighting, heating and ventilation shall be pro- 
vided. Approved measures for control of rodents and flies, 
roaches, and other insects on the premises shall be utilized. 
Live animals shall be excluded from all areas of the plant. 
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(3) Sanitary facilities: Hot and cold water adequate in 
quality and quantity, and under pressure shall be provided or 
easily accessible to all rooms in which shellfish are processed 
or utensils are washed. The water supply, plumbing, sewage, 
garbage and rubbish disposal, handwashing, toilet and other 
facilities shall be installed, operated, and maintained in an 
approved manner. 


Ice shall be from an approved source and shall be stored 
and handled in a manner as to be protected from contamina- 
tion. 

Handwashing facilities consisting of a lavatory or lava- 
tories and equipped with hot and cold or tempered running 
water, hand-cleansing soap or detergent, single service tow- 
els or approved hand drying devices shall be located and 
maintained to permit convenient use by all employees in 
shellfish processing areas, utensil washing areas, and toilet 
rooms or vestibules. Such facilities shall be kept clean and in 
an approved condition of repair. 


[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as § 246-282-070, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 69.30.030. 78-08-059 (Order 163), § 248-58-060, filed 7/24/78; Reg- 
ulation 58,060, effective 3/11/60.] 


WAC 246-282-080 Identification and records. (1) 
Shellfish shall be so identified by label, tag or other perma- 
nent means at the wholesale or retail level that any given con- 
tainer of shucked meats or lot of shellstock can be traced to 
the original growing area source(s). 


(2) Shipments of shellfish in the shell shall be accompa- 
nied by a tag, label or other mark showing that the shipper has 
been duly certified by the state in which the growing area is 
located. 


(3) Shucked shellfish shall be packed, shipped and sold 
retail in approved containers that are legibly marked by 
embossing, lithographing, or other permanent means with the 
name, address, and certification number of the packer, and 
the date packed or coded in such a manner that the date 
packed can be determined. Fresh packs shall be labeled with 
wording equivalent to "keep refrigerated," and frozen packs 
shall be labeled with wording equivalent to "keep frozen." 


(4) All shippers, reshippers, packers, repackers, and 
wholesalers shall keep an accurate record of all lots of shell- 
fish received, shipped and sold. Retailers shall keep a record 
of all lots received. Such records shall be kept on file for a 
minimum of six months. 


(5) Information recorded by the harvester-shipper shall 
include: (a) Location of harvesting area(s) by name or code, 
(b) name and quantity of shellfish, (c) date of harvest, (d) date 
shipped. 


(6) Shucker-packers and repackers shall record the fol- 
lowing information: (a) Location of harvesting area(s) by 
name or code, or name of harvester, (b) name and quantity of 
shellfish, (c) date of harvest or date received, and (d) packing 
date. 


[Statutory Authority: RCW 69.30.030. 92-02-019 (Order 225B), 8 246-282- 
080, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as $ 246-282-080, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 69.30.030. 78-08-059 (Order 163), 
$ 248-58-070, filed 7/24/78; Regulation 58.070, effective 3/11/60.] 
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WAC 246-282-090 Certificate of compliance-—Cer- 
tificate of approval—Suspension for revocation of certifi- 
cate of approval—Licensure—Revocation of license. (1) 
Only shellfish bearing, upon the tag, bill of lading, label or 
container as required in WAC 246-282-080(2), a certificate 
of compliance with the sanitary requirements of this state, or 
a state, territory, province of, or country of origin whose 
requirements are equal or comparable to these regulations, 
may be sold or offered for sale for human consumption in the 
state of Washington. 

(2) No person shall possess a commercial quantity of 
shellfish or sell or offer to sell for human consumption shell- 
fish in the state which have not been grown, harvested, 
shucked, packed, or shipped in accordance with the provi- 
sions of these regulations or chapter 69.30 RCW. 

(3) Certificates of approval for shellfish growing areas 
and/or for shellfish operations, as hereinabove defined, shall 
be issued and administered as prescribed in chapter 69.30 
RCW, and may be denied, suspended, or revoked for any fail- 
ure or refusal to maintain the sanitary requirements or to 
comply with the provisions of these regulations or chapter 
69.30 RCW. 

(4) No person shall operate a "shellfish operation,” as 
defined hereinabove, without having first obtained a valid 
operating license issued by the director. Each license shall be 
issued only for the shellfish operation and person named in 
the application and no license shall be transferable or assign- 
able except with the written approval of the director. An 
operating license will be issued to any person who shall evi- 
dence: 

(a) Possession of, or an approved application for, a valid 
certificate of approval as described hereinabove; 

(b) Continued compliance by the licensee, the licensee's 
employees, or those under the licensee's supervision, with the 
rules and regulations herein and with chapter 69.30 RCW 
which compliance, in part, shall include the licensee's pro- 
cessing and/or sale of shellfish which have been harvested 
only from growing areas certified by the director in the name 
of the licensee or the person from whom the licensee has 
obtained said shellfish. 

(5) The department shall have cause to deny, revoke, or 
suspend the license required herein where any licensee has: 

(a) Had his or her certificate of approval, as defined 
above, and as issued by the department, revoked, suspended, 
or denied, for any reason; : 

(b) Failed or refused to comply with any of the rules and 
regulations of the state board of health or chapter 69.30 
RCW; 

(c) Harvested shellfish from any growing area which 
does not have a valid certificate of approval issued in the 
name of said licensee or in the name of the person from 
whom the licensee has obtained said shellfish; 

(d) Obtained or attempted to obtain an operating license, 
certificate of compliance, or certificate of approval by fraud- 
ulent means or misrepresentation. 

(6) All licenses and certificates issued under the provi- 
sions of these regulations shall be posted in a conspicuous 
place on the licensed premises. The licensee, or at least one 
employee thereof, shall have a certificate of approval on his 
or her person while engaged in the harvesting of shellfish. 
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Such certificates of approval shall be provided by the depart- 
ment. All licenses and certificates of approval shall expire on 
the thirtieth day of September each year. 

(7) Certificates of approval shall be displayed, upon 
request, to an authorized representative of the department, a 
fisheries patrol officer, or an ex officio patrol officer. Failure 
to do so subjects the grower to the penalty provisions of this 
chapter, as well as immediate seizure of the shellfish by the 
representative or officer. 

[Statutory Authority: RCW 69.30,030. 92-02-019 (Order 225B), § 246-282- 
090, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as § 246-282-090, filed 12/27/90, effec- 
tive 1/31/91, Statutory Authority: RCW 69.30.030 and 43.20.050, 85-21- 
048 (Order 296), § 248-58-080, filed 10/14/85. Statutory Authority: RCW 


69.30.030. 78-08-059 (Order 163), $ 248-58-080, filed 7/24/78; Regulation 
58.080, effective 3/11/60.] 


WAC 246-282-100 Notice of decision—Adjudicative 
proceeding. (1) The department's notice of a denial, suspen- 
sion, modification, or revocation of a license shall be consis- 
tent with RCW 43.70.115. An applicant or license holder has 
the right to an adjudicative proceeding to contest the deci- 
sion. 

(2) The department's notice of imposition of a civil fine 
shall be consistent with RCW 43.70.095. A person upon 
whom the department imposes a civil fine has the right to an 
adjudicative proceeding to contest the decision. 

(3) A license applicant or holder or a person upon whom 
the department imposes a civil fine, contesting a department 
decision, shall within twenty-eight days of receipt of the deci- 
sion: 

(a) File a written application for an adjudicative proceed- 
ing by a method showing proof of receipt with the Adminis- 
trative Hearings Unit, Department of Health, 1300 Quince 
Street S.E., P.O. Box 47851, Olympia, WA 98504-7851; and 

(b) Include in or with the application: 

(i) A specific statement of the issue or issues and law 
involved; 

(ii) The grounds for contesting the department decision; 
and 

(iii) A copy of the contested department decision. 

(4) The proceeding is governed by the Administrative 
Procedure Act (chapter 34.05 RCW), this chapter, and chap- 
ter 246-08 WAC. If a provision in this chapter conflicts with 
chapter 246-08 WAC, the provision in this chapter governs. 
[Statutory Authority: RCW 69.30.030. 92-02-019 (Order 225B), § 246-282- 
100, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.20.050. 
91-02-051 (Order 124B), recodified as $ 246-282-100, filed 12/27/90, effec- 


tive 1/31/91. Statutory Authority: Chapter 34.05 RCW and RCW 69.30.030. 
90-06-049 (Order 040), $ 248-58-085, filed 3/2/90, effective 3/2/90.] 


WAC 246-282-110 Administrative provisions. (1) 
The person in charge of shellfish growing areas or processing 
plant operations shall ensure operations are conducted in a 
manner complying with the requirements of these regula- 
tions. The person in charge shall periodically inspect the 
shellfish operations to determine compliance with these reg- 
ulations, and shall take measures to correct any deficiencies 
thereby revealed. 

(2) The director shall have access to and be permitted to 
inspect any and all areas comprising the shellfish operation 
for the purpose of determining compliance with these regula- 
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tions and chapter 69.30 RCW, or for the purpose of determin- 
ing whether any person, shellfish, or condition in the shellfish 
operation constitutes a nuisance or a threat to the public 
health. 

(a) In the course of such inspection, the director may, 
among other things, examine or sample the shellfish in the 
shellfish operation as often as necessary to determine its safe- 
ness for human consumption, and he or she may also examine 
any and all pertinent records pertaining to shellstock, shell- 
fish, or operational supplies purchased, received, or used, and 
records pertaining to persons employed. 

(b) If, after the inspection of a shellfish operation, the 
director finds such operation fails to comply with the require- 
ments of the law, rules and regulations, he or she shall issue 
to the person in charge of the shellfish operation a written 
order specifying the manner in which the operation fails to 
comply with the Jaw, rules and regulations and which sets out 
a specific and reasonable period of time for correction of the 
violations. 

(c) In the event the person in charge of the shellfish oper- 
ation fails to correct the violations as required by the order of 
the director, the director may revoke the certificate of compli- 
ance and/or license of such person and/or initiate such legal 
enforcement proceeding as authorized by law. 

(d) During or after an investigation or inspection of a 
shellfish operation, the director may, if he or she suspects the 
shellfish are unsafe for human consumption, give to the 
owner or person in charge of the shellfish operation a written 
hold order prohibiting the disposition or sale of the shellfish 
pending the director's further investigation of the shellfish's 
safety. The person in charge shall thereafter cease from offer- 
ing such shellfish for human consumption and shall store 
such shellfish in a suitable place as prescribed by the director 
until the hold order is lifted or modified by the director or by 
a court of competent jurisdiction. Shellfish placed under a 
hold order shall not be destroyed for at least two days and 
shall not be held longer than fifteen days; however, upon a 
finding that the shellfish are safe for human consumption, the 
director may release them immediately. 

(e) If, during an inspection of a shellfish harvesting oper- 
ation, the owner or person in charge of the operation fails to 
immediately display his or her certificate of approval upon 
request from an authorized representative of the department, 
a fisheries patrol officer, or an ex officio patrol officer, a writ- 
ten hold order may be issued prohibiting the disposition or 
sale of the shellfish or the shellfish may immediately be 
seized. If a hold order is issued, the person in charge shall 
thereafter cease from offering such shellfish for human con- 
sumption and shall store such shellfish in a suitable place as 
prescribed by the director until the hold order is lifted or 
modified by the director or by a court of competent jurisdic- 
tion. Shellfish placed under a hold order or seizure shall not 
be destroyed for at least two days and shall not be held longer 
than fifteen days; however, upon a finding that the shellfish 
are safe for human consumption, the director shall determine 
disposition. If the director determines that the operation is 
certified, the shellfish shall be released to the owner or person 
in charge of the operation. If the director determines that the 
operation is not certified, the director may release the shell- 
fish according to his or her discretion. 
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(f) If after investigation the director determines the shell- 
fish are unsafe for human consumption, he or she shall give 
the owner or person in charge of the shellfish operation a 
written abatement order, which abatement order may require 
any or all of the following measures: 

(i) A permanent prohibition against the sale or disposi- 
tion of the shellfish for human consumption; 

(ii) Immediate destruction of the shellfish in question by 
measures such as denaturing and placement in a sanitary 
landfill. Such destruction shall be accomplished by at least 
two employees of the department or authorized representa- 
tives. 

(iii) At the discretion of the director, shellfish having 
been found to be unsafe for human consumption may be 
relayed to an approved growing area for subsequent rehar- 
vest. 

(g) When the director, after conducting an appropriate 
investigation, determines either that: 

(i) A shellfish operation or employee is transmitting a 
disease; or 

(ii) There is a substantial risk a shellfish operation or 
employee may be transmitting a disease, he or she may there- 
after give to the owner or person in charge of the shellfish 
operation an abatement order, which order may require any 
or all of the following measures: 

(A) Immediate closure of the shellfish operation until, in 
the opinion of the director, no further danger of a disease out- 
break exists; 

(B) Immediate exclusion of the employee from all shell- 
fish operations or food service establishments; 


(C) Restriction of the employee's service to some area of 
the operation where there would be no danger of transmitting 
disease. 


(h) As an alternative to the abatement order described in 
subsection (2)(g) of this section, the director may require any 
or all of the employees to submit to adequate medical and 
laboratory examinations, including examination of their 
bodily discharges. 


(i) No person shall remove or alter a notice or tag consti- 
tuting a hold order or abatement order placed on the shellfish 
by the director, and neither such shellfish nor its container 
shall be relabeled, repacked, reprocessed, altered, disposed 
of, destroyed, or released without permission of the director, 
except on order by a court of competent jurisdiction. 


(j) In the event the person in charge of the shellfish oper- 
ation fails to comply with either the hold order or the abate- 
ment order described above, the director may revoke the cer- 
tificate of compliance and/or license of such person and/or 
initiate such legal enforcement proceedings as are authorized 
by law; except that the director may undertake summary 
abatement of the shellfish, an article, or a condition.which is 
so severely contaminated or contaminating that a delay in 
abatement until legal enforcement proceedings could be had 
would pose a grave threat to the public health. 


[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as § 246-282-110, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 69.30.030 and 43.20.050. 85-21-048 (Order 296), § 248-58-090, filed 
10/14/85. Statutory Authority: RCW 69.30.030. 78-08-059 (Order 163), § 
248-58-090, filed 7/24/78; Regulation 58.090, effective 3/11/60.] 
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WAC 246-282-120 Penalty clause. Any person found 
violating any of the provisions of these regulations or chapter 
69.30 RCW shall be guilty of a gross misdemeanor, and upon 
conviction thereof shall be subject to a fine of not less than 
twenty-five dollars nor more than one thousand dollars, or 
imprisonment in the county jail of the county in which the 
offense was committed for not less than thirty days nor more 
than one year, or to both fine and imprisonment. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as § 246-282-120, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 69.30.030 and 43.20.050. 85-21-048 (Order 296), § 248-58-500, filed 


10/14/85. Statutory Authority: RCW 69.30.030. 78-08-059 (Order 163), § 
248-58-500, filed 7/24/78.] 


WAC 246-282-130 Separability clause. Should any 
section, paragraph, clause or phrase of these rules and regula- 
tions be declared unconstitutional or invalid for any reason, 
the remainder of said rules and regulations shall not be 
affected thereby. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as § 246-282-130, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 69.30.030. 78-08-059 (Order 163), § 248-58-900, filed 7/24/78.] 


WAC 246-282-990 Shellfish program certification 
fees. (1) Annual certificate fees are: 


Type of Operation Annual Fee 
Harvester $250. 
Shellstock Shipper 

0-49 Acres $260. 

50 or greater Acres $415. 
Shucker-Packer 

Plants with floor space « 2000 sq. ft. $470. 

Plants with floor space > 2000 sq. ft. 

and « 5000 sq. ft. $570. 
Plants with floor space » 5000 sq. ft. $1,040. 


(2) Type of operations are defined as follows: 

(a) "Shellstock shipper" shall mean shippers growing, 
harvesting, buying, or selling shellstock. Shellstock shippers 
are not authorized to shuck shellfish or to repack shucked 
shellfish. 

(b) "Shucker-packer" shall mean shippers shucking and 
packing shellfish. A shucker-packer may act as a shellstock 
dealer. 

(c) "Harvester" means a commercial shellfish operation 
with activities limited to harvesting shellstock, and shipping 
and selling it within Washington state to shellfish dealers 
licensed by the department. Harvesters do not shuck shell- 
fish; repack shucked shellfish; repack shellstock; or store 
shellstock in any location other than the approved growing 
area where the shellstock was harvested. 

(3) "Export certificate" means a certificate issued by the 
department to a licensed shucker-packer or shellstock shipper 
for use in the foreign export of a lot or shipment of shellfish. 
The fee for each export certificate shall be $10. 

[Statutory Authority: RCW 43.20B.020 and 69.30.030. 98-12-068, § 246- 
282-990, filed 6/1/98, effective 7/2/98. Statutory Authority: RCW 
43.203.020 [43.20B.020]. 97-12-031, § 246-282-990, filed 5/30/97, effec- 
tive 6/30/97. Statutory Authority: RCW 43.20B.020 and 69.30.030. 96-16- 
073, $ 246-282-990, filed 8/6/96, effective 10/1/96. Statutory Authority: 


RCW 43.70.040. 93-17-096 (Order 389), § 246-282-990, filed 8/17/93, 
effective 9/17/93; 91-02-049 (Order 121), recodified as $ 246-282-990, filed 
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12/27/90, effective 1/31/91. Statutory Authority: RCW 43.20A.055. 85-12- 
029 (Order 2236), § 440-44-065, filed 5/31/85; 84-13-006 (Order 2109), $ 
440-44-065, filed 6/7/84; 83-15-021 (Order 1991), § 440-44-065, filed 
7/14/83. Statutory Authority: 1982 c 201. 82-13-011 (Order 1825), 8 440- 
44-065, filed 6/4/82.] 


Chapter 246-290 WAC 


PUBLIC WATER SUPPLIES 
WAC 
. PART 1. 
GENERAL PROVISIONS 
246-290-001 Purpose and scope. 
246-290-010 Definitions. 
246-290-020 Applicability. 
246-290-025 Adoption by reference. 
246-290-030 General administration. 
246-290-040 Engineering requirements. 
246-290-050 Enforcement. 
246-290-060 Variances, exemptions, and waivers. 
PART 2. 
PLANNING AND ENGINEERING DOCUMENTS 
246-290-100 Water system plan. 
246-290-110 Project report. 
246-290-115 Corrosion control recommendation report. 
246-290-120 Construction documents. 
246-290-130 Source approval. 
246-290-135 Source protection. 
246-290-140 Existing system approval. 
PART 3. 
DESIGN OF PUBLIC WATER SYSTEMS 
246-290-200 Design standards. 
246-290-220 Lead in materials. 
246-290-230 Distribution systems. 
246-290-240 Disinfection of facilities. 
246-290-250 Treatment design. 
PART 4. 
WATER QUALITY 
246-290-300 Monitoring requirements. 
246-290-310 Maximum contaminant levels (MCLs). 
246-290-320 Follow-up action. 
246-290-330 Public notification. 
PART 5. 
WATER SYSTEM OPERATIONS 
246-290-410 Small water system management program. 
246-290-420 Reliability. 
246-290-430 Continuity of service. 
246-290-440 Operations. 
246-290-460 Fluoridation of drinking water. 
246-290-470 Distribution reservoirs. 
246-290-480 Recordkeeping and reporting. 
246-290-490 Cross-connection control. 
246-290-500 Severability. 
PART 6. 
SURFACE WATER TREATMENT 
Subpart A - Introduction and General Requirements 
246-290-601 Purpose of surface water treatment. 
246-290-610 Definitions relating to surface water treatment. 
246-290-620 Applicability of surface water treatment requirements. 
246-290-630 General requirements. 
246-290-632 "Treatment technique violations. 
246-290-634 Follow-up to treatment technique violations. 
246-290-636 Determination of disinfectant contact time (T). 
246-290-638 Analytical requirements. 
246-290-639 SWTR records. 
246-290-640 Determination of GWI sources. 
Subpart B - Requirements for Filtered Systems 
246-290-650 Compliance requirements for filtered systems. 
246-290-652 Filtration technology and design criteria for existing fil- 
tered systems. 
246-290-654 Treatment criteria for filtered systems. 
246-290-660 Filtration. 
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246-290-662 Disinfection for filtered systems. 
246-290-664 Monitoring for filtered systems. 
246-290-666 Reporting for filtered systems. 
246-290-668 Watershed control. 


Subpart C - Requirements for Systems Installing Filtration Facilities 


246-290-670 Compliance requirements for existing unfiltered sys- 


tems installing filtration. 


246-290-672 Interim treatment requirements. 
246-290-674 Interim monitoring and reporting. 
246-290-676 Filtration technology and design criteria. 
246-290-678 Reliability for filtered systems. 


Subpart D - Requirements for Other Unfiltered Systems 


246-290-686 Compliance requirements for unfiltered systems. 
246-290-690 Criteria to remain unfiltered. 
246-290-692 Disinfection for unfiltered systems. 
246-290-694 Monitoring for unfiltered systems. 
246-290-696 Reporting for unfiltered systems. 

FEES 
246-290-990 Water system evaluation and project review and 


approval fees. 


DISPOSITION OF SECTIONS FORMERLY 
CODIFIED IN THIS CHAPTER 

246-290-210 Source protection. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as $ 
246-290-210, filed 12/27/90, effective 1/31/91. Statu- 
tory Authority: RCW 34.04.045. 88-05-057 (Order 
307), 8 248-54-125, filed 2/17/88. Statutory Authority: 
RCW 43.20.050. 83-19-002 (Order 266), 8 248-54-125, 
filed 9/8/83.] Repealed by 93-08-011 (Order 352B), 
filed 3/25/93, effective 4/25/93, Statutory Authority: 
RCW 43.20.050. 
Operator certification. [Statutory Authority: RCW 
43.20.050. 91-02-051 (Order 124B), recodified as $ 
246-290-400, filed 12/27/90, effective 1/31/91. Statu- 
tory Authority: RCW 34.04.045. 88-05-057 (Order 
307), $ 248-54-194, filed 2/17/88.] Repealed by 93-08- 
011 (Order 352B), filed 3/25/93, effective 4/25/93. 
Statutory Authority: RCW 43.20.050. 
Watershed control. [Statutory Authority: RCW 
43,20.050, 91-02-051 (Order 124B), recodified as $ 
246-290-450, filed 12/27/90, effective 1/31/91. Statu- 
tory Authority: RCW 34.04.045. 88-05-057 (Order 
307), 8 248-54-225, filed 2/17/88. Statutory Authority: 
RCW 43.20.050. 83-19-002 (Order 266), $ 248-54-225, 
filed 9/8/83.] Repealed by 93-08-011 (Order 352B), 
filed 3/25/93, effective 4/25/93, Statutory Authority: 
RCW 43.20.050. 
Operating criteria for new water treatment facilities. 
[Statutory Authority: RCW 43.20.050. 93-08-011 
(Order 352B), § 246-290-680, filed 3/25/93, effective 
4/25/93.] Repealed by 97-20-100, filed 9/29/97, effec- 
tive 10/30/97. Statutory Authority: RCW 43.20.050. 


246-290-400 


246-290-450 


246-290-680 


PART 1. 
GENERAL PROVISIONS 


WAC 246-290-001 Purpose and scope. (1) The pur- 
pose of these rules is to define basic regulatory requirements 
and to protect the health of consumers using public drinking 
water supplies. 

(2) The rules of this chapter are specifically designed to 
ensure: 

(a) Adequate design, construction, sampling, manage- 
ment, maintenance, and operation practices; and 

(b) Provision of high quality drinking water in a reliable 
manner and in a quantity suitable for intended use. 

(3) Purveyors shall be responsible for complying with 
the regulatory requirements of this chapter. 
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(4) These rules are intended to conform with P.L. 93- 
523, the Federal Safe Drinking Water Act of 1974, and P.L. 
99-339, the Safe Drinking Water Act Amendments of 1986. 

(5) The rules set forth are adopted under chapter 43.20 
RCW. Other statutes relating to this chapter are: 

(a) RCW 43.20B.020, Fees for services—Department of 
health and department of social and health services; 

(b) Chapter 43.70 RCW, Department of health; 

(c) Chapter 70.05 RCW, Local health department, 
boards, officers—Regulations; 

(d) Chapter 70.116 RCW, Public Water System Coordi- 
nation Act of 1977; 

(e) Chapter 70.119 RCW, Public water supply sys- 
tems— Certification and regulation of operators; 

(f) Chapter 70.119A RCW, Public water systems—Pen- 
alties and compliance; and 

(g) Chapter 70.142 RCW, Chemical contaminants and 
water quality. 

[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), $ 246-290- 
001, filed 3/25/93, effective 4/25/93; 91-02-051 (Order 124B), recodified as 
8 246-290-001, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 
99-339, 89-21-020 (Order 336), § 248-54-005, filed 10/10/89, effective 
11/10/89. Statutory Authority: RCW 34.04.045. 88-05-057 (Order 307), $ 


248-54-005, filed 2/17/88. Statutory Authority: RCW 43.20.050. 83-19-002 
(Order 266), 8 248-54-005, filed 9/8/83.] 


WAC 246-290-010 Definitions. Abbreviations: 

BAT - best available technology; 

CFR - code of federal regulations; 

CSE - comprehensive system evaluation; 

GWI - ground water under the direct influence of surface 
water; 

HPC - heterotrophic plate count; 

kPa - kilo pascal (SI units of pressure); 

m - meter; 

MCL - maximum contaminant level; 

mg/L - milligrams per liter; 

mL - milliliter; 

mm - millimeter; 

NTNC - nontransient noncommunity; 

NTU - nephelometric turbidity unit; 

pCi/L - picocuries per liter; 

psi - pounds per square inch; 

SAL - state advisory level; 

SOC - synthetic organic chemical; 

TTHM - total trihalomethane; 

TNC - transient noncommunity; 

TNTC - too numerous to count; 

ug/L - micrograms per liter; 

umhos/cm - micromhos per centimeter; 

VOC - volatile organic chemical; 

WFI - water facilities inventory and report form; and 

WHPA - wellhead protection area. 

"Acute" means posing an immediate risk to human 
health. 

" Authorized agent" means any person who: 

Makes decisions regarding the operation and manage- 
ment of a public water system whether or not he or she is 
engaged in the physical operation of the system; 

Makes decisions whether to improve, expand, purchase, 
or sell the system; or 
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Has discretion over the finances of the system. 

"Best available technology (BAT)" means the best tech- 
nology, treatment techniques, or other means which EPA 
finds, after examination for efficacy under field conditions, 
are available (taking cost into consideration). For the pur- 
poses of setting MCLs for synthetic organic chemicals, any 
BAT shall be at least as effective as granular activated car- 
bon. 

"Category red operating permit" means an operating per- 
mit identified as such pursuant to chapter 246-294 WAC. 
Placement in this category results in permit issuance with 
conditions and a determination that the system is inadequate. 

"Coliform sample" means a sample of water collected 
from the distribution system at or after the first service and 
analyzed for coliform presence in compliance with this chap- 
ter. 

"Composite sample" means a sample created in a certi- 
fied laboratory by mixing equal parts of water from up to five 
different sources. 

"Comprehensive monitoring plan" means a schedule 
which describes both the frequency and appropriate locations 
for sampling of drinking water contaminants as required by 
state and federal rules. 

"Comprehensive system evaluation (CSE)" means a 
review, inspection, and assessment of a public water system, 
including but not limited to: Source; facilities; equipment; 
operation and administration; maintenance; records; planning 
documents and schedules; and monitoring, for the purpose of 
ensuring that safe and adequate drinking water is provided. 

"Confirmation" means to demonstrate the results of a 
sample to be precise by analyzing a sample from the same 
location. Confirmation occurs when analysis results fall 
within plus or minus thirty percent of the original sample. 

"Confluent growth" means a continuous bacterial growth 
covering a portion or the entire filtration area of a membrane 
filter in which bacterial colonies are not discrete. 

"Contaminant" means a substance present in drinking 
water which may adversely affect the health of the consumer 
or the aesthetic qualities of the water. 

"Contingency plan" means that portion of the wellhead 
protection program section of the water system plan or small 
water system management program which addresses the 
replacement of the major well(s) or wellfield in the event of 
loss due to ground water contamination. 

"Cross-connection" means a physical arrangement con- 
necting a public water system, directly or indirectly, with 
anything other than another potable water system, and capa- 
ble of contaminating the public water system. 

"Department" means the Washington state department of 
health or health officer as identified in a joint plan of opera- 
tion in accordance with WAC 246-290-030(1). 

"Disinfection" means the use of chlorine or other agent 
or process the department approves for killing or inactivating 
microbiological organisms, including pathogenic and indica- 
tor organisms. 

"Distribution reservoir" means a water storage structure 
which is integrated with a water system's distribution net- 
work to provide for variable system demands including, but 
not limited to, daily equalizing storage, standby storage, or 
fire reserves, or to provide for disinfectant contact time. 
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"Distribution system" means that portion of a public 
water system which conveys water from the source and/or 
treatment facilities to consumers. 

"Domestic or other nondistribution system plumbing 
problem," means contamination of a system having more 
than one service connection with the contamination limited to 
the specific service connection from which the sample was 
taken. 

"Duplicate (verification) sample" means a second sam- 
ple collected at the same time and location as the first sample 
and used for verification. 

"Expanding public water system" means a public water 
system installing additions, extensions, changes, or alter- 
ations to their existing source, transmission, storage, or distri- 
bution facilities which will enable the system increasing in 
size its existing service area and/or its number of approved 
service connections. Exceptions: 

` A system which connects new approved individual retail 
or direct service connections onto an existing distribution 
system within an existing service area; or 

A distribution system extension in an existing service 
area identified in a current and approved water system plan or 
project report. 


"Fire flow" means the rate of water flow needed to fight ` 


fires under WAC 246-293-640 or adopted city, town, or 
county standards. 

"First customer" means the first service connection, i.e., 
the point where water is first withdrawn for human consump- 
tion, excluding connections where water is delivered to 
another water system covered by these regulations. 

"Grab sample" means a water qualify [quality] sample 
collected at a specific instant in time and analyzed as an indi- 
vidual sample. 

"Ground water under the direct influence of surface 
water (GWI)" means any water beneath the surface of the 
ground, which the department determines has the following 
characteristics: 

Significant occurrence of insects or other macroorgan- 
isms, algae, or large-diameter pathogens such as Giardia 
lamblia; or 

Significant and relatively rapid shifts in water character- 
istics such as turbidity, temperature, conductivity, or pH 
closely correlating to climatological or surface water condi- 
tions. 

"Guideline" means a department document assisting the 
purveyor in meeting a rule requirement. 

“Health officer" means the health officer of the city, 
county, city-county health department or district, or an autho- 
rized representative. 

“Hydraulic analysis" means the study of the water sys- 
tem network evaluating water flows within the distribution 
system under worst case conditions such as, peak hourly 
design flow plus fire flow, when required. Hydraulic analysis 
includes consideration of all factors affecting system energy 
losses. 

"Initial inventory" means an inventory which consists, at 
a minimum, of all potential sources of ground water contam- 
ination located within the one-year time of travel area of a 
WHPA and all high risk potential sources of ground water 
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contamination located within the ten-year ground water time 
of travel area. 

"Maximum contaminant level (MCL)" means the maxi- 
mum permissible level of a contaminant in water the pur- 
veyor delivers to any public water system user, measured at 
the locations identified under WAC 246-290-300, Table 4. 

"Maximum contaminant level violation" means a con- 
firmed measurement above the MCL and for a duration of 
time, where applicable, as outlined under WAC 246-290- 
310. 

"Monitoring waiver" means an action taken by the 
department pursuant to WAC 246-290-300 (3)(g) or (7)(f) to 
allow a water system to reduce specific monitoring require- 
ments based on a determination of low source vulnerability to 
contamination. Guidance on applying for monitoring waivers 
is found in the department guideline titled, Source Vulnera- 
bility and Monitoring Waivers which is available from the 
department. 

"Nonacute" means posing a possible or less than imme- 
diate risk to human health. 

"Nonresident" means a person without a permanent 
home or without a home served by the system, such as travel- 
ers, transients, employees, students, etc. 

"Peak hourly design flow" means the maximum rate of 
water use, excluding fire flow, which can be expected to ever 
occur within a defined service area over a sixty minute time 
period. 

"Population served" means the number of persons, resi- 
dent and nonresident, having immediate access to drinking 
water from a public water system, whether or not such per- 
sons have actually consumed water from that system. The 
number of nonresidents shall be the average number of per- 
sons having immediate access to drinking water on days 
access was provided during that month. In the absence of spe- 
cific population data, the number of residents shall be com- 
puted by multiplying the number of active services by two 
and one-half. 

"Potable" means water suitable for drinking by the pub- 
lic. 

"Primary standards" means standards based on chronic, 
nonacute, or acute human health effects. 

"Protected ground water source" means a ground water 
source the purveyor shows to the department's satisfaction as 
protected from potential sources of contamination on the 
basis of hydrogeologic data and/or satisfactory water quality 
history. 

"Public water system" is defined and referenced under 
WAC 246-290-020. 

"Purchased source" means water a purveyor purchases 
from a public water system not under the control of the pur- 
veyor for distribution to the purveyor's customers. 

"Purveyor" means an agency, subdivision of the state, 
municipal corporation, firm, company, mutual or cooperative 
association, institution, partnership, or person or other entity 
owning or operating a public water system. Purveyor also 
means the authorized agents of such entities. 

"Regularly" means four hours or more per day for four 
days or more per week. | 

"Repeat sample" means a sample collected to confirm 
the results of a previous analysis. 
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"Resident" means an individual living in a dwelling unit 
served by a public water system. 

"Residual disinfectant concentration" means the concen- 
tration of disinfectant in me/L in a representative sample of 
disinfected water. 

"Same farm" means a parcel of land or series of parcels 
which are connected by covenants and devoted to the produc- 
tion of livestock or agricultural commodities for commercial 
purposes and does not qualify as a Group A public water sys- 
tem. 

"Seasonal source" means a public water system source 
used on a regular basis, but not in use more than three consec- 
utive months within a twelve-month period. 

"Secondary standards" means standards based on factors 
other than health effects. 

"Service" means a connection to a public water system 
designed to provide potable water to a single family resi- 
dence, or other residential or nonresidential population. 
When the connection is to a system without clearly defined 
single family residences or with a nonresident population, the 
following formulas shall be used in determining equivalent 
number of services: 

For group home or barracks-type accommodation, 
divide the average population served each day by two and 
one-half; 

For NTNC systems, divide the average population 
served each day by two and one-half; and 

For TNC systems, divide the average population served 
each day by twenty-five. 

In no case shall the calculated number of services be less 
than one. 

"Special purpose sample" means a sample collected for 
reasons other than the monitoring compliance specified in 
this chapter. 

"Standard methods" means the 18th edition of the book, 
titled Standard Methods for the Examination of Water and 
Waste Water, jointly published by the American Public 
Health Association, American Water Works Association 
(AWW A), and Water Pollution Control Federation. This 
book is available through public libraries or may be ordered 
from AWWA, 6666 West Quincy Avenue, Denver, Colorado 
80235. 

"State advisory level (SAL)" means a department-estab- 
lished value for a contaminant without an existing state board 
of health MCL. The SAL represents a level which when 
exceeded, indicates the need for further assessment to deter- 
mine if the chemical is an actual or potential threat to human 
health. 

"State board of health" and "board" means the board cre- 
ated by RCW 43.20.030. 

"Surface water" means a body of water open to the atmo- 
sphere and subject to surface runoff. 

"Susceptibility assessment" means the Susceptibility 
Assessment Survey Form developed by the department to 
evaluate the hydrologic setting of the water source and assess 
its contribution to the sources' overall vulnerability to pollu- 
tion from surface activities. 

"Synthetic organic chemical (SOC)" means a manufac- 
tured carbon-based chemical. 
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"Time-of-travel" means the time required for ground 
water to move through the water bearing zone from a specific 
point to a well. 

"Too numerous to count (TNTC)" means the total num- 
ber of bacterial colonies exceeds 200 on a 47-mm diameter 
membrane filter used for coliform detection. f 

"Trihalomethane" means one of a family of organic com- 
pounds, named as derivatives of methane, where three of the 
four hydrogen atoms in methane are each substituted by a 
halogen atom in the molecular structure. Trihalomethanes 
may occur when chlorine, a halogen, is added to water con- 
taining organic material. 

"Verification" means to demonstrate the results of a sam- 
ple to be precise by analyzing a duplicate sample. Verifica- 
tion occurs when analysis results fall within plus or minus 
thirty percent of the original sample. 

"Volatile organic chemical (VOC)" means a manufac- 
tured carbon-based chemical that vaporizes quickly at stan- 
dard pressure and temperature. 

"Waterborne disease outbreak" means the significant 
occurrence of acute infectious illness, epidemiologically 
associated with drinking water from a public water system, as 
determined by the appropriate local health agency or the 
department. 

"Water facilities inventory form (WFI)" means the 
department form summarizing each public water system's 
characteristics. 

"Watershed" means the region or area which: 

Ultimately drains into a surface water source diverted for 
drinking water supply; and 

Affects the physical, chemical, microbiological, and 
radiological quality of the source. 

"Well field" means a group of wells one purveyor owns 
or controls which: 

Draw from the same aquifer or aquifers as determined by 
comparable inorganic chemical analysis; and 

Discharge water through a common pipe and the com- 
mon pipe shall allow for collection of a single sample before 
the first distribution system connection. 

"Wellhead protection area (WHPA)" means the portion 
of a well's, wellfield's or spring's zone of contribution defined 
as such using WHPA criteria established by the department. 

"Zone of contribution" means the area surrounding a 
pumping well or spring that encompasses all areas or features 
that supply ground water recharge to the well or spring. 
[Statutory Authority: RCW 43.20.050. 94-14-001, § 246-290-010, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), $ 246-290-010, filed 
3/25/93, effective 4/25/93; 92-04-070 (Order 241B), $ 246-290-010, filed 
2/4/92, effective 3/6/92. Statutory Authority: Chapter 43.20 RCW, 91-07- 
031 (Order 150B), 8 246-290-010, filed 3/15/91, effective 4/15/91. Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 
290-010, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 99-339, 
89-21-020 (Order 336), 8 248-54-015, filed 10/10/89, effective 11/10/89. 
Statutory Authority: RCW 34.04.045. 88-05-057 (Order 307), § 248-54- 


015, filed 2/17/88. Statutory Authority: RCW 43.20.050. 83-19-002 (Order 
266), 8 248-54-015, filed 9/8/83.] 


WAC 246-290-020 Applicability. (1) Public water sys- 
tem shall mean any system, excluding a system serving only 
one single-family residence and a system with four or fewer 
connections all of which serve residences on the same farm, 
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providing piped water for human consumption, including 
any: 

(a),Collection, treatment, storage, or distribution facili- 
ties under control of the purveyor and used primarily in con- 
nection with such system; and 

(b) Collection or pretreatment storage facilities not under 
control of the purveyor primarily used in connection with 
such system. 

(2) The rules of this chapter shall apply to all Group A 
public water systems except those systems meeting all of the 
following conditions: 

(a) Consists only of distribution and/or storage facilities 
and does not have any source or treatment facilities; 

(b) Obtains all water from, but is not owned by, a public 
water system where the rules of this chapter apply; 

(c) Does not sell water directly to any person; and 

(d) Is not a passenger-conveying carrier in interstate 
commerce. 

(3) Group A public water systems meeting all of the 
provisions under subsection (2) of this section may be 
required by the department to comply with such provisions 
of this chapter as are necessary to resolve a public health 
concern if the department determines a public health threat 
exists or is suspected. 

(4) A Group A system shall be defined as a public water 
system: 

(a) With fifteen or more service connections, regardless 
of the number of people; or 

(b) Serving an average of twenty-five or more people per 
day for sixty or more days within a calendar year, regardless 
of the number of service connections. 

(5) Group A water systems are further defined as com- 
munity апа noncommunity water systems. - 

(a) Community water system means any Group A 
water system: 

(i) With fifteen or more service connections used by res- 
idents for one hundred eighty or more days within a calendar 
year, regardless of the number of people; or 

(ii) Regularly serving twenty-five or more residents for 
one hundred eighty or more days within the calendar year, 
regardless of the number of service connections. | 

Examples of a community water system might include a 
municipality, subdivision, mobile home park, apartment 
complex, college with dormitories, nursing home, or prison. 

(b) Noncommunity water system means a Group À 
water system which is not a community water system. Non- 
community water systems are further defined as: 

(i) Nontransient (МТМС) water system which regularly 
serves twenty-five or more of the same nonresidents for one 
hundred eighty or more days within a calendar year. 

Examples of a NTNC water system might include a 
school, day care center, or a business, factory, motel, or res- 
taurant with twenty-five or more employees on-site. 

(ii) Transient (TNC) water system which: 

(À) Has fifteen or more service connections used less 
than one hundred eighty days within a calendar year; or 

(B) Serves twenty-five or more different nonresidents 
for sixty or more days within a calendar year; or 
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(C) Serves twenty-five or more of the same nonresidents 
for sixty or more days, but less than one hundred eighty days 
within a calendar year; or 

(D) Serves twenty-five or more residents for sixty or 
more days, but less than one hundred eighty days within a 
calendar year. 

Examples of a TNC water system might include a res- 
taurant, tavern, motel, campground, state or county park, an 
RV park, vacation cottages, highway rest area, or church. 

(c) A Group B water system is a public water system 
which does not meet the definition of a Group À water sys- 
tem. (See Table 1 and chapter 246-291 WAC for further 
explanation of a Group B water system.) 

(6) A Group À system meeting more than one of the cat- 
egories described in this section shall be classified by the 
department in the following order: 

(a) Community water system; 

(b) NTNC water system; and 

(c) TNC water system. 

(7) The rules of this chapter to apply to the source or 
supply of water used by bottled water or ice plants to produce 
bottled water or ice are as follows: 

(a) If the bottled water or ice plant is a Group A water 
system and the plant uses the system's source for the water 
that is bottled or made into ice, the source and supply used 
for the bottled water and ice shall meet the applicable Group 
A requirements; 

(b) If the bottled water or ice plant uses its own source 
for the water that is bottled or made into ice, and the plant is 
not a Group À system, the owner or operator shall obtain 
source approval from the department, and the source water 
shall meet the ongoing source water quality monitoring 
requirements for a Group À community system; 

(c) If the bottled water or ice plant purchases the water 
for bottling or making ice from another source or supply, the 
water shall meet the minimum requirements for a Group A 
system, and the owner or operator of the plant shall ensure 
that the water meets such requirements; 

(d) The source or supply for the water that is bottled or 
made into ice shall be protected from contamination prior to 
the bottling or ice making process; and 

(e) In addition to the requirements imposed under this 
subsection, the processing of bottled water shall be subject to 
regulation by the state department of agriculture and the 
United States Food and Drug Administration. 
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Public Water Systems | 


e All systems except those serving only one 
single family residence or loss than tive 
residences on the same farm 


Group A 


* 16 or more connections 
or 
* 25 ог more people/day for 
60 or more days/yr. 


Community 


1* 15 or more connections 
| ог 25 of more resident 
І Тог 180 or more days/y 


° Less than 15 connections and 
less than 25 people lor 60 or 
more aays/yr. 

or 

* Less than 15 connections and 
any number of people for loss 
than 80 days/yr. 


Noncommunity 


* 25 or more nonresidents/day for 60 
or more days/yr. 


or 


i * 15 or more connections or 25 or more 
$ residents between 60 апа 180 days/yr.Ë 


Nontransient 


* 25 or more ot the same 
nonresidents/day for 18 
or more days/yr. 


[Statutory Authority: RCW 43.20.050. 94-14-001, $ 246-290-020, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), $ 246-290-020, filed 
3/25/03, effective 4/25/93; 91-02-051 (Order 124B), recodified as $ 246- 
290-020, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 99- 
339. 89-21-020 (Order 336), $ 248-54-006, filed 10/10/89, effective 
11/10/89.] 


WAC 246-290-025 Adoption by reference. The fol- 
lowing sections and subsections of Title 40 Code of Federal 
Regulations (CFR) Part 141 National Primary Drinking 
Water Regulations revised as of July 1, 1993, and including 
all amendments and modifications thereto effective as of the 
date of adoption of this chapter are adopted by reference: 

141.2 Definitions. Only those definitions listed as fol- 
lows: 


Action level; 


(1999 Ed.) 


Transient 


* 15 or more connections in use less 
than 180 days/yr. 
or 
* 25 or more different nonresidents for 
80 or more Gays/yr 
or 
e 25 or more of the same nonresidents 
lor between 60 and 180 Gays/yr. 
of 
* 25 or more residents for between 60 
and 180 days/yr. 


Corrosion inhibitor; 

Effective corrosion inhibitor residual; 

First draw sample; 

Large water system; 

Lead service line; 

Medium-size water system; 

Optimal corrosion control treatment; 

Service line sample; 

Single family structure; and 

Small water system. 

141.12 Maximum contaminant levels for organic 
chemicals. 

141.23(a) - 141.23(j), Inorganic chemical sampling. 

141.23(m) - 141.23(o) 
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141.24(a) - 141.24(d), Organic chemicals other than 
total trihalomethanes. 

141.24 (f)(1) - 141.24 (£)(15), 

141.24 (18), 141.24 (£)(19), 

141.24 (f)(21), 

141.24 (g)(1) - 141.24 (g)(9), 

141.24 (g)(12) - 141.24 (gY(14), 

141.24 (h)(1) - 141.24 (h)(11), 

141.24 (h)(14) - 141.24 (hY(17) 

141.40(a) - 141.40(e), Special monitoring for inorganic 
and organic chemicals. 

141 Puce 141.40G ) - 141.40(n) 


141.6 Maximum contaminant levels for organic 
contaminants. 
141.62 Maximum contaminant levels for inorganic 


chemical and physical contaminants. 


141.80 General requirements. 

141.81 Applicability of corrosion control treatment 
steps to small, medium-size and large water 
systems. 

141.82(a) - 141.82(h) Description of corrosion control 
treatment requirements. 

141.83 Source water treatment requirements. 

141.84 Lead service line replacement require- 
ments. 

141.85 Public education and supplemental moni- 
toring requirements. 

141.86 Monitoring requirements for lead and cop- 
per in tap water. 

141.87 Monitoring requirements for water quality 
parameters. 

141.88 Monitoring requirements for lead and cop- 
per in source water. 

141.90 Reporting requirements. 

141.91 Recordkeeping requirements. 


Copies of the incorporated sections and subsections of 
Title 40 CFR are available from the Department of Health, 
Airdustrial Center Building 3, P.O. Box 47822, Olympia, 
Washington 98504-7822. 


[Statutory Authority: RCW 43.20.050. 94-14-001, $ 246-290-025, filed 
6/22/94, effective 7/23/94.] 


WAC 246-290-030 General administration. (1) The 
department and the health officer for each local health juris- 
diction may develop a joint plan of operation. This plan shall: 

(a) List the roles and responsibilities of each agency; 

(b) Specifically designate those Group À systems for 
which the department and local health officer have primary 
responsibility; 

(c) Provide for a minimum level of water system super- 
vision; 

(d) Be signed by the department and the local health 
department or district; and 

(e) Be reviewed at least once every five years and 
updated as needed. 

Wherever in these rules the term "department" is used, 
the term "health officer" may be substituted based on the 
terms of this plan of operation. 
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(2) The department shall, upon request, review and 
report on the adequacy of water supply supervision to both 
the state and local boards of health. 

(3) The local board of health may adopt rules governing 
Group À water systems within its jurisdiction for which the 
health officer has assumed primary responsibility. Adopted 
local board of health rules shall be: 

(a) No less stringent than this chapter; and 

(b) Revised, if necessary, within twelve months after the 
effective date of revised state board of health rules. During 
this time period, existing local rules shall remain in effect, 
except provisions of the revised state board of health rules 
which are more stringent than the local board of health rules 
shall apply. 

(4) For those Group A water systems where the health 
officer has assumed primary responsibility, the health officer 
may approve project reports and construction documents in 
accordance with engineering criteria approved by the depart- 
ment and listed under WAC 246-290-200. 

(5) An advisory committee shall be established to pro- 
vide guidance to the department on drinking water issues. 
Members shall be appointed by the department and conform 
to department policies for advisory committees. The commit- 
tee shall be composed of representatives of public water sys- 
tems, public groups, agencies, and individuals having an 
interest in drinking water. 

(6) The department may develop guidelines to clarify 
sections of the rules as needed and make these available for 
distribution. 

(7) Fees may be charged by the department as authorized 
in chapter 43.20B RCW and by local health agencies as 
authorized in RCW 70.05.060 to recover all or a portion of 
the costs incurred in administering these rules. 

(8) All state and local agencies involved in review, 
approval, surveillance, testing, and/or operation of public 
water systems, or issuance of permits for buildings or sewage 
systems shall be governed by these rules and any decisions of 
the department. 

[Statutory Authority: RCW 43.20.050. 94-14-001, $ 246-290-030, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), 8 246-290-030, filed 
3/25/93, effective 4/25/93; 91-02-051 (Order 124B), recodified as $ 246- 
290-030, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 99-339. 
89-21-020 (Order 336), $ 248-54-025, filed 10/10/89, effective 11/10/89. 
Statutory Authority: RCW 34.04.045. 88-05-057 (Order 307), § 248-54- 


025, filed 2/17/88. Statutory Authority: RCW 43.20.050. 83-19-002 (Order 
266), § 248-54-025, filed 9/8/83.] 


WAC 246-290-040 Engineering requirements. (1) 
Purveyors shall ensure that all water system plans, project 
reports, corrosion control recommendation reports, tracer 
studies, and construction documents are prepared under the 
direction, and bear the seal and signature of a professional 
engineer: 

(a) Licensed in the state of Washington under chapter 
18.43 RCW; and 

(b) Having specific expertise regarding design, opera- 
tion, and maintenance of public water systems. 

Exceptions to this requirement are minor projects under 
WAC 246-290-120 (2)(a) through (d). 

(2) Purveyors shall submit a Construction Report For 
Public Water System Projects to the department within sixty 
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days of completion and before use of any project approved by 
the department. The form shall: 

(a) Be signed by a professional engineer. 

(b) State: 

(i) The project is constructed and is substantially com- 
pleted in accordance with approved construction documents; 
and 

(ii) In the opinion of the engineer, based on information 
available, the installation, testing, and disinfection of the sys- 
tem was carried out per department guidelines. 

(3) The purveyor shall ensure the requirements of this 
section are fulfilled before the use of any completed project. 
When required by the department, the purveyor shall submit 
an updated water facilities inventory form with the Construc- 
tion Report For Public Water System Projects form. 
[Statutory Authority: RCW 43.20.050. 94-14-001, $ 246-290-040, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), § 246-290-040, filed 
3/25/93, effective 4/25/93; 91-02-051 (Order 124B), recodified as § 246- 
290-040, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 99-339. 
89-21-020 (Order 336), § 248-54-035, filed 10/10/89, effective 11/10/89. 
Statutory Authority: RCW 34.04.045. 88-05-057 (Order 307), § 248-54- 


035, filed 2/17/88. Statutory Authority: RCW 43.20.050. 83-19-002 (Order 
266), 8 248-54-035, filed 9/8/83.] 


WAC 246-290-050 Enforcement. When any purveyor 
is out of compliance with these rules, the department may ini- 
tiate appropriate enforcement actions, regardless of any prior 
approvals issued by the department. These actions may 
include any one or combination of the following: 

(1) Notice of violation instructing or requiring appropri- 
ate corrective measures; 

(2) Compliance schedule for specific actions necessary 
to achieve compliance status; 

(3) Departmental order requiring submission of project 
reports, construction documents, and construction report 
forms; 

(4) Departmental order requiring specific actions or 
ceasing unacceptable activities within a designated time 
period; 

(5) Departmental order to stop work and/or refrain from 
using any public water system or improvements thereto until 
all written approvals required by statute or rule are obtained; 

(6) Imposition of civil penalties for failure to comply 
with departmental orders may be issued for up to 5,000 dol- 
lars per day per violation under authority of chapter 70.119A 
RCW; and 

(7) Legal action may be taken by the attorney general or 
local prosecutor. The legal action may be criminal or civil. 
[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), 8 246-290- 
050, filed 3/25/93, effective 4/25/93; 91-02-051 (Order 124B), recodified as 
$ 246-290-050, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 
99-339. 89-21-020 (Order 336), $ 248-54-045, filed 10/10/89, effective 
11/10/89. Statutory Authority: RCW 34.04.045. 88-05-057 (Order 307), $ 


248-54-045, filed 2/17/88. Statutory Authority: RCW 43.20.050. 83-19-002 
(Order 266), $ 248-54-045, filed 9/8/83.] 


WAC 246-290-060 Variances, exemptions, and waiv- 
ers. (1) General. 

(a) The state board of health may grant variances, 
exemptions, and waivers of the requirements of this chapter 
according to the procedures outlined in subsection (5) of this 
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section. See WAC 246-290-300 (3)(g) and (7)(f) for monitor- 
ing waivers. 

(b) Consideration by the board of requests for variances, 
exemptions, and waivers shall not be considered adjudicative 
proceedings as that term is defined in chapter 34.05 RCW. 

(c) Statements and written material regarding the request 
may be presented to the board at or before the public hearing 
wherein the application will be considered. Allowing cross- 
examination of witnesses shall be within the discretion of the 
board. 

(d) The board may grant a variance, exemption, or 
waiver if it finds: 

(i) Due to compelling factors, the public water system is 
unable to comply with the requirements; and 

(ii) The granting of the variance, exemption, or waiver 
will not result in an unreasonable risk to the health of con- 
sumers. 

(2) Variances. 

(a) MCL. 

(i) The board may grant a MCL variance to a public 
water system that cannot meet the MCL requirements 
because of characteristics of the source water that is reason- 
ably available to the system. 

(ii) A MCL variance may only be granted after the sys- 
tem has applied the best available technology (BAT), treat- 
ment techniques, or other means as identified by the environ- 
mental protection agency (EPA) and still cannot meet a MCL 
as specified in section 1415, P.L. 99-523 as amended by P.L. 
99-339. 

(iii) A variance shall not be granted from the MCL for 
presence of total coliform under WAC 246-290-310(3). 

(b) Treatment techniques. 

(i) The board may grant a treatment technique variance 
to a public water system if the system demonstrates that the 
treatment technique is not necessary to protect the health of 
consumers because of the nature of the system's source water. 

(ii) A variance shall not be granted from any treatment 
technique requirement under Part 6 of chapter 246-290 
WAC. 

(c) The board shall condition the granting of a variance 
upon a compliance schedule as described in subsection (6) of 
this section. 

(3) Exemptions. 

(a) The board may grant a MCL or treatment technique 
exemption to a public water system that cannot meet an MCL 
or provide the required.treatment in a timely manner, or both, 
as specified under section 1416, P.L. 93-523 as amended by 
P.L. 99-339. 

(b) An exemption may be granted for up to one year if 
the system was: 

(1) In operation on the effective date of the MCL or treat- 
ment technique requirement; or 

(ii) Not in operation on the effective date, and no reason- 
able alternative source of drinking water is available. 

(c) No exemption shall be granted from: 

(i) The requirement to provide a residual disinfectant 
concentration in the water entering the distribution system 
under WAC 246-290-662 or 246-290-692; or 

(ii) The MCL for presence of total coliform under WAC 
246-290-310(2). 
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(d) The board shall condition the granting of an exemp- 
tion upon a compliance schedule as described in subsection 
(6) of this section. 

(4) Waivers. The board may grant a waiver to a public 
water system if the system cannot meet the requirements of 
these regulations pertaining to any subject not covered by 
EPA regulations. 

(5) Procedures. 

(a) For variances and exemptions. The board shall con- 
sider granting a variance or exemption to a public water sys- 
tem upon completion of the following actions: 

(i) The purveyor applies in writing to the department. 
The application, which may be in the form of a letter shall 
clearly state the reason for the request and what actions the 
purveyor has taken to meet the requirement; 

(ii) The purveyor provides notice of the purveyor's appli- 
cation to customers and provides proof of such notice to the 
department; 

(iii) The department prepares recommendations, includ- 
ing a compliance schedule for the board's consideration; 

(iv) The board provides notice for and conducts a public 
hearing on the purveyor's request. 

(v) EPA reviews any variance or exemption granted by 
the board for concurrence, revocation, or revision as provided 
under sections 1415 and 1416 of P.L. 93-523. 

(b) For waivers. The board shall consider granting a 
waiver upon completion of the following actions: 

(i) The purveyor applies to the department in writing. 
The application, which may be in the form of a letter, shall 
clearly state the reason for the request; 

(ii) The purveyor provides notice of the purveyor's appli- 
cation to customers and provides proof of such notice to the 
department; 

(iii) The department prepares a recommendation to the 
board; and 

(iv) The board provides notice for and conducts a public 
hearing on the purveyor's request. 

(6) Compliance schedule. 

(a) The board shall condition the granting of a variance 
or exemption based on a compliance schedule. The compli- 
ance schedule shall include: 

(i) Actions the purveyor must undertake to comply with 
a MCL or treatment technique requirement within a specified 
time period; and 

(ii) A description and time-table for implementation of 
interim control measures the department may require while 
the purveyor completes the actions required in (a)(i) of this 
subsection. 

(b) The purveyor shall complete the required actions in 
the compliance schedule within the stated time frame. 

(7) Extensions to exemptions. 

(a) The board may extend the final date of compliance 
prescribed in the compliance schedule for a period of up to 
three years after the date the exemption was granted upon a 
finding that the water system: 

(i) Cannot meet the MCL or treatment technique require- 
ments without capital improvements which cannot be com- 
pleted within the original exemption period; or 

(1) Has entered into an agreement to obtain needed 
financial assistance for necessary improvements; or 
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(ii) Has entered into an enforceable agreement to 
become part of a regional public water system and the system 
is taking all practicable steps to meet the MCL. 

(b) The board may extend the final date of compliance 
prescribed in the compliance schedule of an exemption for 
one or more additional two-year periods if the purveyor: 

(i) Is a community water system providing water to less 
than five hundred service connections; and 

(ii) Needs financial assistance for the necessary 
improvements; and 

(11) Is taking all practicable steps to meet the compliance 
schedule. 

(c) Procedures listed in subsection (5) of this section 
shall be followed in the granting of extensions to exemptions. 
[Statutory Authority: RCW 43.20.050. 94-14-001, § 246-290-060, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), § 246-290-060, filed 
3/25/93, effective 4/25/93; 91-02-051 (Order 124B), recodified as § 246- 
290-060, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 99-339. 
89-21-020 (Order 336), § 248-54-055, filed 10/10/89, effective 11/10/89. 
Statutory Authority: RCW 34.04.045. 88-05-057 (Order 307), § 248-54- 


055, filed 2/17/88. Statutory Authority: RCW 43.20.050. 83-19-002 (Order 
266), § 248-54-055, filed 9/8/83.] 


PART 2. 
PLANNING AND ENGINEERING DOCUMENTS 


WAC 246-290-100 Water system plan. (1) The pur- 
pose of this section is to establish a uniform process for pur- 
veyors to: 

(a) Identify present and future needs; 

(b) Set forth means for addressing those needs; and 

(c) Do so in a manner consistent with other relevant 
plans and local, state, and federal laws. 

(2) Purveyors of the following categories of public water 
systems shall ensure the development and submittal of a 
water system plan for review and approval by the depart- 
ment: 

(a) All systems having one thousand or more services; 

(b) Systems located in areas utilizing the Public Water 
System Coordination Act of 1977, chapter 70.116 RCW and 
chapter 248-56 WAC as required in WAC 246-293-230; 

(c) Any system experiencing problems related to plan- 
ning, operation, and/or management as determined by the 
department; 

(d) Any expanding system; 

(e) Any system for which a change of ownership is pro- 
posed; and 

(f) All new systems. 

(3) The department shall work with the purveyor and 
other parties to establish the level of detail for a water system 
plan. In general, the scope and detail of the plan will be 
related to size and complexity of the water system. Project 
reports may be combined with a water system plan. 

(4) The water system plan shall address the following 
elements as a minimum for a period of at least twenty years 
into the future. A department guideline titled Planning Hand- 
book is available to assist the utility in adequately addressing 
these elements: 

(a) Basic water system planning data; 

(b) Existing system analysis; 

(c) Planned improvements; 
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(d) Conservation; 

(e) Source of supply analysis when additional water 
rights are being pursued; 

(f) Financial viability; 

(g) Consistency with adjacent water system plans; 

(h) Consistency with applicable land use plans; 

(i) Supporting maps; 

(j) Operations program; 

(k) Ownership and management; 

(1) State Environmental Policy Act; and 

(m) Source protection, including a watershed control 
program or wellhead protection program when applicable 
under WAC 246-290-135. 

(5) The department, at its discretion, may require reports 
from purveyors identifying the progress in developing their 
water system plans. 

(6) Purveyors shall transmit water system plans to adja- 
cent utilities and local governments having jurisdiction, to 
assess consistency with ongoing and adopted planning 
efforts. 

(7) Department approval of a water system plan shall be 
in effect for six years from the date of written approval 
unless: 

(a) Major system improvements are contemplated which 
are not addressed in the plan; 

(b) Changes occur in the basic planning data affecting 
improvements identified; or 

(c) The department requests an updated plan. 

(8) The purveyor shall update the plan and submit it for 
approval every six years. However, if only minor alterations 
to an existing plan are considered necessary, the purveyor 
may submit an amendment to the plan for department 
approval. 

(9) Project reports and construction documents submit- 

ted for approval per WAC 246-290-110 and 246-290-120 by 
purveyors required to have a water system plan, will not be 
considered for approval unless there is a current approved 
water system plan and the plan adequately addresses the 
project. 
(Statutory Authority: RCW 43.20.050. 94-14-001, § 246-290-100, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), § 246-290-100, filed 
3/25/93, effective 4/25/93; 91-02-051 (Order 124B), recodified as § 246- 
290-100, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
34.04.045. 88-05-057 (Order 307), 5 248-54-065, filed 2/17/88. Statutory 
Authority: RCW 43.20.050. 83-19-002 (Order 266), 8 248-54-065, filed 
9/8/83.] 


WAC 246-290-110 Project report. (1) The purpose of 
this section is to assure the following factors are taken into 
account for specific projects prior to construction: 

(a) Engineering concepts; 

(b) Design criteria; 

(c) Planning; 

(d) Source protection, including a watershed control pro- 
gram or wellhead protection program when applicable under 
WAC 246-290-135; 

(e) Water quality and quantity; 

(f) Results of the filtration facility pilot study; 

(g) Local requirements such as fire flow; 

(h) Facility operation; 

(i) Short-term and long-term financing; and 
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(j) Other necessary department-determined consider- 
ations. 

The project report shall document the reasons for carry- 
ing out the project and construction documents shall identify 
how the project will be constructed. 

(2) The purveyor shall submit project reports to the 
department for written approval prior to installation of any 
new water system, water system extension, or improvement 
with the following exceptions: 

(a) Installation of valves, fittings, and meters; 

(b) Installation of hydrants under WAC 246-290-230, 

(c) Repair of a system component or replacement with a 
similar component; 

(d) Maintenance or painting of surfaces not contacting 
potable water; and 

(e) Distribution mains if: 

(i) Approved standard construction specifications are 
documented in the water system plan approved by the depart- 
ment; and 

(ii) The purveyor provides documentation to the depart- 
ment that a professional engineer registered in Washington, 
certified the construction and that said construction complied 
with the standard specifications found in the current depart- 
ment-approved water system plan; and 

(iii) The purveyor provides documentation to the depart- 
ment of the pressure test results, disinfection procedures used 
and tests performed, and water quality sample results 
obtained prior to placing the distribution pipe into service. 

(3) Project reports shall be consistent with the standards 
identified under WAC 246-290-200 and shall include, at a 
minimum, the following elements (information contained in 
a current approved water system plan or current project report 
need not be duplicated in the new project report. Any plan- 
ning information in a project report shall be project specific.): 

(a) Project description. Identify what the project is 
intended to achieve, design considerations, approach, etc.; 

(b) Planning. If the system has an approved water system 
plan, show the project's relationship to the plan. If a water 
system plan is not required, include: 

(i) General project background with population and 
water demand forecasts; 

(ii) Relationship between the project and other system 
components; 

(iii) Project schedule; 

(iv) Management program; and 

(v) How the project will impact neighboring water sys- 
tems. 

(c) Alternatives. Describe options, their impacts, and jus- 
tify the selected alternative; 

(d) Legal considerations. Identify legal aspects such as 
ownership, right-of-way, sanitary control area, and restrictive 
covenants. Include discussion of the project's relationship 
with the boundary review board and the utility and transpor- 
tation commission; 

(e) Engineering calculations. Describe how the project 
complies with the design considerations. Include the hydrau- 
lic analysis, sizing justification, and other relevant technical 
considerations necessary to support the project; 

(f) Management. If the system has an approved manage- 
ment program, refer to that document. If not, describe: 
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(i) System ownership and management responsibilities; 

(ii) Long-term management considerations; 

(iii) How the project will be operated; and 

(iv) How the project will be maintained over time. 

(g) Implementation. Identify the schedule for completion 
of the project and implementation strategies, if any. Project 
phasing should also be discussed; 

(h) State Environmental Policy Act (SEPA). Include an 
environmental impact statement, determination of nonsigni- 
ficance, or justify why SEPA does not apply to the project. 
Refer to chapter 246-03 WAC and the DOH Drinking Water 
SEPA Guide; 

(i) Source development information. If the project 
involves source development, address requirements under 
WAC 246-290-130; and 

(j) Type of treatment. If the project involves treatment, 
refer to WAC 246-290-250. 

(4) Approval of project documents shall be in effect for 
two years unless the department determines a need to with- 
draw the approval. An extension of the approval may be 
obtained by submitting a status report and a written schedule 
for completion. Extensions may be subject to additional 
terms and conditions imposed by the department. 

[Statutory Authority: RCW 43.20.050. 94-14-001, 8 246-290-110, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), § 246-290-110, filed 
3/25/93, effective 4/25/93; 91-02-051 (Order 124B), recodified as § 246- 
290-110, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 99-339. 
89-21-020 (Order 336), § 248-54-086, filed 10/10/89, effective 11/10/89. 


Statutory Authority: RCW 34.04.045. 88-05-057 (Order 307), § 248-54- 
086, filed 2/17/88.] I 


WAC 246-290-115 Corrosion control recommenda- 
tion report. (1) Purveyors required to prepare a recommen- 
dation regarding optimal corrosion control pursuant to 40 
CFR 141.81, shall prepare a report in accordance with WAC 
246-290-040(1) for review by the department. The report 
shall, at a minimum, consist of: 

(a) A narrative which includes the following informa- 
tion: 

(i) Public water system name and public water system 
identification number; 

(ii) Identification of the individual responsible for pre- 
paring the recommendation with name, address, phone num- 
ber, and relation to the system; 

(iii) Summary, by source, of all existing treatment pro- 
cesses and objectives (to include treatments only used on a 
periodic basis); 

(iv) Description of existing corrosion control treatment 
processes and the operation of those processes; 

(v) Summary of historical information regarding water 
quality, to include: 

(A) Customer and user complaints; 

(B) Prior corrosion control studies and recommendations 
of those studies; and 

(C) Summary of any known water quality problems. 

(vi) Description of future plans or designs which may 
influence system operation or water quality; and 

(vii) Location of lead service lines present within the dis- 
tribution system. 

(b A summary of sample analysis results which 
includes: 
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(i) Lead and copper tap sample results for each mohitor- 
ing period in which samples were collected in accordance 
with 40 CFR 141.86 shall be summarized by: 

(A) Maximum value; 

(B) Minimum value; 

(C) 90th percentile value; and 

(D) The percent of samples exceeding the action level. 

(ii) Initial water quality shall be summarized by: 

(A) Determinations of source water lead and copper lev- 
els in accordance with 40 CFR 141.88(a) and 141.88(b); and 

(B) Determinations of initial water quality parameters in 
accordance with 141.87(b); 

(iii) A comparison of water quality parameters, prior to 
and after treatment for sources utilizing a treatment process. 
This comparison shall use, at a minimum, the water quality 
parameters listed in 40 CFR 141.82 (c)(3). 

(c) A description and evaluation of those treatment tech- 
nologies listed in 40 CFR 141.82 (c)(3) which are determined 
feasible with respect to: 

(i) Water quality constraints; 

(ii) Treatment processes; and 

(iii) Operational considerations. 

(d) Background information supporting the corrosion 
control treatment proposal shall include: 

(i) Documentation of the methods utilized in the recom- 
mendation; 

(ii) Information supporting the proposed treatment pro- 
cess or the proposed corrosion control demonstration study; 

(iii) Description of treatment processes in similar sys- 
tems with successful outcomes; and 

(iv) Other information used by the system in making this 
recommendation. 

(e) The treatment proposal which addresses the follow- 
ing: 

(i) Source water treatment recommendations for lead and 
copper removal in accordance with 40 CFR 141.83. The rec- 
ommendation shall include: 

(A) Method of treatment; and 

(B) Operating parameters necessary to ensure adequate 
treatment. 

(ii) Corrosion control treatment including: 

(A) Method of treatment; and 

(B) Operating parameters necessary to ensure adequate 
treatment. 

(iii) Performance of a demonstration corrosion control 
study including: 

(A) Method of demonstration as listed in 40 CFR 
141.82(c)Q); 

(B) Treatment processes to be evaluated; and 

(C) An evaluation of the similarity of systems when the 
demonstration corrosion control study is performed by 
another system. 

(2) A guideline titled Lead and Copper Rule Guidance 
Manual Volume II: Corrosion Control Treatment is avail- 
able to assist the purveyor in preparing this recommendation. 

(3) The department may require the purveyor of a system 
to: 

(a) Provide additional information; and/or 


(b) Perform a corrosion control study in accordance with 
141.82(c). 
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[Statutory Authority: RCW 43.20.050. 94-14-001, $ 246-290-115, filed 
6/22/94, effective 7/23/94.] 


WAC 246-290-120 Construction documents. (1) The 
purpose of this section is to assure detailed plans, specifica- 
tions, drawings, and other documents are adequately pre- 
pared for specific projects. Construction documents shall 
identify how specific projects will be constructed while the 
project report documents the reasons for carrying out the 
project. 

(2) Purveyors shall submit construction documents to the 
department for written approval prior to installation of any 
new water system, or water system extension or improvement 
with the following exceptions: 

(a) Installation of valves, fittings, and meters; 

(b) Installation of hydrants per WAC 246-290-230(3); 

(c) Repair of a system component or replacement with a 
similar component; 

(d) Maintenance or painting of surfaces not contacting 
potable water; or 

(e) Distribution mains if: 

(i) Approved water system plan documents standard 
construction specifications approved by the department; and 

(ii) The purveyor provides documentation to the depart- 
ment that a professional engineer registered in Washington, 
certified the construction and that said construction complied 
with the standard specifications found in the current depart- 
ment-approved water system plan; and 

(iii) The purveyor provides documentation to the depart- 
ment of the pressure test results, disinfection procedures used 
and tests performed, and water quality sample results 
obtained prior to placing the distribution pipe into service. 

(3) Construction documents shall be consistent with the 
standards identified in WAC 246-290-200 and shall include, 
at a minimum, the following: 

(a) Drawings. Include detailed drawings of each project 
component; 

(b) Material specifications. List detailed material specifi- 
cations for each project component; 

(c) Construction specifications. List detailed construc- 
tion specifications and assembly techniques for carrying out 
the project; 

(d) Testing. Identify testing criteria and procedures for 
each applicable portion of the project; 

(e) Disinfection. Identify specific disinfection proce- 
dures which must conform with American water works asso- 
ciation standards or other standards acceptable by the depart- 
ment; 

(f) Inspection. Identify provisions for inspection of the 
installation of each project component. See WAC 246-290- 
040 for construction reporting requirements; and 

(g) Change orders. All changes except for minor field 
revisions must be submitted to and approved by the depart- 
ment in writing. Identify who will be responsible for obtain- 
ing departmental approval and how change orders will be 
reported to the department. 

(4) Approval of construction documents shall be in effect 
for two years unless the department determines a need to 
withdraw the approval. An extension of the approval may be 
obtained by submitting a status report and a written schedule 
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for completion. Extensions may be subject to additional 
terms and conditions imposed by the department. 

(5) A department guideline titled Planning Handbook is 
available to assist the utility in meeting the planning-related 
requirements of this section. 

[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), 8 246-290- 
120, filed 3/25/93, effective 4/25/93; 91-02-051 (Order 124B), recodified as 


$ 246-290-120, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
34.04.045. 88-05-057 (Order 307), 8 248-54-096, filed 2/17/88.] 


WAC 246-290-130 Source approval. (1) No new 
source, previously unapproved source, or modification of an 
existing source shall be used as a public water supply without 
department approval. 

(2) A party seeking approval shall provide the depart- 
ment: 

(a) A copy of the water right permit, if required, obtained 
from the department of ecology for the source, quantity, type, 
and place of use; 

(b) A hydrogeologic assessment of the proposed source 
along with a general description of the watershed, spring, 
and/or aquifer recharge area affecting the quantity or quality 
of flow. Seasonal variation shall also be included; 

(c) Any information, in addition to (b) of this subsection, 
as requested by the department to determine whether a source 
is a GWI; 

(d) For surface water and GWI sources, the watershed 
control program identified under WAC 246-290-135 and Part 
6 of chapter 246-290 WAC; 

(e) For wells and springs: 

(i) A susceptibility assessment; 

(ii) A preliminary WHPA designation using the calcu- 
lated fixed radius method, with six month, one, five, and ten 
year time of travel criteria; and 

(iii) An initial inventory of potential sources of ground 
water contamination located within the WHPA. 

(f) Upstream water uses affecting either water quality or 
quantity; 

(g) A map showing the project location and vicinity; 

(h) A map depicting topography, distances to the surface 
water intake, well or spring from existing property lines, 
buildings, potential sources of contamination, ditches, drain- 
age patterns, and any other natural or man-made features 
affecting the quality or quantity of water; 

(i) The dimensions and location of the sanitary control 
area under WAC 246-290-135; 

G) Copies of the recorded legal documents for the sani- 
tary control area under W AC 246-290-135; 

(k) A copy of the on-site inspection approval made by 
the department or local health department representative; 

(D A copy of the water well report including the Wash- 
ington well identification number, depth to open interval or 
top of screened interval, overall depth of well, and location 
(both plat location and latitude/longitude); 

(m) Required construction documents in accordance 
with WAC 246-290-120; 

(n) Documentation of source meter installation; 

(o) Well source development data establishing the 
capacity of the source. Data shall include: 

(i) Static water level; 
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(ii) Wellhead elevation; 

(iii) Yield; 

(iv) The amount of drawdown; 

(v) Recovery rate; 

(vi) Duration of pumping; and 

(vii) Interference between existing sources and the 
source being tested. 

The source shall be pump tested at no less than the max- 
imum design rate to determine whether the well and aquifer 
are capable of supplying water at the rate desired and to pro- 
vide information necessary to determine the proper pump set- 
tings in the well. A department guideline on pump testing is 
available to assist purveyors; 

(p) An initial analysis result of source water quality, 
including as a minimum the following: 

(i) Bacteriological; 

(ii) Complete inorganic chemical and physical; 

(ii) VOC; 

(iv) Radionuclide (if source being approved is for a com- 
munity system); and 

(v) Any other information required by the department. 

When source water quality is subject to variation, the 
department may require additional analyses to define the 
range of variation; 

(q) If treatment is planned, refer to WAC 246-290- 
250(2) and Part 6 of chapter 246-290 WAC, if applicable; 
and 

(r) Other department-required information. Before initi- 
ating source development or modification, the purveyor shall 
contact the department to identify any such additional infor- 
mation. 

(3) The department shall issue a written source approval 
when: 

(a) The purveyor submits the necessary information to 
the satisfaction of the department; and 

(b) The developed source provides water complying 
with this chapter. 

(4) No new surface water or GWI sources with less than 
one hundred service connections shall be approved unless the 
system is owned and operated by an approved satellite man- 
agement agency. 

[Statutory Authority: RCW 43.20.050. 94-14-001, § 246-290-130, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), § 246-290-130, filed 
3/25/03, effective 4/25/93. Statutory Authority: Chapter 43.20 RCW. 91-07- 
031 (Order 150B), 8 246-290-130, filed 3/15/91, effective 4/15/91. Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as 8 246- 
290-130, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 99-339. 
89-21-020 (Order 336), § 248-54-097, filed 10/10/89, effective 11/10/89. 


Statutory Authority: RCW 34.04.045. 88-05-057 (Order 307), $ 248-54- 
097, filed 2/17/88.] 


WAC 246-290-135 Source protection. (1) The pur- 
veyor shall obtain drinking water from the highest quality 
source feasible. Existing and proposed sources of supply 
shall conform to the water quality standards established in 
WAC 246-290-310. 

(2) The department may require monitoring and controls 
in addition to those specified in this section if, in the opinion 
of the department, a potential risk exists to the water quality 
of a source. 

(3) Sanitary control area. 
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(a) The purveyor shall maintain a sanitary control area 
around all sources for the purpose of protecting them from 
existing and potential sources of contamination. 

(b) For wells and springs, the minimum sanitary control 
area shall have a radius of one hundred feet (thirty meters) 
and two hundred feet (sixty meters) respectively, unless engi- 
neering justification supports a smaller area. The justification 
must address geological and hydrological data, well con- 
struction details and other relevant factors necessary to assure 
adequate sanitary control. 

(c) The department may require a larger sanitary control 
area than specified in (b) of this subsection if geological and 
hydrological data support such a decision. It shall be the pur- 
veyor's responsibility to obtain the protection needed. 

(d) No source of contamination may be constructed, 
stored, disposed of, or applied within the sanitary control area 
without the permission of the department and the purveyor. 

(e) The sanitary control area shall be owned by the pur- 
veyor in fee simple, or the purveyor shall have the right to 
exercise complete sanitary control of the land through other 
legal provisions. 

(f) À purveyor, owning all or part of the sanitary control 
area in fee simple or having possession and control, shall 
send to the department copies of legal documentation, such as 
a duly recorded declaration of covenant, restricting the use of 
the land. This legal documentation shall state: 

G) No source of contamination may be constructed, 
stored, disposed of, or applied without the permission of the 
department and the purveyor; and 

(8) E any change in ownership of the system or sanitary 
control area is considered, all affected parties shall be 
informed of these requirements. 

(g) Where portions of the control area are in the posses- 
sion and control of another, the purveyor shall obtain a duly 
recorded restrictive covenant which shall run with the land, 
restricting the use of said land in accordance with these rules 
and provide the department with copies of the appropriate 
documentation. 

(4) Wellhead protection. 

(a) Purveyors of water systems using ground water or 
spring sources shall develop and implement a wellhead pro- 
tection program. 

(b) The wellhead protection program shall be part of the 
water system plan required under WAC 246-290-100 or the 
small water system management program required under 
WAC 246-290-410. 

(c) The purveyor's wellhead protection program shall 
contain, at a minimum, the following elements: 

(i) A susceptibility assessment; 

(1) WHPA delineation for each well, wellfield, or spring 
with the one, five and ten year time of travel boundaries 
marked, or boundaries established using alternate criteria 
approved by the department in those settings where ground 
water time of travel is not a reasonable delineation criteria. 
WHPA delineations shall be done in accordance with recog- 
nized methods such as those described in the following 
Sources: 

(A) Washington State Wellhead Protection Program; or 

(B) EPA Guidelines for Delineation of Wellhead Protec- 
tion Areas, EPA 440/6-87-010; 
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(iii) A list of all actual and potential ground water con- 
taminant sources located within the defined WHPA(s). This 
list shall be updated every two years; 

(iv) Documentation of purveyor's notification to all own- 
ers/ operators of actual and potential sources of ground water 
contamination within the WHPA boundaries; 

(v) Documentation of purveyor's notification to regula- 
tory agencies and local governments of the boundaries of the 
WHPA(s) and the finding of the WHPA inventory; 

(vi) A contingency plan to ensure consumers have an 
adequate supply of potable water in the event that contamina- 
tion results in the temporary or permanent loss of the princi- 
pal source of supply (major well(s) or wellfield); and 

(vii) Documentation of coordination with local emer- 
gency spill responders (including police, fire and health 
departments), including notification of WHPA boundaries, 
results of susceptibility assessment, inventory findings, and 
contingency plan. 

Sections in the department guidelines titled Planning 
Handbook, Washington State Wellhead Protection Program, 
and Inventory of Potential Sources of Ground Water Contam- 
ination in Washington's Wellhead Protection Areas address 
wellhead protection in more detail, and are available to pur- 
veyors establishing local wellhead protection programs. 

(5) Watershed control program. . 

(a) Purveyors of water systems using surface water or 
GWI sources shall develop and implement a watershed con- 
trol program in accordance with Part 6 of chapter 246-290 
WAC as applicable. 

(b) The watershed control program shall be part of the 
water system plan required in WAC 246-290-100 or the 
small water system management program required in WAC 
246-290-410. 

(c) The purveyor's watershed control program shall con- 
tain, at a minimum, the following elements: 

(1) Watershed description and inventory, including loca- 
tion, hydrology, land ownership and activities which may 
adversely affect source water quality; 

(ii) Watershed control measures, including documenta- 
tion of ownership and relevant written agreements, and mon- 
itoring of activities and water quality; 

(iit) System operation, including emergency provisions; 
and 

(iv) Documentation of water quality trends. 

Sections in the department guideline titled Planning 
Handbook and in the DOH SWTR Guidance Manual address 
watershed control and are available to purveyors establishing 
watershed control programs. 

(d) The purveyor shall submit the watershed control pro- 
gram to the department for approval. Following departmental 
approval, the purveyor shall implement the watershed control 
program as approved. j 

(e) Purveyors of systems using unfiltered surface or GWI 
sources and meeting the criteria to remain unfiltered as spec- 
ified in WAC 246-290-690 shall submit an annual report to 
the department which summarizes the effectiveness of the 
watershed control program. Refer to WAC 246-290-690 for 
further information about this report. 
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(f) The purveyor shall update the watershed control pro- 
gram at least every six years, or more frequently if required 
by the department. 

[Statutory Authority: RCW 43.20.050. 94-14-001, $ 246-290-135, filed 


6/22/94, effective 7/23/94; 93-08-011 (Order 352B), § 246-290-135, filed 
3/25/93, effective 4/25/93.] 


WAC 246-290-140 Existing system approval. (1) 
When applying for approval, purveyors of existing public 
water systems without approved construction documents 
shall provide department-determined information. 

(2) Information provided shall be consistent with chapter 
248-54 WAC. 

(3) Purveyors shall contact the department to obtain a list 
of specific requirements including, for wells and springs: 

(a) A susceptibility assessment; 

(b) A preliminary WHPA designation using the calcu- 
lated fixed radius method, with six month, one, five, and ten 
year time of travel criteria; and 

(c) An initial inventory of potential sources of ground 
water contamination located within the WHPA. 

(4) After receipt of the required data, the department 
shall review the information and either: 

(a) Approve the as-built construction documents; or 

(b) Indicate what additional actions the purveyor needs 
to complete before approval is granted. 

[Statutory Authority: RCW 43.20.050. 94-14-001, $ 246-290-140, filed 
6/22/94, effective 7/23/94; 91-02-051 (Order 124B), recodified as § 246- 


290-140, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 99-339, 
89-21-020 (Order 336), $ 248-54-098, filed 10/10/89, effective 11/10/89.] 


PART 3. 
DESIGN OF PUBLIC WATER SYSTEMS 


WAC 246-290-200 Design standards. (1) Purveyors 
shall ensure that good engineering practices are used in the 
design of all public water systems, such as those set out in: 

(a) The most recently published edition of Recom- 
mended Standards for Water Works, A Committee Report of 
the Great Lakes - Upper Mississippi River Board of State 
Public Health and Environmental Managers; 

(b) Department guideline titled Sizing Guidelines for 
Public Water Supplies; 

(c) Standard specifications of the American Public 
Works Association; 

(d) Standard specifications of the American Water 
Works Association; 

(e) Design criteria, such as contained in current college 
texts and professional journal articles, acceptable to the 
department; 

(f) Chapter 173-160 WAC Minimum Standards for Con- 
struction and Maintenance of Water Wells; 

(g) Visscher, J.T., et. al., Slow Sand Filtration for Com- 
munity Water Supply, Planning, Design, Construction, Oper- 
ation, and Maintenance. 1987. Technical paper no. 24, The 
Hague, Netherlands: International Reference Center for 
Community Water Supply and Sanitation; 

(h) Huisman, L. and W.E. Wood. 1974. Slow Sand Fil- 
tration. Geneva. World Health Organization; 

(ü) Manual of Design for Slow Sand Filtration. 1991. 
AWWA Research Foundation; and 
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(D Slow Sand Filtration. 1991. American Society of 
Civil Engineers. 

(2) In addition, purveyors of new or expanding public 
water systems shall use the following design factors: 

(a) Historical water use; 

(b) Community versus recreational uses of water; 

(c) Local conditions and/or regulations; 

(d) Community expectations; 

(e) Public Water System Coordination Act consider- 
ations where appropriate; 

(f) Risks from potential disasters; and 

(g) Other requirements as determined by the department. 
[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), 8 246-290- 
200, filed 3/25/93, effective 4/25/93; 91-02-051 (Order 124B), recodified as 
8 246-290-200, filed 12/27/90, effective 1/31/91. Statutory Authority; RCW 
34.04.045. 88-05-057 (Order 307), $ 248-54-105, filed 2/17/88. Statutory 


Authority: RCW 43.20.050. 83-19-002 (Order 266), 8 248-54-105, filed 
9/8/83.] 


WAC 246-290-220 Lead in materials. (1) Any pipe, 
pipe fittings, solder, or flux used in the installation or repair 
of a public water system shall be lead-free. This prohibition 
shall not apply to leaded joints necessary for the repair of cast 
iron pipes. 

(2) Within the context of this section, lead-free shall 
mean: 

(a) No more than eight percent lead in pipes and pipe fit- 
tings, and 

(b) No more than two-tenths of one percent lead in solder 
and flux. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as 8 246-290-220, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 34.04.045. 88-05-057 (Order 307), 8 248-54-131, filed 2/17/88.] 


WAC 246-290-230 Distribution systems. (1) Distribu- 
tion reservoirs completed after June 1, 1975, shall have suit- 
able watertight roofs or covers preventing entry by birds, ani- 
mals, insects, and dust and shall include appropriate provi- 
sions to safeguard against trespass, vandalism, and sabotage. 
Purveyors with uncovered distribution reservoirs in use 
before June 2, 1975, shall comply with the provisions of 
WAC 246-290-470 until suitable watertight roofs or covers 
are installed. Purveyors with uncovered distribution reser- 
voirs shall submit a plan and schedule to cover all reservoirs 
to the department for approval before January 1, 1996. 

(2) The purveyor shall size and evaluate the distribution 
system using a hydraulic analysis acceptable to the depart- 
ment. 

(3) The minimum diameter of all distribution mains shall 
be six inches (150 mm) unless justified by hydraulic analysis. 
Systems designed to provide fire flows shall have a minimum 
distribution main size of six inches (150 mm). Installation of 
standard fire hydrants shall not be allowed on mains less than 
six inches (150 mm) in diameter. 

(4) New public water systems or additions to existing 
systems shall provide a design quantity of water at a positive 
pressure of at least 30 psi (200 kPa) under peak hourly design 
flow conditions measured at any customer's water meter or at 
the property line if no meter exists. 

(5) If fire flow is to be provided, the distribution system 
shall be designed to provide the required fire flow at a pres- 
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sure of at least 20 psi during peak hourly design flow condi- 
tions. 

(6) Booster pumps needed for individual services shall 
be subject to review and approval by the department. Instal- 
lation shall be made under the supervision of the purveyor to 
assure cross-connection control requirements are met. 
[Statutory Authority: RCW 43.20.050. 94-14-001, $ 246-290-230, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), $ 246-290-230, filed 
3/25/93, effective 4/25/93; 91-02-051 (Order 124B), recodified as $ 246- 
290-230, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
34.04.045. 88-05-057 (Order 307), $ 248-54-135, filed 2/17/88. Statutory 
Authority: RCW 43.20.050. 83-19-002 (Order 266), $ 248-54-135, filed 
9/8/83.] 


WAC 246-290-240 Disinfection of facilities. No por- 
tion of a public water system containing potable water shall 
be put into service, nor shall service be resumed, until the 
facility has been effectively disinfected. The procedure used 
for disinfection shall conform to the American Water Works 
Association standards or other standards acceptable to the 
department. In cases of new construction, drinking water 
shall not be furnished to the consumer until satisfactory bac- 
teriological samples have been analyzed by a laboratory cer- 
tified by the state. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as § 246-290-240, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 34.04.045. 88-05-057 (Order 307), 8 248-54-145, filed 2/17/88. Statu- 


tory Authority: RCW 43.20.050. 83-19-002 (Order 266), $ 248-54-145, 
filed 9/8/83.] 


WAC 246-290-250 Treatment design. (1) Purveyors 
shall ensure finished water quality from existing and pro- 
posed sources of supply conforms to the minimum water 
quality standards established in WAC 246-290-310. 

(2) Purveyors using surface water or GWI sources shall 
design, install, and operate treatment facilities to ensure at 
least: 

(a) 99.9 percent (3 log) removal and/or inactivation of 
Giardia lamblia cysts; and 

(b) 99.99 percent (4 log) removal and/or inactivation of 
viruses. 

Part 6 of chapter 246-290 WAC contains specific 
requirements for filtered and unfiltered surface water and 
GWI systems, including treatment technique, monitoring and 
reporting requirements. 

(3) Predesign studies shall be required for proposed sur- 
face water and GWI sources and those ground water sources 
requiring treatment. The goal of the predesign study shall be 
to establish the most effective method, considering econom- 
ics, to produce satisfactory finished water quality meeting the 
requirements of this chapter and complying with the treat- 
ment technique requirements in Part 6 of chapter 246-290 
WAC. The predesign study shall be included as part of the 
project report under WAC 246-290-110. Refer to WAC 246- 
290-676 for requirements relating specifically to the filtration 
facility pilot study. 

(4) The minimum level of treatment for all well sources 
and spring sources not classified as GWI's shall be continu- 
ous and effective disinfection as determined by the depart- 
ment. The department may reduce the requirement for disin- 
fection for public water systems with: 

(a) Well sources not classified as GWI's: 
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(i) Having a satisfactory bacteriological history at the 
source and within the distribution system as determined by 
the department; and 

(ii) Drawing from a protected aquifer as determined by 
the department. 

(b) Spring sources not classified as СМТ: 

(i) Having a satisfactory bacteriological history at the 
source and within the distribution system as determined by 
the department; 

(ii) Having evidence to demonstrate, to the satisfaction 
of the department, the spring originates in a stratum not sub- 
ject to contamination; and 

(iii) Where the water is collected by a method precluding 
contamination. 

(5) The minimum level of treatment for surface water 
supplies shall be coagulation, flocculation, filtration, and dis- 
infection. In certain cases, alternative treatment designs fol- 
lowed by disinfection may be acceptable to the department, 
provided there is adequate engineering justification. Group A 
systems with surface water sources and GWI sources shall 
provide treatment as specified under WAC 246-290-630. 

(6) Disinfection methods, other than chlorination, such 
as ozonation, ultraviolet radiation, and iodination, may be 
approved by the department with appropriate engineering 
justification. 

[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), $ 246-290- 
250, filed 3/25/93, effective 4/25/93; 91-02-051 (Order 124B), recodified as 
8 246-290-250, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
34.04.045. 88-05-057 (Order 307), 8 248-54-155, filed 2/17/88. Statutory 


Authority: RCW 43.20.050. 83-19-002 (Order 266), 8 248-54-155, filed 
9/8/83.] 


PART 4. 
WATER QUALITY 


WAC 246-290-300 Monitoring requirements. (1) 
General. 

(a) The monitoring requirements specified in this sec- 
tion are minimums. The department may require additional 
monitoring when: 

(i) Contamination is present or suspected in the water 
system; 

(ii) The department determines a ground water source 
may be a GWI; 

(iii) The department determines the degree of source 
protection is not satisfactory; 

(iv) The department determines additional monitoring is 
needed to verify source vulnerability for a requested monitor- 
ing waiver; or 

(v) Under other circumstances as identified ina depart- 
mental order. 

(b) Special purpose samples collected by the purveyor 
shall not count toward fulfillment of the monitoring require- 
ments of this chapter unless both quality of data and method 
of analysis are acceptable to the department. 

(c) The purveyor shall ensure samples required by this 
chapter are collected, transported, and submitted for analysis 
according to department-approved methods. The analyses 
shall be performed by the state public health laboratory or 
another laboratory certified by the department. Qualified 
water utility, certified laboratory, or health department per- 
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sonnel may conduct measurements for pH, temperature, 
residual disinfectant concentration and turbidity as required 
by this chapter, provided, these measurements are made in 
accordance with "standard methods." 

(d) Compliance samples required by this chapter shall be 
taken at locations listed in Table 3 of this section. 

(e) When one public water system sells water to another 
public water system, the purveyor of the selling system, 
regardless of size, shall conduct at least the minimum source 
monitoring required by this chapter for community systems. 

(f) When one public water system receives completely 


treated water, as determined by the department, from another < 


public water system, the purveyor of the receiving system 
shall: 

(i) Collect coliform samples in accordance with subsec- 
tion (2) of this section; 

(ii) Collect trihalomethane samples in accordance with 
subsection (5) of this section; І 

(iii) Perform the distribution system residual disinfectant 
concentration monitoring required under WAC 246-290-440 
or 246-290-694; 

(iv) Perform lead and copper monitoring required under 
40 CFR 141.86, 141.87, and 141.88; and 

(v) Perform the distribution system monitoring in accor- 
dance with 40 CFR 141.23(b) for asbestos if applicable. 

(g) The department may reduce the coliform, lead and 
copper, THM and distribution system disinfectant residual 
concentration monitoring requirements of the receiving sys- 
tem provided the receiving system: 

(i) Has a satisfactory water quality history as determined 
by the department; 

(ii) Operates in a satisfactory manner consistent with this 
chapter; 

Gii) Purchases water from a purveyor which has a 
department-approved regional monitoring program; and 

(iv) Has a written agreement with the supplying system 
that is acceptable to the department, which identifies the 
responsibilities of both the supplying and receiving system 
with regards to monitoring, reporting and maintenance of the 
distribution system. 

(h) The department may periodically review both the 
selling and receiving system's sampling records to determine 
if continued reduced monitoring is appropriate. If the depart- 
ment determines a change in the monitoring requirements of 
the receiving system is appropriate: 

(i) The department shall notify the purveyor of the 
change in monitoring requirements; and 

(ii) The purveyor shall conduct monitoring as directed by 
the department. 

(i) Purveyors failing to comply with a monitoring 
requirement shall notify: 

(i) The department in accordance with WAC 246-290- 
480; and 

(ii) The water system users in accordance with WAC 
246-290-330. 

(2) Bacteriological. 

(a) The purveyor shall be responsible for collection and 
submittal of coliform samples from representative points 
throughout the distribution system after the first service and 
at regular time intervals at least once per calendar month 
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unless otherwise specified in this subsection, each month the 
system provides water to consumers. 

(b) Coliform monitoring plan. 

(i) The purveyor shall prepare a written coliform moni- 
toring plan and base routine monitoring upon the plan. A 
department guideline titled Preparation of a Coliform Mon- 
itoring Plan is available to assist the purveyor in preparing 
this plan. 

(ii) The plan shall include at a minimum: 

(A) A system map or diagram showing the locations of: 

(D Water sources; 

(ID Storage, treatment, and pressure regulation facilities; 

(П) Distribution systems; 

(IV) Pressure zones; 

(V) Interconnections; and 

(VI) Coliform sample collection sites. 

(B) A narrative which includes the following informa- 
tion: 

(D Public water system identification number; 

(II) Population served and services; 

(ID Water sources; 

(IV) System facilities and processes for storage, treat- 
ment, and pressure regulation; 

(V) Coliform sample collection sites; and 

(VD) Sampling schedules. 

(iii) The purveyor shall: 

(A) Keep the coliform monitoring plan on file with the 
system and make it available to the department for inspection 
upon request; 

(B) Revise or expand the plan at any time the plan no 
longer ensures representative monitoring of the system, or as 
directed by the department; and 

(C) Submit the plan to the department for review and 
approval when requested and as part of the water system plan 
required under WAC 246-290-100. 

(c) Monitoring frequency. The number of required rou- 
tine coliform samples is based on total population served. 

(i) Purveyors of community systems shall collect and 
submit for analysis no less than the number of routine sam- 
ples listed in Table 2 during each calendar month of opera- 
tion; 

(ii) Purveyors of noncommunity systems shall collect 
and submit for analysis no less than the number of samples 
required in Table 2. Each month's population shall be based 
on the average daily population and shall include all resi- 
dents and nonresidents served during that month. During 
months when the average daily population served is less than 
twenty-five, routine sample collection is not required when: 

(A) Using only protected ground water sources; 

(B) No coliforms were detected in samples during the 
previous month; and 

(C) One routine sample has been collected and submitted 
for analysis during one of the previous two months. 

(iii) Purveyors of systems serving both a resident and a 
nonresident population shall base their minimum sampling 
requirement on the total of monthly populations served, both 
resident and nonresident and on Table 2; and 

(iv) Purveyors of systems with a nonresident population 
lasting two weeks or less during a month shall sample as 
directed by the department. 
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(d) Surface water or ground water under the direct influ- 
ence of surface water (GWI) sources. A purveyor using 
unfiltered surface water or unfiltered GWI sources shall: 

(i) Collect and submit for analysis, at least one coliform 
sample at the first service connection during each day in 
which source water turbidity exceeds 1.0 NTU; or 

(ii) Collect samples as directed by the department when 
logistical problems beyond the purveyor's control make anal- 
ysis of the coliform samples impractical because the time 
between sample collection and analysis exceeds thirty hours. 
If the department extends the time limits, the purveyor shall 
collect the required samples as directed by the department. 

(e) Comprehensive system evaluations (CSEs). 

(1) Purveyors of systems with less than four thousand one 
hundred one population served shall: 

(A) Submit to a CSE conducted by the department; or 

(B) Collect and submit for analysis five or more routine 
samples each month. 

(ii) Purveyors electing to have CSEs conducted shall be 
evaluated by the department based on the following schedule: 

(A) Community water systems, every five years. The 
initial CSE shall be conducted by June 29, 1994; and 

(B) Noncommunity systems, every five years unless the 
system uses only disinfected and protected ground water as 
determined by the department, in which case the evaluation 
need only be repeated every ten years. The initial CSE shall 
be conducted by June 29, 1999, 

(iii) The department may substitute source of contamina- 
tion information from the wellhead protection program for 
CSE information if the information was collected since the 
last CSE; and 

(iv) Purveyors collecting less than five routine samples 
per month shall be responsible for: 

(A) Ensuring full cooperation in scheduling CSEs; and 

(B) Making all facilities and records available to the 
department for the CSE. 

(f) Invalid samples. When a coliform sample is deter- 
mined invalid under WAC 246-290-320 (2)(d), the purveyor 
shall: 

(i) Not include the sample in the determination of mon- 
itoring compliance; and 

(ii) Collect and submit for coliform analysis, an addi- 
tional drinking water sample from the same location as each 
invalid sample within twenty-four hours of notification by 
the laboratory of the invalid sample. 

(g) The purveyor using a surface water or GWI source 
shall collect representative source water samples for bacteri- 
ological density analysis in accordance with WAC 246-290- 
664 and 246-290-694 as applicable. 
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TABLE 2 


MINIMUM MONTHLY ROUTINE COLIFORM SAMPLING 
REQUIREMENTS 


Minimum Number of Routine 
Samples/Calendar Month 


When NO samples When ANY samples 
with a coliform with a coliform 
presence were presence were 
collected during the collected during the 


Population Served ! 


During Month previous month previous month 
1- 1,000 12 5 
1,001 - 2,500 2 5 
2,501 - 3,300 3 5 
3,301 - 4,100 4 5 
4,101 - 4,900 5 5 
4901 - 5,800 6 6 
5,801 - 6,700 7 7 
6,701 - 7,600 8 8 
7,601 - 8,500 9 9 
8,501 - 12,900 10 10 
12,901 - 17,200 15 15 
17,201 - 21,500 20 20 
21,501 - 25,000 25 25 
25,001 - 33,000 30 30 
33,001 - 41,000 40 40 
41,001 - 50,000 50 50 
50,001 - 59,000 60 60 
59,001 - 70,000 70 70. 
70,001 - 83,000 80 80 
83,001 - 96,000 90 90 
96,001 - 130,000 100 100 
130,001 - 220,000 120 120 
220,001 - 320,000 150 150 
320,001 - 450,000 180 180 
450,001 - 600,000 210 210 
600,001 - 780,000 240 240 
780,001 - 970,000 270 270 
970,001 - 1,230,000? 300 300 


! Does not include population of utilities purchasing water. 


? Noncommunity systems using only protected ground water sources and 
serving less than 25 individuals, may collect and submit for analysis, one 
sample every three months. 


3 Systems serving populations larger than 1,230,000 shall contact the depart- 
ment for the minimum number of samples required per month. 


(3) Inorganic chemical and physical. 

(a) A complete inorganic chemical and physical analysis 
shall consist of the primary and secondary chemical and 
physical substances. 

(i) Primary chemical and physical substances are anti- 
mony, arsenic, asbestos, barium, beryllium, cadmium, chro- 
mium, cyanide, fluoride, mercury, nickel, nitrate (as N), 
nitrite (as N), selenium, sodium, thallium, and turbidity. 

(ii) Secondary chemical and physical substances are 
chloride, color, hardness, iron, manganese, specific conduc- 
tivity, silver, sulfate, total dissolved solids*, and zinc. 


*Required only when specific conductivity exceeds seven hundred 
micromhos/centimeter. 


(b) Purveyors shall monitor in accordance with 40 CFR 
141.23(a) through 141.23(j), except for composite samples 
for systems serving less than 3,300 persons. For these sys- 
tems, compositing among different systems may be allowed 
if the systems are owned or operated by a department- 
approved satellite management agency. A department guide- 
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line titled Inorganic and Organic Chemical Monitoring 
Plans is available on request. 

(c) Samples required by this subsection shall be taken at 
designated locations in accordance with 40 CFR 141.23(a) 
through 141.23(j) and Table 3 herein. 

(i) Wellfield samples shall be allowed from department 
designated wellfields; and 

(ii) In accordance with 40 CFR 141.23 (a)(3), alternate 
sampling locations may be allowed if approved by the depart- 
ment. These alternate sites are described in the department 
guideline titled Inorganic and Organic Chemical Monitoring 
Plans. Purveyors of community and NTNC systems may ask 
the department to approve an alternate sampling location for 
multiple sources within a single system which are blended 
prior to entry to the distribution system. Department 
approval shall consider the following: 

(A) Source vulnerability; 

(B) Updated inorganic monitoring plan showing location 
of all sources with current and proposed sampling locations; 

(C) Individual source characteristics; 

(D) Previous water quality information; 

(E) Status of monitoring waiver applications; and 

(F) Other information deemed necessary by the depart- 
ment. 

(d) Composite samples: 

(i) In accordance with CFR 141.23 (a)(4), purveyors may 
ask the certified lab to composite samples representing as 
many as five individual samples from within one system. 
Sampling procedures and protocols are outlined in the 
department guideline titled Inorganic and Organic Chemical 
Monitoring Plans; and 

(ii) For systems serving a population of less than three 
thousand three hundred one, the department may approve 
composite sampling between systems when those systems 
are part of an approved satellite management agency. 

(e) When the purveyor provides treatment for one or 
more inorganic chemical or physical contaminants, the 
department may require the purveyor to sample before and 
after treatment. The department shall notify the purveyor if 
and when this additional source sampling is required. 

(f) Inorganic monitoring plans. 

(i) Purveyors of community and NTNC systems shall 
prepare an inorganic chemical monitoring plan and conduct 
routine monitoring in accordance with the plan. A depart- 
ment guideline titled Inorganic and Organic Chemical Mon- 
itoring Plans is available to assist the purveyor in preparing 
this plan. 

(ii) The plan shall include, at a minimum: 

(A) A system map or diagram showing the location of: 

(I) Water sources; 

(ID Storage, treatment, and distribution system; and 

(III) Inorganic sample collection locations. 

(B) A narrative which includes the following informa- 
tion: 

(1) The system's public water system identification num- 
ber; 

(II) Population served and number of services; 

(TII) Water sources; 

(IV) Storage, treatment, and distribution system; 
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(V) Inorganic sampling locations (including asbestos if 
applicable); 

(VD Source vulnerability ratings and status of monitor- 
ing waiver applications; and 

(VID Sampling schedule. 

(iii) The purveyor shall: 

(A) Keep the monitoring plan on file with the system and 
make it available to the department for inspection upon 
request; 

(B) Revise or expand the plan at any time the plan no 
longer reflects the monitoring requirements, procedures or 
sampling locations, or as directed by the department; and 

(C) Submit the plan to the department for review and 
approval when requested and as part of the water system plan 
required under WAC 246-290-100. 

(g) Monitoring waivers. 

(i) Purveyors may request in writing, a monitoring 
waiver from the department for any nonnitrate/nitrite inor- 
ganic chemical and physical monitoring requirements identi- 
fied in this chapter. 

(ii) Purveyors requesting a monitoring waiver shall com- 
ply with applicable subsections of 40 CFR 141.23 (b)(3), 
141.23 (c)(3), and 141.40 (n)(4). A department guideline 
titled Source Vulnerability and Monitoring Waivers is avail- 
able to assist purveyors. 

(iii) Purveyors shall update and resubmit requests for 
waiver renewals as applicable during each compliance cycle 
or period or more frequently as directed by the department. 

(iv) Failure to provide complete and accurate informa- 
tion іп the waiver application shall be grounds for denial of 
the monitoring waiver. 

(h) The department may require the purveyor to repeat 
sample for confirmation of results. 

(i) Purveyors with emergency and seasonal sources shall 
monitor those sources when they are in use. 

(4) Lead and copper. Monitoring for lead and copper 
shall be conducted in accordance with 40 CFR 141.86, 
141.87, and 141.88. 

(5) Turbidity. 

(a) Purveyors of systems with surface water or GWI 
sources and installing filtration, and other water systems as 
directed by the department, shall monitor turbidity a mini- 
mum of once per day at the entry to the distribution system. 

(b) For purveyors of systems installing filtration, the 
monitoring requirement of (a) of this subsection is effective 
between written department notification of the filtration 
requirement and installation of filtration. Once filtration is 
installed, the purveyor shall monitor turbidity in accordance 
with WAC 246-290-664. 

(c) Purveyors of systems with surface water or GWI 
sources not subject to the requirements specified in (a) of this 
subsection, shall monitor turbidity in accordance with Sub- 
part B or Subpart D of Part 6 of chapter 246-290 WAC, 
whichever is applicable. А 

(d) Purveyors conducting turbidity measurements shall 
ensure that analytical requirements are met, in accordance 
with WAC 246-290-638, at all times the system serves water 
to the public. 

(6) Trihalomethanes. 
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(a) Purveyors of community systems serving a popula- 
tion of ten thousand or more and providing water treated 
with chlorine or other halogenated disinfectant shall monitor 
as follows: 

(i) Ground water sources. The purveyor shall collect one 
sample from each treated spring, well, or well field every 
twelve months. This sample shall be taken at the source 
before treatment or at the extreme end of the distribution sys- 
tem. The sample shall be analyzed for maximum total triha- 
lomethane potential (MTTP); or 

(ii) Surface water sources. The purveyor shall collect 
four samples per treated source every three months. The 
samples shall be taken within a twenty-four-hour period. The 
purveyor shall take one of the samples from the extreme end 
of the distribution system and three samples from represen- 
tative locations in the distribution system. The samples shall 
be analyzed for total trihalomethanes (TTHM), the sum of 
trichloromethane, bromodichloromethane, dibromochlo- 
romethane, and tribromomethane. After one year of monitor- 
ing, the department may reduce the monitoring frequency to 
one sample every three months per treatment plant if the 
TTHM levels are less than 0.10 mg/L. The purveyor shall 
take the sample at the extreme end of the distribution system; 
or 

(iii) Purchased surface water sources. The purveyor shall 
collect one water sample per each purchased surface source 
every three months. The sample shall be taken at the extreme 
end of the distribution system and analyzed for TTHM. 

(b) Purveyors of community systems shall monitor for 
TTHM when serving a population less than ten thousand and 
providing surface water treated with chlorine or other halo- 
genated disinfectant. The purveyor shall collect one water 
sample per treated source every three months for one year. 
The sample shall be taken at the extreme end of the distribu- 
tion system and analyzed for TTHM. After the first year, the 
purveyor shall monitor surface water sources every thirty-six 
months. 

(c) Purveyors of community systems shall monitor for 
TTHM when serving less than ten thousand people and pur- 
chasing surface water treated with chlorine or other haloge- 
nated disinfectant or adding a halogenated disinfectant after 
purchase. The purveyor shall collect one water sample every 
three months at the extreme end of the distribution system or 
at a department-acceptable location. The sample shall be 
analyzed for TTHM. After the first year, the purveyor shall 
monitor every thirty-six months. 

(7) Organic chemicals. 

(a) Purveyors of community and NTNC water systems 
shall comply with monitoring requirements in accordance 
with 40 CFR 141.24(a), 141.24(f), 141.24(g), 141.24(h), 
141.40(a), 141.40(d), and 141.40(e). 

(b) Sampling locations shall be as defined in 40 CFR 
141.24(f), 141.24(g), 141.24(h), 141.40(b) and 141.40(с). 

(i) Wellfield samples shall be allowed from department 
designated wellfields; and 

(ii) In accordance with 40 CFR 141.24 (f)(3) and 141.24 
(h)(3), alternate sampling locations may be allowed if 
approved by the department. These alternate locations are 
described in the departmental guideline titled Inorganic and 
Organic Chemical Monitoring Plans. Purveyors may ask the 
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department to approve an alternate sampling location for 
multiple sources within a single system which are blended 
prior to entry to the distribution system. Department 
approval shall consider the following: 

(A) Source vulnerability; 

(B) An updated organic monitoring plan showing loca- 
tion of all sources with current and proposed sampling loca- 
tions; 

(c) Individual source characteristics; 

(D) Previous water quality information; 

(E) Status of monitoring waiver applications; and 

(F) Other information deemed necessary by the depart- 
ment. 

(c) Composite samples: 

(i) Purveyors may ask the certified lab to composite sam- 
ples representing as many as five individual samples from 
within one system. Sampling procedures and protocols are 
outlined in the department guideline titled Inorganic and 
Organic Chemical Monitoring Plans; 

(ii) For systems serving a population of less than three 
thousand three hundred one, the department may approve 
composite sampling between systems when those systems 
are part of an approved satellite management agency. 

(d) The department may require the purveyor to sample 
both before and after treatment for one or more organic con- 
taminants. The department shall notify the purveyor if and 
when this additional source sampling is required. 

(e) Organic chemical monitoring plans. 

(i) Purveyors of community and NTNC systems shall 
prepare an organic chemical monitoring plan and conduct 
routine monitoring in accordance with the plan. A depart- 
ment guideline titled Inorganic and Organic Chemical Mon- 
itoring Plans is available to assist the purveyor in preparing 
this plan. 

(ii) The plan shall include at a minimum: 

(A) A system map or diagram showing the location of: 

(D Water sources; 

(ID Storage, treatment, and distribution system; and 

(III) Organic sample collection locations. 

(B) A narrative which includes the following informa- 
tion: 

(D The system's public water system identification num- 
ber; 

(ID Population served and number of services; 

(III) Water sources; 

(IV) Storage, treatment, and distribution system; 

(V) Organic sampling locations; 

(VD Source vulnerability ratings and status of monitor- 
ing waiver applications; and 

(VII) Sampling schedule. 

(iii) The purveyor shall: 

(A) Keep the monitoring plan on file with the system and 
make it available to the department for inspection upon 
request; : 

(B) Revise or expand the plan at any time the plan no 
longer reflects the monitoring requirements, procedures or 
sampling locations, or as directed by the department; and 

(C) Submit the plan to the department for review and 
approval when requested and as part of the water system plan 
required under WAC 246-290-100. 
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(f) Monitoring waivers. 

() Purveyors may request in writing, a monitoring 
waiver from the department for any organic monitoring 
requirement except those relating to unregulated VOCs; 

(ii) Purveyors requesting a monitoring waiver shall com- 
ply with 40 CFR 141.24 (Ғ)(7), 141.24 (10), 141.24 (h)(6), 
141.24 (h)(7) or 141.40 (n)(4). A department guideline titled 
Source Vulnerability and Monitoring Waivers is available to 
assist purveyors; 

(iii) Purveyors shall update and resubmit requests for 
waiver renewals as directed by the department; and 

(iv) Failure to provide complete and accurate informa- 
tion in the waiver application shall be grounds for denial of 
the monitoring waiver. 

(g) Purveyors with emergency and seasonal sources shall 
monitor those sources when they are in use, 

(8) Unregulated chemicals. 

(a) Unregulated inorganic contaminants. Purveyors of 
community and NTNC systems shall: 

() Monitor for the unregulated inorganic chemicals 
listed in 40 CFR 141.40 (п)(12); and 

(ii) Comply with monitoring methods, frequencies, and 
sampling locations in accordance with 40 CFR 141.40 (n)(2) 
through 141.40 (n)(9) and 141.40 (n)(12). 

(iii) Apply in writing for a monitoring waiver according 
to the conditions outlined in 40 CFR 141.40 (n)(3), and the 
departmental procedures described in subsection (7)(f) of this 
section. 

(iv) Request the department to defer this monitoring if 
they are a system with less than one hundred fifty service 
connections. 

(b) Unregulated VOCs. Purveyors shall: 

(i) Monitor in accordance with 40 CFR 141.40(e) and 
141.400); 

(ii) Comply with monitoring methods, frequency and 
sampling locations in accordance with 40 CFR 141.40(a) 
through 141.40(d), 141.40(g) and 141.40(1); and 

(iii) Perform repeat monitoring for these compounds in 
accordance with 40 CFR 141.40(1). 

(c) Unregulated SOCs. Purveyors shall: 

(i) Monitor for the unregulated SOCs listed in 40 CFR 
141.40 (n)(11); and 

(ii) Comply with monitoring methods, frequencies, and 
sampling locations in accordance with 40 CFR 141.40 (n)(1) 
through 141.40 (n)(9). 

Purveyors may request that the department defer this 
monitoring if a system has less than one hundred fifty service 
connections. 

(d) Purveyors with emergency and seasonal sources shall 
monitor those sources when they are in use. 

(9) Radionuclides. 

(a) The purveyor's monitoring requirements for gross 
alpha particle activity, radium-226 and radium-228 shall be: 

(i) Community systems shall monitor once every forty- 
eight months. Compliance shall be based on the analysis of 
an annual composite of four consecutive quarterly samples 
or the average of the analyses of four samples obtained at 
quarterly intervals; 
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(ii) The purveyor may omit analysis for radium-226 and 
radium-228 if the gross alpha particle activity is less than five 
pCi/L; and 

(iii) If the results of the initial analysis are less than half 
of the established MCL, the department may allow compli- 
ance with the monitoring requirements based on analysis of 
asingle sample collected every forty-eight months. 


(b) The purveyors monitoring requirements for man- 
made radioactivity shall be: 


(i) Purveyors of community systems using surface water 
sources and serving more than one hundred thousand persons 
and other department-designated water systems shall moni- 
tor for man-made radioactivity (beta particle and photon) 
every forty-eight months. Compliance shall be based on the 
analysis of a composite of four consecutive quarterly sam- 
ples or the analysis of four quarterly samples; and 


(ii) The purveyor of a water system located downstream 
from a nuclear facility as determined by the department, 
shall monitor once every three months for gross beta and 
iodine-131, and monitor once every twelve months for stron- 
tium-90 and tritium. The department may allow the substitu- 
tion of environmental surveillance data taken in conjunction 
with a nuclear facility for direct monitoring of man-made 
radioactivity if the department determines that such data is 
applicable to a particular public water system. 


(10) Other substances. 


On the basis of public health concerns, the department 
may require the purveyor to monitor for additional sub- 
stances. 


TABLE 3 
MONITORING LOCATION 
Sample Type Sample Location 
Asbestos One sample from distribution 
system or if required by depart- 
ment, from the source. 
Bacteriological From representative points 


throughout distribution system. 


Complete Inorganic From a point representative of 


Chemical the source, after treatment, and 
prior to entry to the distribution 
system. 

Lead/Copper From the distribution system at 
targeted sample tap locations. 

Nitrate/Nitrite From a point representative of 


the source, after treatment, and 
prior to entry to the distribution 


system. 
Turbidity- Surface From a location at or before the 
Water entry point to the distribution 
system. 


Trihalomethanes - Surface Water From representative points in 


the distribution system. 


- Ground Water From the source before treat- 
ment. 


Radionuclides From the source. 


Organic Chemicals (VOCs & SOCs) From a point representative of 
the source, after treatment and 
prior to entry to distribution 


system. 
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Sample Type Sampie Location 
Other Substances From a point representative of 
(unregulated chemicals) the source, after treatment, and 


prior to entry to the distribution 
system, or as directed by the 
department. 


(Statutory Authority: RCW 43.20.050. 94-14-001, § 246-290-300, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), § 246-290-300, filed 
3/25/93, effective 4/25/93; 92-04-070 (Order 241B), § 246-290-300, filed: 
2/4/92, effective 3/6/92. Statutory Authority: Chapter 43.20 RCW. 91-07- 
031 (Order 150B), § 246-290-300, filed 3/15/91, effective 4/15/91. Statu- 
tory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as § 
246-290-300, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 
99-339, 89-21-020 (Order 336), $ 248-54-165, filed 10/10/89, effective 
11/10/89. Statutory Authority: RCW 34.04.045. 88-05-057 (Order 307), $ 
248-54-165, filed 2/17/88. Statutory Authority: RCW 43.20.050. 83-19- 
002 (Order 266), $ 248-54-165, filed 9/8/83.] 


WAC 246-290-310 Maximum contaminant levels 
(MCLs). (1) General. 

(a) The purveyor shall be responsible for complying with 
the standards of water quality identified in this section. If a 
substance exceeds its maximum contaminant level (MCL), 
the purveyor shall take follow-up action in accordance with 
WAC 246-290-320. 

(b) When enforcing the standards described under this 
section, the department shall enforce compliance with the pri- 
mary standards as its first priority. 

(2) Bacteriological. 

(a) MCLs under this subsection shall be considered pri- 
mary standards. 

(b) Notwithstanding subsection (1) of this section, if 
coliform presence is detected in any sample, the purveyor 
shall take follow-up action in accordance with WAC 246- 
290-320(2). 

(c) Acute MCL. An acute MCL for coliform bacteria 
occurs when there is: 

(1) Fecal coliform presence in a repeat sample; 

(ii) E. coli presence in a repeat sample; or 

(iii) Coliform presence in a set of repeat samples col- 
lected as a follow-up to a sample with fecal coliform or E. 
coli presence. 

(d) Nonacute MCL. A nonacute MCL for coliform bac- 
teria occurs when: 

(i) Systems taking less than forty routine samples during 
the month have more than one sample with coliform pres- 
ence; or 

(ii) Systems taking forty or more routine samples during 
the month have more than 5.0 percent with coliform pres- 
ence. 

(е) MCL compliance. The purveyor shall determine 
compliance with the coliform MCL for each month the sys- 
tem provides drinking water to the public. In determining 
MCL compliance, the purveyor shall: 

(i) Include: 

(A) Routine samples; 

(B) Repeat samples; and 

(C) Samples collected under WAC 246-290-300 (2)(d). 

(1) Not include: 

(A) Samples invalidated under WAC 246-290-320 
(2)(9); and 

(B) Special purpose samples. 

(3) Inorganic chemical and physical. 


(1999 Ed.) 


Public Water Supplies 


The primary and secondary MCLs are listed in Table 4 
and 5: 


TABLE 4 
INORGANIC CHEMICAL CHARACTERISTICS 


Substance Primary 
MCLs (mg/L 

Antimony (Sb) 0.006 

Arsenic (As) 0.05 

Asbestos 7 million fibers/liter 
(longer than 10 
microns) 

Barium (Ba) 2.0 

Beryllium (Be) 0.004 

Cadmium (Cd) 0.005 

Chromium (Cr) 0.1 

Copper (Cu) * 

Cyanide (HCN) 0.2 

Fluoride (F) 4.0 

Lead (Pb) . * 

Mercury (Hg) 0.002 

Nickel (Ni) 0.1 

Nitrate (as N) 10.0 

Nitrite (as N) 1.0 

Selenium (Se) 0.05 

Sodium (Na) * 

Thallium (T1) 0.002 

Substance Secondary MCLs (mg/L) 

Chloride (СІ) 250.0 

Fluoride (F) 2.0 

Iron (Fe) 0.3 

Manganese (Mn) 0.05 

Silver (Ag) 0.1 

Sulfate (SO,) 250.0 

Zinc (Zn) 5.0 


* Although the state board of health has not established MCLs for 
copper, lead, and sodium, there is enough public health signifi- 
cance connected with copper, lead, and sodium levels to require 
inclusion in inorganic chemical and physical source monitoring. 


TABLE 5 

PHYSICAL CHARACTERISTICS 
Substance Primary MCL 
Turbidity 1 NTU 
Substance Secondary MCLs 
Color 15 Color Units 
Hardness None established 
Specific Conductivity 700 umhos/cm 
Total Dissolved Solids (TDS) 500 mg/L 


(4) Turbidity. 

(a) The department shall consider standards under this 
subsection primary standards. 

(b) The MCL for turbidity is in effect for systems using 
surface water or GWI sources until the treatment technique 
requirements of Part 6 of chapter 246-290 WAC become 
effective as listed in Table 9, 12, 13, or 14, whichever is 
applicable. 


(c) The MCLs for turbidity are: 
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(i) 1.0 NTU, as determined by a monthly average of the 
daily turbidity, where the daily turbidity is defined as the 
average of the: 

(A) Highest two hourly readings over a twenty-four hour 
period when continuous monitoring is used; or 

(B) Daily grab samples taken the same hour every day 
when daily monitoring is used. 

The department may increase the MCL to five NTUSs if 
the purveyor can show the source is within a controlled 
watershed and the source meets the requirements under 
WAC 246-290-135. 

(ii) 5.0 NTUs based on an average of the maximum daily 
turbidity for two consecutive days. 

(5) Trihalomethanes. 

(a) The department shall consider standards under this 
subsection primary standards. 

(b) The MCL for total trihalomethanes (TTHM) is 0.10 
mg/L calculated on the basis of a running annual average of 
quarterly samples. The concentrations of each of the triha- 
lomethane compounds (trichloromethane, dibromochloro- 
methane, bromodichloromethane, and tribromomethane) are 
added together to determine the TTHM level. 

(c) There is no MCL for maximum total trihalomethane 
potential (MTTP). When the MTTP value exceeds 0.10 
mg/L, the purveyor shall follow up as described under WAC 
246-290-320(5). 

(6) Radionuclides. 

(a) The department shall consider standards under this 
subsection primary standards. 

(b) The MCLs for radium-226, radium-228, and gross 
alpha particle radioactivity are: 


TABLE 6 
Substance MCL (pCi/L) 
Radium-226 3 
Combined Radium-226 5 
and Radium-228 
Gross alpha particle 15 
activity (excluding ura- 
nium) 


(c) The MCL for beta particle and photon radioactivity 
from man-made radionuclides is: The average annual con- 
centration shall not produce an annual dose equivalent to the 
total body or any internal organ greater than four 
millirem/year. 

The department shall assume compliance with the four 
millirem/year dose limitation if the average annual concen- 
tration for gross beta activity, tritium, and strontium-90 are 
less than 50 pCi/L, 20,000 pCi/L, and 8 pCi/L respectively. 
When both tritium and strontium-90 are present, the sum of 
their annual dose equivalents to bone marrow shall not 
exceed four millirem/ year. 

(7) Organic chemicals. 

(a) The department shall consider standards under this 
subsection primary standards. 

(b) VOCs. 

(i) The MCLs for VOCs shall be as listed in 40 CFR 
141-61(a). 
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(ü) The department shall determine compliance with this 
subsection based on compliance with 40 CFR 141.24(f). 

(c) SOCs. 

(i) MCLs for SOCs shall be as listed іп 40 CFR 
141.61(c). 

(ii) The department shall determine compliance with this 
subsection based on compliance with 40 CFR 141.24(h). 

(8) Other chemicals. 

(a) The state board of health shall determine maximum 
contaminant levels for any additional substances. 

(b) Purveyors may be directed by the department to com- 
ply with state advisory levels (SALs) for contaminants that 
do not have a MCL established in chapter 246-290 WAC. 
SALs shall be: 

(1) MCLs which have been promulgated by the EPA, but 
which have not yet been adopted by the state board of health; 
or 

(ii) State board of health adopted levels for substances 
recommended by the department and not having an EPA 
established MCL. A listing of these may be found in the 
department document titled Procedures and References for 
the Determination of State Advisory Levels for Drinking 
Water Contaminants dated March 1991, which has been 
approved by the state board of health and is available on 
request. 

(Statutory Authority: RCW 43.20.050. 94-14-001, § 246-290-310, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), § 246-290-310, filed 
3/25/93, effective 4/25/93; 92-04-070 (Order 241B), $ 246-290-310, filed 
2/4/92, effective 3/6/92. Statutory Authority: Chapter 43.20 RCW. 91-07- 
031 (Order 150B), § 246-290-310, filed 3/15/91, effective 4/15/91. Statu- 
tory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as § 
246-290-310, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 
99-339. 89-21-020 (Order 336), 8 248-54-175, filed 10/10/89, effective 
11/10/89. Statutory Authority: RCW 34.04.045. 88-05-057 (Order 307), $ 


248-54-175, filed 2/17/88. Statutory Authority: RCW 43.20.050. 83-19-002 
(Order 266), 8 248-54-175, filed 9/8/83.] 


WAC 246-290-320 Follow-up action. (1) General. 

(a) When an MCL violation occurs, the purveyor shall 
take follow-up action as described in this section. 

(b) When a primary standard violation occurs, the pur- 
veyor shall: 

(i) Notify the department in accordance with WAC 246- 
290-480; 

(ii) Notify the consumers served by the system in accor- 
dance with WAC 246-290-330; 

(iii) Determine the cause of the contamination; and 

(iv) Take action as directed by the department. 

(c) When a secondary standard violation occurs, the pur- 
veyor shall notify the department and take action as directed 
by the department. 

(d) The department may require additional sampling for 
confirmation of results. A department guideline on confirma- 
tion sampling titled Inorganic and Organic Monitoring 
Plans is available on request. I 

(2) Bacteriological. 

(a) When coliform bacteria are present in any sample and 
the sample is not invalidated under (d) of this subsection, the 
purveyor shall ensure the following actions are taken: 

(i) The sample is analyzed for fecal coliform or E. coli. 
When a sample with a coliform presence is not analyzed for 
E. coli or fecal coliforms, the sample shall be considered as 
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having a fecal coliform presence for MCL compliance pur- 
poses; 

(ii) Repeat samples are collected in accordance with (b) 
of this subsection; 

(iii) The department is notified in accordance with WAC 
246-290-480; and 

(iv) The cause of the coliform presence is determined 
and corrected. 

(b) Repeat samples. 

(i) The purveyor shall collect and submit for analysis a 
set of repeat samples for every sample in which the presence 
of coliforms is detected. A set of repeat coliform samples 
consists of: 

(A) Four repeat samples for systems collecting one rou- 
tine coliform sample each month; or 

(B) Three repeat samples for all systems collecting more 
than one routine coliform sample each month. 

(ii) The purveyor shall collect repeat sample sets accord- 
ing to Table 7; 

(iii) The purveyor shall collect one set of repeat samples 
for each sample with a coliform presence. All samples in a set 
of repeat samples shall be collected on the same day and sub- 
mitted for analysis within twenty-four hours after notifica- 
tion by the laboratory of a coliform presence. If the purveyor 
can demonstrate to the satisfaction of the department, that 
logistical problems beyond the purveyor's control make anal- 
ysis of the samples in the repeat sample set impractical 
because the time between sample collection and analysis will 
exceed thirty hours, then the purveyor shall collect the 
required set of repeat samples as directed by the department. 

(iv) When repeat samples have coliform presence, the 
purveyor shall: 

(A) Contact the department and collect a minimum of 
one additional set of repeat samples as directed by the 
department; or 

(B) Collect one additional set of repeat samples for each 
sample where coliform presence was detected. 

(v) The purveyor of a system providing water to consum- 
ers via a single service shall collect repeat samples from the 
same location as the sample with a coliform presence. The 
set of repeat samples shall be collected: 

(A) On the same collection date; or 

(B) Over consecutive days with one sample collected 
each day until the required samples in the set of repeat sam- 
ples are collected. 

(vi) If a sample with a coliform presence was collected 
from the first two or last two active services, the purveyor 
shall monitor as directed by the department; 

(vii) The purveyor may change a previously submitted 
routine sample to a sample in a set of repeat samples when 
the purveyor: 

(A) Collects the sample within five adjacent service 
connections of the location from which the initial sample 
with a coliform presence was collected; 

(B) Collects the sample after the initial sample with a 
coliform presence was submitted for analysis; 

(C) Collects the sample on the same day as other samples 
in the set of repeat samples, except under (b)(iii) of this sub- 
section; and 

(D) Notifies the department of the change. 
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(viii) The department may determine that sets of repeat 
samples specified under this subsection are not necessary 
during a month when a nonacute coliform MCL violation is 
determined for the system. 


Table 7 
REPEAT SAMPLE REQUIREMENTS 


LOCATIONS FOR 
REPEAT 
SAMPLES 
(COLLECT AT LEAST 

ONE ` 
SAMPLE PER SITE) 


¢ Site of previous sample 
with a coliform presence 

¢ Within 5 active services 
upstream of site of sample 
with a coliform presence 

$ Within 5 active services 
downstream of site of sam- 
ple with a coliform presence 
% At any other active ser- 
vice 


# OF ROUTINE # OF 
SAMPLES SAMPLES 
COLLECTED IN A SET OF 
EACH MONTH REPEAT 
SAMPLES 


$ Site of previous sample 
with a coliform presence 
$ Within 5 active services 
upstream of site of sample 
with a coliform presence 

€ Within 5 active services 
downstream of site of sam- 
ple with a coliform presence 


more than 1 3 


(c) Monitoring frequency following a coliform presence. 
Systems having one or more coliform presence samples that 
were not invalidated during the previous month shall collect 
and submit for analysis the minimum number of samples 
shown in the last column of Table 2. 

(i) The department may reduce the monitoring frequency 
requirement when one or more samples with a coliform pres- 
ence were collected during the previous month, if the pur- 
veyor proves to the satisfaction of the department; 

(A) The cause of the sample with a coliform presence; 
and 

(B) The problem is corrected before the end of the next 
month the system provides water to the public. 

(ii) If the department reduces this monitoring frequency 
requirement: 

(A) The purveyor shall collect and submit at least the 
minimum number of samples required when no samples with 
a coliform presence were collected during the previous 
month; and 

(B) The department shall make available a written 
description explaining: 

(D The specific cause of the coliform presence; and 

(ID Action taken by the purveyor to correct the cause of 
coliform presence. 

(d) Invalid samples. 

(i) The department shall consider coliform samples with 
no coliform presence detected invalid when: 

(A) Multiple tube technique cultures are turbid without 
appropriate gas production; 
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(B) Presence-absence technique cultures are turbid in the 
absence of an acid reaction; 


(C) There are confluent growth patterns or growth of 
TNTC (too numerous to count) colonies without a surface 
sheen using a membrane filter analytic technique; or 


(D) There is excess debris in the sample. 


(ii) The department may invalidate a coliform sample 
when: 


(A) The analyzing laboratory establishes that improper 
sample analysis occurred; 


(B) The department determines a domestic or nondistri- 
bution system problem is indicated by: 


(D All samples in the set of repeat samples collected at 
the same location as the original coliform presence sample 
also are coliform presence; and 


(ID All other samples in the set of repeat samples are free 
of coliform. 


(C) The department determines a coliform presence 
result is due to a circumstance or condition which does not 
reflect water quality in the distribution system. In this case, 
when the department invalidates a sample: 


(D The purveyor shall collect a set of repeat samples fol- 
lowing the sample invalidation in accordance with Table 7; 
and 


(ID The department's rationale for invalidating the sam- 
ple shall be documented in writing and made available to the 
public. The documentation shall state the specific cause of 
the coliform presence, and what action the purveyor has 
taken, or will take. 


(11) When а coliform sample is determined invalid, the 
purveyor shall collect and submit for analysis: 


(A) An additional coliform sample from the same loca- 
tion as each invalid sample within twenty-four hours of noti- 
fication of the invalid sample; or 


(B) Additional coliform samples as directed by the 
department. 


(iv) When tbe department or laboratory invalidates a 
sample, the sample shall not count towards the purveyor's 
minimum coliform monitoring requirements. 


(3) Inorganic chemical and physical follow-up monitor- 
ing shall be conducted in accordance with the following: 

(a) For nonnitrate/nitrite inorganic chemicals, 40 CFR 
141.23 (a)(4), 141.23 (b)(8), 141.23 (c)(7), 141.23 (f)(1), 
141.23(g), 141.23(m) and 141.23(n); 

(b) For nitrate, 40 CFR 141.23 (a4), 141.23 (d)(2), 
141.23 (d)(3), 141.23 (f)(2), 141.23(g), 141.23(m), 
141.23(n), and 141.23(0); or 

(c) For nitrite, 40 CFR 141.23 (a)(4), 141.23 (e)(3), 
141.23 (f)2), and 141.23(g). 


(4) Lead and copper follow-up monitoring shall be con- 
ducted in accordance with 40 CFR 141.85(d), 141.86 (d)(2), 
141.86 (d)(3), 141.87(d) and 141.88(b) through 141.88(d). 

(5) Turbidity. 

(a) Purveyors using sources not subject to Part 6 of chap- 
ter 246-290 WAC and monitoring turbidity in accordance 
with WAC 246-290-300(4), shall notify the department as 
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soon as possible, but in no case later than the end of the next 
business day, when: 

(i) The turbidity is monitored continuously, and exceeds 
1.0 NTU for longer than one hour; or 

Gi) The results of turbidity analysis of grab samples 
exceeds 1.0 NTU, and a repeat sample taken within one hour 
also exceeds 1.0 NTU. 

(b) Purveyors monitoring turbidity in accordance with 
Part 6 of chapter 246-290 WAC shall provide follow-up in 
accordance with WAC 246-290-634. 

(6) Trihalomethanes. When the average of all samples 
taken during any twelve-month period exceeds the MCL for 
total trihalomethanes, the violation is confirmed and the pur- 
veyor shall take corrective action as required by the depart- 
ment. When the maximum trihalomethane potential (MTTP) 
result is equal to or greater than 0.10 mg/L and the result is 
confirmed by a repeat sample, the purveyor shall monitor 
according to WAC 246-290-300(5) for one year or more. 

(7) Organic chemicals. Follow-up monitoring shall be 
conducted in accordance with the following: 

(a) For VOCs, 40 CFR 141.24 (f)(11) through 141.24 
(f)(15); or 

(b) For SOCs, 40 CFR 141.24(b), 141.24(c) and 141.24 
(h)(7) through 141.24 (h)(11). 

(8) Unregulated inorganic and organic chemicals. 

(a) Follow-up monitoring shall be conducted in accor- 
dance with 40 CFR 141.40 (n)(8) and 141.40 (n)(9). 

(b) When an unregulated chemical is verified at a con- 
centration above the detection limit, the purveyor shall: 

(i) Submit the sample analysis results to the department 
within seven days of receipt from the laboratory; and 

(ii) Sample the source a minimum of once every three 
months for one year and then annually thereafter during the 
three-month period when the highest previous measurement 
occurred. 

(c) If the department determines that an unregulated 
chemical is verified at a level greater than a SAL, the depart- 
ment shall notify the purveyor in writing. The purveyor shall 
repeat sample the source as soon as possible after initial 
department notice that a SAL has been exceeded. The pur- 
veyor shall submit the analysis results to the department 
within seven days of receipt from the laboratory. If any 
repeat sample confirms that a SAL has been exceeded, the 
purveyor shall: 

(i) Provide consumer information in accordance with 
WAC 246-290-330 (5)(b); 

(ii) Investigate the cause of the contamination; and 

(iii) Take follow-up or corrective action as required by 
the department. 

(d) The department may reduce the purveyor's monitor- 
ing requirement for a source detecting an unregulated chem- 
ical if the source has been monitored annually for at least 
three years, and all analysis results are less than the SAL. 

(9) The department shall determine the purveyor's fol- 
low-up action when a substance not included in this chapter 
is detected. 

[Statutory Authority: RCW 43.20.050. 94-14-001, 8 246-290-320, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), 8 246-290-320, filed 
3/25/93, effective 4/25/93; 92-04-070 (Order 241B), $ 246-290-320, filed 


2/4/92, effective 3/6/92. Statutory Authority: Chapter 43.20 RCW. 91-07- 
031 (Order 150B), § 246-290-320, filed 3/15/91, effective 4/15/91. Statu- 
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tory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as 5 
246-290-320, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 
99-339. 89-21-020 (Order 336), § 248-54-185, filed 10/10/89, effective 
11/10/89. Statutory Authority; RCW 34.04.045. 88-05-057 (Order 307), $ 
248-54-185, filed 2/17/88. Statutory Authority: RCW 43.20.050. 83-19-002 
(Order 266), $ 248-54-185, filed 9/8/83.] 


WAC 246-290-330 Public notification. (1) Required 
notification. 

The purveyor shall notify the water system users when 
the system: 

(a) Has a MCL violation of a primary standard as 
described under WAC 246-290-310; 

(b) Fails to comply with: 

(i) Treatment technique requirements under Part 6 of 
chapter 246-290 WAC; 

(ii) Monitoring requirements under WAC 246-290-300, 
246-290-664, 246-290-674, or 246-290-694; 

(iii) Analytical requirements of WAC 246-290-638 or 
chapter 246-390 WAC; 

(iv) A departmental order; or 

(v) A variance or exemption schedule prescribed by the 
state board of health. 

(c) Is identified as a source of waterborne disease out- 
break as determined by the department; 

(d) Is issued a category red operating permit; 

(e) Is issued a departmental order; or 

(f) Is operating under a variance or exemption. 

(2) Content. Notices shall provide: 

(a) A clear, concise, and simple explanation of the viola- 
tion; 

(b) Discussion of potential adverse health effects and any 
segments of the population that may be at higher risk; 

(c) Mandatory health effects information in accordance 
with subsection (4) of this section; 

(d) A list of steps the purveyor has taken or is planning to 
take to remedy the situation; 

(e) A list of steps the consumer should take, including 
advice on seeking an alternative water supply if necessary; 

(f) The purveyor's name and phone number; and 

(g) When appropriate, notices shall be multilingual. 

The purveyor may provide additional information to fur- 
ther explain the situation. 

(3) Distribution. 

(a) Purveyors of community and NTNC systems with 
violations of a primary MCL, treatment technique or variance 
or exemption schedule shall provide: 

(i) Newspaper notice to water system users as defined in 
(e) of this subsection, within fourteen days of violation; 

(ii) Direct mail notice or hand delivery to all consumers 
served by the system within forty-five days of the violation. 
The department may waive the purveyor's mail or hand deliv- 
ery if the violation is corrected within forty-five days. The 
waiver shall be in writing and made within the forty-five day 
period; 

(iii) Notice to radio and television stations serving the 
area within seventy-two hours of violation of an acute 
coliform MCL under WAC 246-290-310 (3)(c), a nitrate 
MCL under WAC 246-290-310(4), occurrence of a water- 
borne disease outbreak or other acute violation as determined 
by the department; and 
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(iv) Repeat mail or hand delivery every three months 
until the violation is corrected. l 

(b) Purveyors of community and NTNC systems shall 
provide newspaper notice as defined in (e) of this subsection, 
to water system users within three months of the following: 

(i) Violation of a monitoring requirement or testing pro- 
cedure; 

(ii) Receipt of a departmental order; 

(iii) Receipt of a category red operating permit; ог. 

(iv) Granting of a variance or exemption. 

Purveyors shall also provide repeat notice by mail or 
hand delivery to all consumers served by the system every 
three months until the situation is corrected or for as long as 
the variance or exemption remains in effect. 

(c) Purveyors of TNC systems shall post a notice within 
fourteen days of the following: 

(i) Violation of a primary MCL; 

(ii) Violation of a treatment technique requirement; or 

(iii) Violation of a variance or exemption schedule. If the 
violation is acute, the department shall require posting within 
seventy-two hours. 

(d) Purveyors of TNC systems shall post a notice within 
three months of the: 

(i) Violation of a monitoring requirement or testing pro- 
cedure; 

(ii) Receipt of a category red operating permit; or 

(iii) Granting of a variance or exemption. 

(e) Newspaper notice, as used in this section, means pub- 
lication in a daily newspaper of general circulation or in a 
weekly newspaper of general circulation if a daily newspaper 
does not serve the area. The purveyor may substitute a com- 
munity or homeowner's association newsletter or similar 
periodical publication if the newsletter reaches all affected 
consumers within the specified time. 

(f) The purveyor shall substitute a posted notice in the 
absence of a newspaper of general circulation or home- 
owner's association newsletter or similar periodical publica- 
tion. The purveyor shall post the notice within the timeframe 
specified in this subsection. 

(g) The purveyor shall place posted notices in conspicu- 
ous locations and present the notices in a manner making 
them easy to read. Notices shall remain posted until the vio- 
lation is corrected or for as long as the variance or exemption 
remains in effect. 

(h) The purveyor of a community or NTNC water sys- 
tem shall give a copy of the most recent public notice for all 
outstanding violations to all new billing units or new hookups 
before or at the time water service begins. 

(i) The purveyor shall provide the department with a 
copy of the public notification at the time the purveyor noti- 
fies the public. 

(4) Mandatory language. 

(a) The purveyor shall provide specific health effects 
language in the notice when a violation involves: 

(i) A violation of a primary organic or inorganic chemi- 
cal or physical MCL; 

(ii) A violation of a secondary fluoride MCL; 

(iii) A violation of an acute coliform MCL; 

(iv) A violation of a nonacute coliform MCL; 

(v) A treatment technique requirement; 
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(vi) Granting or continuation of exemption or variance; 
or 

(vii) Failure to comply with a variance or exemption 
schedule. 

(b) The purveyor shall provide specific mandatory lan- 
guage in its notification when the purveyor receives a cate- 
gory red operating permit. 

(c) Required specific language is contained in the depart- 
ment guideline titled Mandatory Language For Drinking 
Water Public Notification and dated December 1993. 

(5) Procedure for notification of organic chemical and 
unregulated chemical sample results. 

(a) Availability of results. After receipt of the first anal- 
ysis results, the purveyor of a community or NTNC water 
system shall notify persons served by the system of the avail- 
ability of the results and shall supply the name and telephone 
number of a contact person. Purveyors with surface water 
sources shall include a statement that additional monitoring 
will be conducted for three more quarters, with results avail- 
able on request. 

(i) The purveyor shall initiate notification within three 
months of the purveyors receipt of the first analysis results. 
This notification is only required one time. 

Gi) Notification shall occur by any of the following 
methods: 

(A) Inclusion in the first set of water bills issued after 
receipt of the results; 

(B) Newspaper notice which shall run at least one day 
each month for three consecutive months; 

(C) Direct mail; 

(D) Posting for at least one week if an NTNC system; or 

(E) Any other method approved by the department. 

(iii) Within three months of receipt of analysis results, 
purveyors selling water to other public water systems shall 
provide copies of the analysis results to the purchasing sys- 
tem. 

(iv) Within thirty days of receipt of analysis results, pur- 
veyors purchasing water shall make results available to their 
customers. The purveyor's notification shall occur by the 
method outlined under (a)(i) of this subsection. 

(b) Consumer information. 

(i) The purveyor shall provide consumer information 
within twenty-one days of receipt of confirmation sample 
results when: 

(À) A regulated chemical is confirmed at a concentration 
greater than a MCL, and the level will not cause the running 
annual average to exceed the MCL; or 

(B) The department determines that an unregulated 
chemical is confirmed at a level greater than a SAL. 

(ii) Consumer information shall include: 

(A) Name and level of chemical detected; 

(B) Location where the chemical was detected; 

(C) Any health effects that the chemical could cause at 
its present concentration; 

(D) Plans for follow-up activities; and 

(E) Phone number to call for further information. 

(iii) Consumer information shall be distributed by any of 
the following methods: 

(A) Notice placed in the major newspaper in the affected 


area; 
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(B) Direct mail to customers; 

(O) Posting for at least one week if an NTNC system; or 

(D) Any other method approved by the department. 

(6) Fluoride notification procedure. 

When a primary or secondary MCL violation occurs or a 
variance or exemption is issued or a variance or exemption 
schedule is violated, the purveyor of a community water sys- 
tem shall send notice, including mandatory language, to: 

(a) The department annually; 

(b) Water system users annually; and 

(c) New billing units added while the violation exists. 

(7) When circumstances dictate the purveyor give a 
broader or more immediate notice to protect public health, 
the department may require the purveyor's notification by 
whatever means necessary. 

(8) When the state board of health grants a public water 
system a waiver, the purveyor shall notify customers and new 
billing units or new hookups before water service begins. The 
purveyor shall provide a notice annually and send a copy to 
the department. 

(9) The department may give notice to the water system 
users as required by this section on behalf of the water pur- 
veyor. However, the purveyor remains responsible for ensur- 
ing the department's requirements are met. 

[Statutory Authority: RCW 43.20.050. 94-14-001, § 246-290-330, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), § 246-290-330, filed 
3/25/93, effective 4/25/93; 92-04-070 (Order 241B), § 246-290-330, filed 
2/4/92, effective 3/6/92. Statutory Authority: Chapter 43.20 RCW. 91-07- 
031 (Order 150B), § 246-290-330, filed 3/15/91, effective 4/15/91. Statutory 
Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified as $ 246- 


290-330, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 99-339. 
89-21-020 (Order 336), 8 248-54-187, filed 10/10/89, effective 11/10/89.] 


PART 5. 
WATER SYSTEM OPERATIONS 


WAC 246-290-410 Small water system management 
program. (1) The purpose of a small water system manage- 
ment program is to assure the water system: 

(a) Is properly and reliably managed and operated, and 

(b) Continues to exist as a functional and viable entity. 

(2) A small water system management program shall be 
developed and implemented for all systems not required to 
complete a water system plan as described under WAC 248- 
54-065. 

(3) The department shall have the authority to require 
submission of this program for review and comment when: 

(a) À new water system is proposed; 

(b) A new project is proposed for an existing system; 

(c) An existing system has problems associated with 
inadequate or improper management or operations; 

(d) Requested by the department for an existing system 
not having approved engineering documents, such as, or sim- 
ilar to, those described under WAC 248-54-086 and 248-54- 
096; or 

(e) There is a change in ownership of the system. 

(4) Department guidelines titled Planning Handbook and 
"The Washington State Wellhead Protection Program" axe 
available to assist the purveyor in establishing the level of 
detail and content of the management program. Content and 
detail shall be consistent with the size, complexity, past per- 
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formance, and use of the public water system. General con- 
tent topics shall include, but not be limited to, the following 
elements: 

(a) Ownership and decision-making issues; 

(b) Financial viability; 

(c) Operations; 

(d) Source protection, including a watershed control pro- 
gram or wellhead protection program when applicable under 
WAC 246-290-135; and 

(e) Conservation. 

(5) The department may require changes be made to a 
small water system management program if necessary to 
effectively accomplish the program's purpose. 

[Statutory Authority: RCW 43.20.050. 94-14-001, $ 246-290-410, filed 
6/22/94, effective 7/23/94; 91-02-051 (Order 124B), recodified as 8 246- 
290-410, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 99-339. 
89-21-020 (Order 336), 8 248-54-196, filed 10/10/89, effective 11/10/89. 


Statutory Authority: RCW 34.04.045. 88-05-057 (Order 307), $ 248-54- 
196, filed 2/17/88.] 


WAC 246-290-420 Reliability. (1) All public water 
systems shall provide an adequate quantity and quality of 
water in a reliable manner at all times. 

(a) In determining whether a proposed public water sys- 
tem or an expansion or modification of an existing system is 
capable of providing an adequate quantity of water, the 
department shall consider the immediate as well as the rea- 
sonably anticipated future needs of the system's consumers. 

(b) In determining whether an existing public water sys- 
tem is providing an adequate quantity of water, the depart- 
ment shall consider the needs of the system's existing con- 
sumers exclusively, unless, in the department's discretion, 
consideration of the needs of potential consumers is in the 
public interest. 

(2) The purveyor shall ensure the system is constructed, 
operated, and maintained to protect against failures of the 
power supply, treatment process, equipment, or structure 
with appropriate back-up facilities. Security measures shall 
be employed to assure the water source, water treatment pro- 
cesses, water storage facilities, and the distribution system 
are under the strict control of the purveyor. 

(3) Where fire flow is required, a positive pressure at the 
water meter or property line shall be maintained throughout 
the system under fire flow conditions. 

(4) Water pressure at the customer's service meter or 
property line if a meter is not used shall be maintained at the 
approved design pressure under peak hourly design flow con- 
ditions. In no case shall the pressure be less than twenty psi. 

(5) Water use restrictions as a designed operation prac- 
tice shall not be allowed. However, water use restrictions 
may be allowed in times of drought. 

(6) No intake or other connection shall be maintained 
between a public water system and a source of water not 
approved by the department. 

(7) À purveyor shall provide the department with the 
current names, addresses, and telephone numbers of the own- 
ers, operators, and emergency contact persons for the system, 
including any changes to this information. The purveyor shall 
also maintain twenty-four-hour phone availability and shall 
respond to customer concerns and service complaints in a 
timely manner. 
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[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), $ 246-290- 
420, filed 3/25/93, effective 4/25/93; 91-02-051 (Order 124B), recodified as 
§ 246-290-420, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 
99-339, 89-21-020 (Order 336), $ 248-54-201, filed 10/10/89, effective 
11/10/89. Statutory Authority: RCW 34.04.045. 88-05-057 (Order 307), $ 
248-54-201, filed 2/17/88.) 


WAC 246-290-430 Continuity of service. (1) No pur- 
veyor shall transfer system ownership without providing 
written notice to the department and all customers. Such 
notice shall be provided at least one year prior to the transfer, 
unless the new owner agrees to an earlier date. Notification 
shall include a time schedule for transferring responsibilities, 
identification of the new owner, and under what authority the 
new ownership will operate. If the system is a corporation, 
identification of the registered agent shall also be provided. 

(2) It shall be the responsibility of the utility transferring 
ownership to ensure all health-related standards pursuant to 
chapter 248-54 WAC are met during transfer of the utility. It 
shall also be the responsibility of the utility transferring own- 
ership to inform and train the new owner regarding operation 
of the utility. 

(3) No purveyor shall end utility operations without pro- 
viding written notice to all customers and the department at 
least one year prior to termination of service. I 

(4) Where this section may be in conflict with existing 
state statutes, the more stringent statute shall prevail. 
[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as § 246-290-430, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 34.04.045. 88-05-057 (Order 307), $ 248-54-205, filed 2/17/88. Statu- 


tory Authority: RCW 43.20.050. 83-19-002 (Order 266), $ 248-54-205, 
filed 9/8/83.] 


WAC 246-290-440 Operations. (1) The purveyor shall 
ensure that the system is operated: 

(a) In accordance with the operations program as estab- 
lished in thé approved water system plan required under 
WAC 246-290-100; and 

(b) In accordance with good operations procedures such 
as those available in texts, handbooks, and manuals available 
from the following sources: 

(i) American Water Works Association (AWW A), 666 
West Quincy Avenue, Denver, Colorado 80235; 

(ii) American Society of Civil Engineers (ASCE), 345 
East 47th Street, New York, New York 10017-2398; 

(iii) Ontario Ministry of the Environment, 135 St. Clair 
Avenue West, Toronto, Ontario M4V1B5, Canada; 

(iv) The Chlorine Institute, 2001 "L" Street NW, Wash- 
ington, D.C. 20036; 

(v) California State University, 600 "J" Street, Sacra- 
mento, California 95819; 

(vi) Health Research Inc., Health Education Services 
Division, P.O. Box 7126, Albany, New York 12224; and 

(vii) Any other standards acceptable to the department. 

(2) The purveyor shall ensure the development and 
implementation of an emergency response plan as part of the 
operations program pursuant to WAC 246-290-100. The 
emergency response plan shall include: 

(a) General procedures for routine or major emergencies 
within the water system; and 

(b) A vulnerability analysis and a contingency plan for 
facilities becoming inoperable in a major emergency. 
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The emergency response plan component of the opera- 
tions program shall be maintained in such a manner as to be 
readily usable by personnel of the water system responsible 
for responding to emergencies. 

(3) The purveyor shall not establish nor maintain a 
bypass to divert water around any feature of a treatment pro- 
cess, except by written approval from the department. 

(4) The purveyor shall take preventive or corrective 
action as directed by the department when results of an 
inspection conducted by the department indicate conditions 
which are currently or may become a detriment to system 
operation. 

(5) The purveyor of a system using ground water and 
required to disinfect, shall meet the following disinfection 
requirements, unless otherwise directed by the department: 

(a) Minimum contact time at a point at or before the first 
customer of: 

(0) Thirty minutes if 0.2 mg/L free chlorine residual is 
maintained, or 

(ii) Ten minutes if 0.6 mg/L free chlorine residual is 
maintained. 

(b) Detectable residual disinfectant concentration in all 
active parts of the distribution system, measured as total chlo- 
rine, free chlorine, combined chlorine, or chlorine dioxide; 

(c) Water in the distribution system with an HPC level 
less than or equal to 500/mL is considered to have a detect- 
able residual disinfectant concentration. 

(6) The department may require the purveyor to provide 
longer contact times, higher chlorine residuals, or additional 
treatment to protect the health of consumers served by the 
public water system. 

(7) The purveyor of a system using surface water or GWI 
shall meet disinfection requirements specified in Part 6 of 
chapter 246-290 WAC. 

(8) The purveyor of a system providing disinfection shall 
monitor residual disinfectant concentration at representative 
points in the system on a daily basis, in accordance with 
WAC 246-290-674 or as approved by the department. The 
analyses shall be conducted in accordance with "standard 
methods." To assure adequate monitoring of chlorine resid- 
ual, the department may require the use of continuous chlo- 
rine residual analyzers and recorders. 

(9) A certified operator is required under chapter 70.119 
RCW and chapter 246-292 WAC for public water systems: 

(a) Serving one hundred services or more in use at any 
one time; or 

(b) Using a surface water or GWI source. 

[Statutory Authority: RCW 43.20.050. 94-14-001, 8 246-290-440, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), $ 246-290-440, filed 
3/25/93, effective 4/25/93; 91-02-051 (Order 124B), recodified as $ 246- 
290-440, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
34.04.045. 88-05-057 (Order 307), $ 248-54-215, filed 2/17/88. Statutory 


Authority: RCW 43.20.050. 83-19-002 (Order 266), $ 248-54-215, filed 
9/8/83.] 


WAC 246-290-460 Fluoridation of drinking water. 
(1) Where fluoridation is practiced, the concentration of fluo- 
ride shall be maintained in the range 0.8 through 1.3 mg/L. 
Determination of fluoride concentration shall be made daily, 
and reports of such analyses shall be submitted to the depart- 
ment, in a format acceptable to the department, within ten 
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days of the end of the reporting month. Such analyses shall be 
made in accordance with procedures listed in the most 
recently published edition of Standard Methods for the 
Examination of Water and Waste Water. 

(2) Monthly check samples shall be taken downstream, 
at the first sample tap where adequate mixing has taken place, 
from each fluoride injection point. These samples should be 
taken at the same place and time as the routine daily check 
samples. The samples along with a completed form shall be 
sent to the state public health laboratory, or a laboratory cer- 
tified by the state, to test fluoride. A comparison of the results 
should then be made between samples analyzed in the field 
and the appropriate monthly check sample to assure the 
results are equivalent and field equipment is operating prop- 
erly. An increased sampling schedule may be applied by the 
department if necessary to assure the adequacy and consis- 
tency of fluoridation. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as $ 246-290-460, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 34.04.045. 88-05-057 (Order 307), 8 248-54-235, filed 2/17/88. Statu- 


tory Authority; RCW 43.20.050. 83-19-002 (Order 266), $ 248-54-235, 
filed 9/8/83.] 


WAC 246-290-470 Distribution reservoirs. Existing 
uncovered distribution reservoirs shall be operated based on 
a plan of operation approved by the department. The plan of 
operation shall address the following elements as a mini- 
mum: 

(1) Continuous disinfection at all times water is being 
delivered to the public, including the reliability provisions 
outlined in WAC 246-290-420; 

(2) Control of debris and undesirable growths of algae or 
other aquatic organisms; 

(3) Control of surface water runoff; 

(4) Control of airborne contamination (atmospheric or 
avian-borne); 

(5) Construction; 

(6) Security; and 

(7) Monitoring and reporting. 

[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), $ 246-290- 
470, filed 3/25/93, effective 4/25/93; 91-02-051 (Order 124B), recodified as 


$ 246-290-470, filed 12/27/90, effective 1/31/91; 83-19-002 (Order 266), 8 
248-54-245, filed 9/8/83.] 


WAC 246-290-480 Recordkeeping and reporting. (1) 
Records. The purveyor shall keep the following records of 
operation and water quality analyses: 

(a) Bacteriological and turbidity analysis results shall be 
kept for five years. Chemical analysis results shall be kept for 
as long as the system is in operation. Records of daily source 
meter readings shall be kept for ten years, Other records of 
operation and analyses required by the department shall be 
kept for three years. All records shall bear the signature of the 
operator in responsible charge of the water system or his or 
her representative. Systems shall keep these records available 
for inspection by the department and shall send the records to 
the department if requested. Actual laboratory reports may be 
kept or data may be transferred to tabular summaries, pro- 
vided the following information is included: 

(i) The date, place, and time of sampling, and the name 
of the person collecting the sample; 
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(ii) Identification of the sample type (routine distribution 
system sample, repeat sample, source or finished water sam- 
ple, or other special purpose sample); 

(iii) Date of analysis; 

(iv) Laboratory and person responsible for performing 
analysis; 

(v) The analytical method used; and 

(vi) The results of the analysis. 

(b) Records of action taken by the system to correct vio- 
lations of primary drinking water standards. For each viola- 
tion, copies of public notifications shall be kept for three 
years after the last corrective action taken. 

(c) Copies of any written reports, summaries, or commu- 
nications, relating to CSEs of the system conducted by sys- 
tem personnel, by a consultant or by any local, state, or fed- 
eral agency, shall be kept for ten years after completion of the 
CSE involved. 

(d) Copies of project reports, construction documents, 
and related drawings, inspection reports and approvals shall 
be kept for the life of the facility. 

(e) Where applicable, daily records including: 

(i) Chlorine residual; 

(ii) Fluoride level; 

(iii) Water treatment plant performance including, but 
not limited to: 

(A) Type of chemicals used and quantity, 

(B) Amount of water treated, and 

(C) Results of analyses. 

(iv) Turbidity; 

(v) Source meter readings; and 

(vi) Other information as specified by the department. 

(2) Reporting. 

(a) Unless otherwise specified in this chapter, the pur- 
veyor shall report to the department within forty-eight hours: 

(i) The failure to comply with the primary standards or 
treatment technique requirements under this chapter; 

(ii) The failure to comply with the monitoring require- 
ments under this chapter; and 

(iii) The violation of a primary MCL. 

(b) The purveyor shall submit to the department reports 
required by this chapter, including tests, measurements, and 
analytic reports. Monthly reports are due before the tenth day 
of the following month, unless otherwise specified in this 
chapter. : ' 

(c) Daily source meter readings shall be made available 
to the department on request. 

(d) Water facilities inventory and report form (WFI). 

(i) Purveyors of community systems shall submit an 
annual WFI update to the department; 

(ii) Purveyors of NTNC and TNC systems shall submit 
an updated WFI to the department as requested; 

(ii) Purveyors shall submit an updated WFI to the 
department within thirty days of any change in name, cate- 
gory, ownership, or responsibility for management of the 
water system; and 

(iv) At a minimum the completed WFI shall provide the 
current names, addresses, and telephone numbers of the own- 
ers, operators, and emergency contact persons for the system. 
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(e) Total annual water production. Purveyors shall report 
total annual water production for each source to the depart- 
ment upon request. 

(f) Bacteriological. 

(i) The purveyor shall notify the department of the pres- 
ence of: 

(A) Coliform in a sample, within ten days of notification 
by the laboratory; and | 

(B) Fecal coliform or E. coli in a sample, by the end of 
the business day in which the purveyor is notified by the lab- 
oratory. If the purveyor is notified of the results after normal 
close of business, then the purveyor shall notify the depart- 
ment before the end of the next business day. 

(ii) When a coliform MCL violation is determined, the 
purveyor shall: 

(A) Notify the department within twenty-four hours of 
determining acute coliform MCL violations; 

(B) Notify the department before the end of the next 
business day when a nonacute coliform MCL is determined; 
and 

(C). Notify water system users in accordance with WAC 
246-290-330. 

(iii) When a monitoring violation occurs, including 
invalid or expired CSEs, the purveyor shall: 

(A) Notify the department of the violation within ten 
days; and 

(B) Notify water system users in accordance with WAC 
246-290-330. 

(g) Systems monitoring for unregulated VOCs in accor- 
dance with WAC 246-290-300 (8)(b), shall send a copy of 
the results of such monitoring and any public notice to the 
department within thirty days of receipt of analytical results. 
[Statutory Authority: RCW 43.20.050. 94-14-001, 8 246-290-480, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), 8 246-290-480, filed 
3/25/93, effective 4/25/93; 92-04-070 (Order 241B), § 246-290-480, filed 
2/4/92, effective 3/6/92; 91-02-051 (Order 124B), recodified as 8 246-290- 
480, filed 12/27/90, effective 1/31/91. Statutory Authority: P.L. 99-339, 89- 
21-020 (Order 336), 8 248-54-265, filed 10/10/89, effective 11/10/89. Statu- 
tory Authority: RCW 34.04.045. 88-05-057 (Order 307), $ 248-54-265, 


filed 2/17/88. Statutory Authority: RCW 43.20.050. 83-19-002 (Order 266), 
$ 248-54-265, filed 9/8/83.] 


WAC 246-290-490 Cross-connection control. (1) 
General. 

(a) Purveyors have the responsibility to protect public 
water systems from contamination due to cross-connections. 
Cross-connections which can be eliminated shall be elimi- 
nated. The purveyor shall work cooperatively with local 
authorities to eliminate or control potential cross-connec- 
tions. 

(b) The purveyor shall develop and implement а сгоѕѕ- 
connection control program acceptable to the department. 
The scope and complexity of the program shall be directly 
related to the size of the system and the potential public 
health risk. A department guideline titled Planning Hand- 
book is available to assist the utility in developing this pro- 
gram. The most recently published edition of the manual 
titled Accepted Procedure and Practice in Cross Connection 
Control - Pacific Northwest Section - American Waterworks 
Association shall be used as a resource to establish: 

(i Minimum cross-connection control operating poli- 
cies; 
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(ii) Backflow prevention assembly installation practices; 

(iii) Backflow prevention assembly testing procedures; 
and 

(iv) Enforcement authority. 

Purveyors and local authorities shall have the option of 
establishing more stringent requirements. 

(c) The purpose of a cross-connection control program is 


'to protect the health of water consumers and the potability of 


the public water system by assuring: 

(1) The inspection and regulation of plumbing in existing 
and proposed piping networks; and 

(ii) The proper installation and surveillance of backflow 
prevention assemblies when actual or potential cross-connec- 
tions exist and cannot be eliminated. 

(d) The cross-connection control program shall be 
included in the water system's plan under WAC 248-54-065 
or small water system management program as outlined 
under WAC 248-54-196, whichever is appropriate. 

(e) When an existing cross-connection poses a potential 
health or system hazard, the purveyor shall shut off water 
service to the premises until the cross-connection has been 
eliminated or controlled by the installation of a proper back- 
flow prevention assembly. The cross-connection control pro- 
gram manager for the department shall be notified when a 
service has been shut off. 

(2) Backflow prevention assembly installation and test- 
ing. 

(a) If a cross-connection cannot be eliminated, then: 

(i) An air-gap separation, reduced pressure principle 
backflow prevention assembly (RPBA) or a reduced pressure 
principle detector backflow prevention assembly (RPDA) 
shall be installed if the cross-connection creates an actual or 
potential health or system hazard. 

(ii) An air-gap separation, RPBA, RPDA, double-check 
valve backflow prevention assembly (DCVA), or double- 
check detector backflow prevention assembly (DCDA) shall 
be installed if the cross-connection is objectionable, but does 
not pose an unreasonable risk to health. 

(iii) A pressure vacuum breaker assembly (PVBA) or an 
atmospheric vacuum breaker may be installed where the sub- 
stance which could backflow is objectionable but does not 
pose an unreasonable risk to health and where there is no 
possibility of backpressure in the downstream piping. 

(iv) Backflow prevention assemblies, appropriate for the 
degree of hazard or air gaps and in some cases both, shall be 
installed at the service connection or within the following 
facilities, unless in the judgment of the water purveyor and 
the department, no hazard exists: Hospitals, mortuaries, 
clinics, laboratories, piers and docks, sewage treatment 
plants, food and beverage processing plants, chemical plants 
using water process, metal plating industries, petroleum pro- 
cessing or storage plants, radioactive material processing 
plants or nuclear reactors, саг washes, facilities having a 
nonpotable auxiliary water supply, and others specified by 
the department. 

(b) All installed RPBA's, RPDA's, DCVA's, DCDA's, 
and PVBA's shall be models included on the current list of 
backflow assemblies, approved for installation in Washing- 
ton state, and maintained and published by the department. 
Backflow prevention assemblies in service, but not listed, 
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shall remain in service provided the backflow prevention 
assemblies: 

(i) Are listed on the current Washington state-approved 
cross-connection control assembly list at the time of installa- 
tion; 

(ii) Are properly maintained; 

(iii) Are of a type appropriate for the degree of hazard; 
and 

(iv) Are tested and successfully pass the test annually. 

When unlisted assemblies are moved or require more 
than minimum maintenance, the unlisted assemblies shall be 
replaced by an assembly listed on the current approved 
model list. 

(c) All air gaps and backflow prevention assemblies shall 
be installed in accordance with the cross-connection control 
manual referenced under WAC 248-54-285 (1)(b) of this 
section. 

(d) The purveyor may permit the substitution of a prop- 
епу installed air gap in lieu of an approved backflow preven- 
tion assembly. All such air gap substitutions shall be 
inspected annually by a Washington state certified backflow 
assembly tester. 

(e) A Washington state certified backflow assembly 
tester shall inspect and test all: 

(i) RPBA's, 

(ii) RPDA's, 

(iii) DCVA's, 

(iv) DCDA's, 

(v) New PVBA installations, and 

(vi) Existing PVBA's discovered through routine inspec- 
tions. 

(f) Tests and/or inspections shall be conducted: 

(i) At the time of initial installation; 

(ii) Annually after initial installation, or more frequently 
if tests indicate repeated failures; and 

(iii) After the assembly is repaired. 

(g) The assemblies shall be repaired, overhauled, or 
replaced whenever found to be defective. The purveyor shall 
require that improperly installed or altered air gaps be 
replumbed or replaced by an approved RPBA at their discre- 
tion. Inspections, tests, and repairs shall be made under the 
purveyor's supervision and records thereof kept as required 
by the purveyor. 

(h) The purveyor shall deny or discontinue water service 
to any customer failing to cooperate in the installation, 
maintenance, testing, or inspection of backflow prevention 
assemblies required by the regulations of this chapter. 

(3) Washington state certified backflow assembly 
testers. 

(a) A backflow assembly tester shall become certified 
and maintain certification per department backflow assem- 
bly tester certification program guidelines. 

(b) The department shall maintain a list of persons certi- 
fied to test backflow prevention assemblies. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 
as $ 246-290-490, filed 12/27/90, effective 1/31/91. Statutory Authority: 
P.L. 99-339, 89-21-020 (Order 336), $ 248-54-285, filed 10/10/89, effective 
11/10/89. Statutory Authority: RCW 34.04.045. 88-05-057 (Order 307), $ 


248-54-285, filed 2/17/88. Statutory Authority: RCW 43.20.050. 83-19-002 
(Order 266), $ 248-54-285, filed 9/8/83.] 
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WAC 246-290-500 Severability. If any provision of 
this chapter or its application to any person or circumstances 
is held invalid, the remainder of this chapter, or the applica- 
tion of the provision to other persons or circumstances, shall 
not be affected. 

[Statutory Authority: RCW 43.20.050. 91-02-051 (Order 124B), recodified 


as 8 246-290-500, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 34.04.045. 88-05-057 (Order 307), § 248-54-291, filed 2/17/88.] 


PART 6. 
SURFACE WATER TREATMENT 


Subpart À - Introduction and General Requirements 


WAC 246-290-601 Purpose of surface water treat- 
ment. (1) Part 6 of chapter 246-290 W AC establishes filtra- 
tion and disinfection as treatment technique requirements for 
water systems using surface or GWI sources. The Part 6 treat- 
ment technique requirements are established in lieu of maxi- 
mum contaminant levels (MCLs) for the following contami- 
nants: 

(a) Giardia lamblia; 

(b) Viruses; 

(c) Heterotrophic plate count bacteria; 

(d) Legionella; and 

(e) Turbidity. 

(2) Turbidity MCLs found in WAC 246-290-310 shall 
remain in effect for systems using surface or GWI sources 
until applicable Part 6 treatment technique requirements 
become effective. The effective dates are indicated in Tables 
9, 12, 13, or 14, whichever is applicable. 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), $ 246-290- 
601, filed 3/25/93, effective 4/25/93.] 


WAC 246-290-610 Definitions relating to surface 
water treatment. Abbreviations and acronyms: 


C - residual disinfectant concentration in mg/L; 

CT - the mathematical product in mg/L - minutes of "C" 
and "T"; 

gpm - gallons per minute; 

HPC - heterotrophic plate count; 

T - disinfectant contact time in minutes; and 

SW'TR - Surface Water Treatment Rule. 


"Alternate filtration technology" means a filtration 
process for substantial removal of particulates (generally 22 
log Giardia lamblia cysts) by physical straining through a 
fixed medium. It does not include conventional, direct, diato- 
maceous earth, or slow sand filtration processes. 

"C" means the residual disinfectant concentration in 
mg/L at a point before or at the first customer. 

"Coagulant" means a chemical used in water treatment 
to destabilize particulates and accelerate the rate at which 
they aggregate into larger particles. ; 

"Coagulation" means a process using coagulant chemi- 
cals and rapid mixing to destabilize colloidal and suspended 
particles and agglomerate them into flocs. 

"Completely treated water" means water from a sur- 
face or GWI source which receives filtration or disinfection 
treatment that fully complies with the treatment technique 


(1999 Ed.) 


Public Water Supplies 


requirements of Part 6 of chapter 246-290 WAC as deter- 
mined by the department. 

"Continuous monitoring" means determining water 
quality with automatic recording analyzers which operate 
without interruption twenty-four hours per day. 

"Conventional filtration treatment'' means a series of 
processes including coagulation, flocculation, sedimentation, 
and filtration which together result in substantial particulate 
removal (22.5 log Giardia lamblia cysts). 

"CT" or "CTcalc" means the product of "residual dis- 
infectant concentration" (C) and the corresponding "disin- 
fectant contact time" (T) i.e., "C" x "T." 

"CT5," means the CT value required for 99.9 percent (3 
log) inactivation of Giardia lamblia cysts. 

"CTreq" means the CT value a filtered system shall 
provide to achieve a specific percent inactivation of Giardia 
lamblia cysts as directed by the department. 


"Diatomaceous earth filtration" means a filtration 


process for substantial removal of particulates (22 log Giar- 
dia lamblia cysts) in which: 


A precoat cake of graded diatomaceous earth filter media 
is deposited on a support membrane (septum); and 


Water is passed through the cake on the septum while 
additional filter media, known as body feed, is.continu- 
ously added to the feed water to maintain the permeabil- 
ity of the filter cake. 


"Direct filtration" means a series of processes includ- 
ing coagulation, flocculation, and filtration (but excluding 
sedimentation) which together result in substantial particu- 
late removal (22 log Giardia lamblia cysts). 


"Disinfectant contact time ("Т" in CT)" means: 


When measuring the first or only C, the time in minutes 
it takes water to move from the point of disinfectant 
application to a point where the C is measured; and 


For subsequent measurements of C, the time in minutes 
it takes water to move from one C measurement point to 
the C measurement point for which the particular T is 
being calculated. 

"DOH SWTR Guidance Manual" means the depart- 
mental handbook which provides guidance on implementa- 
tion of Part 6 of chapter 246-290 WAC, I 

"Emergency" means an unforeseen natural or man- 
made event which causes damage, disrupts normal opera- 
tions, and requires prompt action to protect public health. 

"Emergency source" means a department-approved 
source, physically disconnected from the system, and used 
only in emergencies. 

"Filtration" means a process for removal of particulate 
matter from water by passage through porous media. 

"Flocculation" means a process enhancing agglomera- 
tion and collection of colloidal and suspended particles into 
larger, more easily settleable or filterable particles by gentle 
stirring. 

"Heterotrophic plate count bacteria (HPC)" means a 
broad class of bacteria, including innocuous, opportunistic, 
and pathogenic bacteria, which use organic nutrients for 
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growth. The density of these bacteria in drinking water is 
measured as HPC. 
"Inactivation" means a process which renders patho- 
genic microorganisms incapable of producing disease. 
"Inactivation ratio" means: 


CTcalc 

CTooo for unfiltered systems; and 
i a 

CTcalc 

CTreq for filtered systems. 


"Incompletely treated water" means water from a sur- 
face or GWI source which receives filtration and/or disinfec- 
tion treatment that does not fully comply with the treatment 
technique requirements of Part 6 of chapter 246-290 WAC as 
determined by the department. 

"In-line filtration" means a series of processes, includ- 
ing coagulation and filtration (but excluding flocculation and 
sedimentation) which together result in particulate removal. 

"Legionella" means a genus of bacteria containing spe- 
cies which cause a type of pneumonia called Legionnaires’ 
Disease. 

"Peak hourly flow" means, for the purpose of CT cal- 
culations, the greatest volume of water passing through the 
system during any one hour in a day. 

"Point of disinfectant application" means the point 
where the disinfectant is added, and where water down- 
stream of that point is not subject to contamination by 
untreated surface water. 

"Primary turbidity standard" means an accurately 
prepared formazin solution or commercially prepared poly- 
mer solution of known turbidity (prepared in accordance 
with "standard methods") which is used to calibrate bench 
model and continuous turbidimeters (instruments used to 
measure turbidity). 

"Pressure filter" means an enclosed vessel containing 
properly sized and graded granular media through which 
water is forced under greater than atmospheric pressure. 

"Removal credit" means the level (expressed as a per- 
cent or log) of Giardia and virus removal the department 
grants a system's filtration process. 

"Sedimentation" means a process which uses gravity to 
remove suspended particles before filtration. 

"Slow sand filtration" means a process involving pas- 
sage of source water through a bed of sand at low velocity 
(generally less than 0.10 gpm/ft?) which results in substantial 
particulate removal (22 log Giardia lamblia cysts) by physi- 
cal and biological mechanisms. 

"Source water" means untreated water which is not 
subject to recontamination by surface runoff and: 

For unfiltered systems, enters the system immediately 
before the first point of disinfectant application; and 

For filtered systems, enters immediately before the first 
treatment unit of a water treatment facility. 

"Tracer study" means a field study conducted to deter- 
mine the disinfectant contact time, T, provided by a water 
system component, such as a clearwell or storage reservoir, 
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used for Giardia lamblia cyst and virus inactivation. The 
study involves introducing a tracer chemical at the inlet of 
the contact basin and measuring the resulting outlet tracer 
concentration as a function of time. 

"Treatment technique requirement" means a depart- 
ment-established requirement for a public water system to 
provide treatment, such as filtration or disinfection, as 
defined by specific design, operating, and monitoring 
requirements. A "treatment technique requirement" is estab- 
lished in lieu of a primary MCL when monitoring for the 
contaminant is not economically or technologically feasible. 

"Turbidity event" means a single day or series of con- 
secutive days, not to exceed fourteen, when one or more tur- 
bidity measurement each day exceeds 5 NTU. 

"Т10" means the time it takes water with ten percent of 
an initial tracer concentration to appear at the outlet of the 
system component used for Giardia lamblia cyst and virus 
inactivation, when a tracer study is conducted at peak hourly 
flow. 

"Water treatment facility" means, for the purposes of 
Part 6 of chapter 246-290 WAC, a facility which provides 
filtration and disinfection treatment to reduce physical con- 
taminants and remove and inactivate pathogens; such facili- 
ties are designed and operated to achieve a water quality 
standard or comply with a treatment technique requirement 
to prevent acute or chronic health effects in consumers 
served by the system. Facilities which only add chemicals to 
the water for disinfection, corrosion control and/or dental 
prevention purposes are not included in this definition. 

"Wellhead protection program" means a program 
designed to protect ground water based public water sources 
from contamination. A wellhead protection program 
includes elements such as: 

A delineated wellhead protection area; 

Identification of local jurisdictions having land use 
authority within the wellhead protection area; 

Inventory of contaminant sources; 

Contingency plans for the location and provision of 
alternate drinking water sources in the event of source con- 
tamination or loss; and 

A spill response plan for the wellhead protection area. 

"Virus" means a virus of fecal origin which is infectious 
to humans and transmitted through water. 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), $ 246- 
290-610, filed 3/25/93, effective 4/25/93.] 


WAC 246-290-620 Applicability of surface water 
treatment requirements. (1) The requirements of Part 6 of 
chapter 246-290 WAC apply to Group A water systems 
which: 

(a) Use surface sources or ground water sources under 
the direct influence of surface water (СМТ); or 

(b) Purchase surface or GWI water from an approved 
public water system or other entity acceptable to the depart- 
ment. 

(2) The requirements of Part 6 of chapter 246-290 WAC 
do not apply to Group A water systems which use unfiltered 
surface or GWI sources as emergency sources, if the pur- 
veyor meets the following conditions: 
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(a) Has a department-approved emergency response 
plan; and 

(b) Provides disinfection treatment which meets the 
requirements under WAC 246-290-662 (2)(e). 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), § 246-290- 
620, filed 3/25/93, effective 4/25/93.] 


WAC 246-290-630 General requirements. (1) The 
purveyor shall ensure that treatment is provided for surface 
and GWI sources consistent with the treatment technique 
requirements specified in Part 6 of chapter 246-290 WAC. 

(2) The purveyor shall install and properly operate water 
treatment processes to ensure at least: 

(a) 99.9 percent (3 log) removal and/or inactivation of 
Giardia lamblia cysts; and 

(b) 99.99 percent (4 log) removal and/or inactivation of 
viruses. 

(3) The purveyor shall ensure that the requirements of 
subsection (2) of this section are met between a point where 
the source water is not subject to contamination by untreated 
surface water and a point at or before the first customer. 

(4) The department may require higher levels of removal 
and/or inactivation of Giardia lamblia cysts and viruses than 
specified in subsection (2) of this section if deemed necessary 
to protect the health of consumers served by the system. 

(5) The purveyor shall ensure that personnel operating a 
system subject to Part 6 of chapter 246-290 WAC meet the 
requirements under chapter 70.119 RCW and chapter 246- 
292 WAC. 

(6) The purveyor of a Group A community system 
serving water to the public before January 1, 1991, shall 
comply with applicable minimum treatment requirements. 
The purveyor shall meet either the: 

(a) Filtration and disinfection requirements under WAC 
246-290-660 and 246-290-662 respectively; or 

(b) Criteria to remain unfiltered under WAC 246-290- 
690 апа the disinfection requirements under WAC 246-290- 
692. 

(7) The purveyor of a Group A noncommunity system 
serving water to the public before January 1, 1991, shall 
install filtration and meet the filtration and disinfection 
requirements under WAC 246-290-660 and 246-290-662, 
respectively. 

(8) The purveyor of a Group A system first serving water 
to the public after December 31, 1990, shall meet the filtra- 
tion and disinfection requirements under WAC 246-290-660 
and 246-290-662, respectively. 

(9) The department shall provide notification to the pur- 
veyor of the requirement to install filtration. The purveyor of 
a system required to install filtration may abandon the sur- 
face or GWI source as a permanent or seasonal source and 
develop an alternate, department-approved source. Purveyors 
that choose this option and develop alternate ground water 
sources or purchase water from a department-approved pub- 
lic water system using a ground water source shall no longer 
be subject to Part 6 of chapter 246-290 W AC, once the alter- 
nate source is approved by the department and is on line. 


(10) Part 6 compliance options are summarized in Table 
8. 


(1999 Ed.) 


Public Water Supplies 


246-290-636 


Table 8 
COMPLIANCE OPTIONS FOR GROUP À SYSTEMS 
USING SURFACE OR GWI SOURCES 


SURFACE WATER OPTIONS 
(system subject to Part 6) 


SYSTEM TYPE 


Community systems serving Provide filtration and disinfection; 
water to the public before Jan- 


uary 1, 1991 vide disinfection; or 


All other Group A systems 
using surface or GWI sources 


approved public water system. 


° Remain unfiltered, meet all criteria to remain unfiltered, and pro- 


Purchase from a system using a surface or GWI source. 
° Provide filtration and disinfection; or 
° Purchase completely treated surface water or GWI water from an 


ALTERNATE GROUND 
WATER SOURCE OPTIONS 
(system not subject to Part 6) 


Existing systems may abandon surface or GWI 
sources and develop alternate department- 
approved ground water sources. 


Existing systems which develop ground water 
sources or purchase ground water from a depart- 
ment-approved public water system shall not be 
subject to the requirements of Part 6, once the 
alternate source is approved by the department 
and is on-line. 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), 8 246- 
290-630, filed 3/25/93, effective 4/25/93.] 


WAC 246-290-632 Treatment technique violations. 
(1) A treatment technique violation shall be considered a vio- 
lation of a primary drinking water standard and in the case of 
an unfiltered system, may result in the purveyor of an unfil- 
tered system being required to install filtration. 

(2) A treatment technique violation occurs when a sys- 
tem using a surface or GWI source is identified by the depart- 
ment as the source of a waterborne disease outbreak or any of 
the following occur as applicable: 

(a) The purveyor providing filtration fails to meet one or 
more of the following requirements on June 29, 1993, or 
thereafter: 

(i) Filtration treatnent in accordance with WAC 246- 
290-660; or 

(ii) Disinfection treatment in accordance with WAC 
246-290-662. 

(b) The purveyor required to install filtration: 

(1) Fails to meet the interim disinfection requirements in 
accordance with WAC 246-290-672 or as otherwise directed 
by the department; or 

(ii) Fails to install filtration or develop an alternate 
source by the applicable dates specified in WAC 246-290- 
670. 

(c) The purveyor of an unfiltered surface water or GWI 
source: 

(i) Delivers water with a turbidity level exceeding 5.0 
NTU; or 

(ii) Fails to meet one or more of the disinfection require- 
ments in accordance with WAC 246-290-692 after the dates 
specified in WAC 246-290-686. 

[Statutory Authority: RCW 43.20.050. 94-14-001, 8 246-290-632, filed 


6/22/94, effective 7/23/94; 93-08-011 (Order 352B), $ 246-290-632, filed 
3/25/03, effective 4/25/93.] 


WAC 246-290-634 Follow-up to treatment technique 
violations. When a treatment technique violation occurs, the 
purveyor:, 

(1) Shall report to the department in accordance with: 

(a) WAC 246-290-666 for purveyors providing filtra- 
tion; 

(b) WAC 246-290-674 for purveyors installing filtration; 
or 
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(c) WAC 246-290-696 for purveyors not providing fil- 
tration; 

(2) Shall notify the public in accordance with WAC 246- 
290-330; . 

(3) Shall determine the cause of the violation; 

(4) Shall take action as directed by the department; and 

(5) May be subject to enforcement under WAC 246-290- 
050. 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), $ 246-290- 
634, filed 3/25/93, effective 4/25/93.] 


WAC 246-290-636 Determination of disinfectant 
contact time (T). (1) The purveyor shall calculate T at peak 
hourly flow. 

(2) For pipelines, the purveyor shall calculate T by divid- 
ing the internal volume of the pipe by the peak hourly flow 
rate through that pipe. 

(3) For all other system components used for Giardia 
lamblia cyst and virus inactivation, the purveyor shall use 
tracer studies or empirical methods to determine T. 

(4) The purveyor shall use the T10 value determined by 
tracer studies or other methods acceptable to the department 
as T in all CT calculations. 

(a) For existing water treatment facilities, the purveyor 
shall ensure that the T10 value is determined by June 29, 
1993; and 

(b) For unfiltered systems, the purveyor shall ensure that 
the T10 value is determined before the purveyor begins con- 
ducting the monitoring under WAC 246-290-694 to demon- 
Strate that the system meets the criteria to avoid filtration. 

(5) Tracer studies. 

(a) The purveyor shall conduct field tracer studies on all 
system components with configurations (geometry and/or 
baffling) for which analogous contact times are not docu- 
mented. 

(b) Before conducting tracer studies, the purveyor shall 
obtain the department's approval of a tracer study plan. The 
plan shall identify at a minimum: 

(i) How the purveyor will conduct the study; 

(ii) The tracer material to be used; 

(iii) Flow rates to be used; and 

(iv) The names, titles, and qualifications of the persons 
conducting the study. 

(c) A professional engineer registered in the state of 
Washington shall direct the conduct of all tracer studies. 
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(d) Tracer studies shall be conducted in accordance with 
good engineering practices using methods acceptable to the 
department such as those described in the DOH SWTR Guid- 
ance Manual. 

(e) The department may require the purveyor to conduct 
additional tracer studies when: 

(ü Modifications impacting flow distribution or T are 
made; or 

(ii) Increases in flow exceed the conditions of the previ- 
ous tracer studies. 

(6) Empirical methods. 

(a) Empirical methods may be used to calculate T10, if 
the purveyor demonstrates to the department's satisfaction 
that system components have configurations analogous to 
components on which tracer studies have been conducted and 
results have been documented. 

(b) The purveyor shall submit to the department for 
review and approval engineering justification for determin- 
ing T10 using empirical methods. As-built drawings of sys- 
tem components in their current configurations shall be sub- 
mitted with the engineering justification. 

(c) A professional engineer registered in the state of 
Washington shall prepare the engineering justification for 
determining T10 using empirical methods. 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), 5 246-290- 
636, filed 3/25/93, effective 4/25/93.] 


WAC 246-290-638 Analytical requirements. (1) The 
purveyor shall ensure that only qualified persons conduct 
measurements for pH, temperature, turbidity, and residual 
disinfectant concentrations. In this section, qualified shall 
mean: 

(a) A person certified under chapter 246-292 WAC; 

(b) An analyst, with experience conducting these mea- 
surements, from the state public health laboratory or another 
laboratory certified by the department; 

(c) A state or local health agency professional experi- 
enced in conducting these measurements. 

(2) The purveyor shall ensure that measurements for 
temperature, turbidity, pH, and residual disinfectant concen- 
tration are made in accordance with "standard methods." 

(3) The purveyor shall ensure that samples for coliform 
and HPC analysis are: f 

(a) Collected and transported in accordance with depart- 
ment-approved methods; and 

(b) Submitted to the state public health laboratory or 
another laboratory certified by the department to conduct 
such analyses. 

(4) Turbidity monitoring. 

(a) The purveyor shall equip the system's water treat- 
ment facility laboratory with a: 

(i) Bench model turbidimeter; and 

(ii) Continuous turbidimeter and recorder if required 
under WAC 246-290-664 or 246-290-694. 

(b) The purveyor shall ensure that bench model and con- 
tinuous turbidimeters are: 

(i) Designed to meet the criteria in "standard methods"; 
and 
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(ii) Properly operated, calibrated, and maintained at all 
times in accordance with the manufacturer's recommenda- 
tions. 

(c) The purveyor shall validate continuous turbidity 
measurements for accuracy as follows: 

(i) Calibrate turbidity equipment based upon a primary 
standard in the expected range of measurements; and 

(ii) Verify continuous turbidimeter performance on a 
weekly basis, not on consecutive days, with grab sample 
measurements made using a properly calibrated bench model 
turbidimeter. 

(d) When continuous turbidity monitoring equipment 
fails, the purveyor shall measure turbidity on grab samples 
collected at least every four hours while the system serves 
water to the public and the equipment is being repaired or 
replaced. The purveyor shall have continuous monitoring 
equipment on-line within five working days of failure. 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), 8 246-290- 
638, filed 3/25/93, effective 4/25/93.] 


WAC 246-290-639 SWTR records. (1) Purveyors 
using surface or GWI sources shall maintain accurate and 
complete operations records. 

(2) Operations records shall include, but not be limited 
to, the following as applicable: 

(a) Results of all monitoring conducted under Part 6 of 
chapter 246-290 WAC; 

(b) Quantity of water produced, plant flow rates, and 
hours of operation; 

(c) Types and quantities of chemicals used; 

(d) Dates and information pertaining to filter and/or dis- 
infection system maintenance; 

(e) Dates and results of filter and/or disinfection system 
inspections including records of filtration and backwash 
rates; and 

(f) Dates and descriptions of major equipment and/or 
treatment process failures and corrective actions taken. 

(3) Operations records not reported to the department 
under WAC 246-290-666 or 246-290-696 shall be main- 
tained at the purveyor's treatment facility. 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), $ 246-290- 
639, filed 3/25/93, effective 4/25/93.] 


WAC 246-290-640 Determination of GWI sources. 
(1) For Group À systems, the department shall notify the 
purveyor when a source has been identified as a potential 
GWI source. Until the department has made a source deter- 
mination, the purveyor shall monitor in accordance with the 
requirements for ground water sources in WAC 246-290-300 
or as directed by the department and provide follow-up in 
accordance with WAC 246-290-320. 

(2) The purveyor using a source identified as a potential 
GWI shall provide to the department all information neces- 
sary to determine whether the source is under direct surface 
water influence. Information shall include but not be limited 
to: 

(a) Site-specific source water quality data; 

(b) Documentation of source construction characteris- 
tics; 

(c) Documentation of hydrogeology; 
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(d) Distance to surface water; and 

(e) Water quality results from nearby surface water(s) if 
requested by the department. 

(3) Based on information provided by the purveyor, the 
department shall determine which ground water sources are 
under the direct influence of surface water and notify the pur- 
veyor of the source determination. 

(4) The purveyor may modify a department-determined 
GWI source to eliminate direct surface influence. In such 
cases, the purveyor shall, at a minimum: 

(a) Submit a proposed schedule for source modification 
to the department for review and approval; 

(b) Provide disinfection treatment and conduct monitor- 
ing and reporting as directed by the department to protect the 
health of consumers served by the water system until: 

(i) Modification is complete; and 

(ii) The department determines the source is no longer 
subject to direct surface influence. 

(c) Comply with subsection (2) of this section upon com- 
pletion of source modifications to be considered for source 
reclassification. 

(5) The department may reevaluate a ground water 
source for direct surface influence, if conditions impacting 
source classification have changed. 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), 8 246-290- 
640, filed 3/25/93, effective 4/25/93.] 


Subpart B - Requirements for Filtered Systems 


WAC 246-290-650 Compliance requirements for fil- 
tered systems. (1) In addition to the requirements of Parts 1 
through 5 of chapter 246-290 WAC, Subpart B of Part 6 of 
chapter 246-290 W AC applies to purveyors of systems using 
surface or GWI sources and providing filtration, including: 

(a) Systems with water treatment facilities which pro- 
duced water served to the public before January 1, 1991; 

(b) Unfiltered systems installing filtration, oncé the new 
water treatment facilities are on-line; and 

(c) New systems using surface or GWI sources. For the 
purpose of the Part 6 chapter 246-290 WAC requirements, 
new systems are defined as systems first serving water to the 
public after December 31, 1990. 

(2) The purveyor shall be subject to the effective dates, 
compliance requirements and violations specified in Table 9. 

(3) The purveyor of a new system using a surface or 
GWI source shall comply with the requirements of Part 6 
subparts A and B chapter 246-290 WAC and be subject to 
the treatment technique violations specified in WAC 246- 
290-632 beginning when the system first serves water to the 
public and thereafter. 
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Table 9 
PART 6 COMPLIANCE REQUIREMENTS FOR SYSTEMS WITH 
EXISTING WATER TREATMENT FACILITIES 


APPLICABLE 

PART 6 
REQUIREMENTS 
Subpart A Analytical, 
Subpart B Monitoring 
and Reporting require- 
ments onl 


REQUIREENTS 
EFFECTIVE 


FROM 
Date specified in 


VIOLATION TYPE 


Turbidity Treatment 
MCL Technique 
Still in Notin effect 
effect yet 


written department 
notification through 
June 28, 1993 


June 29, 1993 and Nolonger in 
thereafter Subparts A and B effect In effect 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), $ 246- 
290-650, filed 3/25/93, effective 4/25/93.] 


WAC 246-290-652 Filtration technology and design 
criteria for existing filtered systems. (1) The purveyor shall 
treat all surface and GWI sources using one of the following 
filtration technologies unless another technology is accept- 
able to the department: 

(a) Conventional; 

(b) Direct; 

(c) Diatomaceous earth; or 

(d) Slow sand. 

(2) Purveyors not using one of the filtration technologies 
in subsection (1) of this section or not complying with the 
design criteria specified in WAC 246-290-676 shall submit a 
project report to the department which demonstrate's to the 
department's satisfaction that the existing water treatment 
facility can be operated to reliably produce, by June 29, 1993, 
water meeting the operating and performance requirements 
of WAC 246-290-654 and 246-290-660, respectively. The 
project report shall comply with the requirements of WAC 
246-290-110. 

(3) The purveyor shall make the demonstration required 
under subsection (2) of this section using the latest twelve 
months of operating data, results of special studies conducted 
to test the performance of the water treatment facility under 
adverse water quality conditions or other means acceptable to 
the department. 

(4) For water treatment facilities currently unable to 
meet the performance and operation requirements, the project 
report shall specify the modifications needed to upgrade the 
facility. Purveyors upgrading existing water treatment facili- 
ties shall comply with the design and reliability requirements 
under WAC 246-290-676 and 246-290-678, respectively. 

(5) The purveyor of a new system using a surface or 
GWI source shall be subject to the: 

(a) Design and reliability requirements under WAC 246- 
290-676 and 246-290-678, respectively; and 

(b) Operating criteria for new water treatment facilities 
under WAC 246-290-680. 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), § 246-290- 
652, filed 3/25/93, effective 4/25/93.] 


WAC 246-290-654 Treatment criteria for filtered 
systems. (1) The purveyor shall operate filters such that max- 
imum flow rates do not exceed those specified in Table 10. 
The purveyor may operate filters at higher flow rates, if the 
purveyor demonstrates to the department's satisfaction that 
filtration at the higher rate consistently achieves at least 99 
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percent (2 log) removal of Giardia lamblia cysts and meets 
the turbidity performance requirements of Table 11. 


Taple 10 
FILTRATION OPERATION CRITERIA 


FILTRATION TECHNOLOGY/ MAXIMUM FILTRATION RATE 
(gpm/f£) 


Conventional, Direct and In-Line 
Gravity Filters with Single Media 
Gravity Filters with Deep Bed, 
Dual or Mixed Media 


Pressure Filters with Single Media 
Pressure Filters with Deep Bed, 
Dual or Mixed Media 


Diatomaceous Earth 


(2) The purveyor using conventional, direct or in-line 
filtration shall ensure that effective coagulation is in use at 
all times the water treatment facility produces water served to 
the public. 

(3) The purveyor using conventional, direct, or in-line 
filtration shall demonstrate treatment effectiveness for Giar- 
dia lamblia cyst removal by one of the following methods: 

(a) Turbidity reduction method where source and filtered 
water turbidity measurements are made in accordance with 
WAC 246-290-664 (2) and (3) respectively: 

(ü When source turbidity is greater than or equal to 2.5 
NTU, the purveyor shall achieve the turbidity performance 
requirements specified in WAC 246-290-660(1); 

(ii) When source turbidity is less than 2.5 NTU, the pur- 
veyor shall achieve: 

(A) An 80% reduction in source turbidity based on an 
average of the daily turbidity reductions measured in a calen- 
dar month; or 

(B) A filtered water turbidity less than or equal to 0.1 
NTU; 

(b) Particle counting method. The purveyor shall: 

(i) Use a particle counting protocol acceptable to the 
department; and 

(ii) Demonstrate at a frequency acceptable to the depart- 
ment at least the following log reduction of Giardia lamblia 
cyst-sized particles as applicable; 

(A) 2.5 log reduction for systems using conventional fil- 
tration: 

(B) 2.0 log reduction for systems using direct or in-line 
filtration; 

(c) Microscopic particulate analysis method. The pur- 
veyor shall: 

(i) Use a protocol acceptable to the department; and 

(ii) Demonstrate at a frequency acceptable to the depart- 
ment at least the following log reduction of Giardia lamblia 
cysts and/or Giardia lamblia cyst surrogate indicators as 
applicable; 

(A) 2.5 log reduction for systems using conventional fil- 
tration; and 

(B) 2.0 log reduction for systems using direct or in-line 
filtration. 

(d) Other methods acceptable to the department. 

(4) The purveyor shall ensure continuous disinfection of 
all water delivered to the public and shall: 
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(a) Maintain an adequate supply of disinfection chemi- 
cals and keep back-up system components and spare parts on 
hand; 

(b) Develop, maintain, and post at the water treatment 
facility a plan detailing: 

(i) How water delivered to the public will be continu- 
ously and adequately disinfected; and 

(ii) The elements of an emergency notification plan to be 
implemented whenever the residual disinfectant concentra- 
tion at entry to distribution falls below 0.2 mg/L for more 
than one hour. 

(c) Implement such plan during an emergency affecting 
disinfection. 

(5) Operations plan. 

(a) For each water treatment facility treating a surface or 
GWI source, the purveyor shall develop an operations plan 
and make it available to the department for review upon 
request. 

(b) The plan shall be submitted to the department as an 
addendum to the purveyor's water system plan (WAC 246- 
290-100) or small water system management program 
(WAC 246-290-410). 

(c) The plan shall detail how the purveyor will produce 
optimal filtered water quality at all times the water treatment 
facility produces water to be served to the public. 

(d) The purveyor shall operate the water treatment facil- 
ity in accordance with the operations plan. 

(e) The operations plan shall include, but not be limited 
to, a description of: 

(i) For conventional, direct or in-line filtration, proce- 
dures used to determine and maintain optimized coagulation 
as demonstrated by meeting the requirements of WAC 246- 
290-654(3); 

(ii) Procedures used to determine chemical dose rates; 

(iii) How and when each unit process is operated; 

(iv) Unit process equipment maintenance program; 

(v) Treatment plant performance monitoring program; 

(vi) Laboratory procedures; 

(vii) Records; 

(viii) Reliability features; and 

(ix) Response plans for water treatment facility emer- 
gencies, including disinfection failure and watershed emer- 
gencies. 

(f) The purveyor shall ensure the operations plan is: 

(i) Readily available at the water treatment facility for 
use by operators and for department inspection; 

(ii) Consistent with department guidelines for operations 
procedures such as those described in the DOH SWTR Guid- 
ance Manual and Planning Handbook; and 

(iii) Updated as needed to reflect current water treatment 
facility operations. 

(6) Pressure filters. Purveyors using pressure filters 
shall: 

(a) Inspect and evaluate the filters, at least every six 
months, for conditions that would reduce their effectiveness 
in removing Giardia lamblia cysts; 

(b) Maintain, and make available for department review, 
a written record of pressure filter inspections; and 

(c) Be prepared to conduct filter inspections in the pres- 
ence of a department representative, if requested. 
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[Statutory Authority: RCW 43.20.050. 94-14-001, š 246-290-654, filed 
6/22/94, effective 7/23/94; 93-08-011 (Order 352B), $ 246-290-654, filed 
3/25/93, effective 4/25/93.] 


WAC 246-290-660 Filtration. (1) Turbidity perfor- 
mance requirements. 

(a) The purveyor shall ensure that the turbidity level of 
representative filtered water samples: 

(i) Complies with the performance standards in Table 11; 


and 
(ii) Never exceeds 5.0 NTU. 


Table 11 
TURBIDITY PERFORMANCE REQUREMENTS 


Filtered water turbidity (in NTUs) 
shall be less than or equal to this 
value in at least 95% of the mea- 
surements made each calendar 
month 


Filtration Technology 


i 


(b) The department may allow the turbidity of filtered 
water from a system using slow sand filtration to exceed 1.0 
NTU, but never 5.0 NTU, if the system demonstrates to the 
department's satisfaction that the higher turbidity level will 
not endanger the health of consumers served by the system. 
As a condition of being allowed to produce filtered water 
with a turbidity exceeding 1.0 NTU, the purveyor may be 
required to monitor one or more parameters in addition to the 
parameters specified under WAC 246-290-664. The Depart- 
ment shall notify the purveyor of the type and frequency of 
monitoring to be conducted. 

(2) Giardia lamblia and virus removal credit. 

(a) The department shall notify the purveyor of the 
removal credit granted for the system's filtration process. 
The department shall specify removal credit for: 

(i) Existing filtration facilities based on periodic evalua- 
tions of performance and operation; and 

(ii) New or modified filtration facilities based on results 
of pilot plant studies or full scale operation. 

(b) Conventional, direct, and in-line filtration. 

(i) The removal credit the department may grant to a sys- 
tem using conventional, direct, or in-line filtration and dem- 
onstrating effective treatment is as follows: 


Percent Removal Credit 


(log) 
Filtration Technology Giardia Virus 
Conventional 99.7 (2.5) 99 (2.0) 
Direct and in-line 99 (2.0) 90 (1.0) 


(ii) A system using conventional, direct, or in-line filtra- 
tion shall be considered to provide effective treatment, if the 
purveyor demonstrates to the satisfaction of the department 
that the system meets the: 

(A) Turbidity performance requirements under subsec- 
tion (1) of this section; and 

(B) Operations requirements of WAC 246-290-654. 

(iii) The department may grant a higher level of Giardia 
lamblia and virus removal credit than listed under (b)(i) of 
this subsection, if the purveyor demonstrates to the depart- 
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ment's satisfaction that the higher level can be consistently 
achieved. 

(iv) As a condition of maintaining the maximum removal 
credit, purveyors may be required to periodically monitor one 
or more parameters not routinely monitored under WAC 
246-290-664. The department shall notify the purveyor of the 
type and frequency of monitoring to be conducted. 

(v) The department shall not grant removal credit to a 
system using conventional, direct, or in-line filtration which: 

(A) Fails to meet the minimum turbidity performance 
requirements under subsection (1) of this section; 

(B) Fails to meet the operating requirements under WAC 
246-290-654. 

(c) Slow sand filtration. 

The department may grant a system using slow sand fil- 
tration 99 percent (2 log) Giardia lamblia cyst removal 
credit and 99 percent (2 log) virus removal credit, if the sys- 
tem meets the department design requirements under WAC 
246-290-676 and meets the minimum turbidity performance 
requirements in subsection (1) of this section. 

(d) Diatomaceous earth filtration. 

The department may grant a system using diatomaceous 
earth filtration 99 percent (2 log) Giardia lamblia cyst 
removal credit and 90 percent (1 log) virus removal credit, if 
the system meets the department design requirements under 
WAC 246-290-676 and meets the minimum turbidity perfor- 
mance requirements in subsection (1) of this section. 

(e) Alternate filtration technology. 

The department shall grant, on a case-by-case basis, Gia- 
rdia lamblia cyst and virus removal credit for systems using 
alternate filtration technology based on results of product 
testing acceptable to the department. 

(f) The purveyor granted no removal credit shall: 

(i) Provide treatment in accordance with WAC 246-290- 
662 (2)(e); and 

Gi) Within ninety days of department notification 
regarding removal credit, submit an action plan to the depart- 
ment for review and approval. The plan shall: 

(A) Detail how the purveyor plans to comply with the 
turbidity performance requirements in subsection (1) of this 
section and operating requirements of WAC 246-290-654; 
and 

(B) Identify the proposed schedule for implementation. 
[Statutory Authority: RCW 43.20.050. 94-14-001, § 246-290-660, filed 


6/22/94, effective 7/23/94; 93-08-011 (Order 352B), § 246-290-660, filed 
3/25/93, effective 4/25/93.] 


WAC 246-290-662 Disinfection for filtered systems. 
(1) General requirements. 

(a) The purveyor shall provide continuous disinfection to 
ensure that filtration and disinfection together achieve, at all 
times the system serves water to the public, at least the fol- 
lowing: f 

(i) 99.9 percent (3 log) inactivation and removal of Gia- 
rdia lamblia cysts; and 

Gi) 99.99 percent (4 log) inactivation and/or removal of 
viruses. 

(b) Where sources receive sewage discharges and/or 
agricultural runoff, purveyors may be required to provide 
greater levels of removal and inactivation of Giardia lamblia 
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cysts and viruses to protect the health of consumers served by 
the system. 

(c) Regardless of the removal credit granted for filtra- 
tion, purveyors shall, at a minimum, provide continuous dis- 
infection to achieve at least 68 percent (0.5 log) inactivation 
of Giardia lamblia cysts and 99 percent (2 log) inactivation 
of viruses. 

(2) Establishing the level of inactivation. 

Ҳа) The department shall establish the level of disinfec- 
tion (log inactivation) to be provided by the purveyor. 

(b) The required level of inactivation shall be based on 
source quality and expected levels of Giardia lamblia cyst 
and virus removal achieved by the system's filtration process. 

(c) Based on period review, the department may adjust, 
as necessary, the level of disinfection the purveyor shall pro- 
vide to protect the health of consumers served by the system. 

(d) The purveyor using alternate filtration technology 
shall ensure that disinfection achieves at least the following 
at all times water is served to the public: 

(i) 90 percent (1 log) inactivation of Giardia lamblia 
cysts when granted 99 percent (2 log) Giardia lamblia cyst 
removal credit, or 99.9 percent (3 log) inactivation of cysts 
when granted less than 99 percent (2 log) Giardia lamblia 
cyst removal credit; and 

(1) 99.9 percent (3 log) inactivation of viruses when 
granted 90 percent (1 log) virus removal credit, or 99.99 per- 
cent (4 log) inactivation of viruses when granted no virus 
removal credit. 

(e) Systems granted no Giardia lamblia cyst removal 
credit. 

(i) Unless directed otherwise by the department, the pur- 
veyor of a system granted no Giardia lamblia cyst removal 
credit shall provide interim disinfection: 

(A) To ensure compliance with the monthly coliform 
MCL under WAC 246-290-310; 

(B) Achieve at least 99.9 percent (3 log) inactivation of 
Giardia lamblia cysts; and 

(C) Maintain a detectable residual disinfectant concen- 
tration, or an HPC level less than 500/ml, within the distribu- 
tion system in accordance with subsection (6) of this section. 

(ii) The purveyor shall comply with the interim disinfec- 
tion requirements until the system can demonstrate to the 
department's satisfaction that it complies with the operating 
requirements and turbidity performance requirements under 
WAC 246-290-654 and 246-290-660(1), respectively. 

(3) Determining the level of inactivation. 

(a) Unless the department has approved a reduced CT 
monitoring schedule for the system, each day the system 
serves water to the public, the purveyor, using procedures 
and CT values acceptable to the department such as those 
presented in the DOH SWTR Guidance Manual, shall deter- 
mine: 

(i) CTcalc values using the system's treatment parame- 
ters and calculate the total inactivation ratio achieved by dis- 
infection; and 

(ii) Whether the system's disinfection process is achiev- 
ing the minimum levels of inactivation of Giardia lamblia 
cysts and viruses required by the department. 

(b) The department may allow a purveyor to determine 
the level of inactivation using lower CT values than those 
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specified in (a) of this subsection, provided the purveyor 
demonstrates to the department's satisfaction that the 
required levels of inactivation of Giardia lamblia cysts and 
viruses can be achieved. 

(4) Determining compliance with the required level of 
inactivation. 

(a) A purveyor shall be considered in compliance with 
the inactivation requirement when a total inactivation ratio 
equal to or greater than 1.0 is achieved. 

(b) Failure to provide the required level of inactivation 
on more than one day in any calendar month shall be consid- 
ered a treatment technique violation. 

(5) Residual disinfectant concentration entering the dis- 
tribution system. 

(a) The purveyor shall ensure that all water entering the 
distribution system contains a residual disinfectant concen- 
tration, measured as free or combined chlorine, of at least 0.2 
mg/L at all times the system serves water to the public; and 

(b) Failure to provide a 0.2 mg/L residual at entry to dis- 
tribution for more than four hours on any day shall be consid- 
ered a treatment technique violation. 

(6) Residual disinfectant concentration within the distri- 
bution system. 

(a) The purveyor shall ensure that the residual disinfec- 
tant concentration in the distribution system, measured as 
total chlorine, free chlorine, combined chlorine, or chlorine 
dioxide, is detectable in at least 95 percent of the samples 
taken each calendar month. 

(b) Water in the distribution system with an HPC less 
than or equal to 500/ml is considered to have a detectable 
residual disinfectant concentration. 

[Statutory Authority: RCW 43.20.050. 94-14-001, § 246-290-662, filed 


6/22/94, effective 7/23/94; 93-08-011 (Order 352B), $ 246-290-662, filed 
3/25/93, effective 4/25/93.] 


WAC 246-290-664 Monitoring for filtered systems. 
(1) Source coliform monitoring. 

(a) The purveyor shall ensure that source water samples 
of each surface or GWI source are: 

(i) Collected before the first point of disinfectant appli- 
cation and before coagulant chemical addition; and 

Gi) Analyzed for fecal coliform density in accordance 
with methods acceptable to the department. 

(b) At a minimum, the purveyor shall ensure source sam- 
ples are collected for fecal coliform analysis at a frequency 
equal to 10 percent of the number of routine coliform sam- 
ples collected within the distribution system each month 
under WAC 246-290-300, or once per calendar month, 
whichever is greater up to a maximum of one sample per 
day. 

(2) Source turbidity monitoring. 

(a) The purveyor using conventional, direct, or in-line 
filtration shall measure source turbidity at least once per day 
on a representative sample collected before disinfection and 
coagulant addition. 

(b) Grab sampling or continuous turbidity monitoring 
and recording may be used to meet the requirement specified 
in (a) of this subsection. 

(c) Purveyors using continuous turbidity monitoring 
shall record continuous turbidity measurements at equal 
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intervals, at least every four hours, in accordance with a 
department-approved sampling schedule. 

(3) Filtered water turbidity monitoring. 

(a) The purveyor shall: 

(ü) Continuously monitor turbidity on representative 
samples of the system's combined filter effluent, prior to 
clearwell storage; 

(ii) Record continuous turbidity measurements at equal 
intervals, at least every four hours, in accordance with a 
department-approved sampling schedule; and 

(iii) Conduct monitoring in accordance with the analyti- 
cal techniques under WAC 246-290-638. 

(b) Purveyors using slow sand filtration or an alternate 
filtration technology may reduce filtered water turbidity 
monitoring to one grab sample per day with departmental 
approval. Reduced turbidity monitoring shall be allowed 
only where the purveyor demonstrates to the department's 
satisfaction that a reduction in monitoring will not endanger 
the health of consumers served by the water system. 

(4) Monitoring the level of inactivation and removal. 

(a) Each day the system is in operation, the purveyor 
shall determine the total level of inactivation and removal of 
Giardia lamblia cysts and viruses achieved. 

(b) The purveyor shall determine the total level of inac- 
tivation and removal based on: 

(i) Giardia lamblia cyst and virus removal credit granted 
by the department for filtration; and 

(ii) Level of inactivation of Giardia lamblia cysts and 
viruses achieved through disinfection. 

(c) At least once per day, purveyors shall monitor the 
following to determine the level of inactivation achieved 
through disinfection: I 

(i) Temperature of the disinfected water at each residual 
disinfectant concentration sampling point used for CT calcu- 
Jations; and 

(ii) If using chlorine, pH of the disinfected water at each 
chlorine residual disinfectant concentration sampling point 
used for CT calculations. 

(d) Each day during peak hourly flow (based on histori- 
cal information), the purveyor shall: 

(i) Determine disinfectant contact time, T, to the point at 
which C is measured; and 

(ii) Measure the residual disinfectant concentration, C, 
of the water at the point for which T is calculated. The C 
measurement point shall be located before or at the first cus- 
tomer. 

(e) The department may reduce CT monitoring require- 
ments for purveyors which demonstrate to the department's 
satisfaction that the required levels of inactivation are con- 
sistently exceeded. Reduced CT monitoring shall only be 
allowed where the purveyor demonstrates to the depart- 
ment's satisfaction that a reduction in monitoring will not 
endanger the health of consumers. 

(5) Monitoring the residual disinfectant concentration 
entering the distribution system. 

(a) Systems serving more than thirty-three hundred 
(>3300) people per month. 

(i) The purveyor shall continuously monitor and record 
the residual disinfectant concentration of water entering the 
distribution system and report the lowest value each day. 
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(ii) If the continuous monitoring equipment fails, the 
purveyor shall measure the residual disinfectant concentra- 
tion on grab samples collected at least every four hours at the 
entry to the distribution system while the equipment is being 
repaired or replaced. The purveyor shall have continuous 
monitoring equipment back on-line within five working days 
following failure. 

(b) Systems serving thirty-three hundred or less (<3300) 
people per month. 

(i) The purveyor shall collect grab samples or use con- 
tinuous monitoring and recording to measure the residual 
disinfectant concentration entering the distribution system. 

(ii) Purveyors of community systems choosing to take 
grab samples shall collect: 

(A) Samples at the following minimum frequencies: 


Population Served Number/day 
25 - 500 1 
501 - 1,000 2 
1,001 - 2,500 3 
2,501. - 3,300 4 


(B) At least one of the grab samples at peak hourly flow; 
and 

(C) The remaining samples evenly spaced over the time 
the system is disinfecting water that will be delivered to the 
public. 

(iii) Purveyors of noncommunity systems choosing to 
take grab samples shall collect samples for disinfectant 
residual concentration entering the distribution system as 
directed by the department. 

(iv) When grab samples are collected and the residual 
disinfectant concentration at the entry to distribution falls 
below 0.2 mg/L, purveyors shall collect a grab sample every 
four hours until the residual disinfectant concentration is 0.2 
mg/L or more. 

(6) Monitoring residual disinfectant concentrations 
within the distribution system. 

(a) The purveyor shall measure the residual disinfectant 
concentration at representative points within the distribution 
system on a daily basis or as otherwise approved by the 
department. 

(b) At a minimum, the purveyor shall measure the resid- 
ual disinfectant concentration within the distribution system 
atthe same time and location that a routine or repeat coliform 
sample is collected in accordance with WAC 246-290- 
300(2) or 246-290-320(2). 

(c) The purveyor may measure HPC within the distribu- 
tion system in lieu of measuring the residual disinfectant 
concentration in accordance with this subsection. 

[Statutory Authority: RCW 43.20.050. 94-14-001, 8 246-290-664, filed 


6/22/94, effective 7/23/94; 93-08-011 (Order 352B), $ 246-290-664, filed 
3/25/93, effective 4/25/93.] 


WAC 246-290-666 Reporting for filtered systems. (1) 
The purveyor shall notify the department, as soon as possible, 
but no later than the end of the next business day, when: 

(a) A waterborne disease outbreak potentially attribut- 
able to the water system occurs; 

(b) The turbidity of the combined filter effluent exceeds 
5.0 NTU at any time; 
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(c) The residual disinfection concentration falls below 
0.2 mg/L at the entry point to the distribution system. The 
purveyor shall also report whether the residual was restored 
to 0.2 mg/L or more within four hours; or 

(d) An event occurs which may affect the ability of the 
water treatment facility to produce drinking water which 
complies with this chapter including, but not limited to: 

(i) Spills of hazardous materials in the watershed; and 

(ii) Treatment process failures. 

(2) The purveyor shall report results of monitoring con- 
ducted in accordance with WAC 246-290-664 to the depart- 
ment. Monthly report forms shall be submitted within ten 
days after the end of each month the system served water to 
the public. 

(3) The purveyor shall report, at a minimum, all the 
information requested by the department using a department- 
approved form or format including: 

(a) Water treatment facility operations information; 

(b) Turbidity monitoring results. Continuous measure- 
ments shall be reported at equal intervals, at least every four 
hours, in accordance with a department-approved schedule; 

(c) Disinfection monitoring information including: 

(i) Level of inactivation achieved; 

(ii) Residual disinfectant concentrations entering the dis- 
tribution system; and 

(iii) Residual disinfectant concentrations within the dis- 
tribution system. 

(d) Total level of removal and inactivation; and 

(e) A summary of water quality complaints received 
from consumers served by the water system. 

(4) A person certified under chapter 246-292 WAC shall 
complete and sign the monthly report forms required in this 
section. 

[Statutory Authority: RCW 43.20.050. 94-14-001, $ 246-290-666, filed 


6/22/94, effective 7/23/94; 93-08-011 (Order 352B), 8 246-290-666, filed 
3/25/93, effective 4/25/93 ] 


WAC 246-290-668 Watershed control. (1) The pur- 
veyor shall, to the extent possible, exercise surveillance over 
conditions and activities in the watershed affecting source 
water quality. The purveyor shall develop and implement a 
department-approved watershed control program. 

(2) The purveyor shall ensure that an evaluation of the 
watershed is completed at least every six years. Watershed 
evaluations shall be performed such that results of the survey 
are included in the purveyor's water system plan in accor- 
dance with WAC 246-290-100 or small water system man- 
agement program in accordance with WAC 246-290-410, 
whichever is applicable. 

(3) A professional engineer registered in the state of 
Washington shall direct the conduct of the watershed evalua- 
tion and develop a watershed evaluation report. 

(4) The purveyor shall submit the report to the depart- 
ment within sixty days of completion of the watershed evalu- 
ation. 

(5) The report shall describe the watershed, characterize 
the watershed hydrology, and discuss the purveyor's water- 
shed control program. The report shall also describe: 

(a) Conditions/activities in the watershed which are 
adversely affecting source water quality; 
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(b) Changes in the watershed which could adversely 
affect source water quality that have occurred since the last 
watershed evaluation; 

(c) The monitoring program the purveyor uses to assess 
the adequacy of watershed protection including an evaluation 
of sampling results; and 

(d) Recommendations for improved watershed control. 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), 5 246-290- 
668, filed 3/25/93, effective 4/25/93.] 


Subpart C - Requirements for Systems Installing 
Filtration Facilities 


WAC 246-290-670 Compliance requirements for 
existing unfiltered systems installing filtration. (1) The 
purveyor of an existing unfiltered system shall: 

(a) Install filtration by: 

(i) June 29, 1993, for systems notified by the department 
before December 30, 1991, to install filtration; or 

(ii) Eighteen months after department notification, for 
systems notified by the department after December 30, 1991, 
to install filtration. 

(b) Be subject to the effective dates, compliance require- 
ments, and treatment technique violations specified in Table 
12. 

(2) The purveyor under an enforcement action or compli- 
ance agreement which is dated prior to the effective date of 
Part 6 of chapter 246-290 W AC, shall adhere to the compli- 
ance schedule for installation of filtration established in the 
departmental order or bilateral compliance agreement in lieu 
of the dates specified in subsection (1) of this section. 


Table 12 


COMPLIANCE REQUIREMENTS FOR EXISTING UNFILTERED 
SYSTEMS NOTIFIED BY THE DEPARTMENT TO INSTALL 
FILTRATION 


EFFECTIVE DATE 


VIOLATION TYPE 
Turbidity ` | Treatment 
Technique 


As defined 
effect in WAC 
246-290-632 


APPLICABLB 
PART 6 
REQUIREMENTS 
Subpart C treatment, 
monitoring and reporting 
requirements 


Until June 29, 1993 or 
until the new water 
treatment facility pro- 
duces filtered water 
served to the public, 
whichever is later. 


Beginning June 29, No longer [As defined 
1993 or when the new in WAC 
water treatment facil- 246-290-632 


ity first serves filtered 
water to the public, 


whichever is later. 


(3) The purveyor required to install filtration shall sub- 
mit an action plan and schedule to the department for review 
and approval. The plan shall: 

(a) Be submitted within ninety days of departmental 
notification; and 

(b) Document the purveyors plan and implementation 
schedule to comply with one of the following: 

(i) Subparts A and B of Part 6 of chapter 246-290 WAC, 
if continuing to use the surface or GWI source as a perma- 
nent source and installing filtration; 

(ii) Subparts A and D of Part 6 of chapter 246-290 WAC, 
if abandoning the surface or GWI source and purchasing 
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completely treated water from a department-approved public 
water system using surface or GWI water; or 

(iii) All other applicable sections of this chapter, if aban- 
doning the surface or GWI source and developing an alter- 
nate department-approved ground water source. 

(4) Between written departmental notification of the fil- 
tration requirement and installation of filtration, the purveyor 
shall meet: 

(a) The interim disinfection requirements under WAC 
246-290-672 or as otherwise directed by the department; 

(b) The interim monitoring and reporting requirements 
under WAC 246-290-674; and 

(c) All other applicable requirements of this chapter. 

(5) The purveyor installing filtration shall ensure that 
when completed, the final treatment processes, consisting of 
filtration and disinfection, will comply with the requirements 
under WAC 246-290-660 and 246-290-662, respectively. 
[Statutory Authority: RCW 43.20.050. 94-14-001, § 246-290-670, filed 


6/22/94, effective 7/23/94; 93-08-011 (Order 352B), § 246-290-670, filed 
3/25/93, effective 4/25/93.] 


WAC 246-290-672 Interim treatment requirements. 
(1) Purveyors of existing unfiltered systems installing filtra- 
tion shall provide interim disinfection treatment to: 

(a) Ensure compliance with the monthly coliform MCL 
under WAC 246-290-310; 

(b) Achieve at least 99 percent (2 log) inactivation of 
Giardia lamblia cysts on a daily basis each month the system 
serves water to the public unless otherwise directed by the 
department; and 

(c) Maintain a detectable residual disinfectant concentra- 
tion in the distribution system, measured as total chlorine, 
free chlorine, or combined chlorine in 95 percent or more of 
the samples taken each calendar month. Water in the distribu- 
tion system with an HPC level less than or equal to 500/ml is 
considered to have a detectable residual disinfectant concen- 
tration. 

(2) Failure to provide the required level of inactivation in 
subsection (1)(b) of this section on more than one day in any 
calendar month shall be considered a treatment technique 
violation. 

(3) The department may require the purveyor to provide 
higher levels of treatment than specified in subsection (1)(b) 
of this section when necessary to protect the health of con- 
sumers served by the public water system. 

(4) Interim treatment requirements shall be met in accor- 
dance with a schedule acceptable to the department. 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352В), $ 246-290- 
672, filed 3/25/93, effective 4/25/93.] 


WAC 246-290-674 Interim monitoring and report- 
ing. (1) Monitoring. Unless directed otherwise by the depart- 
ment, the purveyor of an existing unfiltered system installing 
filtration shall: 

(a) Conduct interim monitoring in accordance with 
WAC 246-290-300 and 246-290-320; and 

(b) Measure the residual disinfectant concentration 
within the distribution system at the same time and location 
that a routine or repeat sample is collected in accordance with 
WAC 246-290-300(2) or 246-290-320(2). 
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(2) Reporting. 

(a) The purveyor installing filtration shall report to the 
department as soon as possible, but no later than the end of 
the next business day, when: 

(i) A waterborne disease outbreak potentially attribut- 
able to the water system occurs; 

(1) The turbidity of water delivered to the public exceeds 
5.0 NTU; or 

(iii) The interim disinfection requirements under WAC 
246-290-672 are not met. 

(b) The purveyor shall report results of monitoring to the 
department. Monthly report forms shall be submitted within 
ten days after the end of each month the system served water 
to the public. 

(c) The purveyor shall report, at a minimum, all the 
information requested by the department using a department- 
approved form or format including: 

(i) Water quality information, including results of moni- 
toring in accordance with WAC 246-290-300 and 246-290- 
320; 

(ii) Disinfection monitoring information; 

(Hi) A summary of water quality complaints received 
from consumers served by the system. 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), $ 246-290- 
674, filed 3/25/93, effective 4/25/93.] 


WAC 246-290-676 Filtration technology and design 
criteria. (1) General. 

(a) The purveyor proposing to construct new water treat- 
ment facilities or to make additions to existing water treat- 
ment facilities for surface and GWI sources shall ensure that 
the facilities comply with the treatment, design, and reliabil- 
ity requirements of Part 6 of chapter 246-290 WAC. 

(b) The purveyor shall submit an engineering report to 
the department describing how the treatment facilities will be 
designed to comply with the requirements specified in Sub- 
parts A, B, and C of Part 6 of chapter 246-290 WAC. 

(2) Filtration technology. 

(a) The purveyor shall select a filtration technology 
acceptable to the department using criteria such as those out- 
lined in the DOH SWTR Guidance Manual. The following 
filtration technologies are considered acceptable: 

(i) Conventional; 

(ii) Direct; 

(iii) Diatomaceous earth; and 

(iv) Slow sand. 

(b) In addition to the technologies specified in subsection 
(1) of this section, alternate filtration technologies may be 
acceptable, if the purveyor demonstrates to the department's 
satisfaction all of the following: 

(i) Through acceptable third party testing, that system 
components do not leach or otherwise add substances to the 
finished water that would violate drinking water standards or 
food and drug administration regulations, or otherwise pose a 
threat to public health; 

(ii) The technology's effectiveness in achieving at least 
99 percent (2 log) removal of Giardia lamblia cysts or cyst 
surrogate particles. On a case-by-case basis, the department 
may allow, with adequate engineering justification, installa- 
tion of an alternate filtration technology which achieves less 
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than 99 percent (2 log) removal. Alternate technologies 
which achieve less than 1.5 log removal shall be considered 
unacceptable. The purveyor shall demonstrate the techno- 
logy's removal capability through research conducted: 

(A) By a party acceptable to the department; and 

(B) In accordance with protocol and standards accept- 
able to the department. 

(iii) Through on-site pilot plant studies or other means, 
that the filtration technology: 

(A) In combination with disinfection treatment consis- 
tently achieves 99.9 percent (3 log) removal and inactivation 
of Giardia lamblia cysts and 99.99 percent (4 log) removal 
and inactivation of viruses; and 

(B) Meets the applicable turbidity performance require- 
ments in Table 11. 

(3) Pilot studies. 

(a) The purveyor shall ensure pilot studies are conducted 
for all proposed filtration facilities, except where waived 
based on engineering justification acceptable to the depart- 
ment. 

(b) The purveyor shall obtain department approval for 
the pilot study plan before the pilot filter is constructed and 
before the pilot study is undertaken. 

(c) The pilot study plan shall identify at a minimum: 

(i) Pilot filter design; 

(ii) Water quality and operational parameters to.be mon- 
itored; 

(iii) Type of data to be collected, frequency of data col- 
lection, and length of pilot study; and 

(iv) Pilot plant operator qualifications. 

(d) The purveyor shall ensure that the pilot study is: 

(i) Conducted to simulate proposed full-scale design 
conditions; 

(ii) Conducted over a time period that will demonstrate 
the effectiveness and reliability of the proposed treatment 
system during changes in seasonal and climatic conditions; 
and 

(iii) Designed and operated in accordance with good 
engineering practices and that ANSI/NSF standards 60 and 
61 are considered. 

(e) When the pilot study is complete, the purveyor shall 
submit a project report to the department for approval in 
accordance with WAC 246-290-110. 

(4) Design criteria. 

(a) The purveyor shall ensure that water treatment facili- 
ties for surface and GWI sources are designed and con- 
structed in accordance with good engineering practices docu- 
mented in references such as those identified in WAC 246- 
290-200. 

(b) Filtration facilities. 

(i) The purveyor shall ensure that all new filtration facil- 
ities and improvements to any existing filtration facilities 
(excluding disinfection) are designed to achieve at least: 

(A) 99 percent (2 log) removal of Giardia lamblia cysts; 
and 

(B) 90 percent (1 log) removal of viruses. 

(ii) The purveyor proposing to use an alternate filtration 
technology which doesn't meet the requirements of (b)((B) 
of this subsection shall demonstrate to the department's satis- 
faction that the potential for viral contamination of the source 
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is low. The purveyor shall base the demonstration on results 
of a watershed evaluation acceptable to the department. 

(iii) The purveyor shall ensure that all new filtration 
facilities contain provisions for filtering to waste with appro- 
priate measures for backflow prevention. 

(c) Disinfection systems. 

(i) The purveyor shall ensure that disinfection systems 
for new filtration facilities using other than alternate filtration 
technologies and improvements to existing disinfection facil- 
ities are designed to achieve at least: 

(A) 90 percent (1 log) inactivation of Giardia lamblia 
cysts; and 

(B) 99.9 percent (3 log) inactivation of viruses. 

(ii) The purveyor proposing to use an alternate filtration 
technology shall ensure that the disinfection system is 
designed to comply with the following requirements as appli- 
cable: 

(A) If the department has rated the filtration technology 
as capable of achieving at least 99 percent (2 logs) removal of 
Giardia lamblia cysts, the purveyor shall ensure that the dis- 
infection system provides at least 90 percent (1 log) inactiva- 
tion of Giardia lamblia cysts; or 

(B) If the department has rated the filtration technology 
as capable of achieving less than 99 percent (2 logs) removal 
of Giardia lamblia cysts, the purveyor shall ensure that the 
disinfection system provides at least 99.9 percent (3 logs) 
inactivation of Giardia lamblia cysts; and 

(C) If the department has determined the filtration tech- 
nology is not capable of removing viruses, the purveyor shall 
ensure that the disinfection system achieves at least 99.99 
percent (4 log) inactivation of viruses. 


[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), $ 246-290- 
676, filed 3/25/93, effective 4/25/93.] 


WAC 246-290-678 Reliability for filtered systems. (1) 
The purveyor shall ensure that reliability features are 
included in all water treatment facilities used to treat surface 
or GWI sources. 

(2) Reliability features shall include but not be limited 
to: 

(a) Alarm devices to provide warning of treatment pro- 
cess failures including coagulation, filtration, and disinfec- 
tion. Alarm devices shall warn individuals responsible for 
taking corrective action and/or provide for automatic plant 
shutdown until corrective action can be taken; 

(b) Standby replacement equipment available to assure 
continuous operation and control of coagulation, filtration 
and disinfection processes; 

(c) Multiple filter units which provide redundant capac- 
ity when filters are out of service for backwash or mainte- 
nance, except where waived based on engineering justifica- 
tion acceptable to the department. 

(3) The department may accept alternatives to the 
requirements specified in subsection (2) of this section, if the 
purveyor demonstrates to the department's satisfaction that 
the proposed alternative will assure an equal degree of reli- 
ability. 

[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), $ 246-290- 
678, filed 3/25/93, effective 4/25/93.] 
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WAC 246-290-686 Compliance requirements for 
unfiltered systems. (1) The purveyor using an unfiltered 
surface or GWI source shall comply with: 

(a) Subparts A and D of Part 6 of chapter 246-290 WAC; 
and 

(b) All other applicable sections of this chapter. 

(2) The purveyor purchasing water from a system using 
a surface or GWI source shall comply with: 

(a) The applicable requirements of Subpart A of Part 6 of 
chapter 246-290 WAC; 

(b) The disinfection, monitoring and reporting require- 
ments under WAC 246-290-692 (5)(b), 246-290-694 (6)(b) 
and 246-290-696(4) respectively when purchasing com- 
pletely treated surface or GWI water; or 

(c) The treatment technique, monitoring and reporting 
requirements of Subpart D of Part 6 of chapter 246-290 WAC 
as directed by the department when purchasing incompletely 
treated surface or GWI water. 

(3) The purveyor shall be subject to the effective dates, 
compliance requirements, and violations specified in: 

(a) Table 13, when using an unfiltered surface source; or 

(b) Table 14, when using an unfiltered GWI source. 


Table 13 
COMPLIANCE REQUIREMENTS FOR 
SYSTEMS USING UNFILTERED SURFACE WATER SOURCES 


REQUIREMENTS APPLICABLE VIOLATION TYPE 
EFFECTIVE PART 6 Turbidity | Treatment 
REQUIREMENTS | MCL Technique 


From January 1, Only Analytical, Still in Not in 
1991 through Monitoring and effect effect yet 
December 29, 1991 Reporting 

Requirements (WAC 

246-290-638, 

246-290-694 and 

246-290-696 

respectivel 
Beginning December | Subparts A and D No longer | In effect as 
30, 1991 and in effect defined in 
thereafter WAC 246- 


290-632 


Table 14 
COMPLIANCE REQUIREMENTS FOR 
SYSTEMS USING UNFILTERED GWI SOURCES 


REQUIREMENTS MCL Technique 
Only Analytical, Still in Not in 
Monitoring and effect effect yet 
Reporting 

Requirements (WAC 

246-290-638, 246- 

290-694 and 246-290- 


APPLICABLE 
PART 6 


REQUIREMENTS 
BECOME 
EFFECTIVE 

Six months after 
GWI determination 


Subparts A and D No longer | In effect as 
ineffect | defined in 
WAC 246- 


290-632 


Eighteen months 
after GWI 
determination 


(4) Purveyors of community systems using surface 
water sources had the option to remain unfiltered if they 
demonstrated compliance with the department's criteria to 
remain unfiltered by December 30, 1991. 
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(5) A purveyor using a department-determined GWI 
may remain unfiltered, if within eighteen months of GWI 
determination, the purveyor complies with Part 6 of chapter 
246-290 WAC and in particular source water quality and 
site-specific conditions under WAC 246-290-690 as demon- 
strated through monitoring conducted in accordance with 
WAC 246-290-694. 

(6) After the department makes an initial determination 
that asystem may remain unfiltered, the purveyor shall com- 
ply with the source water quality and site-specific conditions 
under WAC 246-290-690 as demonstrated through monitor- 
ing conducted in accordance with WAC 246-290-694. 

(7) The purveyor shall install filtration when: ' 

(a) The system fails to meet one or more of the source 
water quality and site-specific conditions under WAC 246- 
290-690; or 

(b) The department determines that installation of filtra- 
tion is necessary to protect the health of consumers served by 
the water system. 

(8) The department shall provide written notification to 
the purveyor of: 

(a) A filtration requirement; and 

(b) An initial determination that the system may remain 
unfiltered. 

(9) The purveyor may comply with the requirements to 
install filtration by abandoning the surface water or GWI 
source, and: 

(a) Developing an alternate, 
ground water source; or 

(b) Purchasing completely treated water from a depart- 
ment-approved public water system. 

[Statutory Authority: RCW 43.20.050. 94-14-001, $ 246-290-686, filed 


6/22/94, effective 7/23/94; 93-08-011 (Order 352B), 8 246-290-686, filed 
3/25/03, effective 4/25/93.] i 


department-approved 


WAC 246-290-690 Criteria to remain unfiltered. (1) 
For a system to remain unfiltered, the purveyor using a sur- 
face water or GWI source shall meet the source water quality 
and site-specific conditions under this section, as demon- 
strated through monitoring conducted in accordance with 
WAC 246-290-694. 

(2) Source water quality conditions necessary to remain 
unfiltered. 

(a) Coliform limits. 

(i) The purveyor shall ensure that representative source 
water samples taken before the first point of disinfection have 
a fecal coliform density less than or equal to 20/100 ml in 90 
percent or more of all samples taken during the six previous 
calendar months the system served water to the public. Sam- 
ples collected on days when source water turbidity exceeds 
1.0 NTU shall be included when determining compliance 
with this requirement. 

(ii) The purveyor shall submit a written report to the 
department if no source fecal coliform data has been submit- 
ted for days when source turbidity exceeded 1.0 NTU. The 
report shall document why sample results are not available 
and shall be submitted with the routine monitoring reports for 
the month in which the sample results are not available. 

(b) Turbidity limits. 
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(ü) The purveyor shall ensure that the turbidity level in 
representative source water samples taken immediately 
downstream from the intake and before disinfection does not 
exceed 5.0 NTU. 

(ii) A system failing to meet the turbidity requirements in 
(b)(i) of this subsection may remain unfiltered, if: 

(A) The purveyor demonstrates to the department's satis- 
faction that the most recent turbidity event was caused by 
unusual and unpredictable circumstances; and 

(B) Including the most recent turbidity event, there have 
not been more than: 

(D Two turbidity events in the twelve previous calendar 
months the system served water to the public; or 

(ID Five turbidity events in the one-hundred-twenty pre- 
vious calendar months the system served water to the public. 

(iii) The purveyor of a system experiencing a turbidity 
event shall submit a written report to the department docu- 
menting why the turbidity event(s) occurred. The purveyor 
shall submit the report with the routine monitoring reports for 
the month in which the turbidity event(s) occurred. 

(iv) The purveyor of a system with alternate, depart- 
ment-approved sources or sufficient treated water storage 
may avoid a turbidity event by implementing operational 
adjustments to prevent water with a turbidity exceeding 5.0 
NTU from being delivered to consumers. 

(v) When an alternate source or treated water storage is 


used during periods when the turbidity of the surface or GWI 


source exceeds 5.0 NTU, the purveyor shall not put the sur- 
face or GWI source back on-line, until the source water tur- 
bidity is 5.0 NTU or less. 

(3) Site-specific conditions to remain unfiltered. 

(a) Level of inactivation. f 

(i) The purveyor shall ensure that the Giardia lamblia 
cyst and virus inactivation levels required under WAC 246- 
290-692(1) are met in at least eleven of the twelve previous 
calendar months that the system served water to the public. 

(1) A system failing to meet the inactivation require- 
ments during two of the twelve previous calendar months that 
the system served water to the public may remain unfiltered, 
if the purveyor demonstrates to the department's satisfaction 
that at least one of the failures was caused by unusual and 
unpredictable circumstances. I 

(iii) To make such a demonstration, the purveyor shall 
submit to the department a written report documenting the 
reasons for the failure. The purveyor shall submit the report 
with the routine monitoring reports for the month in which 
the failure occurred. 

(b) Redundant disinfection components or automatic 
shut-off. 

The purveyor shall ensure that the requirement for 
redundant disinfection system components or automatic shut- 
off of water to the distribution system under WAC 246-290- 
692(3) is met at all times the system serves water to the pub- 
lic. 

(c) Disinfectant residual entering the distribution system. 

(i) The purveyor shall ensure that the requirement for 
having a residual entering the distribution system under 
WAC 246-290-692(4) is met at all times the system serves 
water to the public. 
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(ii) A system failing to meet the disinfection requirement 
under (c)(i) of this subsection may remain unfiltered, if the 
purveyor demonstrates to the department's satisfaction that 
the failure was caused by unusual and unpredictable circum- 
stances. 

(iii) To make such a demonstration, the purveyor shall 
submit to the department a written report documenting the 
reasons for the failure. The purveyor shall submit the report 
with the routine monitoring reports for the month in which 
the failure occurred. 

(d) Disinfectant residuals within the distribution system. 

(i) The purveyor shall ensure that the requirement for 
maintaining a residual within the distribution system under 
WAC 246-290-692(5) is met on an ongoing basis. 

(ii) A system failing to meet the disinfection require- 
ments under (d)(i) of this subsection may remain unfiltered, if 
the purveyor demonstrates to the department's satisfaction 
that the failure was caused by something other than a defi- 
ciency in source water treatment. 

(iii) To make such a demonstration, the purveyor shall 
submit to the department a written report documenting the 
reasons for the failure. The purveyor shall submit the report 
with the routine monitoring reports for the month in which 
the failure occurred. 

(e) Watershed control. 

(i) The purveyor shall develop and implement a depart- 
ment-approved watershed control program. 

(ii) The purveyor shall monitor, limit, and control all 
facilities and activities in the watershed affecting source 
quality to preclude degradation of the physical, chemical, 
microbiological (including viral), and radiological quality of 
the source. The purveyor shall demonstrate, through owner- 
ship and/or written agreements acceptable to the department, 
control of all human activities which may adversely impact 
source quality. 

(iii) A department guideline, titled DOH SWTR Guid- 
ance Manual, is available to assist purveyors with develop- 
ment and implementation of a watershed control program. At 
a minimum, the purveyor's watershed control program shall: 

(A) Characterize the watershed hydrology and land own- 
ership; 

(B) Identify watershed characteristics and activities 
which may adversely affect source water quality; and 

(C) Monitor the occurrence of activities which may 
adversely affect source water quality. 

(iv) If the department determines significant changes 
have occurred in the watershed, the purveyor shall submit, 
within ninety days of notification, an updated watershed con- 
trol program to the department for review and approval. 

(v) The department may require an unfiltered system to 
conduct additional monitoring to demonstrate the adequacy 
of the watershed control program. 

(vi) A purveyor shall be considered out of compliance 
when failing to: 

(A) Have a department-approved watershed control pro- 
gram; 

(B) Implement the watershed control program to the sat- 
isfaction of the department; or 

(C) Conduct additional monitoring as directed by the 
department. 
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(vii) The purveyor using a GWIsource may use a depart- 
ment-approved wellhead protection program to meet the 
watershed control program requirements under (e) of this 
subsection with departmental approval. 

(f) On-site inspections. 

(i) The department shall conduct on-site inspections to 
assess watershed control and disinfection treatment. 

(ii) The department shall conduct annual inspections 
unless more frequent inspections are deemed necessary to 
protect the health of consumers served by the system. 

(iii) For a system to remain unfiltered, the on-site inspec- 
tion shall indicate to the department's satisfaction that the 
watershed control program and disinfection treatment com- 
ply with (e) of this subsection and WAC 246-290-692, 
respectively. 

(iv) The purveyor with unsatisfactory on-site inspection 
results shall take action as directed by the department in 
accordance with a department-established schedule. 

(g) Waterborne disease outbreak. 

(i) To remain unfiltered, a system shall not have been 
identified by the department as the cause of a waterborne dis- 
ease outbreak attributable to a failure in treatment of the sur- 
face or GWI source. 

(ii) The purveyor of a system identified by the depart- 
ment as the cause of a waterborne disease outbreak may 
remain unfiltered, if the purveyor demonstrates to the depart- 
ment's satisfaction that system facilities and/or operations 
have been sufficiently modified to prevent another water- 
borne disease outbreak. 

(h) Total coliform MCL. 

(i) For a system to remain unfiltered, the purveyor shall 
ensure that the MCL for total coliform under WAC 246-290- 
310 is met in at least eleven of the twelve previous calendar 
months the system served water to the public. 

(ii) A system failing to meet the criteria in (i) of this sub- 
section, may remain unfiltered, if the purveyor demonstrates 
to the department's satisfaction that the total coliform MCL 
violations were not caused by a deficiency in source water 
treatment. 

(iii) The department shall determine the adequacy of 
source water treatment based on results of total coliform 
monitoring at the entry to the distribution system in accor- 
dance with WAC 246-290-694(2). 

(i) THM MCL and monitoring. 

For a system to remain unfiltered, the purveyor shall 
comply with the THM monitoring and MCL requirements 
under WAC 246-290-300 and 246-290-310, respectively. 

(j) Laboratory services. 

(i) For a system to remain unfiltered, the purveyor shall 
retain the services of the public health laboratory or another 
laboratory certified by the department to analyze samples for 
total and fecal coliform. Laboratory services shall be avail- 
able on an as needed basis, seven days a week, including hol- 
idays. The purveyor shall identify in the annual comprehen- 
sive report required under WAC 246-290-696 the certified 
laboratory providing these services. 

(ii) The department may waive this requirement, if the 
purveyor demonstrates to the department's satisfaction that 
an alternate, department-approved source is used when the 
turbidity of the surface or GWI source exceeds 1.0 NTU. 
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[Statutory Authority: RCW 43.20.050. 93-08-011 (Order 352B), 8 246-290- 
690, filed 3/25/93, effective 4/25/93.] 


WAC 246-290-692 Disinfection for unfiltered sys- 
tems. (1) General requirements. 

(a) The purveyor shall provide continuous disinfection 
treatment to ensure at least 99.9 percent (3 log) inactivation 
of Giardia lamblia cysts and 99.99 percent (4 log) inactiva- 
tion of viruses at all times the system serves water to the pub- 
lic. 

(b) The department may require the purveyor to provide 
greater levels of inactivation of Giardia lamblia cysts and 
viruses to protect the health of consumers. 

(c) Failure to provide the required inactivation level on 
more than one day in any calendar month the system serves 
water to the public shall be considered a violation. 

(2) Determining the level of inactivation. 

(a) Each day the system serves water to the public, the 
purveyor, using procedures and СТ»; values specified in 40 
CFR 141.74, Vol. 54, No. 124, published June 29, 1989, cop- 
ies of which are available from the department, shall deter- 
mine: 

(i) CT values using the system's treatment parameters 
and calculate the total inactivation ratio achieved by disinfec- 
tion; and 

(ii) Whether the system's disinfection treatment process 
is achieving the minimum levels of inactivation of Giardia 
lamblia cysts and viruses required by the department. For 
purposes of determining compliance with the inactivation 
requirements specified in subsection (1) of this section, no 
credit shall be granted for disinfection applied to a source 
water with a turbidity greater than 5.0 NTU. 

(b) The purveyor shall be considered in compliance with 
the daily inactivation requirement when a total inactivation 
ratio equal to or greater than 1.0 is achieved. 

(c) The purveyor of a system using a disinfectant other 
than chlorine may use CT values lower than those specified 
in (a) of this subsection, if the purveyor demonstrates to the 
department's satisfaction that the required levels of inactiva- 
tion of Giardia lamblia cysts and viruses can be achieved 
using the lower CT values. 

(d) The purveyor of a system using preformed chlora- 
mines or adding ammonia to the water before chlorine shall 
demonstrate to the department's satisfaction that the system 
achieves at least 99.99 percent (4 log) inactivation of viruses. 

(3) The purveyor shall ensure that disinfection facilities 
provide either: 

(a) Redundant components, including an auxiliary power 
supply with automatic start-up and alarm, to ensure continu- 
ous disinfection. Redundancy shall ensure that both the min- 
imum inactivation requirements and the requirement for a 0.2 
mg/L residual disinfectant concentration at entry to the distri- 
bution system are met at all times water is delivered to the 
distribution system; or 

(b) Automatic shut-off of delivery of water to the distri- 
bution system when the residual disinfectant concentration in 
the water is less than 0.2 mg/L. Automatic shut-off shall be 
allowed only in systems where the purveyor demonstrates to 
the department's satisfaction that automatic shutoff will not 
endanger health or interfere with fire protection. 
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(4) Disinfectant residual entering the distribution sys- 
tem. 

(a) The purveyor shall ensure that water entering the dis- 
tribution system contains a residual disinfectant concentra- 
tion, measured as free or combined chlorine, of at least 0.2 
mg/L at all times the system serves water to the public; and 

(b) Failure to provide a 0.2 mg/L residual at entry to dis- 
tribution for more than four hours on any day shall be consid- 
ered a treatment technique violation. 

(5) Disinfectant residuals within the distribution system. 

(a) The purveyor shall ensure that the residual disinfec- 
tant concentration in the distribution system, measured as 
total chlorine, free chlorine, combined chlorine, or chlorine 
dioxide, is detectable in at least 95 percent of the samples 
taken each calendar month. 

(b) The purveyor of a system which purchases com- 
pletely treated surface or GWI water as determined by the 
department shall comply with the requirements specified in 
(a) of this subsection. 

(c) Water in the distribution system with an HPC level 
less than or equal to 500/ml is considered to have a detectable 
residual disinfectant concentration. 

[Statutory Authority: RCW 43.20.050. 94-14-001, $ 246-290-692, filed 
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WAC 246-290-694 Monitoring for unfiltered sys- 
tems. (1) Source coliform monitoring. 

(a) The purveyor shall ensure that source water samples 
of each surface or GWI source are representative and: 

(i) Collected before the first point of disinfectant appli- 
cation; and 

(ii) Analyzed for fecal coliform density in accordance 
with methods acceptable to the department. 

(b) The purveyor shall ensure source samples. are col- 
lected for fecal coliform analysis each week the system 
serves water to the public based on the following schedule: 


Population Minimum 
Served Number/week* 
25 - 500 1 
501 - 3,300 2 
3,301 - 10,000 3 
10,001 - 25,000 4 
>25,000 5 


* Must be taken on separate days. 


(c) Each day the system serves water to the public and 
the turbidity of the source water exceeds 1.0 NTU, the pur- 
veyor shall ensure one representative source water sample is 
collected before the first point of disinfectant application and 
analyzed for fecal coliform density. This sample shall count 
towards the weekly source coliform sampling requirement. 

(d) A purveyor shall not be considered in violation of (c) 
of this subsection, if the purveyor demonstrates to the depart- 
ment's satisfaction that, for valid logistical reasons outside 
the purveyor's control, the additional fecal coliform sample 
could not be analyzed within a timeframe acceptable to the 
department. 

(2) Coliform monitoring at entry to distribution. 
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(a) The purveyor shall collect and have analyzed one 
coliform sample at the entry point to the distribution system 
each day that a routine or repeat coliform sample is collected 
within the distribution system under WAC 246-290-300(2) or 
246-290-320(2), respectively. 

(b) The purveyor shall use the results of the coliform 
monitoring at entry to distribution along with inactivation 
ratio monitoring results to demonstrate the adequacy of 
source treatment. 

(3) Source turbidity monitoring. 

(a) The purveyor shall continuously monitor and record 
turbidity: 

(i) On representative source water samples before the 
first point of disinfectant application; and 

(ii) In accordance with the analytical techniques under 
WAC 246-290-638. 

(b) If source water turbidity is not the same as the turbid- 
ity of water delivered to consumers, the purveyor shall con- 
tinuously monitor and record turbidity of water delivered. 

(4) Monitoring the level of inactivation. 

(a) Bach day the system is in operation, the purveyor 
shall determine the total level of inactivation of Giardia lam- 
blia cysts and viruses achieved through disinfection. 

(b) At least once per day, the purveyor shall monitor the 
following parameters to determine the total inactivation ratio 
achieved through disinfection: 

(i) Temperature of the disinfected water at each residual 
disinfectant concentration sampling point used for CT calcu- 
lations; and 

(ii) If using chlorine, pH of the disinfected water at each 
chlorine residual disinfectant concentration sampling point 
used for CT calculations. 

(c) Each day during peak hourly flow, the purveyor shall: 

(i) Determine disinfectant contact time, T, to the point at 
which C is measured; and 

(ii) Measure the residual disinfectant concentration, C, 
of the water at the point for which T is calculated. The C 
measurement point must be before or at the first customer. 

(5) Monitoring the residual disinfectant concentration 
entering the distribution system. 

(a) Systems serving more than thirty-three hundred 
(23300) people. 

(i) The purveyor shall continuously monitor and record 
the residual disinfectant concentration of water entering the 
distribution system and report the lowest value each day. 

(ii) If the continuous monitoring equipment fails, the 
purveyor shall measure the residual disinfectant concentra- 
tion on grab samples collected at least every four hours at the 
entry to the distribution system while the equipment is being 
repaired or replaced. The purveyor shall have continuous 
monitoring equipment back on-line within five working days 
following failure. 

(b) Systems serving thirty-three hundred or less (<3300) 
people. 

(i) The purveyor shall collect grab samples or use con- 
tinuous monitoring and recording to measure the residual 
disinfectant concentration entering the distribution system. 

(1) A purveyor choosing to take grab samples shall col- 
lect: 

(A) Samples at the following minimum frequencies: 
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Population 

Served Number/day 

25- 500 1 

501 - 1,000 2 
1.001 - 2,500 3 
2,501 - 3,300 4 


(B) At least one of the grab samples at peak hourly flow 
based on historical flows for the system; and 

(C) The remaining sample or samples at intervals evenly 
spaced over the time the system is disinfecting water that will 
be delivered to the public. : 

(iii) When grab samples are collected and the residual 
disinfectant concentration at the entry to distribution falls 
below 0.2 mg/L, the purveyor shall collect a grab sample 
every four hours until the residual disinfectant concentration 
is 0.2 mg/L or more. 

(6) Monitoring residual disinfectant concentration 
within the distribution system. 

(a) The purveyor shall measure the residual disinfectant 
concentration within the distribution system at the same time 
and location that a routine or repeat coliform sample is col- 
lected in accordance with WAC 246-290-300(2) or 246-290- 
320(2) or once per day, whichever is greater. 

(b) The purveyor of a system which purchases com- 
pletely treated surface or GWI water as determined by the 
department shall comply with the requirements of (a) of this 
subsection or as otherwise directed by the department under 
WAC 246-290-300 (1)(g). At a minimum, the purveyor shall 
measure the residual disinfectant concentration within the 
distribution system at the same time and location that a rou- 
tine or repeat coliform sample is collected in accordance 
with WAC 246-290-300(2) or 246-290-320(2). 

(c) The purveyor may measure HPC within the distribu- 
tion system in lieu of measuring the residual disinfectant 
concentration in accordance with this subsection. 

{Statutory Authority: RCW 43.20.050. 94-14-001, § 246-290-694, filed 


6/22/94, effective 7/23/94; 93-08-011 (Order 352B), § 246-290-694, filed 
3/25/93, effective 4/25/93.] 


WAC 246-290-696 Reporting for unfiltered systems. 
(1) The purveyor shall report to the department as soon as 
possible, but no later than the end of the next business day, 
when: 

(a) A waterborne disease outbreak potentially attribut- 
able to the water system occurs; 

(b) The turbidity of water delivered to the public exceeds 
5.0 NTU; 

(c) The minimum level of inactivation required by the 
department is not met; 

(d) The residual disinfectant concentration falls below 
0.2 mg/L at the entry point to the distribution system. The 
purveyor shall also report whether the residual was restored 
to 0.2 mg/L or more within four hours; or 

(e) The surface or GWI source is taken off-line due to an 
emergency. 

(2) The purveyor shall report results of monitoring con- 
ducted in accordance with WAC 246-290-694 to the depart- 
ment. Monthly report forms shall be submitted within ten 
days after the end of each month the system served water to 
the public. 
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(3) The purveyor shall report, at a minimum, all the 
information requested by the department using a department- 
approved form or format including: 

(a) Water quality information, including the results of 
both: 

(i) Source coliform monitoring; and 

(ii) Source turbidity monitoring. 

(b) Disinfection monitoring information, including: 

(i) Level of inactivation achieved; 

(ii) Residual disinfectant concentrations entering the dis- 
tribution system; and 

(iii) Residual disinfectant concentrations within the dis- 
tribution system. 

(c) A summary of water quality complaints received 
from consumers served by the water system. 

(4) The purveyor of a system which purchases com- 
pletely treated water shall: 

(a) Report results of distribution system residual disin- 
fectant concentration monitoring to the department using 
department-approved forms or format; and 

(b) Submit forms to the department in accordance with 
subsection (2) of this section or as otherwise directed by the 
department. 

(5) A person certified under chapter 246-292 WAC shall 
complete and sign the monthly report forms required in this 
section. 

(6) Beginning in 1992, by October 10th of each year, the 
purveyor shall submit to the department an annual compre- 
hensive report which summarizes the: 

(a) Effectiveness of the watershed control program and 
identifies, at a minimum, the following: 

(i) Activities in the watershed which are adversely 
affecting source water quality; 

(ii) Changes in the watershed that have occurred within 
the previous year which could adversely affect source water 
quality; 

(iii) Activities expected to occur in the watershed in the 
future and how the activities will be monitored and con- 
trolled; 

(iv) The monitoring program the purveyor uses to assess 
the adequacy of watershed protection including an evaluation 
of sampling results; and 

(v) Special concerns about the watershed and how the 
concerns are being addressed; 

(b) System's compliance with the criteria to remain unfil- 
tered under WAC 246-290-690; and 

(c) Significant changes in system design and/or opera- 
tion which have occurred within the previous year which 
impact the ability of the system to comply with the criteria to 
remain unfiltered. 

(7) The purveyor of a system attempting to remain unfil- 
tered shall submit a Filtration Decision Report at the request 
of the department. The report shall: 

(a) Provide the information needed by the department to 
initially determine whether a system meets the criteria to 
remain unfiltered; and 


(b) Be submitted by the deadline specified by the depart- 
ment. 
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Pane uid dn ORE Ore os : — o review and approval of water system plans, project reports, 

, effective ; 93-08- rder a -290-696, file : Hes 

3/25/93. effective 4/25/93] construction documents, existing systems, and related evalu- 
FEES ations required under chapters 246-290, 246-291, 246-293, 


and 246-295 WAC shall be as follows: 


WAC 246-290-990 Water system evaluation and (a) Water system plans required under WAC 246-290- 
project review and approval fees. (1) The fees for the 100, 246-291-140, 246-293-220, and 246-293-230. 


Group A 

1,000 to 10,000 

<100 100 to 500 501 to 999 9,999 or more 

Project Type Group B Services Services Services Services Services 

Water system plan 

(New and Updated) $113.00 $396.00 $966.00 $1,825.00 $2,966.00 $4,389.00 
Minor water system plan 

alteration $ 28.00 $ 95.00 $238.00 $455.00 $738.00 $1,081.00 


(b) Satellite management agency (SMA) plans for Group A and Group B water systems required under WAC 246-295-040. 


"Total Active or Approved Services 


1,000 to 10,000 
«100 100 to 500 501 to 999 9,999 or more 
Project Type Services Services Services Services Services 
SMA plan for ownership 
(New and Updated) $396.00 $966.00 $1,825.00 $2,966.00 $4,389.00 
SMA approval amendment $84.00 per hour or appropriate fee from category above, whichever is less 
SMA plan for operation only 
(New and Updated) $966.00 $966.00 $966.00 $966.00 $966.00 
Note: SMAs owning water systems and submitting planning documents to the department for review shall be charged only the SMA fee. 


(c) New plan elements required under W AC 246-290-100, 246-290-135, and 246-291-140 including: 

(3) Conservation; and 

(ii) Wellhead protection, shall be reviewed separately by the department and the fee assessed shall reflect the time spent for 
this review and shall be calculated based on eighty-four dollars per hour. After the initial submittal, updated information shall 
be reviewed as part of the updated water system plan and the review fee shall be included in the applicable updated plan review 
fee listed under (a) or (b) of this subsection. 

(d) Project reports required under WAC 246-290-110 and design reports required under WAC 246-291-120. 


Group A 
1,000 to 10,000 
«100 100 to 500 501 to 999 9,999 or more 
Project Type Group B Services Services Services Services Services 


All types of filtration or other 

complex treatment processes $281.00 $570.00 $885.00 $1,281.00 $1,765.00 $2,341.00 
Chemical addition only, such as 

ion exchange, 

hypochlorination, or 

fluoridation $ 84.00 $167.00 $281.00 $423.00 $597.00 $798.00 
Complete water system (an à SEGUE S U SES NE 

additional fee shall be 

assessed for review of 

treatment facility, if 

any) $167.00 $396.00 $624.00 $912.00 $1,254.00 $1,651.00 
System modifications requiring a 

detailed evaluation to 

determine whether the 

system, as modified, will 

comply with regulations 

(an additional fee shall be 

assessed for review of 

treatment facility, if any) $113.00 $281.00 $455.00 $684.00 $966.00 $1,303.00 


(e) Special reports or plans required under WAC 246-290-115, 246-290-230, 246-291-230, 246-290-250, 246-290-470, 
246-290-636, 246-290-654, and 246-290-676 including: 

(i) Corrosion control recommendation report; 

(ii) Corrosion control study; 

(iii) Plan to cover uncovered reservoirs; 

(iv) Predesign study; 
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(v) Uncovered reservoir plan of operation; 

(vi) Tracer study plan; 

(vii) Surface water or GWI treatment facility operations plan; or 

(viii) Filtration pilot study, shall be reviewed by the department and the fee assessed shall reflect the time spent for this 
review and shall be calculated based on eighty-four dollars per hour. 

(f) Construction documents required under WAC 246-290-120 and design reports required under WAC 246-291-120. 


Group A 
1,000 to 10,000 
<100 100 to 500 501 to 999 9,999 or more 
Project Type Group B Services Services Services Services Services 


All types of filtration or other 


complex treatment 
processes $281.00 $570.00 $885.00 $1,281.00 $1,765.00 $2,341.00 


Chemical addition only, such 
as ion exchange, 
hypochlorination, 
or fluoridation $ 84.00 $167.00 $281.00 $423.00 $597.00 $798.00 


Complete new water system 
except treatment (an 
additional fee shall be 
assessed for review of 
treatment facility, if any) $227.00 $509.00 $738.00 $1,026.00 $1,369.00 $1,765.00 


New source only (an 
additional fee shall be 
assessed for review of 
treatment facility, if any) $167.00 $309.00 $423.00 $570.00 $738.00 $939.00 


One or more of the following 
submitted as a package 
and not requiring a 
detailed evaluation as 
determined by the 
department: Water line instal- 
lation, booster 
pump station, 
modifications to source 
pumping, piping-valving, 
controls or storage 
reservoir (an additional 
fee shall be assessed for 
review of treatment f 
facility, if any) $113.00 $195.00 $309.00 $455.00 $624.00 $825.00 


Documents submitted for 
projects such as water 
line installation, booster 
pump stations, 
modifications to source 
pumping, piping/valving, 
controls or storage 
reservoirs as determined 
by the department where 
such projects: 


Comply with design standards 
established by the department; 


Are prepared by a professional engi- 
neer in accordance with WAC 
246-290-040; and 


Do not require a detailed 
evaluation by the 
department. $ 54.00 $ 97.00 $162.00 $227.00 $314.00 $412.00 


(g) Existing system approval required under WAC 246-290-140 and 246-291-130. For the purpose of this subsection the 
department shall determine whether a system is expanding or nonexpanding. 
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Project Type 


NONEXPANDING system not 
requiring a detailed 
evaluation by the 
department 


NONEXPANDING system 
requiring a detailed 
evaluation as determined 
by the department 


EXPANDING system not 
requiring a detailed 
evaluation by the 
department 


EXPANDING system requiring 
a detailed evaluation as 
determined by the 
department 
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Group B 


$216.00 


$325.00 


$433.00 


$543.00 


(h) Monitoring waivers requested under WAC 246-290-300. 


Project Type 


Inorganic chemical monitoring 
waiver 


Organic chemical monitoring 
waiver 


Use waiver 
Area wide waiver renewal 


Inorganic chemical monitoring 
waiver renewal 


Organic chemical monitoring 
waiver renewal 


Use waiver renewal 


Coliform monitoring waiver 
including departmental 
inspection requested by 

purveyor 


Coliform monitoring waiver with 
third-party inspection report 


Group B 


Not 
applicable 


Not 
applicable 


Not 
applicable 


Not 
applicable 


Not 
applicable 


Not 
applicable 


Not 
applicable 


Not 
applicable 


Not 
applicable 


Group A 
1,000 to 
«100 100 to 500 501 to 999 9,999 
Services Services Services Services 
$433.00 $651.00 $868.00 $1,086.00 
$651.00 $978.00 $1,303.00 $1,629.00 
$868.00 $1,303.00 $1,738.00 $2,173.00 
$1,086.00 $1,629.00 $2,173.00 $2,716.00 
Group A 
1,000 to 
«100 100 to 500 501 to 999 9,999 
Services Services Services Services 
$ 75.00 per $103.00 per $130.00 per $157.00 per 
source source source source 
$135.00 per $189.00 per $244.00 per $298.00 per 
source source source source 
$162.00 per $216.00 per $276.00 per $325.00 per 
source source source source 
$216.00 per $298.00 per $379.00 per $460.00 per 
source source source source 
$ 42.00 per $ 54.00 per $ 64.00 per $ 75.00 per 
source source source source 
$ 81.00 per $113.00 per $146.00 per $178.00 per 
source source source source 
$113.00 per $151.00 per $189.00 per $227.00 per 
Source Source source source 
$342.00 $423.00 $537.00 $684.00 
$108.00 $108.00 $108.00 $108.00 


10,000 
or more 
Services 


$1,303.00 
$1,956.00 
$2,607.00 


$3,259.00 


10,000 
or more 
Services 


$184.00 per 
source 


$352,00 per 
source 


$379.00 per 
source 


$543.00 per 
source 


$ 86.00 per 
source 


$211.00 per 
source 


$265.00 per 
source 


Not 
applicable 


Not 
applicable 


(i) Other evaluations and approvals. As applicable, these fees will be charged in addition to the basic fees assessed under 
(a) through (h) of this subsection. 


Group А: 
1,000 to 10,000 
<100 100 to 500 501 to 999 9,999 or more 
Project Type Group B Services Services Services Services Services 
Well-site evaluation and 
approval including the 
site inspection and 
hydrogeologic 
information review. $167.00 $249.00 $293.00 $363.00 $455.00 $570.00 
No plan 
Regulatory monitoring plan! required $162.00 $216.00 $271.00 $325.00 $379.00 
Unfiltered system Not 
annual comprehensive applicable $325.00 $543.00 $760.00 $978.00 $1,194.00 


report 
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<100 


Project Type Group B Services 


246-291-001 
Group A- 
1,000 to 10,000 
100 to 500 501 to 999 9,999 or more 
Services Services Services Services 


1 Acomprehensive document containing coliform, inorganic chemical and organic chemical monitoring plans in accordance with WAC 246- 


290-300 (2)(b), (3)(f), and (7)(e). 


Water system compliance $ 95.00 $ 95.00 
report 


(2) To determine the appropriate fee for a noncommunity 
system, calculate the service equivalent by taking the average 
population served each day of operation and dividing by 
twenty-five for a transient noncommunity (TNC) system and 
two and one-half for nontransient noncommunity (NTNC) 
system. Use the number of service equivalents to find out 
what Group A size category to look under and submit the 
appropriate fee. (АП noncommunity systems are Group А 
systems as described in WAC 246-290-020.) 

(3) Additional review and approval fees may be assessed 
as follows: . 

(a) The basic fee covers an evaluation, or the review of 
an initial submittal and one resubmittal if required. If addi- 
tional resubmittals are required, an additional twenty-five 
percent of the original fee will be assessed for each addi- 
tional resubmittal. For water system plan and SMA plan 
preparation the basic fee also covers a preplanning confer- 
ence. When the department is asked to participate in other 
meetings involving the plan such as community meetings, 
public hearings, or meetings with elected officials, the 
department is authorized to charge additional fees at the rate 
of eighty-four dollars per hour; 

(b) Fees for department project approval based on local 
technical review will be determined on a case-by-case basis 
as outlined in the applicable memorandum of understanding 
between the department and the respective local agency; 

(c) Fees for services which the department determines 
are not described under subsection (1) of this section, will be 
calculated based on a rate of eighty-four dollars per hour. 

Examples of these services include, but are not limited 
to: 

(i) Review and inspection of water reuse projects; 

(ii) Collection of water quality samples requested by 
purveyor; 

(iii) Review of alternate technologies requested by pur- 
veyor, manufacturer or authorized representative; or 

(iv) Sanitary surveys, including the annual on-site 
inspections required for systems under WAC 246-290-690(3) 
to assess watershed control and disinfection treatment. 

(d) Additional fees assessed by the department shall be 
billed to the purveyor using an itemized invoice. 

(4) If the legislature revises the water system operating 
permit fee under RCW 70.119A.110 to incorporate into it one 
or more fees for service currently assessed separately under 
this section, and the purveyor has paid that consolidated fee, 
the department shall not assess or collect a separate fee under 
this section for any such service. 

(5) All fees required under this section except as noted in 
subsection (3) of this section, shall be submitted prior to the 
department's approval. Payment of fees shall be in the form 
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of a check or money order made payable to: The department 
of health. Payment of a fee shall not guarantee approval of 
the submitted document or evaluation request. 

(6) Purveyors unable to determine the appropriate fee 
payment to submit should contact the department. 
[Statutory Authority: RCW 43.20B.020. 98-11-068, § 246-290-990, filed 
5/19/98, effective 6/19/98; 97-12-032, § 246-290-990, filed 5/30/97, effec- 
tive 6/30/97; 95-20-079, § 246-290-990, filed 10/4/95, effective 11/4/95; 
93-01-006 (Order 315), § 246-290-990, filed 12/3/92, effective 1/3/93. Stat- 
шогу Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as Š 
246-290-990, filed 12/27/90, effective 1/31/91. Statutory Authority; RCW 
43.20А.055. 87-14-066 (Order 2493), $ 440-44-048, filed 7/1/87; 83-14-038 
(Order 1980), § 440-44-048, filed 6/30/83.] 


Chapter 246-291 WAC 
GROUP B PUBLIC WATER SYSTEMS 


WAC 

246-291-001 Purpose and scope. 

246-291-010 Definitions, 

246-291-020 Applicability. 

246-291-025 Bottled water. 

246-291-030 General administration. 

246-291-040 Requirements for engineers. 
246-291-050 Enforcement. 

246-291-060 Waivers. 

246-291-100 Ground water source approval and protection. 
246-291-110 Surface water and GWI source approval and protection. 
246-291-120 Design report approval. 

246-291-130 Existing system approval. 
246-291-140 Water system planning requirements. 
246-291-200 Design standards. 

246-291-210 Distribution systems. 

246-291-220 Disinfection of facilities. 
246-291-230 Treatment design and operations. 
246-291-240 Reliability. 

246-291-250 Continuity of service. 

246-291-260 Recordkeeping and reporting. 
246-291-270 Cross-connection control. 
246-291-300 General monitoring requirements. 
246-291-310 General follow-up. 

246-291-320 Bacteriological. 

246-291-330 Inorganic chemical and physical. 
246-291-340 Turbidity. 

246-291-350 Other substances. 

246-291-360 Public notification. 

246-291-370 Severability. 


WAC 246-291-001 Purpose and scope. (1) The pur- 
pose of these rules is to define basic regulatory requirements 
to protect the health of consumers using Group B public 
drinking water supplies. These rules are specifically designed 
to ensure the provision of high quality drinking water in a 
reliable manner and in a quantity suitable for intended use. 

(2) The rules set forth are adopted under chapter 43.20 
RCW and owners of Group B public water systems shall be 
responsible for ensuring compliance with these rules. Other 
statutes relating to this chapter are: 
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(a) RCW 43.20B.020, Fees for services—Department of 
health and department of social and health services; 

(b) Chapter 43.70 RCW, Department of health; 

(c) Chapter 70.05 RCW, Local health departments, 
boards, officers—Regulations; 

(d) Chapter 70.116 RCW, Public Water System Coordi- 
nation Act of 1977; and 

(e) Chapter 70.119A RCW, Public water systems—Pen- 
alties and compliance. 

(3) Prior to expanding a Group B public water system to 
a Group A public water system, the entire system shall be 
brought into compliance with chapter 246-290 WAC. 


[Statutory Authority: RCW 43.20.050. 94-14-002, $ 246-291-001, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-010 Definitions. Abbreviations: 

CSE - comprehensive system evaluation; 

GWI - ground water under the direct influence of sur- 
face water; 

m - meter; 

MCL - maximum contaminant level; 

mg/L - milligrams per liter; 

ml - milliliter; 

mm - millimeter; 

NTU - nephelometric turbidity unit; 

psi - pounds per square inch; 

umhos/cm - micromhos per centimeter; 

VOC - volatile organic chemical; 

WFI - water facilities inventory form; and 

WHPA - wellhead protection area. 

"Authorized agent" means any person who: _ 

Makes decisions regarding the operation and manage- 
ment of a public water system whether or not he or she is 
engaged in the physical operation of the system; 

Makes decisions whether to improve, expand, purchase, 
or sell the system; or 

Has discretion over the finances of the system. 

"Coliform sample" means a sample of water collected 
from the distribution system at or after the first service and 
analyzed for coliform presence in compliance with this chap- 
ter. f 

"Comprehensive system evaluation (CSE)" means a 
review, inspection and assessment of a public water system, 
including, but not limited to: Source; facilities; equipment, 
operation and administration; maintenance; records; planning 
documents and schedules; and monitoring, for the purpose of 
ensuring that safe and adequate drinking water is provided. 

"Confirmation" means to demonstrate the results of a 
sample to be precise by analyzing a repeat sample. Confirma- 
tion occurs when analysis results fall within plus or minus 
thirty percent of the original sample. 

"Contaminant" means a substance present in drinking 
water which may adversely affect the health of the consumer 
or the aesthetic qualities of the water. 

"Cross-connection" means a physical arrangement con- 
necting a public water system, directly or indirectly, with 
anything other than another potable water system, and capa- 
ble of contaminating the public water system. 
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"Department" means the Washington state department 
of health or health officer as identified in a joint plan of oper- 
ation in accordance with WAC 246-291 -030(1). 

"Disinfection" means the use of chlorine or other agent 
or process the department approves for killing or inactivating 
microbiological organisms, including pathogenic and indica- 
tor organisms. 
| "Distribution system" means that portion of a public 
water supply system which stores, transmits, pumps, and dis- 
tributes water to consumers. 

"Expanding public water system" means a public 
water system installing additions, extensions, changes, or 
alterations to their existing source, transmission, storage, or 
distribution facilities which will enable the system to increase 
in size its existing service area and/or its number of approved 
service connections. 

"Fire flow" means the rate of water flow needed to fight 
fires under WAC 246-293-640 or adopted city, town, or 
county standards. 

"Generator disconnect" means an electrical circuit 
arranged to allow connection of a generator to the power sup- 
ply for the pumping equipment while prohibiting electrical 
current from flowing back into the main service line. 

"Ground water under the direct influence of surface 
water (GWI)" means any water beneath the surface of the 
ground, which the department determines has the following 
characteristics: 

Significant occurrence of insects or other macroorgan- 
isms, algae, or large-diameter pathogens such as Giardia 
lamblia; or 

Significant and relatively rapid shifts in water character- 
istics such as turbidity, temperature, conductivity, or pH 
closely correlating to climatological or surface water condi- 
tions. 

"Group B water system" means a public water system: 

Constructed to serve less than fifteen residential services 
regardless of the number of people; or 

Constructed to serve an average nonresidential popula- 
tion of less than twenty-five per day for sixty or more days 
within a calendar year; or 

Any number of people for less than sixty days within a 
calendar year. 

"Guideline" means a department document assisting the 
owner in meeting a rule requirement. 

"Health officer" means the health officer of the city, 
county, city-county health department or district, or an autho- 
rized representative. 

"Hydraulic analysis" means the study of the water sys- 
tem network evaluating water flows within the distribution 
system under worst case conditions such as, peak hourly 
design flow plus fire flow, when required. Hydraulic analysis 
includes consideration of all factors affecting system energy 
losses. 

"Maximum contaminant level (MCL)" means the 
maximum permissible level of a contaminant in water deliv- 
ered to any public water system user. 

"Maximum contaminant level violation" means a con- 
firmed measurement above the MCL and for a duration of 
time, where applicable. 
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"Owner" means any agency, subdivision of the state, 
municipal corporation, firm, company, mutual or cooperative 
association, institution, partnership, or person or any other 
entity that holds as property, a public water system. 

"Peak hourly design flow" means the maximum rate of 
water use, excluding fire flow, which can be expected to ever 
occur within a defined service area over a sixty minute time 
period. 

"Potable" means water suitable for drinking by the pub- 
lic. 

"Pressure zone" means a distribution system whereby 
an established minimum and maximum pressure range can be 
maintained without the use of ancillary control equipment 
(e.g., booster pumps, pressure reducing valves, etc.). 

"Primary standards" means standards based on 
chronic, nonacute, or acute human health effects. 

"Publie water system" means any system, excluding a 
system serving only one single-family residence and a system 
with four or fewer connections all of which serve residences 
on the same farm, providing piped water for human con- 
sumption, including collection, treatment, storage, or distri- 
bution facilities used primarily in connection with such sys- 
tem. 

"Repeat sample" means a sample collected to confirm 
the results of a previous analysis. 

"Same farm" means a parcel of land or series of parcels 
which are connected by covenants and devoted to the produc- 
tion of livestock or agricultural commodities for commercial 
purposes and does not qualify as a Group À water system. 

"Secondary standards" means standards based on fac- 
tors other than health effects such as taste and odor. 

"Sell" means to bill separately for drinking water or to 
include drinking water as part of an itemized listing in a bill 
delivered to customers, where the amount billed is an 
increase over what the purveyor pays for water. The presence 
of centralized source or individual service meters does not 
affect whether the water is being sold. 

"Service" means a connection to a public water system 
designed to provide potable water. 

"Special purpose sample" means a sample collected for 
reasons other than the monitoring compliance specified in 
this chapter. 

"Standard methods" means the 18th edition of the 
book, titled Standard Methods for the Examination of Water 
and Waste Water, jointly published by the American Public 
Health Association, American Water Works Association 
(AWWA), and Water Pollution Control Federation. This 
book is available through public libraries or may be ordered 
from AWWA, 6666 West Quincy Avenue, Denver, Colorado 
80235. 

"State board of health" and "board" means the board 
created by RCW 43.20.030. 

"Surface water" means a body of water open to the 
atmosphere and subject to surface runoff. 

“Volatile organic chemical (VOC)" means a manufac- 
tured carbon-based chemical that vaporizes quickly at stan- 
dard pressure and temperature. 

"Water facilities inventory form (WFI)" means the 
department form summarizing each public water system's 
characteristics. 
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"Well field" means a group of wells one system owns or 
controls which: 

Draw from the same aquifer or aquifers as determined by 
comparable inorganic chemical analysis; and 

Discharge water through a common pipe and the com- 
mon pipe shall allow for collection of a single sample before 
the first distribution system connection. 
[Statutory Authority: RCW 43.20.050. 95-20-078, 8 246-291-010, filed 


10/4/95, effective 11/4/95; 94-14-002, 8 246-291-010, filed 6/22/94, effec- 
tive 7/23/94.] 


WAC 246-291-020 Applicability. (1) The rules of this 
chapter shall apply to all Group B public water systems 
except those systems meeting all of the following conditions: 

(a) Consists only of distribution and/or storage facilities 
and does not have any source or treatment facilities; 

(b) Obtains all water from, but is not owned by, a public 
water system where the rules of this chapter or chapter 246- 
290 WAC apply; 

(c) Does not sell water directly to any person; 

(d) Is not a passenger-conveying carrier in interstate 
commerce; and 

(e) The distribution system is regulated under the Uni- 
form Plumbing Code, chapter 51-26 WAC. 

Examples of systems which shall not be exempt include, 
but are not limited to, water districts, public utility districts, 
cooperatives, mutuals and associations which serve residen- 
tial short plats and subdivisions. 

(2) Group B public water systems meeting all of the con- 
ditions under subsection (1) of this section may be required 
by the department to comply with such provisions of this 
chapter as are necessary to resolve a public health concern if 
the department determines a public health threat exists or is 
suspected. 

[Statutory Authority: RCW 43.20.050. 95-20-078, 5 246-291-020, filed 


10/4/95, effective 11/4/95; 94-14-002, 8 246-291-020, filed 6/22/94, effec- 
tive 7/23/94.] 


WAC 246-291-025 Bottled water. (1) Any water 
source used for bottling, regardless of size, shall meet the 
minimum requirements in accordance with chapter 246-290 
WAC. 

(2) In addition to the requirements imposed by the 
department, the processing of bottled water is regulated by 
the state department of agriculture and the United States 
Food and Drug Administration. 

[Statutory Authority: RCW 43.20.050. 95-20-078, $ 246-291-025, filed 


10/4/95, effective 11/4/95; 94-14-002, § 246-291-025, filed 6/22/94, effec- 
tive 7/23/94 .] 


WAC 246-291-030 General administration. (1) The 
department and the health officer for each local health juris- 
diction may develop a joint plan of operation. Responsibility 
for administering these rules shall remain with the depart- 
ment of health unless there is a joint plan of operation in 
place. This plan shall: 

(a) List the roles and responsibilities and specifically 
designate those systems for which the department and local 
health officer have primary responsibility; 
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(b) Provide a list of water system requirements and pro- 
cedures which the local board of health may waive for sys- 
tems within its jurisdiction; 

(c) Provide for a level of water system supervision nec- 
essary to effectively achieve listed responsibilities; 

(d) Be signed by the department and the local health 
department or district; and 

(e) Be reviewed at least once every five years and 
updated as needed. 

Wherever in these rules the term "department" is used, 
the term "health officer" may be substituted based on the 
terms of this joint plan of operation. 

(2) The local board of health may adopt rules pursuant to 
RCW 70.05.060 governing public water systems for which 
the health officer has assumed primary responsibility. 
Adopted local board of health rules shall be: 

(a) No less stringent and may be more stringent than this 
chapter; and I 

(b) Revised, if necessary, within twelve months after the 
effective date of revised state board of health rules. During 
this time period, existing local rules shall remain in effect, 
except ptovisions of the revised state board of health rules 
which are more stringent than the local board of health rules 
shall apply. 

(3) For residential systems with only two services, the 
department may eliminate any or all requirements of these 
rules. 

(4) For any residential system, the department may elim- 
inate all ongoing requirements of these rules, except for 
recordkeeping and reporting requirements under WAC 246- 
291-260, provided the system has been granted an initial 
approval or an existing system has been categorized as fully 
approved/adequate or provisionally approved. 

(5) The health officer may approve design reports and 
water system plans which reflect good engineering practice 
such as those found in the department guideline titled Group 
B Water System Approval, for those public water systems 
where the health officer has assumed primary responsibility. 

(6) The health officer may allow system owners to sub- 
stitute results of a calculated fixed radius method and a ten 
year time of travel criteria instead of using the six hundred 
foot radius prescribed in WAC 246-291-100 (2)(f) and 246- 
291-110 (3)(f). 

(7) The department may develop and distribute guide- 
lines to clarify sections of the rules as needed. 

(8) Fees may be charged by the department of health as 
authorized in RCW 43.20B.020 and by local health agencies 
as authorized in RCW 70.05.060 to recover all or a portion of 
the costs incurred in administering these rules. 

[Statutory Authority: RCW 43.20.050. 95-20-078, $ 246-291-030, filed 


10/4/95, effective 11/4/95; 94-14-002, $ 246-291-030, filed 6/22/94, effec- 
tive 7/23/94.] 


WAC 246-291-040 Requirements for engineers. (1) 
Owners shall ensure that all design reports are prepared by a 
professional engineer: 

(a) Licensed in the state of Washington under chapter 
18.43 RCW; and 

(b) Having specific expertise regarding design, operation 
and maintenance of public water systems. 
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All documents shall bear the engineer's seal and signa- 
ture. 

(2) Until such date as regulations addressing profes- 
sional engineering requirements for public water systems 
take effect after adoption by the state board of registration for 
professional engineers and land surveyors under authority of 
chapter 18.43 RCW, exceptions to the professional engineer 
requirement are: 

(a) Minor improvements exempted from design report 
requirements under WAC 246-291-120(1); and 

(b) Public water systems serving less than ten service 
connections consisting of a simple well and pressure tank 
with one pressure zone and not providing treatment other 
than simple chlorine disinfection or having special hydraulic 
considerations, where the local health officer has been dele- 
gated authority to: 

(i) Approve plans and design reports; or 

Gi) Review plans and design reports for completeness 
prior to forwarding to the department of health for approval. 

(3) A "Construction Report For Public Water System 
Projects" shall be submitted to the department on a depart- 
ment approved form within sixty days of completion and 
before use of any approved project. The form shall: 

(a) Be signed by a professional engineer, or in the case of 
projects not requiring a professional engineer as outlined in 
this section, the water system owner; 

(b) State that the project is constructed and is completed 
in accordance with approved design reports; and 

(c) State that, in the opinion of the engineer or the water 
system owner, based on information available, the installa- 
tion, testing, and disinfection of the system was carried out in 
accordance with applicable sections of chapters 246-291 and 
246-290 WAC. 

(4) It shall be the responsibility of the owner to ensure 
the requirements of this section are fulfilled before the use of 
any completed project. 


[Statutory Authority; RCW 43.20.050. 94-14-002, $ 246-291-040, filed 
6/22/94, effective 7/23/94.) 


WAC 246-291-050 Enforcement. (1) When a system is 
out of compliance with these rules, the department may ini- 
tiate appropriate enforcement actions, regardless of any prior 
approvals issued by the department, including, but not lim- 
ited to: 

(a) Issuance of a compliance schedule; 

(b) Issuance of departmental orders requiring submission 
of water system plans, design reports, and construction report 
forms; 

(c) Issuance of departmental orders requiring specific 
actions or ceasing unacceptable activities within a designated 
time period; : 

(d) Issuance of departmental orders to stop work and/or 
refrain from using any public water system or improvements 
thereto until all written approvals required by statute or rule 
are obtained: 

(e) Imposition of civil penalties as authorized under 
chapter 70.119A RCW or local authority where applicable; 
and 

(f) Legal action by the attorney general or local prosecu- 
tor. 
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(2) When enforcing the MCLs under this chapter, the 
department shall enforce compliance with the primary MCLs 
as its first priority. 

[Statutory Authority: RCW 43.20.050. 94-14-002, § 246-291-050, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-060 Waivers. (1) The state board of 
health or the local health officer in those counties having a 
joint plan of operation, may grant waivers of the require- 
ments of this chapter, provided that procedures used are con- 
sistent with WAC 246-290-060 (5)(b) and in the case where 
a local health officer is authorized to grant the waiver, proce- 
dures used shall be approved by the department of health as 
part of the joint plan of operation. 

(2) Consideration by the board or local health officer of 
requests for waivers shall not be considered adjudicative pro- 
ceedings as that term is defined in chapter 34.05 RCW. 

(3) Statements and written material regarding the request 
may be presented to the board or local health officer wherein 
the application will be considered. 

(4) The board or local health officer may grant a waiver 
if it determines the water system is unable to comply with the 
requirements and granting of the waiver will not result in an 
unreasonable risk to the health of consumers. No waivers 
may be granted for exceedance of a primary MCL. 

(5) A waiver granted under this section shall lapse two 
years from the date of issuance unless the water system 
project has been completed or an extension is granted. 


[Statutory Authority: RCW 43.20.050. 94-14-002, § 246-291-060, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-100 Ground water source approval 
and protection. (1) The owner shall ensure that drinking 
water is obtained from the highest quality source feasible. 
Existing sources shall conform to the primary water quality 
standards established in this chapter. Proposed sources shall 
conform to the primary and secondary water quality stan- 
dards established in this chapter and the well construction 
standards established under chapter 173-160 WAC. The 
owner shall be responsible for submitting evidence required 
by the department.to determine whether a proposed ground 
water source is a GWI. 

(2) No new source, previously unapproved source, or 
modification of an existing source shall be used as a drinking 
water supply without department approval. A party seeking 
approval shall ensure compliance with WAC 246-291-140 as 
applicable and provide: 

(a) A copy of the water right permit, if required, obtained 
from the department of ecology for the source, quantity, type, 
and place of use; 

(b) A copy of the source site inspection approval made 
by the department or local health jurisdiction representative; 

(c) Well source development data establishing source 
capacity. Data shall include static water level, yield, amount 
of drawdown, recovery rate and duration of pumping. The 
source shall be pump tested to determine whether the well 
and aquifer are capable of supplying water at the rate desired 
and to provide information necessary to determine proper 
pump settings. A department guideline titled Group B Water 
System Approval is available to assist owners; 
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(d) Upgradient water uses affecting either water quality 
or quantity; 

(e) A map showing the project location and vicinity 
including a six hundred foot radius around the well site des- 
ignating the preliminary short term ground water contribution 
area; 

(f) A map depicting topography, distances to well or 
spring from existing property lines, buildings, potential 
Sources of contamination within the six hundred foot radius 
around the well, and any other natural or man-made features 
affecting the quality or quantity of water; 

(g) The dimensions and location of sanitary control area; 

(h) Copies of the recorded legal documents for the sani- 
tary control area; 

(i) A copy of the water well report; 

() A general description of the spring and/or aquifer 
recharge area affecting the quantity or quality of flow. Sea- 
sonal variation shall also be included; 

(К) Documentation of totalizing source meter installa- 
tion; 

(D An initial analysis result of raw water quality from a 
certified lab, including as a minimum, a bacteriological, com- 
plete inorganic chemical and physical analysis of the source 
water quality; 

(m) In areas where the department determines that other 
contamination may be present, or at the discretion of the 
department, sample results for these contaminants may be 
required; 

(n) If water quality information from (1) and (m) of this 
subsection shows a contaminant level of concern, the depart- 
ment may require further action by the owner; and 

(o) If water quality results taken from the proposed 
source confirm a primary MCL violation, the owner shall, 
ensure that appropriate treatment is provided. 

(3) The owner shall contact the department before devel- 
oping or modifying a source, to identify any additional 
requirements the department deems necessary. 

(4) Sanitary control area. 

(a) The owner shall] ensure that a sanitary control area is 
maintained around all sources for the purpose of protecting 
them from existing and potential sources of contamination. A 
department guideline titled Group B Water System Approval 
describes activities which should be precluded within the 
sanitary control area and is available from the department on 
request. 

(b) The minimum sanitary control area shall have a 
radius of one hundred feet (thirty meters) for wells, and two 
hundred feet (sixty meters) for springs, unless engineering 
justification supports a smaller area. The justification must 
address geological and hydrological data, well construction 
details and other relevant factors necessary to assure ade- 
quate sanitary control. 

(c) The department may require a larger sanitary control 
area if geological and hydrological data support such a deci- 
sion. It shall be the owner's responsibility to obtain the pro- 
tection needed. 


(d) No source of contamination may be constructed, 
stored, disposed of, or applied within the sanitary control area 
without the permission of the department and the system 
owner. 
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(e) The sanitary control area shall be owned in fee sim- 
ple, or the owner shall have the right to exercise complete 
sanitary control of the land through other legal provisions. 

(f) The owner shall obtain a duly recorded restrictive 
covenant which shall run with the land, restricting the use of 
said land in accordance with these rules. 

[Statutory Authority: RCW 43.20.050. 95-20-078, $ 246-291-100, filed 


10/4/95, effective 11/4/95; 94-14-002, § 246-291-100, filed 6/22/94, effec- 
tive 7/23/94.] 


WAC 246-291-110 Surface water and GWI source 


approval and protection. (1) The owner shall ensure that 
drinking water is obtained from the highest quality source 
feasible. Existing sources shall conform to the primary water 
quality standards established in this chapter. Proposed 
sources shall conform to the primary and secondary water 
quality standards established in this chapter. The owner shall 
be responsible for submitting evidence required by the 
department to determine whether a proposed ground water 
source is a GWI. 

(2) No new source, previously unapproved source, or 


modification of an existing source shall be used as a drinking | 


water supply without department approval. As of the effec- 
tive date of these rules, the department shall no longer 
approve new or expanding surface water or GWI sources 
unless the department determines they meet the following 
conditions: 

(a) The system is under the ownership and operation of a 
department of health approved satellite management agency; 
and 

(b) Continuous effective treatment, including filtration, 
disinfection and any other measures required under chapter 
246-290 WAC are provided. 

(3) An owner seeking source approval shall provide the 
department: 

(a) A copy of the water right permit, if required, obtained 
from the department of ecology for the source, quantity, type, 
and place of use; 

(b) A copy of the source site inspection approval made 
by the department or local health jurisdiction representative; 

(c) Upgradient water uses affecting either water quality 
or quantity; 

(d) A map showing the project location and vicinity; 

(e) À map depicting topography, distances to the surface 
water intake or GWI source from existing property lines, 
buildings, potential sources of contamination, ditches, drain- 
age patterns, and any other natural or man-made features 
affecting the quality or quantity of water; 

(f) For GWI sources: 

(ü A map depicting topography, distances to well or 
spring from existing property lines, buildings, potential 
sources of contamination within the six hundred foot radius 
around the well, and any other natural or man-made features 
affecting the quality or quantity of water; 

(ii) Copies of the recorded legal documents for the sani- 
tary control area; 

(iii) A copy of ће water well report if applicable; 

(iv) A general description of the recharge area affecting 
the quantity or quality of flow. Seasonal variation shall also 
be included; 
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(v) Well development data establishing source capacity. 
Data shall include static water level, yield, amount of draw- 
down, recovery rate and duration of pumping. The source 
shall be pump tested to determine whether the well and aqui- 
fer are capable of supplying water at the rate desired and to 
provide information necessary to determine proper pump set- 
tings. À department guideline titled Group B Water System: 
Approval is available to assist owners. 

Existing and proposed sources shall conform to the well 
construction standards established under chapter 173-160 
WAC if applicable. 

(g) Documentation of totalizing source meter installa- 
tion; 

(h) An initial analysis result of raw water quality from a 
certified lab, including as a minimum, a bacteriological, and 
complete inorganic chemical and physical analysis of the 
source water quality; 

(i) In areas where the department determines that other 
contamination may be present, or at the discretion of the 
department, sample results for these contaminants may also 
be required; 

(j) If water quality information from (h) and (i) of this 
subsection shows a contaminant level of concern, the depart- 
ment may require further action by the owner; and 

(К) If water quality results taken from the proposed 
source confirm a primary MCL violation, the owner shall 
ensure that appropriate treatment is provided which shall 
eliminate the public health risk to consumers served by the 
system. 

(4) Watershed control program. 

(a) Owners of new or expanding surface water or GWI 
sources shall ensure the development and submittal of a 
watershed control program to the department for review and 
approval. Once approved, the owner shall implement the pro- 
gram. 

(b) This program shall be part of the water system plan 
required in WAC 246-291-140. 

(c) The owner's watershed control program shall contain, 
at a minimum, the following elements: 

(i) Watershed description and inventory, including loca- 
tion, hydrology, land ownership and activities which may 
adversely affect water quality; 

(ii) Watershed control measures, including documenta- 
tion of ownership and relevant written agreements, monitor- 
ing procedures and water quality; 

(iii) System operation, including emergency provisions; 
and 

(iv) Documentation of water quality trends. 

Sections in the department guideline titled Planning 
Handbook and in the DOH SWTR Guidance Manual address 
watershed control and are available to owners. 

(d) The owner shall ensure submittal of the watershed 
control program to the department for review and approval. 
Following department approval, the owner shall ensure 
implementation as approved. 

(e) The owner shall update the watershed control pro- 
gram at least every six years, or more frequently if required 
by the department. 


(1999 Ed.) 


Group B Public Water Systems 


[Statutory Authority: RCW 43.20.050. 95-20-078, $ 246-291-110, filed 
10/4/95, effective 11/4/95; 94-14-002, $ 246-291-110, filed 6/22/94, effec- 
tive 7/23/94.] 


WAC 246-291-120 Design report approval. (1) 
Design reports shall be submitted to the department for writ- 
ten approval prior to installation of any new water system, or 
water system extension or improvement with the following 
exceptions: 

(a) Installation of valves, fittings, and meters; 

(b) Repair of a system component or replacement with a 
similar component of the same capacity; and 

(c) Maintenance or painting of surfaces not contacting 
potable water. 

(2) Design reports submitted for approval by owners of 
systems required to have a water system plan, will not be con- 
sidered for approval unless there is a current approved water 
system plan and the plan adequately addresses the project. 

(3) Design reports shall include, at a minimum, the fol- 
lowing: 

(a) Alternatives. Verify contacts with other water system 
owners as applicable in accordance with WAC 246-291- 
140(2); 

(b) Legal considerations. Identify legal aspects such as 
ownership, right-of-way, sanitary control area, and restrictive 
covenants; 

(c) Engineering calculations. Describe how the project 
complies with the design considerations; 

(d) Drawings. Include detailed drawings of each project 
component; 

(e) Material specifications. List detailed material specifi- 
cations for each project component; 

(f) Construction specifications, List detailed construc- 
tion specifications and assembly techniques for carrying out 
the project; 

(g) Testing. Identify testing criteria and procedures for 
each applicable portion of the project; 

(h) Disinfection. Identify specific disinfection proce- 
dures which must conform with American Water Works 
Association standards or other standards acceptable by the 
department; 

(i) Inspection. Identify provisions for inspection of the 
installation of each project component. See WAC 246-291- 
040 for construction reporting requirements; and 

(j) Change orders. All changes except for minor field 
revisions must be submitted to and approved by the depart- 
ment in writing. 

(4) Approval of design reports shall be in effect for two 
years unless the department determines a need to withdraw 
the approval. An extension of the approval may be obtained 
by submitting a status report and a written schedule for com- 
pletion. Extensions may be subject to additional terms and 
conditions imposed by the department. 


[Statutory Authority: RCW 43.20.050. 94-14-002, § 246-291-120, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-130 Existing system approval. (1) At 
the discretion of the department, owners of existing systems 
without approved design reports shall, as determined by the 
department, provide information necessary to establish the 
extent of the water systems compliance with this chapter. 
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(2) After receipt of the required data, the department 
shall review the information and place the system into one of 
the following categories: 

(a) Fully approved/adequate. A fully approved system 
has been found to be in full compliance with these regulations 
and may add services if designed accordingly; or 

(b) Provisionally adequate. A provisionally adequate 
system complies with applicable MCL and treatment stan- 
dards, fire flow requirements where applicable, and meets a 
twenty psi minimum pressure requirement under peak hourly 
design flow conditions but may not be in compliance with 
other regulatory requirements. À provisionally adequate sys- 
tem is considered satisfactory for its existing services, but 
may not expand to supply additional services; or 

(c) Inadequate. Any system not identified in (a) or (b) of 
this subsection. The system is considered unsatisfactory and 
no additional service connections can be made to an inade- 
quate system. 

(3) After categorizing the system, the department shall 
notify the owner in writing of the following: 

(a) The system's category; 

(b) The relationship of the system's category with respect 
to adding service connections and potential comments on sta- 
tus request letters; and 

(c) If the system is not fully approved, what additional 
actions the owner needs to complete before a full or provi- 
sional approval is granted. 

(4) The department is authorized to take enforcement 
actions in accordance with WAC 246-291-050. 

[Statutory Authority: RCW 43.20.050. 95-20-078, 8 246-291-130, filed 


10/4/95, effective 11/4/95; 94-14-002, $ 246-291-130, filed 6/22/94, effec- 
tive 7/23/94.] 


WAC 246-291-140 Water system planning require- 
ments. (1) Water system plan. 

(a) The water system plan shall: 

(i) Identify present and future needs; 

(ii) Set forth means for meeting those needs; and 

(iii) Do so in a manner consistent with other relevant 
plans and local, state, and federal laws. 

(b) Owners of the following categories of systems shall 
ensure the development and submittal of a water system plan 
for review and approval by the department: 

(i) All systems as required by chapter 70.116 RCW the 
Public Water System Coordination Act of 1977 and chapter 
246-293 WAC; 

(ii) Any system experiencing problems related to plan- 
ning, operation, and/or management as determined by the 
department and outlined in a departmental order; 

(iii) Any proposed or expanding system as determined 
by the department; and 

(iv) Any system which installs treatment, other than sim- 
ple chlorination disinfection equipment, after the effective 
date of these regulations. 

(c) A department guideline titled Group B Water System 
Approval is available from the department to assist owners in 
developing this plan. Design reports may be combined with a 
water system plan. To the extent to which they are applicable, 
the water system plan shall address the following elements: 

(1) Description of system management and ownership; 
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(ii) Description of appropriate water quality monitoring 
and reporting requirements; 

(iii) Service area and identification of existing and pro- 
posed major facilities; 

(iv) Maximum number of connections the system can 
safely and reliably support; 

(v) Water conservation program. Systems which are 
developed or expanded after the effective date of this rule 
shall develop a conservation program; 

(vi) Relationship and compatibility with other plans; 

(vii) Description of water source(s) including compli- 
ance with applicable source approval and protection under 
WAC 246-291-100 and 246-291-110; 

(viii) Source protection (including required protective 
covenants, wellhead protection and watershed control where 
applicable); and 

(ix) Financial viability. 

(2) Prior to developing a new water system, the devel- 
oper of the proposed system shall follow the steps listed 
below as applicable: + 

(a) The developer shall ensure that the new system is 
owned or operated by a department-approved satellite man- 
agement agency (SMA), or if a department-approved SMA is 
not available, that the proposed new system has a depart- 
ment-approved water system plan in accordance with WAC 
246-291-140; 

(b) Department approval of any system created after July 
22, 1995, that is not owned or operated by a SMA shall be 
conditioned upon future management or ownership by a 
SMA, if such management or ownership can be made with 
reasonable economy and efficiency, or upon periodic review 
of the system's operational history to determine its ability to 
meet the department's financial viability and other operating 
requirements. 

(c) If the proposed system is located within the bound- 
aries of a critical water supply service area, the ability to 
develop an independent system shall be governed by the pro- 
visions of the Public Water System Coordination Act, chapter 
70.116 RCW and chapter 246-293 WAC, and will be subject 
to the jurisdictional coordinated water system plan; or 

(d) If the proposed system consists of a surface water or 
GWI source, ensure that the proposed system will be owned 
and operated by a department-approved satellite system man- 
agement agency. 

(3) For systems approved after the effective date of these 
rules, a summary of the following shall be recorded, by the 
system owner, on all affected property titles as a means of 
providing information about the system to property owners, 
lending institutions, and other potentially affected parties: 

(a) Notice that the property is served by a public water 
system; 

(b) The initial water system plan, planning section of the 
Group B Water System Guideline, or equivalent information 
from other documents as determined by the department; 

(c) Notice that the system is subject to state and local 
rules; 

(d) Recommendation to check with the jurisdictional 
regulatory authority on the current system status; 

(e) Notice that fees may be assessed by the department 
for providing information on a public water system; 
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(f) Requirement for satellite management, if applicable; 

(g) Notice of any waivers granted to the system; and 

(h) Other information required by the department. 
[Statutory Authority: RCW 43.20.050. 95-20-078, $ 246-291-140, filed 


10/4/95, effective 11/4/95; 94-14-002, § 246-291-140, filed 6/22/94, effec- 
tive 7/23/94.] 


WAC 246-291-200 Design standards. (1) Water sys- 
tem owners shall ensure that good engineering practices are 
used in the design of all public water systems. Information on 
what is good engineering practice is available from the 
department in the guideline titled Group B Water System 
Approval. 

(2) In addition, owners of new or expanding public water 
systems shall ensure the following factors are addressed: 

(a) Local conditions, plans and/or regulations; 

(b) Public Water System Coordination Act consider- 
ations where appropriate; and 

(c) Other requirements as determined by the department. 

(3) Any pipe, pipe fittings, solder, or flux used in the 
installation or repair of a public water system shall be lead- 
free. Within the context of this section, lead-free shall mean 
having no more than eight percent lead in pipes and pipe fit- 
tings, and no more than two-tenths of one percent lead in sol- 
der and flux. This prohibition shall not apply to leaded joints 
necessary for the repair of cast iron pipes. 


[Statutory Authority: RCW 43.20.050. 94-14-002, 8 246-291-200, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-210 Distribution systems. (1) All dis- 
tribution reservoirs shall have suitable watertight roofs or 
covers preventing entry by birds, animals, insects, and dust 
and shall include appropriate provisions to safeguard against 
trespass, vandalism, and sabotage. All new distribution reser- 
voirs shall be able to be drained by gravity to daylight. 

(2) The owner shall ensure that the distribution system is 
sized and evaluated using a hydraulic analysis acceptable to 
the department. 

(3) Systems designed to provide fire hydrants shall have 
a minimum distribution main size of six inches (150 mm). 

(4) New water systems or additions to existing systems 
shall provide a design quantity of water at a positive pressure 
of at least thirty psi throughout the system under peak hourly 
design flow conditions measured at any customer's water 
meter or at the property line if no meter exists. 

(5) If fire flow is to be provided, the distribution system 
shall be designed to provide the required fire flow at a pres- 
sure of at least twenty psi throughout the system during peak 
hourly design flow conditions. 

(6) Booster pumps needed for individual services shall 
be subject to review and approval by the department. Instal- 
lation shall be made under the supervision of the owner to 
ensure cross-connection control requirements are met. Instal- 
lation of booster pumps which are an integral part of the sys- 
tem design shall be inspected and certified by the engineer. 


[Statutory Authority: RCW 43.20.050. 94-14-002, 8 246-291-210, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-220 Disinfection of facilities. No por- 
tion of a public water system containing potable water shall 
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be put into service, nor, if service has been terminated, shall 
service resume, until the facility has been effectively disin- 
fected. The procedure used for disinfection shall conform to 
the American Water Works Association standards or other 
standards acceptable to the department. In cases of new con- 
struction, drinking water shall not be furnished to the con- 
sumer until satisfactory bacteriological samples have been 
analyzed by a laboratory certified by the state. 


[Statutory Authority: RCW 43.20.050. 94-14-002, § 246-291-220, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-230 Treatment design and operations. 
(1) Finished water quality from existing and proposed 
sources of supply shall conform to the minimum water qual- 
ity standards established in this chapter. 

(2) Predesign studies shall be required for proposed sur- 
face water and GWI treatment and may be required for 
ground water treatment. The goal of the predesign study shall 
be to establish the most acceptable method to produce satis- 
factory finished water quality. 

(3) Treatment of ground water sources shall be as deter- 
mined by the department. 

(4) The minimum level of treatment for new or expand- 
ing surface water and GWI sources approved after the effec- 
tive date of these regulations shall be coagulation, floccula- 
tion, filtration, and disinfection unless otherwise approved by 
the department. 

(5) The minimum level of treatment for existing nonex- 
panding surface water and GWI sources approved prior to the 
effective date of these regulations shall be filtration and dis- 
infection. 

(6) Disinfection methods, other than chlorination, i.e., 
ozonation or ultraviolet radiation, may be approved by the 
department with appropriate engineering justification. 

(7) The owner shall ensure that the system is operated in 
accordance with good operations procedures such as those 
listed in the department guideline titled Group B Water Sys- 
tem Approval. 

(8) The owner shall ensure that no bypass is established 
or maintained to divert water around any feature of a treat- 
ment process, except by written approval from the depart- 
ment. 


[Statutory Authority: RCW 43.20.050. 94-14-002, $ 246-291-230, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-240 Reliability. (1) All public water 
systems shall provide an adequate quantity and quality of 
water in a reliable manner. 

(a) In determining whether a proposed public water sys- 
tem or an expansion or modification of an existing system is 
capable of providing an adequate quantity of water, the 
department shall consider the immediate as well as the rea- 
sonably anticipated future needs of the system's consumers. 

(b) In determining whether an existing public water sys- 
tem is providing an adequate quantity of water, the depart- 
ment shall consider the needs of the system's existing con- 
sumers exclusively, unless, in the department's discretion, 
consideration of the needs of potential consumers is in the 
public interest. 
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(2) The owner shall ensure the system is constructed, 
operated, and maintained to protect against failures. New and 
expanding systems shall be equipped with a generator dis- 
connect. Security measures shall be employed to assure the 
water source, water treatment processes, water storage facili- 
ties, and the distribution system are under the strict control of 
the owner. 

(3) Where fire flow is required, a positive pressure shall 
be maintained throughout the system under fire flow condi- 
tions. 

(4) Water pressure at the customer's service meter or 
property line if a meter is not used, shall be maintained at the 
approved design pressure under peak hourly design flow con- 
ditions. 

(5) No intake or other connection shall be maintained 
between a public water system and a source of water not 
approved by the department. 

(6) Owners shall provide the department with the current 
names, addresses, and telephone numbers of the owners, 
operators, and emergency contact persons for the system, 
including any changes to this information. The owner shall 
ensure that customer concerns and service complaints are 
responded to in a timely manner. 


[Statutory Authority: RCW 43.20.050. 94-14-002, $ 246-291-240, filed 
6/22/94, effective 7/23/94] 


WAC 246-291-250 Continuity of service. (1) No 
owner shall transfer system ownership without providing 
written notice to the department and all customers. Notifica- 
tion shall include a time schedule for transferring responsibil- 
ities, identification of the new owner, and under what author- 
ity the new ownership will operate. If the system is a corpo- 
ration, identification of the registered agent shall also be 
provided. 

(2) The system transferring ownership shall ensure all 
health-related standards are met during transfer and shall 
inform and train the new owner regarding operation of the 
system. 

(3) No owner shall end utility operations without provid- 
ing written notice to all customers and the department at least 
one year prior to termination of service. 

(4) Nothing in these rules shall prohibit an owner from 
terminating service to a specific customer if the customer 
fails to pay normal fees for service in a timely manner or if 
the customer allows or installs an unauthorized service con- 
nection to the system. 

(5) Where this section may be in conflict with existing 
state statutes, the more stringent statute shall prevail. 


[Statutory Authority: RCW 43.20.050. 94-14-002, $ 246-291-250, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-260 Recordkeeping and reporting. (1) 
The owner shall ensure that the following records of opera- 
tion and water quality analyses are kept on file: 

(a) Records of bacteriological and turbidity analyses 
shall be kept for five years. Records of chemical analyses 
shall be kept for as long as the system is in operation. Other 
records of operation and analyses required by the department 
shall be kept for three years. All records shall bear the signa- 
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ture of the owner of the water system or his or her represen- 
tative. 

(b) Records of action taken by the system to correct vio- 
lations of primary drinking water regulations and copies of 
public notifications shall be kept for three years after.the last 
action taken with respect to the particular violation involved. 

(c) Copies of any written reports, summaries, or com- 
munications, relating to comprehensive system evaluations 
(CSEs) conducted by system personnel, by a consultant or by 
any local, state, or federal agency, shall be kept for ten years 
after completion of the CSE involved. 

(d) Where applicable, records of operation and analyses 
shall include the following: 

(i) Daily chlorine residual; 

(ii) Water treatment plant performance including, but not 
limited to: 

(A) Type of chemicals used and quantity; 

(B) Amount of water treated; and 

(C) Results of analyses. 

(iii) Daily turbidity; 

(iv) Monthly water use readings from totalizing source 
meters; and 

(v) Other information as specified by the department. 

(2) Reporting. 

(a) The owner shall ensure that reports required by this 
chapter, are submitted to the department when requested by 
the department or as otherwise required by this section, 
including tests, measurements, and analytic reports. 

(b) Water facilities inventory and report form (WFD. 

(i) Owners shall ensure the submittal of an updated WFI 
to the department every three years or as requested; and 

(ii) The owner shall also ensure the submittal of an 
updated WFI to the department within thirty days of any 
change in name, number of connections, ownership, or 
responsibility for management of the water system. 

(c) Bacteriological. 

(i) The owner shall ensure that the department is notified 
of the presence of: 

(A) Coliform in a sample, within ten days of notification 
by the laboratory; and 

(B) Fecal coliform or E. coli in a sample, by the end of 
the business day in which the owner is notified by the labora- 
tory or as soon as possible. 

(ii) When a coliform MCL violation occurs, the owner 
shall ensure that the following notifications are made: 

(A) Notification of the department before the end of the 
next business day when a coliform MCL is determined; and 

(B) Notification of the water system users in accordance 
with WAC 246-291-360. 

(d) Water use data shall be reported upon request of the 
department. 


[Statutory Authority: RCW 43.20.050. 94-14-002, § 246-291-260, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-270 Cross-connection control. (1) 
Owners have the responsibility to protect public water sys- 
tems from contamination due to cross-connections. 

(2) Cross-connections which can be eliminated shall be 
eliminated. The owner shall work cooperatively with local 
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authorities to eliminate or control potential cross-connections 
in a manner acceptable to the department. 

(3) When an existing cross-connection poses a potential 
health or system hazard, the owner shall shut off water ser- 
vice to the premises until the cross-connection has been elim- 
inated or controlled by the installation of a proper backflow 
prevention assembly. 

(4) Backflow prevention devices shall be approved by 
the department and tested in a manner prescribed by the 
department in WAC 246-290-490. 


[Statutory Authority: RCW 43.20.050. 94-14-002, $ 246-291-270, filed 
6/22/94, effective 7/23/94] 


WAC 246-291-300 General monitoring require- 
ments. (1) The department may require additional monitor- 
ing when it determines contamination is present or suspected 
in the water system or when it determines the source may be 
vulnerable to contamination. 

(2) Special purpose samples shall not count toward ful- 
fillment of the monitoring requirements of this chapter. 

(3) The owner shall ensure samples required by this 
chapter are collected, transported, and submitted for analysis 
according to department-approved methods. The analyses 
shall be performed by the state public health laboratory or 
another laboratory certified by the department. Qualified 
water utility, certified laboratory, or department personnel 
may conduct measurements for pH, temperature, residual dis- 
infectant concentration and turbidity as required by this chap- 
ter, provided, these measurements are made in accordance 
with Standard Methods. 

(4) When one Group B water system sells water to 
another public water system and the cumulative number of 
services or population served meet the definition of a Group 
A system, the owner of the selling system shall ensure that 
source monitoring is conducted in accordance with the mini- 
mum requirements for Group À community systems found in 
chapter 246-290 WAC. 


[Statutory Authority: RCW 43.20.050. 94-14-002, $ 246-291-300, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-310 General follow-up. (1) If a water 
quality sample exceeds any MCLs listed in this chapter, the 
owner shall ensure notification of the department and take 
follow-up action as described in this chapter. 

(2) When a primary MCL violation occurs, the owner 
shall ensure that the following actions are taken: 

(a) Notification of the department in accordance with 
WAC 246-291-260; 

(b) Notification of the consumers served by the system in 
accordance with WAC 246-291-360; 

(c) Determination of the cause of the contamination; and 

(d) Other action as directed by the department. 

(3) When a secondary MCL violation occurs, the owner 
shall ensure that the department is notified and that action is 
taken as directed by the department. 

(4) The department shall determine the follow-up action 
when a substance not included in this chapter is detected. 


[Statutory Authority: RCW 43.20.050. 94-14-002, $ 246-291-310, filed 
6/22/94, effective 7/23/94.] 
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WAC 246-291-320 Bacteriological. (1) Owners shall 
ensure the collection and submittal of a sample for coliform 
analysis at least once every twelve months from the furthest 
end of the distribution system or as directed by the depart- 
ment. 

(2) When coliform bacteria are present in any sample the 
owner shall ensure that: 

(a) The sample is analyzed for fecal coliform or E. coli; 

(b) The department is notified in accordance with WAC 
246-291-260; and 

(c) Further action is taken as directed by the department. 

(3) MCLs. 

(a) MCLs under this subsection shall be considered pri- 
mary standards. 

(b) An MCL violation for coliform bacteria occurs when 
a routine and repeat sample have coliform presence. 

(c) In determining MCL compliance, the owner shall: 

(1) Include: 

(A) Routine samples; and 

(B) Repeat samples. 

(ii) Not include: 

(A) Invalidated samples; and 

(B) Special purpose samples. 

[Statutory Authority: RCW 43.20.050. 94-14-002, 8 246-291-320, filed 
6/22/94, effective 7/23/94.1 


WAC 246-291-330 Inorganic chemical and physical. 
(1) Monitoring. 

(a) A complete inorganic chemical and physical analysis 
shall consist of the primary and secondary chemical and 
physical standards. 

(i) Primary chemical and physical standards are anti- 
mony, arsenic, barium, beryllium, cadmium, chromium, cya- 
nide, fluoride, mercury, nickel, nitrate (as N), nitrite (as N), 
selenium, sodium, thallium, and turbidity. 

Gi) Secondary chemical and physical standards are chlo- 
ride, color, hardness, iron, manganese, silver, specific con- 
ductivity, sulfate*, total dissolved solids*, and zinc. 

*Required only when specific conductivity exceeds 
seven hundred micromhos/centimeter. 

(b) Samples taken for inorganic chemical analyses shall 
be collected at the source before treatment. 

(c) Owners shall ensure submittal of at least one initial 
complete analysis from each source or well field; 

(d) After the initia] complete analysis, owners shall 
ensure submittal to the department of results of at least one 
nitrate sample analyzed from each source or well field every 
thirty-six months; and 

(e) When treatment is provided for one or more inor- 
ganic chemical or physical contaminants, samples shall be 
taken for the specific contaminant or contaminants before 
and after treatment. The department shall determine the fre- 
quency of sampling. 

(2) Follow-up. When an initial analysis of a substance 
exceeds the MCL, the owner shall ensure that at least one 
additional sample is immediately taken from the same sam- 
pling point and analyzed for any substance which exceeded 
the MCL. If the average of the samples exceeds the MCL, a 
violation is confirmed. 
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(3) MCLs. The primary and secondary MCLs are listed 
in Tables 1 and 2 


Table 1 

INORGANIC CHEMICAL CHARACTERISTICS 
Substance Primary MCLs (mg/L) 
Antimony 0.006 
Arsenic 0.05 
Barium 2.0 
Beryllium 0.004 
Cadmium 0.005 
Chromium 0.1 
Cyanide 0.2 
Fluoride 4.0 
Mercury 0.002 
Nickel 0.1 
Nitrate (as N) 10.0 
Nitrite (as N) 1.0 
Selenium (Se) 0.05 
Sodium (Na) * 
Thallium 0.002 
Substance Secondary MCLs (mg/L) 
Chloride (СІ) 250.0 
Fluoride (F) 2.0 
Tron (Fe) 0.3 
Manganese (Mn) 0.05 
Silver (Ag) 0.1 
Sulfate (S04) 250.0 
Zinc (Zn) 5.0 


Note: Although the state board of health has not established an 
MCL for sodium, there is enough public health significance 
connected with sodium levels to require inclusion іп іпог- 
ganic chemical and physical monitoring. 


Table 2 

PHYSICAL CHARACTERISTICS 
Substance Primary MCL 
Turbidity 1-0 NTU 
Substance Secondary MCLs 
Color 15 Color Units 
Hardness None established 
Specific Conductivity 700 umhos/cm 
Total Dissolved Solids (TDS) 500 mg/L 


[Statutory Authority: RCW 43.20.050. 94-14-002, $ 246-291-330, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-340 Turbidity. (1) The department shall 
determine monitoring requirements on a case-by-case basis. 
New surface water and GWI sources shall comply with appli- 
cable turbidity monitoring requirements in accordance with 
Part 6 of chapter 246-290 WAC. 

(2) MCLs. 

(a) The department shall consider standards under this 
subsection primary standards. 

(b) The MCLs for turbidity are: 
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(i) 1.0 NTU, based on a monthly average of the maxi- 
mum daily turbidity, where the maximum daily turbidity is 
defined as the average of the: 

(A) Highest two hourly readings over a twenty-four-hour 
period when continuous monitoring is used; or 

(B) Daily grab samples taken within one hour when daily 
monitoring is used. 

The department may increase the MCL to 5.0 NTUs if 
the owner can show the source is within a controlled water- 
shed and the source meets the requirements under WAC 246- 
291-110. 

(ii) 5.0 NTUs based on an average of the maximum daily 
turbidity for two consecutive days. 


[Statutory Authority: RCW 43.20.050. 94-14-002, § 246-291-340, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-350 Other substances. (1) In areas 
known or suspected of being contaminated with other sub- 
stances of public health concern, the department may require 
that an owner submit water samples to test for the suspected 
contamination at a frequency determined by the department. 

(2) The department may require repeat samples for con- 
firmation of results. 

(3) Any substance confirmed in a water system that does 
not have an MCL listed in this chapter shall be subject to the 
MCLs, state advisory levels (SALs) and other provisions 
found in chapter 246-290 WAC. 


{Statutory Authority: RCW 43.20.050. 94-14-002, § 246-291-350, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-360 Public notification. (1) Responsi- 
bility. Within fourteen days of the violation, the owner shall 
ensure that water system users are notified when the system 
has a violation of a primary MCL., 

(2) Content. Notices shall provide: 

(a) A clear, concise, and simple explanation of the viola- 
tion; 

(b) Discussion of potential adverse health effects and any 
segments of the population that may be at higher risk; 

(c) A list of steps the owner has taken or is planning to 
take to remedy the situation; 

(d) A list of steps the consumer should take, including 
advice on seeking an alternative water supply if necessary; 

(e) The owner's and manager's names and phone num- 
bers; and 

(f) When appropriate, notices shall be multilingual. 

The owner may provide additional information to further 
explain the situation. 

(3) Distribution. Owners shall ensure that a written 
notice is distributed to all water system users within fourteen 
days of a violation unless otherwise directed by the depart- 
ment. 

(4) When circumstances dictate the owner give a broader 
or more immediate notice to protect public health, the depart- 
ment may require notification by whatever means necessary. 

(5) When a system is granted a waiver for reduction of 
water quality standards, the owner shall ensure that custom- 
ers are notified. The owner shall provide a notice annually 
and send a copy to the department. 
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[Statutory Authority: RCW 43.20,050. 94-14-002, 8 246-291-360, filed 
6/22/94, effective 7/23/94.] 


WAC 246-291-370 Severability. If any provision of 
this chapter or its application to any person or circumstances 
is held invalid, the remainder of this chapter, or the applica- 
tion of the provision to other persons or circumstances, shall 
not be affected. 


[Statutory Authority: RCW 43.20.050, 94-14-002, $ 246-291-370, filed 
6/22/94, effective 7/23/94.] 
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General system requirements. 
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Minimum certification requirements for public water 
systems, 
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DISPOSITION OF SECTIONS FORMERLY 
CODIFIED IN THIS CHAPTER 

246-292-030 Certification board. [Statutory Authority: Chapter 
70.119 RCW. 94-04-004, 8 246-292-030, filed 1/20/94, 
effective 2/20/94, Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
292-030, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.119.050. 78-10-053 (Order 1343), 
$ 248-55-040, filed 9/22/78.] Repealed by 96-19-041, 
filed 9/12/96, effective 10/13/96. Statutory Authority: 
RCW 43.70.040. 
Purpose. [Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as 8 246-292-120, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.119.050, 82-24-070 (Order 1917), $ 248-55-210, 
filed 12/1/82.] Repealed by 94-04-004, filed 1/20/94, 
effective 2/20/94, Statutory Authority: Chapter 70.119 
RCW. 
Notice of decision—Adjudicative proceeding. [Statu- 
tory Authority: RCW 43.70.040. 91-02-049 (Order 
121), recodified as § 246-292-130, filed 12/27/90, 
effective 1/31/91. Statutory Authority: Chapter 34.05 
RCW, RCW 34.05.220 (1)(a) and 70.119.050. 90-06- 
019 (Order 039), § 248-55-220, filed 2/28/90, effective 
3/1/90. Statutory Authority: RCW 70.119.050. 82-24- 
070 (Order 1917), 8 248-55-220, filed 12/1/82.] 
Repealed by 94-04-004, filed 1/20/94, effective 2/20/94. 
Statutory Authority: Chapter 70.119 RCW. 
Certificate denial—Adjudicative procedure. [Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-292-140, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 34.05 RCW, 
RCW 34.05.220 (1)(a) and 70.119.050. 90-06-019 
(Order 039), $ 248-55-235, filed 2/28/90, effective 
3/1/90.] Repealed by 94-04-004, filed 1/20/94, effective 
2/20/94. Statutory Authority: Chapter 70,119 RCW. 
Certificate suspension, modification, or revocation— 
Adjudicative procedure. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
292-150, filed 12/27/90, effective 1/31/91. Statutory 
Authority: Chapter 34.05 RCW, RCW 34.05.220 (1)(a) 
and 70.119.050. 90-06-019 (Order 039), 8 248-55-240, 
filed 2/28/90, effective 3/1/90. Statutory Authority: 
RCW 70.119.050. 82-24-070 (Order 1917), $ 248-55- 


246-292-120 


246-292-130 


246-292-140 


246-292-150 
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240, filed 12/1/82.] Repealed by 94-04-004, filed 
1/20/94, effective 2/20/94. Statutory Authority: Chap- 
ter 70.119 RCW. 

Waterworks operator certification fees. [Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-292-990, filed 12/27/90, effective 
1/31/91. Statutory Authority: 1982 c 201. 82-13-011 
(Order 1825), § 440-44-080, filed 6/4/82.] Repealed by 
94-04-004, filed 1/20/94, effective 2/20/94. Statutory 
Authority: Chapter 70.119 RCW. 


246-292-990 


WAC 246-292-001 Purpose. Pursuant to the provisions 
of chapter 70.119 RCW, the regulations set forth in this chap- 
ter are adopted for the protection of public health through the 
establishment of minimum requirements and standards by 
which systems are operated and operators in charge of public 
water systems are examined and certified as to their compe- 
tency. Certification under this chapter is available to all oper- 
ators who can meet the minimum qualifications of a given 
classification. 

[Statutory Authority: Chapter 70.119 RCW. 94-04-004, § 246-292-001, 
filed 1/20/94, effective 2/20/94. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-292-001, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.119.050. 78-10-053 (Order 1343), $ 
248-55-010, filed 9/22/78.] 


WAC 246-292-010 Definitions. Abbreviations: 

BAT - backflow assembly tester. 

BTO - basic treatment operator. 

CCS - cross connection control specialist. 

GWI - ground water under the direct influence of surface 
water. 

NTNC - nontransient noncommunity. 

OIT - operator-in-training. 

TNC - transient noncommunity. 

WDM - water distribution manager. 

WDS - water distribution specialist. 

WTPO - water treatment plant operator. 

"Basic filtration technology" means slow sand filtration 
and alternate filtration technologies such as cartridge filters, 
bag filters, and ultrafiltration. 

"Board" means the water and wastewater operator certi- 
fication board of examiners as established under RCW 
70.95B.070 and 70.119.080. 

"Certificate" means a certificate of competency issued 
by the secretary stating that the operator has met the require- 
ments for the specified operator classification of the certifica- 
tion program. 

"Certified operator" means a person who has met the 
applicable requirements of chapter 246-292 WAC and holds 
a valid certificate. 

"Complex filtration technology" means conventional, 
direct, in-line or diatomaceous earth filtration. 

"Continuing education unit (CEU)" means a nationally 
recognized unit of measurement similar to college credits. 
One CEU is awarded for every ten contact hours of participa- 
tion in an organized continuing education experience under 
responsible sponsorship, capable direction and qualified 
instruction. Forty-five relevant CEUs equals forty-five rele- 
vant college quarter credits or thirty relevant college semester 
credits as determined by the department. 
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"Contract operator" means a person in charge of the 
active, daily, technical operation of more than two public 
water systems. 

"Cross connection control program" means a program 
protecting the health of water consumers and the potability of 
the public water supply as required under WAC 246-290- 
490. 

"Department" means the Washington state department 
of health. 

"Distribution system" means that portion of a public 
water system which conveys water from the source and/or 
treatment facilities to consumers. 

"Ground water under the direct influence of surface 
water (GWI)" means any water beneath the surface of the 
ground with: 

Significant occurrence of insects or other macroorgan- 
isms, algae, or large diameter pathogens such as giardia lam- 
blia; or 

Significant and relatively rapid shifts in water character- 
istics such as turbidity, temperature, conductivity, or pH 
which closely correlate to climatological or surface water 
condition. 

"Group À water system" means a public water system 
with fifteen or more service connections, regardless of the 
number of people; or a system serving an average of twenty- 
five or more people per day for sixty or more days within a 
calendar year, regardless of the number of service connec- 
tions. 

"Group B water system" means a public water system 
with less than fifteen service connections and serving: 

An average of less than twenty-five people per day for 
sixty or more days within a calendar year; or 

Any number of people for less than sixty days within a 
calendar year. 

"Nationally recognized association of certification 
authorities" means an organization which: Serves as an 
information center for certification activities; 

Recommends minimum standards and guidelines for 
classification of potable water treatment plants, water distri- 
bution systems, wastewater facilities and certification of 
operators; 

Facilitates reciprocity between state programs; and 

Assists authorities in establishing new and updating 
existing certification programs. 

"Nontransient noncommunity water system (NTNC)" 
means a Group A water system regularly serving twenty-five 
or more of the same nonresidents for one hundred eighty or 
more days within a calendar year. 

"Owner" means any agency, subdivision of the state, 
municipal corporation, firm, company, mutual or cooperative 
association, institution, partnership, or person or any other 
entity that holds as property, a public water system. 

"Professional growth reporting period" means a desig- 
nated time period of not less than three years, in which a cer- 
tified operator shall demonstrate professional growth. 

"Public water system" means any system, excluding a 
system serving only one single-family residence and a system 
with four or fewer connections all of which serve residences 
on the same farm, providing piped water for human con- 
sumption, including any collection, treatment, storage, or dis- 
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tribution facilities under control of the purveyor and used pri- 
marily in connection with the system; and collection or pre- 
treatment storage facilities not under control of the purveyor 
but primarily used in connection with the system. 

"Purification plant" means that portion of a public water 
system which treats or improves the physical, chemical or 
bacteriological quality of the system's water to bring the 
water into compliance with state board of health standards. 
Unit processes installed as necessary to perform water filtra- 
tion, ion exchange, electrodialysis, reverse osmosis, or iron 
and manganese removal shall be included within the scope of 
the term purification plant. Unit processes installed as neces- 
sary to allow in-line fluoridation, in-line chlorination, or 
chemical addition to inhibit corrosion shall not be included 
within the scope of the term purification plant. 

"Secretary" means the secretary of the department of 
health or the secretary's designee. 

"Service" means a connection to a public water system 
designed to serve a single family residence or other residen- 
tial or nonresidential population. When the connection is toa 
system without clearly defined single family residences or 
with a nonresident population, the following formulas shall 
be used in determining equivalent number of services: 

For group home ог barracks-type accommodation, 
divide the average population served each day by two and 
one-half; 

For NTNC systems, divide the average population 
served each day by two and one-half; and 

For TNC systems, divide the average population served 
each day by twenty-five. 

"Surface water" means a body of water open to the atmo- 
sphere and subject to surface runoff. 

“Transient noncommunity water system (TNC)" means а 
Group A water system: 

Having fifteen or more services used less than one hun- 
dred eighty days within a calendar year; or 

Serving twenty-five or more different nonresidents for 
sixty or more days within a calendar year; or 

Serving twenty-five or more of the same nonresidents for 
sixty or more days, but less than one hundred eighty days 
within a calendar year; or 

Serving twenty-five or more residents for sixty or more 
days, but less than one hundred eighty days within a calendar 
year. 

[Statutory Authority: Chapter 70.119 RCW. 94-04-004, $ 246-292-010, 
filed 1/20/94, effective 2/20/94. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-292-010, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.119.050. 78-10-053 (Order 1343), $ 
248-55-020, filed 9/22/78.] 


WAC 246-292-020 General system requirements. (1) 
All Group A water systems shall have at least one certified 
operator as required under W AC 246-292-050 if the system: 

(a) Serves one hundred or more services in use at any one 
time; or 

(b) Has a surface water or GWI source. 


(2) When a certified operator is required, the operator 
shall be in charge of the active, daily, technical operation of 
all portions of a public water system. 
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(3) Where shift work is practiced, a certified operator 
Shall be in charge of each operating shift. The certified oper- 
ator shall be present or on call. 

(4) When a system apportions responsibility for seg- 
ments of a public water system, the system shall ensure that a 
certífied operator is responsible for each segment. 

[Statutory Authority: Chapter 70.119 RCW. 94-04-004, § 246-292-020, 
filed 1/20/94, effective 2/20/94. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-292-020, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.119.050. 78-10-053 (Order 1343), $ 
248-55-030, filed 9/22/78.] 


WAC 246-292-040 Classification of public water sys- 
tems. (1) The secretary shall classify purification plants into 
groups according to the "Purification Plant Criteria" 
approved by the board in November 1993. Copies of the 
"Purification Plant Criteria" are available on request by con- 
tacting the Water Works Certification Program, Airdustrial 
Center #3, P.O. Box 47822, Olympia, Washington 98504- 
7822. 

(2) The secretary shall classify distribution systems into 
groups as follows: 


Classification Population Served* 
Group 1 less than 1,500 
Group 2 1,501 - 15,000 
Group 3 15,001 - 50,000 
Group 4 greater than 50,000 


* Ifthe population served is not known, apply this formula: Number of 
Service Connections x 2.5 = Population Served 


[Statutory Authority: Chapter 70.119 RCW. 94-04-004, $ 246-292-040, 
filed 1/20/94, effective 2/20/94. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-292-040, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 70.119.050. 78-10-053 (Order 1343), $ 
248-55-050, filed 9/22/78.] 


WAC 246-292-050 Minimum certification require- 
ments for public water systems. (1) Owners shall have at 
least one certified operator in charge of the active, daily, tech- 
nical operation of their system as follows: 

(a) A WTPO shall be responsible for the operation of a 
purification plant utilizing complex filtration technology; 

(b) А ВТО shall be responsible for the operation of: 

(i) A purification plant utilizing basic filtration technol- 
ogy; or 

(ii) An unfiltered Group A surface water or GWI system 
with less than one hundred services in use at any one time. 

(c) A WDM shall be responsible for the operation of a 
Group A water system with: 

(i) One hundred or more services in use at any one time; 
or 

(ii) A purification plant utilizing complex filtration tech- 
nology. 

(2) Owners required to develop a cross-connection con- 
trol program shall ensure that a CCS is responsible for: 

(a) The system's cross-connection control program; 

(b) Initial inspection of premises served by the system, 
for cross-connections; and 


(c) Periodic reinspection of premises served by the sys- 
tem, for cross-connections. 
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(3) Owners shall ensure that a BAT is responsible for 
inspecting, testing, and monitoring backflow prevention 
assemblies in accordance with WAC 246-290-490. 

(4) Owners may utilize a WDS to accomplish routine 
technical duties, provided they are under the supervision of 
an operator certified in accordance with WAC 246-292-020. 

(5) A WTPO and WDM shall be certified at a level equal 
to or higher than the water system's classification rating 
assigned by the secretary in accordance with WAC 246-292- 
040. 

(6) When the Group A water system practices shift work, 
the certified operator in charge of each shift shall be certified 
at a minimum of one level lower than the classification of the 
purification plant or distribution system. 

{Statutory Authority: Chapter 70.119 RCW, 94-04-004, § 246-292-050, 
filed 1/20/94, effective 2/20/94. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-292-050, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.119.050. 78-10-053 (Order 1343), $ 
248-55-060, filed 9/22/78.) 


WAC 246-292-055 Minimum requirements for con- 
tract operators. (1) Contract operators shall mean persons 
who are in charge of the active, daily, technical operation of 
more than two public water systems. 


246-292-070 


(2) Contract operators responsible for operation of a sys- 
tem shall be certified as follows: 

(a) At a minimum, a WDM and CCS, with the WDM 
level determined by the largest public water system operated; 

(b) A BTO for public water systems with basic filtration 
technology; and 

(c) A WTPO for public water systems with complex fil- 
tration technology. 

(3) Contract operators shall maintain twenty-four-hour 
telephone availability. 

(4) Contract operators shall submit two copies of all 
signed operations contracts to the department within thirty 
days of the effective date. 

(5) Contract operators who are satellite management 
agencies shall also comply with the provisions of RCW 
70.116.134. 


[Statutory Authority: Chapter 70.119 RCW. 94-04-004, 8 246-292-055, 
filed 1/20/94, effective 2/20/94.] 


WAC 246-292-060 Minimum education and experi- 
ence requirements for water works operators. (1) Mini- 
mum education and experience requirements for the follow- 
ing water works operator classifications and levels shall be 
as indicated in Table 1: 


Table 1 
MINIMUM EDUCATION AND EXPERIENCE REQUIREMENTS 


WATER WORKS 
OPERATOR 


CLASSIFICATIONS| Education 
Water Distribution 12 3 
Manager (WDM) years months 


Water Treatment 12 3 
Plant Operator years months 
(WTPO) 


Water Distribution 
Specialist (WDS) 


Cross-Connection 
Control Specialist 
(CCS) 


Backflow Assem- l NA 
bly Tester (BAT) 


Basic Treatment 
Operator (BTO) 


*OIT experience may be fulfilled by three months operating experience or thirty hours of relevant classroom training (three CEUs or college credits). 


(2) Minimum education shall be the acceptable level of 
education, or experience which may be substituted for educa- 
tion. A department guideline titled "Water Works Certifica- 
tion Program Guideline" is available to assist operators in 
determining acceptable education and experience. 

! (3) Minimum experience shall be the routine on-site per- 
formance of duties in a water purification plant or distribu- 
tion system. Those duties shall affect plant or system perfor- 
mance and/or water quality. 

(4) The board may allow substitutions of a person's rele- 
vant experience when the person cannot meet the formal 
education requirement, or vice versa in the WDM, WTPO, 
WDS and CCS classifications as outlined in the department 
guideline titled "Water Works Certification Program Guide- 
line" available on request. 
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[Statutory Authority: Chapter 70.119 RCW. 94-04-004, § 246-292-060, 
filed 1/20/94, effective 2/20/94; Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-292-060, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 70.119.050. 78-10-053 (Order 1343), 8 
248-55-070, filed 9/22/78.] 


WAC 246-292-070 Application and examination. (1) 
Applicants for any classification of water works operator 
shall: 

(a) Meet the minimum education and experience criteria 
for the level of certification for which they are applying in 
accordance with WAC 246-292-060; 

(b) Submit a completed application and applicable fee to 
the secretary; 

(c) Pass the written examination for the appropriate clas- 
sification and level; and 
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(d) For the BAT and BTO classifications, pass the prac- 
tical examination. 

(2) The secretary shall: 

(a) Conduct examinations at least three times annually at 
convenient places and times as set by the board; 

(b) Provide notice of places and times of regularly sched- 
uled examinations; and 

(c) Issue applicable certificates to applicants meeting all 
the conditions for certification. 

(3) Applicants who fail or do not appear for their sched- 
uled examination may reapply for a regularly scheduled 
examination by submitting a new application along with the 
applicable fee to the secretary. 

{Statutory Authority: Chapter 70.119 RCW. 94-04-004, § 246-292-070, 
filed 1/20/94, effective 2/20/94. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-292-070, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.119.050. 78-10-053 (Order 1343), $ 
248-55-080, filed 9/22/78.] 


WAC 246-292-075 Reciprocity. The secretary may 
issue a certification without examination provided: 

(1) A completed application and applicable fee are sub- 
mitted to the secretary; and 

(2) The applicant possesses a certificate from a state or 
province having substantially equivalent standards as deter- 
mined by the secretary after consultation with the board. 


[Statutory Authority: Chapter 70.119 RCW. 94-04-004, 8 246-292-075, 
filed 1/20/94, effective 2/20/94.] 


WAC 246-292-080 Temporary certification. (1) The 
secretary may issue a temporary certificate to an operator 
without examination, provided: 

(a) The public water system submits: 

(i) A letter requesting a temporary certificate for the 
operator; and 

(ii) The applicable fee. 

(b) The operator completes and submits a certification 
application; and 

(c) The operator meets or will meet the minimum educa- 
tion and experience requirements of the mandatory classifica- 
tion for the vacated position, prior to the expiration date of 
the temporary certificate. 

(2) Only one temporary certificate may be issued in each 
instance of vacation of any position. 

(3) The temporary certificate shall be valid for up to 
twelve months. 

(4) The temporary certificate shall be specific to the des- 
ignated system. 

[Statutory Authority: Chapter 70.119 RCW. 94-04-004, § 246-292-080, 
filed 1/20/94, effective 2/20/94. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-292-080, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.119.050. 78-10-053 (Order 1343), $ 
248-55-090, filed 9/22/78.] 


WAC 246-292-090 Renewal of certificates. (1) The 
operator certificate shall be renewed by January 1st of each 
year. 

(2) The secretary shall renew the operator certificate 
upon payment of the renewal fee and demonstration of pro- 
fessional growth in accordance with subsections (3), (4), and 
(5) of this section. The applicant shall provide evidence of 
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professional growth acceptable to the department within the 
designated professional growth reporting period. A depart- 
ment guideline titled "Water Works Certification Program 
Guideline" is available to assist the applicant. 

(3) To demonstrate professional growth, a holder of 
WDM, WTPO, WDS, or CCS certification shall accomplish 
one of the following activities during each professional 
growth reporting period: 

(a) Accumulate a minimum of three CEUs, or college 
credits relevant to the operation, maintenance, or manage- 
ment of a water system; 

(b) Advance by examination in the Washington water 
works operator certification program within the same classi- 
fication to a level 2, 3, or 4; or 

(c) Achieve certification by examination in a different 
classification as shown below: 

(i) WDM to WTPO; 

(ii) WTPO to WDM; 

(iii) WDS to WDM or WTPO; or 

(iv) CCS to WDM, WTPO, or WDS. 

(4) To demonstrate professional growth, a holder of a 
BAT certification shall satisfactorily complete the board's 
backflow assembly tester practical and written examination 
during each professional growth reporting period. 

(5) To demonstrate professional growth, a holder of a 
BTO certification shall satisfactorily complete the board's 
basic treatment operator refresher practical and written exam- 
inations during each professional growth reporting period. 

(6) The secretary shall notify an operator failing to renew 
the operator certificate by December 31st, that the certificate 
is temporarily valid for two months beginning January 1st. 

(7) A certificate not renewed during the two month 
period shall become invalid. The secretary shall notify the 
holder of an invalid certificate with a written notice. 

(8) An operator failing to renew their certification under 
provisions of this section may reapply for certification and 
shall meet the requirements for a new applicant. 

[Statutory Authority: Chapter 70.119 RCW. 94-04-004, $ 246-292-090, 
filed 1/20/94, effective 2/20/94. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-292-090, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 201, Laws of 1982. 82-13-009 (Order 


1823), 8 248-55-110, filed 6/4/82. Statutory Authority: RCW 70.119.050. 
78-10-053 (Order 1343), 8 248-55-110, filed 9/22/78.] 


WAC 246-292-100 Revocation. (1) The secretary may 
revoke an operator's certificate when the operator: 

(a) Obtains a certificate by fraud or deceit; 

(b) Demonstrates gross negligence in the operation of a 
purification plant or a distribution system; or 

(c) Intentionally violates the requirements of this chapter 
or any department rules or orders. 

(2) The secretary shall provide written notice of violation 
and reasonable opportunity for correction prior to taking 
action on revocation of a certificate. 

(3) No action to revoke a certificate shall be initiated by 
the secretary unless and until the board has conducted a hear- 
ing to consider the appropriateness of revocation and the 
board has recommended revocation to the secretary. 

(4) A revocation action brought under this section shall 
be conducted in accordance with RCW 43.70.115, chapter 
34.05 RCW, and chapter 246-10 WAC. 
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[Statutory Authority: Chapter 70.119 RCW. 94-04-004, $ 246-292-100, 
filed 1/20/94, effective 2/20/94. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-292-100, filed 12/27/90, effective 
1/31/91, Statutory Authority: RCW 70.119.050. 78-10-053 (Order 1343), § 
248-55-120, filed 9/22/78.] 


WAC 246-292-110 Enforcement. When any Group A 
water system or operator is out of compliance with these reg- 
ulations, the department may initiate appropriate enforce- 
ment actions as authorized under chapter 70.119 and 
70.119A RCW. These actions may include any one or combi- 
nation of the following: 

(1) Issuance of informal letters instructing or requiring 
appropriate corrective measures; 

(2) Issuance of a compliance schedule; 

(3) Issuance of a departmental order; 

(4) Issuance of civil penalties for up to five thousand dol- 
lars per day per violation; 

(5) Prosecution as a criminal misdemeanor with fines up 
to one hundred dollars per offense; and 

(6) Other legal action by the attorney general or local 
prosecutor. 

[Statutory Authority: Chapter 70.119 RCW. 94-04-004, $ 246-292-110, 
filed 1/20/94, effective 2/20/94. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-292-110, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.119.050. 78-10-053 (Order 1343), 8 
248-55-130, filed 9/22/78.] 


WAC 246-292-160 Water works certification fees. (1) 
Operator fees: | 
(а) Applicable fees shall Бе as indicated іп Table 2; 


Table 2 
WATER WORKS OPERATOR FEES 


ANNUAL 
OPERATOR APPLICATION | REAPPLICATION | RENEWAL LATE 
CLASSIFICATION FEE FEE FEE FEE 


5 The annual renewal fee and late fee for а WTPO, WDM, WDS and CCS 
certification shall be twenty-six dollars regardless of the number of 
classifications held. 


(b) A late fee shall be assessed to operators failing to 
submit the required fee within the time period specified on 
the renewal form; and 

(c) The fee for application for reciprocity shall be one 
hundred four dollars per classification. 

(2) Group A system fees: 

(a) Applicable fees shall be as indicated in Table 3. 


Table 3 
ANNUAL SYSTEM CERTIFICATION FEES 


SYSTEM SIZE* SYSTEM FEE 
(Number of Equivalent Services) 


Less than 601 Services $ 78.00 
601 through 6,000 Services $ 234.00 


6,001 through 20,000 Services $ 312.00 
More than 20,000 Services $ 468.00 


* Systems designated by the department as approved satellite manage- 
ment agencies (SMAs) shall pay a fee based on total services in all 
systems owned by the sMA. 
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(b) Group A system fees shall be paid in conjunction 
with the system's annual operating permit fee required in 
chapter 246-294 МАС. 

(с) A late fee shall be assessed against any system not 
submitting the applicable fee to the department within the 
designated time period. The late fee shall be based on the 
water system's classification and shall be an additional ten 
percent of the applicable system fee or twenty-six dollars, 
whichever is greater. 

(d) The system fee for issuance of a temporary certificate 
shall be fifty-two dollars for each temporary position. 

(3) Fees shall be nonrefundable and transfers of fees 
shall not be allowed. 

(4) Payment of fees required under this chapter shall be 
in the form of a check or money order made payable to the 
department of health and shall be mailed to Department of 
Health, P.O. Box 1099, Olympia, Washington 98507-1099, 
or such successor organization or address as designated by 
the department. 

[Statutory Authority: RCW 43.20B.020. 98-12-015, 8 246-292-160, filed 


5/22/98, effective 6/22/98. Statutory Authority: Chapter 70.119 RCW. 94- 
04-004, $ 246-292-160, filed 1/20/94, effective 2/20/94.] 


WAC 246-292-170 Severability. If any provision of 
this chapter or its application to any person or circumstances 
is held invalid, the remainder of this chapter, or the applica- 
tion of the provision to other persons or circumstances, shall 
not be affected. 


[Statutory Authority: Chapter 70.119 RCW. 94-04-004, 8 246-292-170, 
filed 1/20/94, effective 2/20/94.] 


Chapter 246-293 WAC 
WATER SYSTEM COORDINATION ACT 


WAC 
246-293-001 Purpose. 
PART I. PROCEDURAL REGULATIONS 

246-293-110 Definitions. 

246-293-120 Preliminary assessment—Requirement. 

246-293-130 Preliminary assessment—Procedures. 

246-293-140 Declaration of critical water supply service area. 

246-293-150 Water utility coordinating committee—Establishment. 

246-293-160 Water utility coordinating committee—Purpose. 

246-293-170 Establishment of external critical water supply service 
area boundaries—Procedures. 

246-293-180 Establishment of external critical water supply service 
area boundaries—Criteria. 

246-293-190 Establishment of critical water supply service area 
boundaries—Effect. 

246-293-200 Alteration of external critical water supply service area 
boundaries. 

246-293-210 Update of external critical water supply service area 
boundaries. 

246-293-220 Coordinated water system plan—Requirement. 

246-293-230 Coordinated water system plan—Water system plan. 

246-293-240 Coordinated water system plan—Supplementary provi- 
sions. 

246-293-250 Service area agreements—Requirement. 

246-293-260 Coordinated water system plan—Procedures (water util- 
ity coordinating committee). 

246-293-270 Coordinated water system plan—Effect. 

246-293-280 Coordinated water system plan—Update, 

246-293-290 Coordinated water system plan—Local review. 

246-293-300 Coordinated water system plan—Department approval. 


PART II. RESOLUTION OF SERVICE AREA CONFLICTS 


246-293-401 Purpose. 


[Title 246 WAC— p. 543] 


i 
i 
t 
i 
| 
i 
i 
i 
| 
I 


246-293-001 


246-293-420 Public hearing. 
246-293-430 Initial decision. 

PART III. FIRE FLOW 
246-293-601 Purpose, 
246-293-602 Scope, 
246-293-610 Definitions. 
246-293-620 Administration. 
246-293-630 Application. 
246-293-640 Minimum standards for fire flow. 
246-293-650 Minimum standards for fire hydrants. 
246-293-660 Minimum standards for system reliability. 
246-293-670 Alternate methods. 
246-293-680 Local standards. 
246-293-690 Severability. 


DISPOSITION OF SECTIONS FORMERLY 
CODIFIED IN THIS CHAPTER 

246-293-310 Severability. [Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-293-310, filed 
12/27/90, effective 1/31/91. Statutory Authority: Chap- 
ter 70.116 RCW. 78-07-048 (Order 1309), § 248-56- 
900, filed 6/28/78.] Repealed by 97-20-101, filed 
9/29/97, effective 10/30/97. Statutory Authority: RCW 
43.70.040. 
Adjudicative proceeding. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
293-440, filed 12/27/90, effective 1/31/91. Statutory 
Authority: Chapter 34.05 RCW, RCW 34.05.220 (1)(a) 
and 70.116.050. 90-06-019 (Order 039), 8 248-59-030, 
filed 2/28/90, effective 3/1/90. Statutory Authority: 
RCW 74.116.070 [70.116.070]. 83-01-015 (Order 
1919), § 248-59-030, filed 12/6/82.] Repealed by 93- 
13-005 (Order 369), filed 6/3/93, effective 7/4/93. Stat- 
utory Authority: RCW 43.70.040. 


246-293-440 


WAC 246-293-001 Purpose. This chapter is promul- 
gated pursuant to the authority granted in the Public Water 
System Coordination Act of 1977, chapter 70.116 RCW, for 
the purpose of implementing a program relating to public 
water system coordination within the state of Washington, for 
evaluation and determination of critical water supply service 
areas, and assistance for orderly and efficient public water 
system planning. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodifed as 
8 246-293-001, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 78-07-048 (Order 1309), $ 248-56-100, filed 
6/28/18.] : 


PART I. PROCEDURAL REGULATIONS 


WAC 246-293-110. Definitions. (1) "Public water sys- 
tem" - Any system or water supply intended or used for 
human consumption or other domestic uses including, but not 
limited to, source, treatment, storage, transmission and distri- 
bution facilities where water is furnished to any community, 
number of individuals or is made available to the public for 
human consumption or domestic use. This definition shall 
exclude any water system serving one single family resi- 
dence, water systems existing prior to September 21, 1977 
which are owner operated and serve less than ten single fam- 
ily residences, and water systems serving no more than one 
industrial plant. 

(2) "Purveyor" - Any agency or subdivision of the state 
or any municipality, firm, company, mutual or cooperative 
association, institution, partnership, person, or any other 
entity that owns or operates a public water system for whole- 
sale or retail service (or their authorized agent). 
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(3) "Municipality" - Any county, city, town, or any other 
entity having its own incorporated government for local 
affairs including, but not limited to, metropolitan municipal 
corporation, public utility district, water district, irrigation 
district, sewer district, and/or port district. 

(4) "Inadequate water quality" - An excess of maximum 
contaminant levels established by the state board of health 
(chapter 248-54 WAC). 

(5) "Unreliable service" - Low pressure or quantity prob- 
lems, and/or frequent service interruption inconsistent with 
state board of health requirements (chapter 248-54 WAC). . 

(6) "Lack of coordinated planning" - Failure to resolve 
existing or potential areawide problems related to: 

(a) Insufficient control over development of new public 
water systems. 

(b) Adjacent or nearby public water systems constructed 
according to incompatible design standards. 

(c) No future service area agreements, or conflicts in 
existing or future service areas. 

(d) Adjacent public water systems which could benefit 
from emergency interties or joint-use facilities. 

(e) Water system plans which have not been updated in 
accordance with chapter 248-54 WAC. 

(f) Inconsistencies between neighboring water system 
plans, or failure to consider adopted county or city land use 
plans or policies. 

(7) "Critical water supply service area" - A geographical 
area designated by the department or county legislative 
authority characterized by public water system problems 
related to inadequate water quality, unreliable service, and/or 
lack of coordinated water system planning. It may be further 
characterized by a proliferation of small, inadequate public 
water systems, or by water supply problems which threaten 
the present or future water quality or reliability of service in 
such a manner that efficient and orderly development may 
best be achieved through coordinated planning by public 
water systems in the area. 

(8) "County legislative authority" - The board of county 
commissioners or that body assigned such duties by a county 
charter as enacting ordinances, passing resolutions, and 
appropriating public funds for expenditure. 

(9) "Local planning agency" - The division of city or 
county government responsible for land use planning func- 
tions. 

(10) "Coordinated water system plan" - A plan for public 
water systems within a critical water supply service area 
which identifies the present and future water system concerns 
and sets forth a means for meeting those concerns in the most 
efficient manner possible. 

(11) "Existing service area" - A specific area within 
which direct service or retail service connections to custom- 
ers of a public water system are currently available. 

(12) "Future service area" - A specific area for which 
water service is planned by a public water system, as deter- 
mined by written agreement between purveyors provided for 


in WAC 248-56-730. 


(13) "Department" - The Washington state department of 
social and health services. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-293-110, filed 12/27/90, effective 1/31/91. Statutory Authority: 
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Chapter 70.116 RCW. 78-07-048 (Order 1309), 8 248-56-200, filed 
6/28/78. 


УУАС 246-293-120 Preliminary assessment— 
Requirement. Іп areas where public water systems аге sus- 
pected of having problems related to inadequate water qual- 
ity, unreliable service, or lack of coordinated planning, a pre- 
liminary assessment shall be undertaken to determine if the 
geographical area should be designated a critical water sup- 
ply service area. (See WAC 248-56-200 for definitions.) 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
§ 246-293-120, filed 12/27/90, effective 1/31/91. Statutory Authority: 
Chapter 70.116 RCW. 78-07-048 (Order 1309), § 248-56-300, filed 
6/28/78.] 


WAC 246-293-130 Preliminary assessment—Proce- 
dures. (1) The preliminary assessment shall be conducted 
under the authority of the county legislative authority(ies) 
and the department with assistance from affected state and 
local agencies and water purveyors. 

(2) Notice that a preliminary assessment is being under- 
taken shall be made to all affected parties, those who have 
demonstrated an interest, and the local news media. 

(3) The preliminary assessment shall be presented in 
report form, as short and factual as possible, and shall con- 
sider at least the following topics as they relate to public 
water systems in the potential critical water supply service 
area: 

(a) Existing water systems, including: 

(i) History of water quality, reliability and service, 

(ii) General fire fighting capability of the utilities, and 

(iii) Identification of major facilities which need to be 
expanded, altered, or replaced. 

(b) Availability and adequacy of future water source(s). 

(c) Service area boundaries, including a map of estab- 
lished boundaries and identification of systems without 
established boundaries. 

(d) Present growth rate. 

(e) Status of water system planning, land use planning, 
and coordination, including a list of land use plans and poli- 
cies adopted by local general purpose governments. 

(4) Upon completion, the preliminary assessment shall 
be submitted to the county legislative authority(ies) and the 
department for review. A copy shall also be transmitted to all 
potentially affected water purveyors and appropriate news 
media. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
§ 246-293-130, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 78-07-048 (Order 1309), 8 248-56-310, filed 
6/28/78.) 


WAC 246-293-140 Declaration of critical water sup- 
ply service area. (1) Based upon review of the preliminary 
assessment, if findings indicate that a geographical area does 
have problems related to inadequate water quality, unreliable 
service, or lack of coordinated planning, the county legisla- 
tive authority(ies) or the department shall declare that area a 
critical water supply service area. 

(2) The declaration shall be in the format of a legislative 
enactment signed by the county legislative authority(ies), or 
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administrative declaration signed by the secretary of the 
department or his designee. 

(3) The declaring agency shall file its declaration with 
the other agency(ies) and notify in writing the appropriate 
local planning agencies, affected water purveyors, and the 
local news media within ten days. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
§ 246-293-140, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 78-07-048 (Order 1309), § 248-56-400, filed 
6/28/78] 


WAC 246-293-150 Water utility coordinating com- 
mittee—Establishment. (1) Within thirty days following the 
declaration of a critical water supply service area, a water 
utility coordinating committee composed of not less than 
three voting members shall be appointed by the declaring 
authority. 

(2) The water utility coordinating committee shall con- 
sist of one representative from each of the following: 

(a) County legislative authority within the declared area; 

(b) County planning agency having jurisdiction within 
the declared area; 

(c) Health agency having jurisdiction within the declared 
area under chapters 70.08, 70.05, 43.20 RCW; and 

(d) Water purveyor with over fifty services within the 
declared area. 

(Other interested persons may be appointed as nonvoting 
members of the committee by the authority declaring the crit- 
ical water supply service area if determined appropriate.) 

(3) At the first meeting of the water utility coordinating 
committee, the following shall be determined: 

(a) Chairperson; and 

(b) Rules for conducting business, including voting pro- 
cedure. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
§ 246-293-150, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 89-16-065 (Order 2840), 5 248-56-500, filed 7/31/89, 
effective 8/31/89; 78-07-048 (Order 1309), $ 248-56-500, filed 6/28/78.] 


WAC 246-293-160 Water utility coordinating com- 
mittee—Purpose. (1) The initial purpose of the water utility 
coordinating committee shall be to recommend external crit- 
ical water supply service area boundaries to the county legis- 
lative authority(ies) within six months of appointment of the 
committee. (See WAC 248-56-600.) 

(2) Following establishment of external critical water 
supply service area boundaries, the water utility coordinating 
committee shall be responsible for development of the coor- 
dinated water system plan. (See WAC 248-56-740.) 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-293-160, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 78-07-048 (Order 1309), 8 248-56-510, filed 
6/28/78.] 


WAC 246-293-170 Establishment of external critical 
water supply service area boundaries—Procedures. (1) 
Proposed boundaries shall be documented by a written report 
which includes: 


(a) A map and narrative description of the recommended 
boundary. 
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(b) A narrative statement outlining the reasons for the 
recommended boundary location, the criteria used and rela- 
tive importance of each. 

(2) Prior to submittal of recommended external bound- 
aries to the county legislative authority(ies), the water utility 
coordinating committee shall conduct at least one informa- 
tional meeting for the purpose of soliciting public input. 

(3) The water utility coordinating committee shall make 
a formal report of its recommended external critical water 
supply service area boundaries to the county legislative 
authority(ies). 

(4) The county legislative authority(ies) shall conduct at 
least two public hearings on the proposed boundaries within 
six months from the date the boundaries were submitted by 
the water utility coordinating committee, for the purpose of 
soliciting responses to the proposed boundaries. 

(5) Within six months from the date proposed boundaries 
are submitted to the county legislative authority(ies), one of 
the following actions may be taken by the county legislative 
authority(ies): 

(a) Ratify the proposed boundaries based on findings at 
the public hearings, or 

(b) Modify the proposed boundaries in accordance with 
findings of the public hearings, and then ratify the revised 
boundaries. 

If neither of the above actions are taken by the county 
legislative authority(ies) within six months, the boundaries as 
stated in the proposal submitted by the water utility coordi- 
nating committee to said county legislative authority(ies) 
shall be automatically ratified. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-293-170, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 78-07-048 (Order 1309), 8 248-56-600, filed 
6/28/78.] 


WAC 246-293-180 Establishment of external critical 
water supply service area boundaries—Criteria. (1) The 
water utility coordinating committee, in recommending, and 
county legislative authority(ies), in determining the location 
of external critical water supply service area boundaries shall 
consider factors including, but not limited to: 

(a) Existing land use, 

. (b) Projected land use and permitted densities as docu- 
mented in adopted county or city plans, ordinances and/or 
growth policies for at least 10 years into the future, 

(c) Other planning activities or boundaries which may 
affect land use or water system planning, 

(d) Physical factors limiting provision of water service, 

(e) Existing political. boundaries, including boundary 
agreements in effect and attitudes towards expanding those 
boundaries, 

(f) Future service areas of existing utilities, 

(g) Hydraulic factors, including potential pressure zones 
or elevations, 

(h) Economic ability of the public water systems to meet 
minimum service requirements. 

(2) External critical water supply service area boundaries 
shall not divide any purveyor's existing, contiguous service 
area. Areas served by a wholesale purveyor may be divided 
into as many existing service areas as may be justified by 
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geography, engineering or other factors discussed in the pre- 
liminary assessment. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-293-180, filed 12/27/90, effective 1/31/91. Statutory Authority: 
Chapter 70.116 RCW. 78-07-048 (Order 1309), 8 248-56-610, filed 
6/28/18.] 


WAC 246-293-190 Establishment of critical water 
supply service area boundaries—Effect. (1) No new public 
water system shall be approved within a critical water supply 
service area subsequent to establishment of external bound- 
aries unless specifically authorized by the department. 
Authorization shall be based upon compliance with the fol- 
lowing: 

(a) If unanticipated demand for water supply occurs 
within a purveyor's future service area, the following shall 
apply in the listed sequence: 


(ü The existing purveyor shall provide service in a 
timely and reasonable manner consistent with state board of 
health regulations; or 


(ii) A new public water system may be developed on a 
temporary basis. Before authorization, a legal agreement will 
be required which includes a schedule for the existing pur- 
veyor to assume management and/or connect the new public 
water system to the existing system; or 


(iii) A new public water system may be developed. 
Before authorization, a revised service area agreement estab- 
lishing the new purveyor's future service area will be 
required. 


(b) If a demand for water supply occurs outside any pur- 
veyor's future service area, the following shall apply in the 
listed sequence: 


(i) Those persons anticipating the need for water service 
shall contact existing nearby purveyors within the critical 
water supply service area to determine whether any will be 
interested in expanding their system to provide water service 
in a timely and reasonable manner consistent with state board 
of health regulations. 


(ii) A new public water system may be developed on a 
temporary basis. Before authorization, a legal agreement will 
be required which includes a schedule for an existing system 
to assume management and/or connect the new public water 
system to an existing system; or 


(iii) A new public water system may be developed. 
Any of the options listed in subdivisions (b)(i), (b)(ii), or 


(b)(iii) will require establishment of new or revised service 
area agreements. 


(2) If a new public water system is developed, it shall 
have an approved water system plan pursuant to WAC 248- 
54-580 and the provisions of this chapter. The plan shall 
include a section addressing the outcome of subsections 
(1)(2), or (1)(b) along with documented confirmation by the 
appropriate existing purveyors(s). 

(3) Any proposed new public water system shall not be 
inconsistent with local adopted land use plans, shoreline 
management programs, and/or development policies as 
determined by the appropriate county or city legislative 
authority(ies). 
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(4) If a coordinated water system plan has been approved 

for the affected area, all proposed new public water systems 
shall be consistent with the provisions of that plan. 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
§ 246-293-190, filed 12/27/90, effective 1/31/91. Statutory Authority: 
Chapter 70.116 RCW. 78-07-048 (Order 1309), § 248-56-620, filed 
6/28/78.] 


WAC 246-293-200 Alteration of external critical 
water supply service area boundaries. (1) After establish- 
ment of external critical water supply service area bound- 
aries, those boundaries may not be altered until the coordi- 
nated water system plan is completed. 

(2) Alteration of external critical water supply service 
area boundaries may be initiated by the department or county 
legislative authority(ies) in accordance with the procedures 
and criteria identified in WAC 248-56-600 and 248-56-610. 
In addition: 

(a) The department or county legislative authority(ies), 
whichever initiates alteration of external boundaries, shall 
prepare a brief report documenting the need for such alter- 
ation, and 

(b) The department or county legislative authority(ies), 
whichever initiates preparation of the report, shall reconvene 
the water utility coordinating committee and present the 
report to the committee, together with instructions for com- 
mittee action. 

(3) The coordinated water system plan shall be revised as 
necessary, due to alteration of external critical water supply 
service area boundaries, within six months of the date of such 
action taken by the county legislative authority(ies), unless an 
extended schedule is approved by the department. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
8 246-293-200, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 78-07-048 (Order 1309), § 248-56-630, filed 
6/28/78.] 


WAC 246-293-210 Update of external critical water 
supply service area boundaries. External critical water sup- 
ply service area boundaries shall be reviewed by the water 
utility coordinating committee and the county legislative 
authority(ies) at least once every five years, as part of the 
update of the coordinated water system plan. (See WAC 248- 
56-760.) 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
8 246-293-210, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 78-07-048 (Order 1309), 8 248-56-640, filed 
6/28/78.) 


WAC 246-293-220 Coordinated water system plan— 
Requirement. (1) A coordinated water system plan shall be 
required for the entire area within the external critical water 
supply service area boundaries. 

(2) In critical water supply service areas where more 
than one water system exists, a coordinated water system 
plan shall consist of either: 

(a) A compilation of water system plans approved pursu- 
ant to WAC 248-54-580, together with supplementary provi- 
sions addressing water purveyor concerns relating to the 
entire critical water supply service area (fulfilling require- 
ments of WAC 248-56-710 and 248-56-720 respectively), or 
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(b) À single plan covering all affected public water sys- 
tems and areawide concerns within the external critical water 
supply service area boundaries (fulfilling requirements of 
both WAC 248-56-710 and 248-56-720). 

(3) The coordinated water system plan shall provide for 
maximum integration and coordination of public water sys- 
tem facilities consistent with the protection and enhancement 
of the public health and well-being. 

(4) The coordinated water system plan shall not be 
inconsistent with adopted county and city land use plans, 
ordinances, and/or growth policies addressing development 
within the critical water supply service area for at least five 
years beyond the date of establishment of external bound- 
aries. 

(5) If no land use plans, ordinances, or growth policies 
are in effect for all or a portion of the area within the critical 
water supply service area at the time the coordinated water 
system plan is being prepared, the coordinated water system 
plan shall be based upon the best planning data available 
from the appropriate local planning agency(ies). 

(6) In critical water supply service areas where only one 
public water system exists, the coordinated water system plan 
shall consist of the water system plan for the water system. 
(See WAC 248-54-580 and 248-56-710.) 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
§ 246-293-220, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 78-07-048 (Order 1309), § 248-56-700, filed 
6/28/78.] 


WAC 246-293-230 Coordinated water system plan— 
Water system plan. (1) Each purveyor within the external 
critical water supply service area boundaries shall be respon- 
sible for completion of a water system plan for the purveyor's 
future service area, including provisions of WAC 248-56- 
730, if such a plan has not already been approved, with the 
following exception: 

(a) Nonmunicipally owned public water systems shall be 
exempt from the planning requirements (except for the 
establishment of service area boundaries pursuant to WAC 
248-56-730) if they: 

(i) Were in existence as of September 21, 1977; and 

(ii) Have no plans for water service beyond their existing 
service area; and 

(iii) Meet minimum state board of health requirements 
(chapter 248-54 WAC). 


Note: If the county legislative authority permits a change in 
development that will increase the demand for water ser- 
vice of such a system beyond the existing system's ability 
to provide minimum water service, the purveyor shall 
develop a water system plan in accordance with this sec- 
tion. 


(2) Each purveyors' water system plan shall be updated 
at the time the coordinated water system plan is prepared, 
which will eliminate the necessity of updating the water sys- 
tem plan prior to the mandatory five year update of the coor- 
dinated water system plan. 

(3) The content of a water system plan shall be consistent 
with WAC 248-54-580 and shall comply with guidelines* 
which may be obtained from the department. These guide- 
lines have been compiled to further assist in meeting the pur- 
pose of this chapter, and address three levels of planning 


[Title 246 WAC—p. 547] 


1 


! 
| 
i 
| 
| 


246-293-240 


requirements varying in detail, based upon the size of the 
public water system. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as 8 246-293-230, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 78-07-048 (Order 1309), § 248-56-710, filed 
6/28/78.] 


WAC 246-293-240 Coordinated water system 
plan—Supplementary provisions. (1) All water purveyors 
within the external critical water supply service area bound- 
aries (with the exception of the systems specifically 
exempted in WAC 248-56-710(1)) shall be notified and 
asked to participate in the development of the supplementary 
provisions. 

(2) The supplementary provisions shall address areawide 
water system concerns relating to the entire critical water 
supply service area. The content of the supplementary provi- 
sions shall comply with guidelines* which may be obtained 
from the department. 

The supplementary provisions shall include, but not be 
limited to: 

(a) Assessment of related, adopted plans, 

(b) Identification of future service areas and service area 
agreements (WAC 248-56-730), 

(c) Minimum areawide water system design standards, 
including fireflow performance standards, 

(d) Procedures for authorizing new water systems in the 
critical water supply service area, 

(e) Assessment of potential joint-use or shared water sys- 
tem facilities and/or management programs. 


*Copies of DSHS guidelines entitled, "Plan contents guidelines" may 
be obtained without charge from the Department of Social and 
Health Services, Water Supply and Waste Section, Mail Stop LD-11, 
Olympia, Washington 98504. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as $ 246-293-240, filed 12/27/90, effective 1/31/91. Statutory Authority: 
Chapter 70.116 RCW. 78-07-048 (Order 1309), 8 248-56-720, filed 
6/28/18.] 


WAC 246-293-250 Service area agreements— 
Requirement. (1) The service area boundaries of public 
water systems within the critical water supply setvice area 
shall be determined by written agreement among the respec- 
tive existing purveyors and approved by the appropriate leg- 
islative authority(ies). 

(2) Future service area agreements shall be incorporated 
into the coordinated water system plan as provided for in the 
guidelines identified in W AC 248-56-720. 

(3) Future service area boundaries of public water sys- 
tems shall be determined by existing purveyors. Criteria used 
in the establishment of future service areas should include, 
but not be limited to: Topography, readiness and ability to 
provide water, local franchise areas, legal water system 
boundaries, city limits, future population, land use projec- 
tions, and sewer service areas. 

(4) All future service areas shall not be inconsistent with 
adopted land use plans, ordinances, and growth policies of 
cities, towns, and counties, located within the future service 
area boundaries. 

(5) Failure of the legislative authority(ies) to file with the 
department objections to service area agreements within 60 
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days of receipt of the agreement shall indicate automatic 
approval. 

(6) If no service area boundary agreement has been 
established after a conscientious effort by the purveyors 
within one year of establishment of the external critical water 
supply service area boundaries, or if the legislative author- 
ity(ies) has filed with the department objections in writing, 
the department shall hold a public hearing. 

(7) If a public hearing is required for the establishment of 
service areas the following procedures shall apply: 

(a) The department shall provide notice of the hearing by 
certified mail to: 

(i) Each purveyor providing service in the critical water 
supply service area, 

(ii) Each county legislative authority having jurisdiction 
in the area, and 

(iii) The public pursuant to chapter 65.16 RCW. 

(b) The hearing may be continued from time to time. 

(c) At the termination of the public hearing, the depart- 
ment may restrict the expansion of service of any purveyor 
within the external critical water supply service area bound- 
aries if the department finds such restriction necessary to pro- 
vide the greatest protection of the public health and well- 
being. (Individual retail or direct service connections shall 
not be considered an expansion.) 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
8 246-293-250, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 78-07-048 (Order 1309), 8 248-56-730, filed 
6/28/78.) 


WAC 246-293-260 Coordinated water system plan— 
Procedures (water utility coordinating committee). (1) 
Following establishment of external critical water supply ser- 
vice area boundaries, the water utility coordinating commit- 
tee shall be responsible for the development of a coordinated 
water system plan. 

(2) No later than two months after establishment of the 
external critical water supply service area boundary the water 
utility coordinating committee shall meet for the purpose of 
formulating arrangements for: 

(a) Preparation of the coordinated water system plan, and 

(b) Public involvement. 

(3) The water utility coordinating committee shall meet 
as necessary in order to: 

(a) Collect and assemble water system plans, 

(b) Provide input and direction for the preparation of the 
supplementary provisions, 

(c) Serve as a forum for developing and/or negotiating 
future service area agreements (WAC 248-56-730), 

(d) Accomplish other related business as determined by 
the committee. 

(4) Prior to submittal of the coordinated water system 
plan to the county legislative authority(ies) for review, the 
water utility coordinating committee shall: 

(a) Prepare written comments on the plan for the benefit 
of the reviewing authority(ies), 

(b) Conduct at least one public informational meeting for 
the purpose of soliciting public input, 

(c) Evaluate and respond to comments received at the 
hearing(s). 
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[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-293-260, filed 12/27/90, effective 1/31/91. Statutory Authority: 
Chapter 70.116 RCW. 78-07-048 (Order 1309), 5 248-56-740, filed 
6/28/78.) 


WAC 246-293-270 Coordinated water system plan— 
Effect. (1) All purveyors constructing or proposing to con- 
struct public water system facilities within the area covered 
by the coordinated water system plan shall comply with the 
plan. 

(2) At any time after two years of establishment of the 
external critical water supply service area boundaries, the 
department may deny proposals to establish or to expand any 
public water system within a critical water supply service 
area for which there is not an approved coordinated water 
system plan. (Individual retail or direct service connections 
shall not be considered an expansion.) (See WAC 248-56- 
620 for provisions pertaining to new public water systems in 
the interim two years.) 

{Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
§ 246-293-270, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 78-07-048 (Order 1309), § 248-56-750, filed 
6/28/78.) 


WAC 246-293-280 Coordinated water system plan— 
Update. (1) The coordinated water system plan shall be 
reviewed and updated by the water utility coordinating com- 
mittee at a minimum of every five years or sooner, if the 
water utility coordinating committee feels it is necessary, in 
accordance with both the provisions of WAC 248-54-580 and 
this section. 

(2) Changes in the coordinated water system plan shall 
be accomplished in accordance with procedures for develop- 
ing a coordinated water system plan (WAC 248-56-740). If 
no changes are necessary, the water utility coordinating com- 
mittee shall submit to the department a statement verifying 
that the coordinated water system plan is still current. 

(3) If the external critical water supply service area 
boundaries are altered by the county legislative authority(ies) 
pursuant to WAC 248-54-630, the coordinated water system 
plan shall be updated as provided for in WAC 248-56-630. 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-293-280, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 78-07-048 (Order 1309), 8 248-56-760, filed 
6/28/78.] 


WAC 246-293-290 Coordinated water system plan— 
Local review. (1) Prior to submission of a coordinated water 
system plan to the department for approval, the plan shall be 
reviewed by the county legislative authority(ies) in the 
county(ies) in which the critical water supply service area is 
located. County review of the coordinated water system plan 
shall include at least one public hearing. 

(2) If no comments have been received from the county 
legislative authority(ies) within 60 days of receipt of the 
coordinated water system plan, the department may consider 
the plan for approval. 

(3) If within 60 days of receipt of the coordinated water 
system plan, the county legislative authority(ies) find any 
segment of the plan to be inconsistent with adopted land use 
plans, shorelines master programs, the following shall occur: 
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(a) The county legislative authority(ies) shall submit 
written description of their determination and justification 
supporting their determination prior to the end of the 60 day 
period to the department and all affected parties. 

(b) The county legislative authority(ies) shall make 
every effort to resolve any inconsistencies within 60 days of 
submittal of written justification. 

(c) The department may approve those portions of the 
coordinated water system plan found not to be inconsistent 
with adopted plans and policies at any time after the initial 
determination by the county legislative authority(ies). 

(d) If after the 60 day period established for resolution of 
inconsistencies an inconsistency still exists, the affected par- 
ties shall each present their final recommended alternative 
solution to the department. The department shall then review 
all alternative solutions and discuss its recommendations 
with the county(ies) and the water utility coordinating com- 
mittee. If after two years of the declaration of the critical 
water supply service area the inconsistencies persist, the 
department may deny proposals to establish or to expand any 
public water system facilities which affect that portion of the 
critical water supply service area being contested. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-293-290, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 78-07-048 (Order 1309), $ 248-56-800, filed 
6/28/78. 


WAC 246-293-300 Coordinated water system plan— 
Department approval. (1) A coordinated water system plan 
shall be submitted to the department for design approval 
within two years of the establishment of external critical 
water supply service area boundaries. 

(a) In its review of the coordinated water system plan, 
the department shall ensure that every topic in the guidelines 
identified in WAC 248-56-720 has been covered to the extent 
necessary based on the size and nature of the water system(s) 
and characteristics of the critical water supply service area. 

(b) The department shall not approve those portions of a 
coordinated water system plan which fail to meet the require- 
ments for future service area boundaries pursuant to WAC 
248-56-730. 

(2) The department shall either approve the coordinated 
water system plan, or respond within 60 days from the date 
the plan is received. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-293-300, filed 12/27/90, effective 1/31/91. Statutory Authority: 


Chapter 70.116 RCW. 78-07-048 (Order 1309), $ 248-56-810, filed 
6/28/78.) 


PART II. RESOLUTION OF SERVICE AREA 
CONFLICTS 


WAC 246-293-401 Purpose. The purpose of this chap- 
ter is to provide a process for resolving service area conflicts 
which arise from implementation of the Public Water System 
Coordination Act, chapter 70.116 RCW, and its procedural 
regulations, chapter 248-56 WAC. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-293-401, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
74.116.070 [70.116.070]. 83-01-015 (Order 1919), 8 248-59-005, filed 
12/6/82.1 
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WAC 246-293-420 Public hearing. (1) If no service 
area boundary agreement has been established after a consci- 
entious effort by existing water purveyors within one year of 
establishment of external critical water supply service area 
boundaries, or if the legislative authority or authorities have 
filed written objections with the department, the water supply 
and waste section of the department of social and health ser- 
vices (DSHS) shall work with the affected parties in an infor- 
mal manner in order to reach an agreement. 

(2) If, in the judgment of the water supply and waste sec- 
tion of DSHS, informal negotiations with the affected parties 
fail to make progress toward reaching an agreement, the 
water supply and waste section of DSHS shall hold a public 
hearing to determine its course of action. 

(3) The water supply and waste section of DSHS shall 
provide at least thirty days' notice of the public hearing; thus, 
giving the affected parties a final opportunity to agree upon 
service area boundaries prior to the public hearing. 

(4) Notice of the public hearing shall be mailed by certi- 
fied mail to: 

(a) Each purveyor providing service in the area of con- 
flict; 

(b) Each legislative authority having jurisdiction in the 
area; and 

(c) The public pursuant to chapter 65.16 RCW. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
§ 246-293-420, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 


74.116.070 [70.116.070]. 83-01-015 (Order 1919), $ 248-59-010, filed 
12/6/82.] 


WAC 246-293-430 Initial decision. (1) The public 
hearing may be continued from time to time if good cause can 
be shown for such a continuance. 

(2) After conclusion of the hearing, the water supply and 
waste section of DSHS may decide to take no action or 
restrict any or all purveyors from carrying out improvements 
within the conflicting area. Affected parties shall be notified 
of the decision by certified mail. The decision shall be issued 
as a written report and include justification based upon: 

(a) Compliance with DSHS regulations; 

(b) A record of the hearing; and 

(c) Criteria established in WAC 248-56-730. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
§ 246-293-430, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 


74.116.070 [70.116.070]. 83-01-015 (Order 1919), 5 248-59-020, filed 
12/6/82.] 


PART III. FIRE FLOW 


WAC 246-293-601 Purpose. This chapter is promul- 
gated pursuant to the authority granted in the Public Water 
System Coordination Act of 1977, chapter 70.116 RCW, for 
the purpose of establishing minimum performance standards 
related to fire protection, including provisions for their appli- 
cation and enforcement, and incorporating them into the 
design and construction of new and expanding public water 
systems. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 


8 246-293-601, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.116.080. 79-04-007 (Order 1378), $ 248-57-010, filed 3/12/79.] 
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WAC 246-293-602 Scope. These standards and regula- 
tions shall apply to the following new and expanding public 
water systems: 

(1) Those having more than 1,000 services. (See WAC 
248-54-580.) 

(2) Those with less than 1,000 services located within the 
boundaries of a critical water supply service area and subject 
to the requirement for a coordinated water system plan. (See 
WAC 248-54-580 and 248-56-700.) 


Note: Public water systems in existence prior to September 21, 
1977, which are owner operated and serve less than ten sin- 
gle family residences; serving no more than one industrial 
plant; or are nonmunicipally owned with no plans for water 
service beyond their existing service area are exempt from 
the planning requirement. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as $ 246-293-602, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.116.080. 79-04-007 (Order 1378), § 248-57-200, filed 3/12/79.] 


WAC 246-293-610 Definitions. (1) "Public water sys- 
tem" - Any system or water supply intended or used for 
human consumption or other domestic uses including, but not 
limited to, source, treatment, storage, transmission and distri- 
bution facilities where water is furnished to any community, 
number of individuals, or is made available to the public for 
human consumption or domestic use. This definition shall 
exclude any water system serving one single family resi- 
dence, water systems existing prior to September 21, 1977, 
which are owner operated and serve less than ten single fam- 
ily residences, and water systems serving no more than one 
industrial plant. 

(2) "Expanding public water systems" - Those public 
water systems installing additions, extensions, changes, or 
alterations to their existing source, transmission, storage, or 
distribution facilities which will enable the system to increase 
in size its existing service area. New individual retail or direct 
service connections onto an existing distribution system shall 
not be considered an expansion of the public water system. 

(3) "Department" - The Washington state department of 
social and health services. 

(4) "Critical water supply service area" - A geographical 
area designated by the department or county legislative 
authority characterized by public water system problems 
related to inadequate water quality, unreliable service, and/or 
lack of coordinated water system planning. It may be further 
characterized by a proliferation of small, inadequate water 
systems, or by water supply problems which threaten the 
present or future water quality or reliability of service in such 
a manner that efficient and orderly development may best be 
achieved through coordinated planning by public water sys- 
tems in the area in accordance with chapter 248-56 WAC. 

(5) "Fire flow" - The rate of water delivery needed for 
the purpose of fighting fires in addition to requirements for 
normal domestic maximum instantaneous demand as refer- 
enced in guidelines published by the department entitled 
"Design standards for public water supplies." 

(6) "Local fire protection authority" - The fire district, 
city, town, or county directly responsible for the fire protec- 
tion within a specified geographical area. 

(7) "Water system plan" - À document identifying 
present and future water system needs and establishing a pro- 
gram for meeting those needs in the most efficient manner 
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possible, and consistent with other relevant plans and policies 
affecting the area in which the system is located. (See WAC 
248-54-580, 248-56-710 and 248-56-720, and the plan con- 
tent guidelines for a detailed description of water system 
plans.) 

(8) "Existing service area” - A specific area within which 
direct service or retail service connections to customers of a 
public water system are currently available. 

(9) "Future service area" - A specific area for which 
water service is planned by a public water system as deter- 
mined by written agreement between purveyors. (See WAC 
248-56-730.) 

(10) "Planning jurisdiction" - The city, town, county or 
other entity acting as the responsible agency for preparation 
and adoption of land use plans, policies or standards affecting 
development. 

(11) "Development classifications" - Specific geograph- 
ical areas within the existing and future service area of a pub- 
lic water system, identified for the purpose of determining the 
appropriate level of fire protection. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 


8 246-293-610, filed 12/27/90, effective 1/31/91. Statutory Authority; RCW 
70.116.080. 79-04-007 (Order 1378), § 248-57-100, filed 3/12/79.] 


WAC 246-293-620 Administration. (1) The depart- 
ment shall administer these regulations through its. ongoing 
review and approval of water system plans and engineering 
reports as provided for in WAC 248-54-580, 248-54-590, and 
248-56-810. 

(2) In the event that plans and specifications for water 
system improvements are submitted to the department for 
approval under WAC 248-54-600 and the design of the pro- 
posed improvements is inconsistent with development classi- 
fications identified in the water system plan, (see WAC 248- 
57-400) the department shall not approve the plans and spec- 
ifications. 

(3) Plans and specifications for water system improve- 
ments (see WAC 248-54-600) proposed within those cities, 
towns, or counties which operate under local fire flow stan- 
dards shall include written confirmation that they meet the 
requirements of adopted local standards from the authority 
administrating those standards. (See WAC 248-57-900.) 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 


$ 246-293-620, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.116.080. 79-04-007 (Order 1378), $ 248-57-300, filed 3/12/79.] 


WAC 246-293-630 Application. (1) Water system 
plans prepared by those public water systems identified in 
WAC 248-57-200 shall include a section in their plans 
addressing fire flow, hydrant and system reliability standards 
in accordance with WAC 248-57-500, 248-57-600, and 248- 
57-700 respectively. The section shall include a map entitled 
development classifications consistent with the following: 

(a) The map shall delineate the existing and future ser- 
vice area of the water system into the following categories: 

(i) Rural - lot sizes greater than one acre (including 
parks, open space, agricultural lands, etc.) 

(ii) Residential - lot sizes one acre or less, (including all 
single and multi-family structures less than 4000 square feet, 
and mobile home and recreational vehicle parks) 
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(iii) Commercial and multi-family residential structures 
with a floor area 4000 square feet or greater. 

(iv) Industrial 

(b) Assignment of the above categories shall be based 
upon: 

(i) Existing development, and 

(ii) Future development for a minimum of ten years as 
identified in proposed or adopted land use plans and policies 
applicable within the existing and future service area. 

(c) The development classifications outlined in (a) above 
shall be determined by any method acceptable to the planning 
jurisdiction(s), provided that the criteria used is consistent 
within a given critical water supply service area. 

(2) The water system plan shall identify and schedule 
improvements needed in order for the water system to be 
capable of supplying required fire flow for new and expand- 
ing public water systems consistent with these regulations. 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 


$ 246-293-630, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.116.080. 79-04-007 (Order 1378), 8 248-57-400, filed 3/12/79.] 


WAC 246-293-640 Minimum standards for fire flow. 
(1) City, town, or county legislative authority shall set mini- 
mum fire flows where local standards are adopted under 
WAC 248-57-900. 

(2) Where local standards are not adopted under WAC 
248-57-900, Table 1 shall identify minimum fire flows. Con- 
tact with the county and local fire protection authority shall 
be made before applying these standards in a water system 
plan or to design of individual development. 


TABLE 1 
MINIMUM FIRE FLOWS* 


Development Classification Minimum Fire Flow 


Requirement 
(as described under WAC 248-57-400) 
Rural None 
Residential 500 gallons per minute for 


30 minutes 

750 gallons per minute for 

60 minutes** 

1000 gallons per minute for 

60 minutes** 

* Minium flows are in addition to requirements for normal 

** domestic maximum use. 
Commercial and industrial buildings may be subject to higher 
flow requirements when evaluated on an individual basis by 
the local fire protection authority. 


Commercial and multifamily structures 
greater than 4000 sq. ft. 
Industrial 


Note: Minimum standards in most cases require less flow than 
categories in the guidelines published by the Insurance Ser- 
vices Office (Municipal Survey Service, 160 Water Street, 
New York, New York 10038) and therefore may not result 
in lower insurance rates. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as $ 246-293-640, filed 12/27/90, effective 1/31/91. Statutory Authority: 
Chapter 70.116 RCW. 89-16-065 (Order 2840), 8 248-57-500, filed 
7/31/89, effective 8/31/89. Statutory Authority: RCW 70.116.080. 79-04- 
007 (Order 1378), $ 248-57-500, filed 3/12/79.] 


WAC 246-293-650 Minimum standards for fire 
hydrants. (1) In those areas where minimum fire flow 
requirements must be met, fire hydrants shall be provided in 
accordance with WAC 248-57-600. If phased installation of 
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water facilities are approved by the department, fire hydrants 
do not need to be installed until source, storage, and transmis- 
sion capacity needed to meet the minimum flow requirements 
are operational: Provided, That in such instances а "Т" shall 
be installed every 900 feet where fire hydrants will be 
located. 

(2) Fire hydrants shall be located at roadway intersec- 
tions wherever possible and the distance between them shall 
be no further than 900 feet. 

(3) All fire hydrants shall conform to American Water 
Works Association specifications for dry barrel fire hydrants. 
Each hydrant shall have at least two hose connections of 2 
1/2" diameter each and one pumper connection. All connec- 
tions must have national standard threads or other connection 
devices consistent with local fire protection authority require- 
ments. 

(4) Fire hydrants shall be installed plumb and be set to 
the finished grade. The bottom of the lowest outlet of the 
hydrant shall be no less than eighteen inches above the grade. 
There shall be thirty-six inches of clear area about the hydrant 
for operation of a hydrant wrench on the outlets and on the 
control valve. The pumper port shall face the most likely 
route of approach of the fire truck as determined by the local 
fire protection authority. 

(5) Fire hydrants shall be located so as to be accessible 
by fire engines and not be obstructed by any structure or veg- 
etation or have the visibility impaired for a distance of fifty 
feet in the direction of vehicular approach to the hydrant. Fire 
hydrants subject to vehicle damage (e.g., such as those 
located in parking lots) shall be adequately protected. 

(6) Provisions shall be made to drain fire hydrant barrels 
to below the depth of maximum frost penetration. 

(7) Out of service fire hydrants shall be repaired as soon 
as possible. 

(8) Public water systems are encouraged to enter into 
contracts with local fire protection authorities to insure 
proper maintenance of fire hydrants. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 


$ 246-293-650, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
710.116.080. 79-04-007 (Order 1378), $ 248-57-600, filed 3/12/79.] 


WAC 246-293-660 Minimum standards for system 
reliability. (1) The public water system shall be capable of 
supplying minimum fire flows either by gravity, or under the 
following conditions where fire flows are supplied by pump- 
ing: 

(a) The largest pump out of service at any pumping level, 

(b) The highest capacity treatment unit out of service, 
while maintaining minimum acceptable standards of water 
quality. 

(c) A power outage in effect, unless the appropriate 
power utility(ies) records indicate a low incidence of electri- 
cal outage, defined as follows: 

(i) Outages shall average three or less per year based on 
data for the three previous years with no more than six out- 
ages in a single year. Power must be lost for a minimum of 30 
minutes in order to qualify as an "outage." 

(ii) Outage duration shall average less than four hours 
based on data for the three previous years. Not more than one 
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outage during the three previous year period shall have 
exceeded eight hours. 

(2) In assessing system reliability, the department shall 
also give consideration to potential reliability hazards such as 
reservoir repair or cleaning and/or lack of parallel water 
transmission lines. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 


$ 246-293-660, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
770.116.080. 79-04-007 (Order 1378), 8 248-57-700, filed 3/12/79.] 


WAC 246-293-670 Alternate methods. Fire protection 
may be provided by means other than those discussed in these 
regulations, provided that such alternate methods are fully 
documented in the water system plan and approved by both 
the local fire protection authority and the department. 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 


8 246-293-670, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
710.116.080. 79-04-007 (Order 1378), $ 248-57-800, filed 3/12/79.] 


WAC 246-293-680 Local standards. (1) Where stan- 
dards in these regulations do not fully meet the fire protection 
needs of a city, town or county, the appropriate city, town or 
county legislative authority may promulgate fire flow and 
system reliability performance standards applicable within 
their respective jurisdiction. Such standards shall be fully 
documented and provide at least equal performance and pro- 
tection as the minimum requirements contained in these reg- 
ulations. 

(2) Standards established by local jurisdictions shall be 
submitted to the department for review, and approval if they 
at least meet the minimum level of protection required by 
these regulations. 

(3) The city, town, or county which adopts local fire flow 
or system reliability standards shall be responsible for admin- 
istering those standards. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 


$ 246-293-680, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.116.080. 79-04-007 (Order 1378), $ 248-57-900, filed 3/12/79.] 


WAC 246-293-690 Severability. If any provision of the 
chapter or its application to any person or circumstance is 
held invalid, the remainder of this chapter or the application 


of the provision to other persons or circumstances, shall not 
be affected. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-293-690, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.116.080. 79-04-007 (Order 1378), § 248-57-990, filed 3/12/79.] 


Chapter 246-294 WAC 
DRINKING WATER OPERATING PERMITS 


WAC 

246-294-001 Purpose. 

246-294-010 Definitions. 
246-294-020 Applicability. 
246-294-030 Application process. 
246-294-040 Operating permit categories. 
246-294-050 Permit issuance. 
246-294-060 Transfer of ownership. 
246-294-070 Fees. 

246-294-080 Public notification. 
246-294-090 Enforcement. 
246-294-100 Severability. 
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WAC 246-294-001 Purpose. The rules set forth in this 
chapter are adopted for the purpose of implementing the pro- 
visions of chapter 70.119A RCW and to assure that Group A 
water systems provide safe and reliable drinking water to the 
public in accordance with chapter 246-290 WAC, state board 
of health drinking water regulations. 


[Statutory Authority: Chapter 70.119A RCW. 93-03-047 (Order 325), § 
246-294-001, filed 1/14/93, effective 2/14/93.] 


WAC 246-294-010 Definitions. Abbreviations: 


EPA - Environmental Protection Agency 
MCL - maximum contaminant level 

NTNC - nontransient noncommunity 

SMA - satellite system management agency 
SNC - significant noncomplier 

TNC - transient noncommunity 

VOC - volatile organic chemical 

WFI - water facilities inventory 


"Community water system" means any Group A water 
system: 

With fifteen or more services used by residents for one 
hundred eighty or more days within a calendar year, regard- 
less of the number of people; or 

Regularly serving twenty-five or more residents for one 
hundred eighty or more days within the calendar year, regard- 
less of the number of services. 

"Department" means the Washington state department of 
health. 

"Group A water system" and "system" means a public 
water system: 

With fifteen or more service connections, regardless of 
the number of people; or 

Serving an average of twenty-five or more people per 
day for sixty or more days within a calendar year, regardless 
of the number of service connections. 

“Maximum contaminant level (MCL)" means the maxi- 
mum permissible level of a contaminant in water the pur- 
veyor delivers to any public water system user, measured at 
the locations identified under WAC 246-290-300, Table 4. 

"New Group A water system" means a system designed 
for fifteen or more services or to serve twenty-five or more 
people which: 

The department has not acknowledged receipt of the 
form titled Construction Report for Public Water System 
Projects before the effective date of this chapter; or 

Has been in existence but has not received department 
as-built approval or does not have a WFI on record with the 
department. 

“Nonresident” means a person without a permanent 
home or without a home served by the system, such as travel- 
ers, transients, employees, students, etc. 

"Nontransient noncommunity water system (NTNC)" 
means a Group A water system regularly serving twenty-five 
or more of the same nonresidents for one hundred eighty or 
more days within a calendar year. 

"Owner" means any agency, subdivision of the state, 
municipal corporation, firm, company, mutual or cooperative 
association, institution, partnership, or person or any other 
entity, that holds as property, a public water system. 
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"Public water system" means any system, excluding a 
system serving only one single-family residence and a system 
with four or fewer connections all of which serve residences 
on the same farm, providing piped water for human con- 
sumption, including any collection, treatment, storage, or dis- 
tribution facilities under contro] of the purveyor and used pri- 
marily in connection with the system; and collection or pre- 
treatment storage facilities not under control of the purveyor 
but primarily used in connection with the system, including: 


Any collection, treatment, storage, and distribution facil- 
ities under control of the purveyor and used primarily in con- 
nection with such system; and ; 


Any collection or pretreatment storage facilities not 
under control of the purveyor which are primarily used in 
connection with such system. 


"Resident" means an individual living in a dwelling unit 
served by a public water system. 


"Satellite system management agency (SMA)" means a 
person or entity that is certified by the department to own 
and/or operate more than one public water system on a 
regional or county-wide basis, without the necessity for a 
physical connection between such systems. 

"Service" means a connection to a public water system 
designed to serve a single-family residence, dwelling unit, or 
equivalent use. When the connection is a group home or bar- 
racks-type accommodation, two and one-half persons shall 
be equivalent to one service. 

"Significant noncomplier (SNC)" means a Group A 
water system that is in violation of state drinking water rules 
and such violation or violations may present an immediate 
risk to the health of consumers. 

"Transient noncommunity (TNC)" means a Group A 
water system: 

Having fifteen or more services used less than one hun- 
dred eighty days within a calendar year; or 

Serving twenty-five or more different nonresidents for 
sixty or more days within a calendar year; or 

Serving twenty-five or more of the same nonresidents for 
sixty or more days, but less than one hundred eighty days 
within a calendar year; or 

Serving twenty-five or more residents for sixty or more 
days, but less than one hundred eighty days within a calendar 
year. 

"Water facilities inventory (WFI)" means the department 
form summarizing each public water system's characteristics. 


[Statutory Authority: Chapter 70.1194 RCW. 93-03-047 (Order 325), $ 
246-294-010, filed 1/14/93, effective 2/14/93.] 


WAC 246-294-020 Applicability. Owners of all Group 
A water systems and owners of satellite system management 
agencies (SMAs) shall obtain an annual operating permit 
from the department for each system owned. The operating 
permit shall be valid until the next renewal date in accordance 
with WAC 246-294-050. Any change in ownership of the 
permitted system shall require a new permit in accordance 
with W AC 246-294-060. 


[Statutory Authority: Chapter 70.119A RCW. 93-03-047 (Order 325), $ 
246-294-020, filed 1/14/93, effective 2/14/93.] 
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WAC 246-294-030 Application process. (1) No person 
may operate and no owner shall permit the operation of a 
Group A water system unless the owner annually submits an 
application along with the required fee to the department and 
the department has issued an operating permit to the system 
owner. Any owner operating a system or SMA may continue 
to operate until the department takes final action on granting 
or denying the operating permit, in accordance with WAC 
246-294-050. 

(2) The department shall begin the operating permit 
application process for the initial and succeeding years based 
on size and type of system as follows: 

(a) During the first calendar quarter of each year - com- 
munity water systems greater than or equal to five hundred 
services and SMAs shall be sent operating permit applica- 
tions; 

(b) During the second calendar quarter of each year - 
community water systems less than five hundred services 
shall be sent operating permit applications; 

(c) During the third calendar quarter of each year - non- 
transient noncommunity (NTNC) and transient noncommu- 
nity (TNC) water systems shall be sent operating permit 
applications; and 

(d) During the fourth calendar quarter of each year - all 
remaining Group A water systems. 

(3) In addition to the schedule outlined in subsection (2) 
of this section, new or revised operating permits shall be 
required when: 

(a) The owner of a new Group A system receives all 
required department approvals relating to water system oper- 
ation (see WAC 246-294-030(4)); or 

(b) Ownership of a Group A system changes (see WAC 
246-294-060). 

(4) New Group A systems shall be sent operating permit 
applications at the time construction documents are submit- 
ted to the department for approval. The deadline for submit- 
ting the completed application and full payment to the depart- 
ment shall be the same date as: 

(a) The Construction Report for Public Water System 
Projects required by WAC 246-290-040(2); or 

(b) The as-built approval required by WAC 246-290- 
140(4). 

(5) Initial and renewal applications shall be based on 
information from the most recent WFIs on file with the 
department, and sent to owners according to the phase-in 
schedule in subsection (2) of this section. In the case of a 
SMA, a complete list of systems owned, along with the cor- 
responding system identification numbers, shall also be 
included with the application. 

(6) Upon receipt of the application, the owner shall: 

(a) Complete portions of the form which need complet- 
Ing; 

(b) Ensure that information on the form is accurate; and 

(c) Return the application to the department within sev- 
enty days of the department's mailing date, accompanied by 
the applicable fee. 

(7) The application shall be signed by the owner or other 
Jegally authorized person: 

(a) In the case of a corporation, by an authorized corpo- 
rate officer; 
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(b) In the case of a partnership, by a general partner; 

(c) In the case of a sole proprietorship, by the proprietor; 

'(d) In the case of a municipal or other public facility, by 
a legally authorized officer; or 

(e) In the case of an association, by the head of the asso- 
ciation or a person responsible for operation of the system. 

(8) The applicable fee shall be in the form of a check or 
money order made payable to the "Department of Health" 
and mailed to Department of Health, Revenue Unit, P.O. Box 
1099, Olympia, Washington 98507-1099, or such successor 
organization or address as designated by the department. 

(9) Systems which do not return operating permit appli- 
cations along with the required fee by the deadline specified 
shall: 

(a) Not be issued an operating permit; 

(b) Be subject to the enforcement provisions in WAC 
246-294-090. 

(10) An additional charge of ten percent or twenty-five 
dollars, whichever is greater, shall be added to the applicable 
fee listed in WAC 246-294-070 if the owner fails to return the 
completed application with applicable fee to the department 
within seventy days. 

(11) The department shall review each submitted appli- 
cation to verify the information contained in the application. 
Any changes made on the application by the applicant shall 
result in updating the system's WFI and shall be reflected on 
the next renewal application. 

(12) If after issuing an operating permit, the department 
determines that the permit holder has made false statements, 
the department may, in addition to taking other actions pro- 
vided by law, revise both current and previously granted per- 
mit fee determinations and charge the owner accordingly. 

(13) If the department discovers that an owner has been 
operating a system without an operating permit and such sys- 
tem is covered by the requirements of this chapter, the depart- 
ment may charge the owner an operating permit fee that is the 
total of the one-time five-dollar per service fee for new Group 
A water systems plus permit fees owed for each year, includ- 
ing late fees, since the effective date of this chapter. 


[Statutory Authority: Chapter 70.119A RCW. 93-03-047 (Order 325), $ 
246-294-030, filed 1/14/93, effective 2/14/93.] 


WAC 246-294-040 Operating permit categories. (1) 
The department shall evaluate each system for placement 
into one of the categories listed in Table 1, except as noted in 
subsection (3)(d) of this section. Each permit issued shall 
clearly identify the category into which the system is placed. 
The department shall provide a determination of system ade- 
quacy and the reasons for this determination, to any person 
on request. 

(2) The criteria used for evaluation may include, but not 
be limited to the following: 

(a) Whether the system is subject to an order under WAC 
246-290-050, for one or more of the following: 

(i) Failure to have approved construction documents; or 

(ii) Stopping work on system improvements; or 

(iii) Failure to meet pressure requirements; or 

(iv) Failure to meet water treatment requirements; or 

(v) Failure to have a certified water treatment plant 
operator; or 
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(vi) Failure to meet water quality maximum contaminant 
Jevels; or 

(vii) Placement of a moratorium on the system. 

(b) Whether the system is in violation of any departmen- 
tal order issued under WAC 246-290-050 or federal admin- 
istrative order issued under §1414(g) of the Safe Drinking 
Water Act, 42 U.S.C. §300g-3(g); 

(c) Whether the system is confirmed by the department 
as an unresolved significant noncomplier (SNC). Unresolved 
shall mean any system which: 

(i) The department determines has not returned to com- 
pliance; 

(ii) Does not have a signed compliance agreement with 
the department; or 

(iii) Has not been issued a departmental order under 
WAC 246-290-050. 

(d) Whether the system has reached the maximum num- 
ber of services allowed in the distribution system by depart- 
ment approval; 

(e) Whether the system has complied with water system 
plan provisions of WAC 246-290-100; 

(f) Whether the system has complied with the water sys- 
tem financial viability provisions of RCW 70.119A.100 and 
WAC 246-290-100 (4)(d); 

(g) Whether the system has complied with operator cer- 
tification provisions of chapter 246-292 WAC; 

(h) Whether the system has complied with coliform and 
inorganic chemical monitoring provisions of WAC 246-290- 
300; and 

(i) Whether the system has complied with inorganic 
chemical and volatile organic chemical MCLs in accordance 
with WAC 246-290-310. 

(3) Operating permit categories shall be as follows: 

(a) Category green. This category shall identify systems 
which are substantially in compliance with all the applicable 
criteria in subsection (2) of this section. Placement in this 
category shall result in: 

(i) Permit issuance without conditions; and 

(ii) Determination that the system is adequate. 

(b) Category yellow. This category shall represent sys- 
tems which are substantially in compliance with the applica- 
ble criteria in subsection (2)(a), (b), (c), and (d) of this sec- 
tion, but which do not satisfy one or more of the criteria in 
subsection (2)(e) through (i) of this section and any addi- 
tional criteria as determined by the department. Placement in 
this category shall result in: 

(i) Permit issuance with conditions; and 

(ii) Determination that the system is adequate or inade- 
quate, depending on the nature of noncompliance. 

(c) Category red. This category shall represent systems 
which do not satisfy one or more of the criteria in subsection 
(2)(a), (b), (c), or (d) of this section. Such systems shall also 
be evaluated against subsection (2)(e) through (1) of this sec- 
tion and any additional criteria as determined by the depart- 
ment, Placement in this category shall mean that the system 
is inadequate and result in: 

(1) Permit issuance with conditions; or 

(ii) Permit denial with appropriate enforcement. 

(d) Category blue. This category shall identify systems 
which the department has elected to evaluate at a later date. 
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Placement in this category shall result in no conditions and no 
determination that the system is adequate until the system is 
evaluated. 


TABLE 1 
OPERATING PERMIT CATEGORIES 


Category Basic Description Responseto Conditions 
Adequacy 
Requests 
Green Substantial Compliance Yes No 
Yellow Conditional Compliance Yes or No! Yes 
Red Substantial Noncompliance No Yes 
Blue Undetermined (Will be evaluated at a later 


date) 


‘Response will be determined on a case-by-case basis for each system 
and shall depend on the nature of noncompliance. 


[Statutory Authority: Chapter 70.119A RCW. 93-03-047 (Order 325), § 
246-294-040, filed 1/14/93, effective 2/14/93.] 


WAC 246-294-050 Permit issuance. (1) The depart- 
ment shall grant or deny the operating permit within one hun- 
dred twenty days of receipt of the completed application and 
full payment. 

(2) Issuance of an operating permit shall mean that the 
owner may operate the permitted system until the date speci- 
fied on the permit unless protection of the public health, 
safety, and welfare requires immediate response or the impo- 
sition of conditions. 

(3) At the time of permit issuance, the department may 
impose such permit conditions and compliance schedules as 
the department determines are reasonable and necessary to 
ensure that the system will provide safe and reliable drinking 
water, including, but not limited to, conditions necessary to 
ensure that the system is brought into compliance with the 
provisions of chapter 246-290 WAC. 

(4) The department may modify an operating permit at 
any time based on review of the evaluation criteria in WAC 
246-294-040(2). When modification occurs, a revised permit 
with the same expiration date will be sent to the owner. The 
appropriate local jurisdiction shall also be notified of the 
change in status. 

(5) The department may revoke an operating permit or 
deny an operating permit application if the department deter- 
mines that the system operation constitutes or would consti- 
tute a public health hazard to consumers. 

(6) The department shall follow the steps outlined in 
RCW 43.70.115 when taking action to deny, condition, mod- 
ify, or revoke an operating permit. 

(7) An applicant for an operating permit shall be entitled 
to file an appeal in accordance with chapter 34.05 RCW if the 
department denies, conditions, modifies, or revokes the oper- 
ating permit. To appeal, the owner shall file in writing with 
the department in a manner that shows proof of receipt within 
twenty-eight days of the applicant's receipt of the adverse 
notice. 

The appeal shall state: 

(a) The issue or issues and law involved; and 

(b) The grounds for contesting the department decision. 

(8) Any owner that requests a hearing under chapter 
34.05 RCW may continue to operate the system until a final 
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departmental decision is issued, unless protection of the pub- 
lic health, safety, and welfare requires summary action. 


[Statutory Authority: Chapter 70.119A RCW. 93-03-047 (Order 325), $ 
246-294-050, filed 1/14/93, effective 2/14/03.] 


WAC 246-294-060 Transfer of ownership. (1) À pro- 
spective new owner of a Group A water system shall not take 
possession of the system without first obtaining a new oper- 
ating permit. 

(2) The prospective new owner shall secure department 
approval of a new, updated, or altered water system plan as 
required by WAC 246-290-100 (2)(e) before the new permit 
is issued. The water system plan required under WAC 246- 
290-100 shall be prepared with special emphasis on sections 
dealing with implications of the change of ownership. 

(3) The department shall send an application to the pro- 
spective new owner at the time the department is notified of 
transfer of ownership in accordance with WAC 246-290- 
430(1). The new owner shall proceed with the permit process 
in accordance with WAC 246-294-030, except the deadline 
for submitting the completed application to the department 
shall be the same date the water system plan is submitted for 
department approval. 

(4) The department shall not charge a fee for a new per- 
mit resulting from a change in ownership. The permit shall be 
effective from the date of issuance by the department until the 
next scheduled permit renewal date, at which time a fee shall 
be charged. 

(5) Change of ownership operating permit requirements 
of this section affect the prospective owner, and shall be in 
addition to the continuity of service requirements of WAC 
246-290-430 affecting the owner transferring the system. 


[Statutory Authority: Chapter 70.119A RCW. 93-03-047 (Order 325), § 
246-294-060, filed 1/14/93, effective 2/14/93.] 


WAC 246-294-070 Fees. (1) The fees for Group A 
water system operating permits shall be as indicated in Table 
2. 


TABLE 2 
OPERATING PERMIT FEES 
Classification Fee 
0 - 14 services None 
15 - 49 services $25.00 per year 


50 - 3,333 services 
3,334 - 53,333 services 


$1.50 per service per year 


$4,999.50+ .10 per service over 
3,333 services per year 


$10,000.00 per year 


$1.00 per service per year or the 
fee from the appropriate category 
above, whichever is less 


One-time charge of $5.00 per ser- 
vice 

Additional 10% of applicable 
charge stated above or $25.00, 
whichever is greater 


(2) For NTNC and 'TNC systems, owners shall pay the 
applicable fee from Table 2 based on equivalent number of 
services. Population information used in calculating equiva- 
lent number of services shall come from the WFI. The fol- 
lowing formulas shall be used in determining equivalent 
number of services: 
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(a) For NTNC divide the average population served each 
day by two and one-half; and 

(b) For TNC divide the average population served each 
day by twenty-five. 

(3) Where systems serve both resident and nonresident 
populations, the permit fee category shall be determined by 
adding the number of services and an equivalent for the non- 
resident population served. 

(4) In addition to submitting an annual fee, all new 
Group À water systems shall be charged a one-time fee of 
five dollars for each service or equivalent, based on the 
department approved design or as-built approval (see WAC 
246-294-030(4)). 

(5) Any county or SMA assuming ownership of a Group 
A water system, or court appointed receiver of a Group A 
water system shall be exempt from the operating permit fee 
for a period of one year after the next renewal date. 


[Statutory Authority: Chapter 70.119А RCW. 93-03-047 (Order 325), 8 
246-294-070, filed 1/14/93, effective 2/14/93.] 


WAC 246-294-080 Public notification. An owner 
issued a category red operating permit shall notify the water 
system users in accordance with W AC 246-290-330 and shall 
include mandatory language contained in the department 
publication titled Mandatory Language For Drinking Water 
Public Notification. The mandatory language will be 
included with issuance of a category red operating permit, or 
may be obtained from the department on request by contact- 
ing the Division of Drinking Water, Airdustrial Center #3, 
P.O. Box 47822, Olympia, Washington 98504-7822. 


[Statutory Authority: Chapter 70.119A RCW. 93-03-047 (Order 325), $ 
246-294-080, filed 1/14/93, effective 2/14/93.] 


WAC 246-294-090 Enforcement. When any owner is 
out of compliance with these rules or any conditions identi- 
fied on the operating permit, the department may initiate 
appropriate enforcement actions. These actions may include 
any one or combination of the following: 

(1) Issuance of informal letters instructing or requiring 
appropriate corrective measures; or 

(2) Issuance of a compliance schedule; or 

(3) Issuance of departmental orders requiring any person 
to apply for an operating permit as required by these rules and 
RCW 70.119A.110 or to comply with any conditions or 
requirements imposed as part of an operating permit; or 

(4) Issuance of civil penalties for up to five thousand dol- 
lars per day per violation for failure to comply with depart- 
mental orders issued in accordance with subsection (3) of this 
section; or 

(5) Legal action by the attorney general or local prosecu- 
tor. 


[Statutory Authority: Chapter 70.119A RCW. 93-03-047 (Order 325), § 
246-294-090, filed 1/14/93, effective 2/14/93.] 


WAC 246-294-100 Severability. If any provision of 
this chapter or its application to any person or circumstances 
is held invalid, the remainder of this chapter, or the applica- 
tion of the provision to other persons or circumstances, shall 
not be affected. 
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[Statutory Authority: Chapter 70.119A RCW. 93-03-047 (Order 325), $ 
246-294-100, filed 1/14/93, effective 2/14/93.] 


Chapter 246-295 WAC 
SATELLITE SYSTEM MANAGEMENT AGENCIES 


WAC 

246-295-001 Purpose. 

246-295-010 Definitions. 

246-295-020 Applicability. 

246-295-030 Potential satellite management agencies (SMAs). 
246-295-040 SMA submittal and approval process. 
246-295-050 SMA plan content for ownership. 

246-295-060 SMA plan content for management and operation only. 
246-295-070 Requests for water service. 

246-295-080 Management and operations agreements. 
246-295-090 Periodic review. 

246-295-100 SMA compliance. 

246-295-110 Special provisions. 

246-295-120 Fees. 

246-295-130 Severability. 


WAC 246-295-001 Purpose. (1) The purpose of these 
rules is to: 

(a) Establish criteria for approving satellite system man- 
agement agencies hereafter referred to as satellite manage- 
ment agencies (SMAs) pursuant to RCW 70.116.134; 

(b) Delineate the process organizations and/or individu- 
als must follow to be considered an approved SMA; and 

(c) Outline procedures for coordination between water 
users, purveyors, SMAs, local government and the depart- 
ment. 

(2) This chapter is specifically designed to ensure: 

(a) The enhancement of public health through the use of 
SMAs; 

(b) SMAs are capable of providing high quality drinking 
water in a reliable manner and in a quantity suitable for 
intended use; 

(c) SMAs are capable of meeting the requirements of the 
federal Safe Drinking Water Act, P.L. 93-523 and P.L. 99- 
339; and 

(d) Uniformity in the SMAs determination and compli- 
ance processes. 

(3) Other statutes relating to this chapter are: 

(a) Chapter 43.20 RCW, State board of health; 

(b) RCW 43.20B.020 Fees for services—Department of 
health and department of social and health services; 

(c) Chapter 43.70 RCW, Department of health; 

(d) Chapter 70.116 RCW, Public Water System Coordi- 
nation Act of 1977; 

(e) Chapter 70.119 RCW, Public water supply sys- 
tems— Certification and regulation of operators; and 

(f) Chapter 70.119A, Public water systems—Penalties 
and compliance. 


[Statutory Authority: RCW 70.116.134. 94-18-108, $ 246-295-001, filed 
9/6/94, effective 10/7/94.) 


WAC 246-295-010 Definitions. Abbreviations: 

"IOU" - Investor owned utility; 

"SMA" - Satellite management agency; 

"UTC" - Utilities and transportation commission; and 

"WSP" - Water system plan. 

"Certified operator" means a person certified in accor- 
dance with chapter 246-292 WAC. 
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"Contract" means a written agreement between a SMA 
and a public water system identifying the responsibilities of 
system operation and management. 

"Department" means the Washington state department 
of health. 

"Investor owned utility" means a corporation, com- 
pany, association, joint stock association, partnership and 
person, their lessees, trustees or receivers appointed by any 
court whatsoever, owning, controlling, operating or manag- 
ing any public water system for hire. 

"Public water system" means any system, excluding a 
system serving only one single-family residence and a system 
with four or fewer connections all of which serve residences 
on the same farm, providing piped water for human con- 
sumption, including any: 

Collection, treatment, storage, or distribution facilities 
under control of the purveyor and used primarily in connec- 
tion with such system; and 

Collection or pretreatment storage facilities not under 
control of the purveyor primarily used in connection with 
such system. 

"Purveyor" means an agency, subdivision of the state, 


municipal corporation, firm, company, mutual or cooperative 


association, institution, partnership, or person or other entity 
owning or operating a public water system. Purveyor also 
means the authorized agents of such entities. 

"Satellite management agency (SMA)" means an indi- 
vidual, purveyor, or entity that is approved by the secretary to 
own or operate more than one public water system on a 
regional or county-wide basis, without the necessity for a 
physical connection between such systems. 

"Satellite management and operation services" means 
all day-to-day responsibilities of a water system. Manage- 
ment responsibilities shall include planning and policy deci- 
sion making. Operational responsibilities shall include nor- 
mal day-to-day operations, preventative maintenance, water 
quality monitoring, troubleshooting, emergency response, 
response to complaints, public/press contact, and recordkeep- 
ing. 

"Secretary" means the secretary of the department of 
health or their designee. 

"Service area" means a specific area for which satellite 
management and operation services may be provided by a 
SMA. 

"Service area policies" means pertinent policies that 
impact the provision of water and water system growth. 


[Statutory Authority: RCW 70.116.134. 94-18-108, 8 246-295-010, filed 
9/6/94, effective 10/7/94.] 


WAC 246-295-020 Applicability. The rules of this 
chapter shall apply to SMAs and all counties, and to public 
water system purveyors, individuals, or other entities request- 
ing SMA approval. 


[Statutory Authority: RCW 70.116.134. 94-18-108, 8 246-295-020, filed 
9/6/94, effective 10/7/94.] 


WAC 246-295-030 Potential satellite management 
agencies (SMAs). (1) Pursuant to RCW 70.116.134(2), each 
county shall identify and submit a list of potential SMAs to 
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the department by January 1, 1995, for areas within the 
county: 

(a) Which are not within a designated future service area 
of any utility pursuant to the Water System Coordination Act; 
or 

(b) Where an existing purveyor has agreed or where a 
legal determination has been made that an existing purveyor 
is unable or unwilling to provide service. 

(2) After January 1, 1995, counties may submit names of 
additional potential SMAs to the department on an ongoing 
basis. 


[Statutory Authority: RCW 70.116.134. 94-18-108, $ 246-295-030, filed 
9/6/94, effective 10/7/94.] 


WAC 246-295-040 SMA submittal and approval 
process. (1) An individual, purveyor or other entity seeking 
approval as a SMA, shall: 

(a) Submit a notice of intent to become an approved 
SMA to the department on a form provided by the depart- 
ment; 

(b) Participate in a “presubmittal conference" to discuss 
the SMA plan content, and, if applicable, the water system 
plan; 

(c) Submit a SMA application and plan which shall 
include all information required under WAC 246-295-050 or 
246-295-060 at the level of detail agreed upon at the presub- 
mittal conference. 

(2) The department shall forward the SMA plan to 
affected counties for review and comment. To ensure consid- 
eration, the county must submit its comments to the depart- 
ment within sixty days. 

(3) When all conditions listed in subsection (1) of this 
section have been completed, the secretary shall either 
approve or deny the proposed SMA based on the secretary's 
review and evaluation of information presented and com- 
ments received from the county. 

(4) The secretary shall maintain a list of approved SMAs 
and make it available to counties, purveyors, individuals or 
other entities on request. A listing shall be distributed to each 
county at least annually and on approval of new SMAs by the 
secretary. The approved listing shall include a service area 
for each SMA and designate which SMAs are approved for: 

(a) Ownership; and 

(b) Management and operation only. 


[Statutory Authority: RCW 70.116.134. 94-18-108, $ 246-295-040, filed 
9/6/94, effective 10/7/94.] 


WAC 246-295-050 SMA plan content for ownership. 
The SMA plan shall address the following elements at a min- 
imum in a manner acceptable to the department. A depart- 
ment guideline titled Satellite Management Planning Hand- 
book is available to assist the potential SMA in adequately 
addressing these elements: 

(1) SMA ownership, including at a minimum: 

(a) A statement of intent to own public water systems; 

(b) Current organizational structure of the SMA, legal 
authority, mailing address, responsible party, and contact 
person; 

(c) Identification of existing public water systems the 
applicant currently owns, and/or manages and operates. The 
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identification shall include the number of connections in each 
system, the department identification number and the system 
location. 

(d) Documentation showing that at least one staff person 
has, at a minimum, three years of water utility ownership 
and/or management experience. 

(2) SMA service area information, including at a mini- 
mum: I 

(a) À map of the SMA service area; 

(b) A general written description of the SMA service 
area; and 

(c) Future service area agreement(s) of systems owned 
by SMA if applicable. 

(3) Service area policies/conditions of service where 
applicable, including at a minimum: 

(a) Annexation policies consistent with local compre- 
hensive plans; 

(b) Ownership versus management and operation deci- 
sion criteria; 

(c) Policies related to new and existing public water sys- 
tems, including the method of determining financial feasibil- 
ity of adding new or existing systems to the SMA; 

(d) Ordinances, resolutions and agreements related to the 
provision of drinking water; 

(e) Service request process overview flowchart, includ- 
ing time frames; and 

(f) A list of available services. 

(4) System design standards for new and existing sys- 
tems; 

(5) Financial viability, including at a minimum: 

(a) A written description of available revenue sources; 

(b) A budget; and 

(c) General financial policies. 

(6) Operation and maintenance program, including at a 
minimum: 

(a) Documentation that at least one staff person will, at a 
minimum, be certified at a water distribution manager 2 level 
or above and meet any additional department required certi- 
fied operator requirements; 

(b) Overall SMA routine and preventive maintenance 
program, including an emergency response plan; 

(c) A copy of model contract for operation and mainte- 
nance services, if applicable; and 

(d) Two copies of all applicable operations contracts in 
effect. 

(7) Documentation from affected counties that the SMA 
plan is consistent with their plans and policies; 

(8) Documentation that all Group A systems owned by 
the potential SMA on the date of request have obtained their 
operating permit and are not classified in the red operating 
permit category pursuant to chapter 246-294 W AC. If Group 
B systems are also owned by the potential SMA, provide doc- 
umentation that such systems are in compliance with chapter 
246-291 WAC. A special provision pursuant to WAC 246- 
295-110 may be utilized in the determination of compliance. 

(9) Current water system plan(s) or department approved 
plan development schedule, if applicable. 


[Statutory Authority: RCW 70.116.134. 94-18-108, $ 246-295-050, filed 
9/6/94, effective 10/7/94.] 
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WAC 246-295-060 SMA plan content for manage- 
ment and operation only. The SMA plan shall address the 
following elements at a minimum in a manner acceptable to 
the department. A department guideline titled Satellite Man- 
agement Planning Handbook is available to assist purveyors, 
individuals or other entities in adequately addressing these 
elements: 

(1) SMA ownership, including at a minimum: 

(a) A statement of intent to manage and operate public 
water systems; 

(b) Current organizational structure of SMA, legal 
authority, mailing address, responsible party, and contact 
person; 

(c) Documentation showing that at least one staff person 
has, at a minimum, three years of water utility ownership 
and/or management experience; and 

(d) Identification of existing public water systems the 
applicant currently operates. The identification must include 
the number of connections in each system, the department 
identification number and the system location. 

(2) SMA service area information, including at a mini- 
mum: 

(a) A map of the SMA service area; and 

(b) A general written description of the SMA service 
area. 

(3) Conditions of service, including at a minimum: 

(a) Operation decision criteria; 

(b) Service request process overview flowchart includ- 
ing time frames; and 

(c) A list of available services. 

(4) Operation and maintenance program, including at a 
minimum: 

(a) Documentation that at least one staff person will, at a 
minimum, be certified at a water distribution manager 2 level 
or above and meet any additional department required certi- 
fied operator requirements; 

(b) Overall SMA routine and preventive maintenance 
program, including an emergency response plan; 

(c) A copy of the model contract for operation and main- 
tenance services; and 

(d) Two copies of all applicable operations contracts in 
effect. 

(5) Documentation that all Group A systems managed 
and operated by the potential SMA on the date of request 
have obtained their operating permit and are not classified in 
the red operating permit category pursuant to chapter 246- 
294 W AC. If Group B systems are also managed and oper- 
ated by the potential SMA, provide documentation that such 
systems are in compliance with chapter 246-291 WAC. A 
special provision pursuant to WAC 246-295-110 may be uti- 
lized in the determination of compliance. 


[Statutory Authority: RCW 70.116.134. 94-18-108, $ 246-295-060, filed 
9/6/94, effective 10/7/94.] 


WAC 246-295-070 Requests for water service. The 
county or city agency responsible for determining water 
availability shall direct an individual or other entity propos- 
ing a new system or requesting water service to contact one 
or more approved SMAs designated for the service area 
where the new system is proposed. Such contact shall take 


(1999 Ed.) 


246-295-100 


place prior to construction of a new public water system and 
shall be documented in writing to the appropriate county or 
city. 

[Statutory Authority: RCW 70.116.134. 94-18-108, § 246-295-070, filed 
9/6/94, effective 10/7/94.] 


WAC 246-295-080 Management and operations 
agreements. (1) An SMA providing satellite management 
and operation services only shall have a written agreement 
with each public water system being served, which shall, at a 
minimum, address the necessary requirements to comply 
with applicable regulations regarding management and oper- 
ation of a public water system; and 

(2) The SMA shall submit two copies of all new and 
renewed agreements to the department within thirty days of 
the effective date of the contract. 


[Statutory Authority: RCW 70.116.134. 94-18-108, 8 246-295-080, filed 
9/6/94, effective 10/7/94.] 


WAC 246-295-090 Periodic review. The SMA shall 
ensure that a SMA plan is submitted to the department for 
review and approval every five years or more frequently as 
required by the secretary. The secretary shall review each 
approved SMA for compliance with the elements identified 
in WAC 246-295-050 and 246-295-060. The secretary may 
request that additional information be submitted to assist in 
the evaluation of the SMA. 


[Statutory Authority: RCW 70.116.134. 94-18-108, § 246-295-090, filed 
9/6/94, effective 10/7/94.] 


WAC 246-295-100 SMA compliance. (1) ASMA: 

(a) Shall comply with all statutes and regulations govern- 
ing public water systems including but not limited to chapters 
70.116, 70.119 and 70.119A RCW and chapters 246-290, 
246-291, 246-292, 246-293 and 246-294 WAC and the 
requirements of this chapter; and 

(b) Shall adhere to its SMA plan. 

(2) The department may revoke, suspend, modify or 
deny the certification or application of any SMA or applicant 
which: 

(a) Fails to timely submit required information; 

(b) Has been subject to departmental enforcement action 
for violation of statutes or regulations governing public water 
systems, 

(c) Violates or has violated statues or regulations govern- 
ing public water systems; 

(d) Fails to comply with its SMA plan; 

(e) Fails to have or maintain required staff; 

(f) Fails to comply with all applicable local ordinances, 
regulations, plans and policies; 

(g) Fails to demonstrate financial viability whether at the 
time of application or subsequently; 

(h) Fails to bring a noncomplying system into regulatory 
compliance within the time frame established under WAC 
246-295-110; or 

(i) Operates in a manner that threatens public health. 

(3) Any SMA or applicant aggrieved by the department's 
decision to revoke, suspend, modify or deny their approval or 
application may appeal such decision in accordance with 
chapter 246-10 WAC and chapter 34.05 RCW. 
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(4) An approved SMA that files a timely appeal of a 

decision to revoke, suspend or modify its approval under 
_chapter 246-10 WAC and/or chapter 34.05 RCW may con- 

tinue to operate until a final departmental decision is issued, 
unless protection of the public health, safety and welfare 
requires summary action. 

(5) If a SMA is removed from the approved list and 
desires reinstatement, the SMA must submit a new notice of 
intent to become an approved SMA and follow the process 
outlined in WAC 246-295-040, provided that the reapplica- 
tion shall be subject to any limitations imposed by final 
departmental order or if applicable, order on judicial review. 


(Statutory Authority: RCW 70.116.134. 94-18-108, § 246-295-100, filed 
9/6/94, effective 10/7/94.] 


WAC 246-295-110 Special provisions. (1) SMAs will- 
ing to take ownership of systems which have not obtained 
their operating permit or are classified in the red operating 
permit category pursuant to chapter 246-294 WAC, may be 
allowed a "special provision" whereby they are given time to 
bring the system into regulatory compliance. This "special 
provision" is subject to an agreement among the SMA, the 
department and, if applicable, the public water system that 
documents how and within what time frame the SMA will 
bring the noncomplying system into compliance. 

(2) Extensions to the time frame may be granted if 
agreed upon between the SMA and the secretary. If the 
agreed upon time frame passes and no extension has been 
granted, the system at issue shall remain out of compliance 
and the SMA shall be removed from the approved SMA list. 


[Statutory Authority: RCW 70.116.134. 94-18-108, $ 246-295-110, filed 
9/6/94. effective 10/7/94.] 


WAC 246-295-120 Fees. The secretary is authorized to 
assess reasonable fees to process applications for initial 
approval and for periodic review of SMAs. 


[Statutory Authority: RCW 70.116.134. 94-18-108, § 246-295-120, filed 
9/6/94, effective 10/7/94.] 


WAC 246-295-130 Severability. If any provision of 
this chapter or its application to any person or circumstance is 
held invalid, the remainder of the chapter, or the application 
of the provision to other persons or circumstances, shall not 
be affected. 


[Statutory Authority: RCW 70.116.134. 94-18-108, $ 246-295-130, filed 
9/6/94. effective 10/7/94.] 


Chapter 246-310 WAC 


CERTIFICATE OF NEED 

WAC 

246-310-001 Purpose of certificate of need program. 

246-310-010 Definitions. 

246-310-020 Applicability of chapter 246-310 WAC. 

246-310-035 Tertiary services identification. 

246-310-040 Exemptions from requirements for a certificate of need 
for health maintenance organizations. 

246-310-041 Exemption from requirements for a certificate of need 
for continuing care retirement communities' nurs- 
ing home projects. 

246-310-042 Rural hospital and rural health care facility exemptions 


from certificate of need review. 
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246-310-043 Exemption from requirements for a certificate of need 
for nursing home bed conversions to alternative 
use. 

246-310-044 Exemption from requirements for a certificate of need 
for nursing home bed replacements. 

246-310-045 Exemption from certificate of need requirements for a 
change in bed capacity at a residential hospice care 
center. 

246-310-050 Applicability determination. 

246-310-080 Letter of intent. 

246-310-090 Submission and withdrawal of applications. 

246-310-100 Amendment of certificate of need applications. 

246-310-110 Categories of review. 

246-310-120 Concurrent review process. 

246-310-130 Nursing home concurrent review cycles. 

246-310-132 Open heart surgery concurrent review cycle. 

246-310-136 Ethnic minority nursing home bed pool —Consider- 
ations for review of applications. 

246-310-140 Emergency review process. 

246-310-150 Expedited review process. 

246-310-160 Regular review process. 

246-310-170 Notification of beginning of review. 

246-310-180 Public hearings. 

246-310-190 Ex parte contacts. 

246-310-200 Bases for findings and action on applications. 

246-310-210 Determination of need. 

246-310-220 Determination of financial feasibility. 

246-310-230 Criteria for structure and process of care. 

246-310-240 Determination of cost containment. 

246-310-260 Kidney transplantation. 

246-310-261 Open heart surgery standards and need forecasting 
method, 

246-310-262 Nonemergent interventional cardiology standard. 

246-310-270 Ambulatory surgery. 

246-310-280 Kidney disease treatment centers. 

246-310-360 Nursing home bed need method. 

246-310-370 Nursing home bed need method revision. 

246-310-380 Nursing home bed need standards. 

246-310-390 Nursing home bed need adjustments. 

246-310-395 Nursing home bed banking for alternative use notice 
requirements. 

246-310-396 Nursing home bed banking requirements for full facility 
closure. 

246-310-397 Nursing home bed replacement notice requirements. 

246-310-410 Swing bed review standards. 

246-310-470 Review and action on health maintenance organization 
projects. 

246-310-480 Projects proposed for the correction of deficiencies. 

246-310-490 Written findings and actions on certificate of need appli- 
cations. 

246-310-500 Issuance, suspension, denial, revocation, and transfer of 
a certificate of need. . 

246-310-560 Provision for reconsideration decision. 

246-310-570 Circumstances for which an amended certificate of need 
is required. 

246-310-580 Validity and extensions. 

246-310-590 Monitoring of approved projects. 

246-310-600 Withdrawal of a certificate of need. 

246-310-610 Adjudicative proceeding, 

246-310-900 Capital expenditure minimum adjustment procedures. 

246-310-990 Certificate of need review fees. 

DISPOSITION OF SECTIONS FORMERLY 
CODIFIED IN THIS CHAPTER 
246-310-002 Purpose of chapter 248-156 WAC. [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 
246-310-002, filed 12/27/90, effective 1/31/91. Statu- 
tory Authority: RCW 70.38.025. 81-09-060 (Order 
1641), 8 248-156-010, filed 4/20/81.] Repealed by 92- 
02-018 (Order 224), filed 12/23/91, effective 1/23/92. 
Statutory Authority: RCW 70.38.135 and 70.38.919. 
246-310-030 Index and procedures for adjustment. [Statutory Author- 


ity: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as 8 246-310-030, filed 12/27/90, effective 1/31/91. 
Statutory Authority: RCW 70.38.025. 81-09-060 
(Order 1641), § 248-156-030, filed 4/20/81.] Repealed 
by 92-02-018 (Order 224), filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 70.38.135 and 
70.38.919. 

Tertiary services identification. [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 
246-310-0304, filed 12/27/90, effective 1/31/91. Statu- 
tory Authority: Chapter 70.38 RCW. 90-21-028 (Order 
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082), $ 248-19-235, filed 10/9/90, effective 10/9/90.] 
Repealed by 92-02-018 (Order 224), filed 12/23/91, 
effective 1/23/92. Statutory Authority: RCW 
70.38.135 and 70.38.919. 


Sanctions for violations. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as 8 246- 
310-060, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.38.135. 81-09-012 (Order 210), $ 
248-19-250, filed 4/9/81, effective 5/20/81. Statutory 
Authority: Chapter 70.38 RCW. 79-12-079 (Order 
188), $ 248-19-250, filed 11/30/79.) Repealed by 97- 
20-101, filed 9/29/97, effective 10/30/97. Statutory 
Authority: RCW 43.70.040. 


Periodic reports on development of proposals. [Statu- 
tory Authority: RCW 43.70.040. 91-02-049 (Order 
121), recodified as $ 246-310-070, filed 12/27/90, 
effective 1/31/91. Statutory Authority: RCW 
70.38.135. 86-06-030 (Order 2344), $ 248-19-260, filed 
2/28/86; 81-09-012 (Order 210), § 248-19-260, filed 
4/9/81, effective 5/20/81. Statutory Authority: Chapter 
70.38 RCW. 79-12-079 (Order 188), $ 248-19-260, 
filed 11/30/79.] Repealed by 96-24-052, filed 11/27/96, 
effective 12/28/96. Statutory Authority: Chapter 70.38 
RCW, 


Ethnic minority nursing home bed pool—Procedures. 
[Statutory Authority: Chapter 70.38 RCW. 96-24-052, 
§ 246-310-135, filed 11/27/96, effective 12/28/96. Stat- 
utory Authority: RCW 70.38.135 (3)(c). 92-05-057 
(Order 244), § 246-310-135, filed 2/14/92, effective 
3/16/92.] Repealed by 97-20-101, filed 9/29/97, effec- 
tive 10/30/97. Statutory Authority: RCW 43.70.040. 


Open heart surgery. [Statutory Authority: RCW 
70.38.135 and 70.38.919. 92-02-018 (Order 224), $ 
246-310-250, filed 12/23/91, effective 1/23/92. Statu- 
tory Authority: RCW 43.70.040. 91-02-049 (Order 
121), recodified as $ 246-310-250, filed 12/27/90, 
effective 1/31/91. Statutory Authority: Chapter 70.38 
RCW. 90-13-116 (Order 67), $ 248-19-600, filed 
6/21/90, effective 7/1/90.] Repealed by 92-12-015 
(Order 274), filed 5/26/92, effective 6/26/92. Statutory 
Authority: RCW 70.38.135(3). 


Nursing home and continuing care retirement commu- 
nity definitions. [Statutory Authority: RCW 70.38.135 
and 70.38.919. 92-02-018 (Order 224), $ 246-310-350, 
filed 12/23/91, effective 1/23/92. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as 
8 246-310-350, filed 12/27/90, effective 1/31/91. Statu- 
tory Authority: RCW 70.38.919. 90-12-071 (Order 
062), $ 248-19-800, filed 6/1/90, effective 7/1/90.] 
Repealed by 96-24-052, filed 11/27/96, effective 
12/28/96. Statutory Authority: Chapter 70.38 RCW. 


AIDS long-term care pilot facility review: standards. 
[Statutory Authority: RCW 70.38.135 and 70.38.919. 
92-02-018 (Order 224), $ 246-310-400, filed 12/23/91, 
effective 1/23/92. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
310-400, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.38.919. 90-12-072 (Order 063), $ 
248-19-840, filed 6/1/90, effective 7/1/90.] Repealed by 
96-24-052, filed 11/27/96, effective 12/28/96. Statu- 
tory Authority: Chapter 70.38 RCW. 


Certificate of need program reports. [Statutory Author- 
ity: RCW 43.70.040. 91-02-049 (Order 121), recodified 
as § 246-310-620, filed 12/27/90, effective 1/31/91. 
Statutory Authority: RCW 70.38.135. 81-09-012 
(Order 210), § 248-19-490, filed 4/9/81, effective 
5/20/81. Statutory Authority: Chapter 70.38 RCW. 79- 
12-079 (Order 188), $ 248-19-490, filed 11/30/79.] 
Repealed by 98-21-084, filed 10/21/98, effective 
11/21/98. Statutory Authority: Chapter 70.38 RCW. 


Public access to records. [Statutory Authority: RCW 
70.38.135 and 70.38.919. 92-02-018 (Order 224), $ 
246-310-630, filed 12/23/91, effective 1/23/92. Statu- 
tory Authority: RCW 43.70.040. 91-02-049 (Order 
121), recodified as § 246-310-630, filed 12/27/90, 
effective 1/31/91. Statutory Authority: RCW 
70.38.135. 81-09-012 (Order 210), 5 248-19-500, filed 
4/9/81, effective 5/20/81. Statutory Authority: Chapter 
70.38 RCW. 79-12-079 (Order 188), $ 248-19-500, 
filed 11/30/79.] Repealed by 97-20-101, filed 9/29/97, 
effective 10/30/97. Statutory Authority: RCW 
43.70.040. 
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WAC 246-310-001 Purpose of certificate of need рго- 
gram. The purpose of the certificate of need program has 
been established by the legislature in RCW 70.38.015. 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
§ 246-310-001, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.38.135. 86-06-030 (Order 2344), $ 248-19-210, filed 2/28/86; 81-09-012 
(Order 210), § 248-19-210, filed 4/9/81, effective 5/20/81. Statutory Author- 
ity: Chapter 70.38 RCW. 79-12-079 (Order 188), § 248-19-210, filed 
11/30/79.] 


WAC 246-310-010 Definitions. For the purposes of 
chapter 246-310 WAC, the following words and phrases 
shall have the following meanings unless the context clearly 
indicates otherwise. ; 

"Acute care facilities" means hospitals and ambulatory 
surgical facilities. 

"Affected person" means an interested person meeting 
the following criteria: 

e Is located or resides in the applicant's health service 

area; 

*  Testified at a public hearing or submitted written 

evidence; and 

° Requested in writing to be informed of the depart- 

ment's decision. 

"Alterations," see "construction, renovation, or alter- 
ation." 

"Ambulatory care facility" means any place, building, 
institution, or distinct part thereof not a health care facility as 
defined in this section and operated for the purpose of pro- 
viding health services to individuals without providing such 
services with board and room on a continuous twenty-four- 
hour basis. The term "ambulatory care facility" includes the 
offices of private physicians, whether for individual or group 
practice. 

"Ambulatory surgical facility" means any free-standing 
entity, including an ambulatory surgery center, that operates 
primarily for the purpose of performing surgical procedures 
to treat patients not requiring hospitalization. This term does 
not include a facility in the offices of private physicians or 
dentists, whether for individual or group practice, if the priv- 
ilege of using such facility is not extended to physicians or 
dentists outside the individual or group practice. 

"Applicant," means: 

* Any person proposing to engage in any undertaking 
subject to review under the provisions of chapter 70.38 
RCW. 

* Any person or individual with a ten percent or greater 
financial interest in a partnership or corporation or other 
comparable legal entity engaging in any undertaking subject 
to review under the provisions of chapter 70.38 RCW. 

"Base year" as used in the kidney dialysis station meth- 
odology means the last full calendar year preceding thé first 
year of dialysis station need projections. 

"Bed banking" means the process of retaining the rights 
to nursing home bed allocations which are not licensed as 
outlined in WAC 246-310-395. 

"Bed supply" means within a geographic area the total 
number of: 

° Nursing home beds which are licensed or certificate of 
need approved but not yet licensed or beds banked under the 
provisions of RCW 70.38.111 (8)(a) or where the need is 
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deemed metunder the provisions of RCW 70.38.115 (13)(b), 
excluding: 

* Those nursing home beds certified as intermediate care 
facility for the mentally retarded (ICF-MR) the operators of 
which have not signed an agreement on or before July 1, 
1990, with the department of social and health services 
department of social and health services to give appropriate 
notice prior to termination of the ICF-MR service; 

* New or existing nursing home beds within a CCRC 
which are approved under the provisions of WAC 246-310- 
380(5); or 

* Nursing home beds within a CCRC which is excluded 
from the definition of a health care facility per RCW 
70.38.025(6); and 

* Beds banked under the provisions of RCW 70.38.115 
(13)(b) where the need is not deemed met. 

° Licensed hospital beds used for long-term care or cer- 
tificate of need approved hospital beds to be used for long- 
term care not yet in use, excluding swing-beds. 

"Bed-to-population ratio" means the nursing home bed 
supply per one thousand persons of the estimated or fore- 
casted resident population age sixty-five and older. 

"Capital expenditure" means an expenditure, including a 
force account expenditure (i.e., an expenditure for a con- 
struction project undertaken by a nursing home facility as its 
own contractor), which, under generally accepted accounting 
principles, is not properly chargeable as an expense of opera- 
tion or maintenance. The costs of any studies, surveys, 
designs, plans, working drawings, specifications, and other 
activities (including staff effort, consulting and other ser- 
vices which, under generally accepted accounting principles, 
are not properly chargeable as an expense of operation and 
maintenance) shall be considered capital expenditures. 
Where a person makes an acquisition under lease or compa- 
rable arrangement, or through donation, which would have 
required certificate of need review if the acquisition had been 
made by purchase, such acquisition shall be deemed a capital 
expenditure. Capital expenditures include donations of 
equipment or facilities to a nursing home facility, which if 
acquired directly by such facility, would be subjectto review 
under the provisions of this chapter and transfer of equip- 
ment or facilities for less than fair market value if a transfer 
of the equipment or facilities at fair market value would be 
subject to such review. 

"Certificate of need" means a written authorization by 
the secretary's designee for a person to implement a proposal 
for one or more undertakings. 

"Certificate of need program" means that organizational 
program of the department responsible for the management 
of the certificate of need program. 

"Commencement of the project" means whichever of the 
following occurs first: In the case of a construction project, 
giving notice to proceed with construction to a contractor for 
a construction project provided applicable permits have been 
applied for or obtained within sixty days of such notice; 
beginning site preparation or development; excavating or 
starting the foundation for a construction project; or begin- 
ning alterations, modification, improvement, extension, or 
expansion of an existing building. In the case of other 
projects, initiating a health service. 
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"Construction, renovation, or alteration" means the erec- 
tion, building, remodeling, modernization, improvement, 
extension, or expansion of a physical plant of a health care 
facility, or the conversion of a building or portion thereof to a 
health care facility. 

"Continuing care contract" means a contract providing a 
person, for the duration of that person's life or for a term in 
excess of one year, shelter along with nursing, medical, 
health-related, or personal care services. The contractis con- 
ditioned on the transfer of property, the payment of an 
entrance fee to the provider of such services, or the payment 
of periodic charges for the care and services involved. A 
continuing care contract is not excluded from this definition 
because the contract is mutually terminable or because shel- 
ter and services are not provided at the same location. 

"Continuing care retirement community (CCRC)" means 
any ofa variety of entities, unless excluded from the defini- 
tion of health care facility under RCW 70.38.025(6), which 
provides shelter and services based on continuing care con- 
tracts with its residents which: 

* Maintains for a period in excess of one year a CCRC 
contract with a resident which provides or arranges for at 
least the following specific services: 

* Independent living units; 

* Nursing home care with no limit on the number of 
medically needed days; 

* Assistance with activities of daily living; 

* Services equivalent in scope to either state chore ser- 
vices or Medicaid home health services; 

* Continues a contract, if a resident is no longer able to 
pay for services; 

* Offers services only to contractual residents with lim- 
ited exception during a transition period; and 

* Holds the Medicaid program harmless from liability for 
costs of care, even if the resident depletes his or her personal 
resources. 

"Days" means calendar days. Days are counted starting 
the day after the date of the event from which the designated 
period of time begins to run. If the last day of the period falls 
on a Saturday, Sunday, or legal holiday observed by the state 
of Washington, a designated period runs until the end of the 
first working day following the Saturday, Sunday, or legal 
holiday. 

"Department" means the Washington state department of 
health. 

"Effective date of facility closure" means: 

° The date on which the facility's license was  relin- 
quished, revoked or expired; or 

* The date the last resident leaves the facility, whichever 
comes first. 

"End-of-the-year incenter patients" means the number of 
patients receiving incenter kidney dialysis at the end of the 
calendar year. 

"End-stage renal dialysis (ESRD) service areas" means 
each individual county, designated by the department as the 
smallest geographic area for which kidney dialysis station 
need projections are calculated, or other service area docu- 
mented by patient origin. 

"Enhance the quality of life for residents" means, for the 
purposes of voluntary bed banking, those services or facility 
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modifications which have a direct and immediate benefit to 
the residents. These shall include, but not be limited to: Res- 
ident activity and therapy facilities; family visiting rooms; 
spiritual rooms and dining areas. These services or facility 
modifications: shall not include those that do not have direct 
and immediate benefit to the residents, such as: Modifica- 
tions to staff offices; meeting rooms; and other staff facili- 
ties. | 

"Established ratio" means а bed-to-population ratio of 
forty-five beds per one thousand persons of the estimated or 
forecast resident population age sixty-five and older estab- 
lished for planning and policy-making purposes. The depart- 
ment may revise this established ratio using the process out- 
lined in WAC 246-310-370. 

"Estimated bed need" means the number of nursing 
home beds calculated by multiplying the planning area's 
forecasted resident population by the established ratio for the 
projection year. 

"Estimated bed projection" means the number of nursing 
home beds calculated by the department state-wide or within 
a planning area, by the end of the projection period. 

"Ex parte contact" means any oral or written communi- 
cation between any person in the certificate of need program 
or any other person involved in the decision regarding an 
application for, or the withdrawal of, a certificate of need and 
the applicant for, or holder of, a certificate of need, any per- 
son acting on behalf of the applicant or holder, or any person 
with an interest regarding issuance or withdrawal of a certif- 
icate of need. 

"Expenditure minimum" means one million dollars for 
the twelve-month period beginning with July 24, 1983, 
adjusted annually by the department according to the provi- 
sions of WAC 246-310-900. 

"Health care facility" means hospitals, psychiatric hos- 
pitals, nursing homes, kidney disease treatment centers 
including freestanding dialysis units, ambulatory surgical 
facilities, continuing care retirement communities, hospices 
and home health agencies, and includes such facilities when 
owned and operated by a political subdivision or instrumen- 
tality of the state and such other facilities as required by fed- 
eral law and implementing regulations, but does not include 
any health facility or institution conducted by and for those 
who rely exclusively upon treatment by prayer or spiritual 
means in accordance with the creed or tenets of any well-rec- 
ognized church or religious denomination, or any health 
facility or institution operated for the exclusive care of mem- 
bers of a convent as defined in RCW 84.36.800 or rectory, 
monastery, or other institution operated for the care of mem- 
bers of the clergy. In addition, the term "health care facility" 
does not include any nonprofit hospital: 

* Operated exclusively to provide health care services for 
children; 

* Which does not charge fees for such services; and 

e If not contrary to federal law as necessary to the receipt 
of federal funds by the state. 

* [n addition, the term "health care facility" does not 
include a continuing care retirement community which: 

* Offers services only to contractual residents; 

* Provides its residents a contractually guaranteed range 
of services from independent living through skilled nursing, 
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including some form of assistance with activities of daily liv- 
ing; 

° Contractually assumes responsibility for costs of ser- 
vices exceeding the resident's financial responsibility as 
stated in contract, so that, with the exception of insurance 
purchased by the retirement community or its residents, no 
third party, including the Medicaid program, is liable for 
costs of care even if the resident depletes personal resources; 

* Offers continuing care contracts and operates a nursing 
home continuously since January 1, 1988, or obtained a cer- 
tificate of need to establish a nursing home; 

° Maintains a binding agreement with the department of 
social and health services assuring financial liability for ser- 
vices to residents, including nursing home services, shall not 
fall upon the department of social and health services; 

* Does not operate, and has not undertaken, a project 
resulting in a number of nursing home beds in excess of one 
for every four living units operated by the continuing care 
retirement community, exclusive of nursing home beds; and 

* Has undertaken no increase in the total number of nurs- 
ing home beds after January 1, 1988, unless a professional 
review of pricing and long-term solvency was obtained by 
the retirement. community within the prior five years and 
fully disclosed to residents. 

"Health maintenance organization" means a public or 
private organization, organized under the laws of the state, 
which: 

* Js a qualified health maintenance organization under 
Title XIII, Section 1310(d) of the Public Health Service Act; 
Or 

* Provides or otherwise makes available to enrolled par- 
ticipants health care services, including at least the following 
basic health care services: Usual physician services, hospi- 
talization, laboratory, x-ray, emergency and preventive ser- 
vices, and out-of-area coverage; 

* [s compensated (except for copayments) for the provi- 
sion of the basic health care services listed in this subsection 
to enrolled participants by a payment made on a periodic 
basis without regard to the date the health care services are 
provided and fixed without regard to the frequency, extent, 
or kind of health service actually provided; and 

* Provides physicians' services primarily: 

° Directly through physicians who are either employees 
or partners of such organization, or 

* Through arrangements with individual physicians or 
one or more groups of physicians (organized on a group 
practice or individual practice basis). 

"Health service area" means a geographic region appro- 
priate for effective health planning including a broad range 
of health services. 

"Health services" means clinically related (і.е., preven- 
tive, diagnostic, curative, rehabilitative, or palliative) ser- 
vices and includes alcoholism, drug abuse, and mental health 
services. 

"Home health agency" means an entity which is, or has 
declared an intent to become, certified as a provider of home 
health services in the Medicaid or Medicare program. 

"Hospice" means an entity which is, or has declared an 
intent to become, certified as a provider of hospice services in 
the Medicaid or Medicare program. 
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"Hospital" means any institution, place, building or 
agency or distinct part thereof which qualifies or is required 
to qualify for a license under chapter 70.41 RCW, or as a 
psychiatric hospital licensed under chapter 71.12 RCW. 

"Inpatient" means a person receiving health care services 
with board and room in a health care facility on a continuous 
twenty-four-hour-a-day basis. 

"Interested persons" means: 

* The applicant; 

° Health care facilities and health maintenance organiza- 
tions providing services similar to the services under review 
and located in the health service area; 

° Third-party payers reimbursing health care facilities in 
the health service area; 

° Any agency establishing rates for health care facilities 
and health maintenance organizations in the health service 
area where the proposed project is to be located; 

e Health care facilities and health maintenance organiza- 
tions which, in the twelve months prior to receipt of the 
application, have submitted a letter of intent to provide simi- 
lar services in the same planning area; 

° Any person residing within the geographic area to be 
served by the applicant; and 

° Any person regularly using health care facilities within 
the geographic area to be served by the applicant. 

"Justified home training station" means a kidney dialysis 
station designated for home hemodialysis and/or peritoneal 
dialysis training. When no dialysis stations have been desig- 
nated for home training at a given dialysis treatment center, 
one station for every six patients trained for home hemodial- 
ysis, and one station for every twenty patients for peritoneal 
dialysis, will be considered a justified home training station. 
In no case shall all stations at a given dialysis treatment cen- 
ter be designated as justified home training stations. To 
request justified home training stations at a new dialysis 
treatment center, the applicant must document that at least 
six patients are projected to be trained for home hemodialy- 
sis or twenty patients for peritoneal dialysis for each such 
station requested for each of the first five years of projected 
operations. 

"Kidney disease treatment center" means any place, 
institution, building or agency or a distinct part thereof 
equipped and operated to provide services, including outpa- 
tient dialysis and/or kidney transplantation, to persons who 
have end-stage renal disease (ESRD). 

"Licensee" means an entity or individual licensed by the 
department of health or the department of social and health 
services. For the purposes of nursing home projects, licensee 
refers to the operating entity and those persons specifically 
named in the license application as defined under chapter 
388-97 WAC. 

"Net estimated bed need" means estimated bed need of a 
planning area changed by any redistribution as follows: 

° Adding nursing home beds being redistributed from 
another nursing home planning area or areas; or 

° Subtracting nursing home beds being redistributed to 
another nursing home planning area or areas. 

"New nursing home bed" means a nursing home bed 
never licensed by the state or beds banked under the provi- 
sions of RCW 70.38.115(13), where the applicant must dem- 
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onstrate need for the previously licensed nursing home beds. 
This term does not include beds banked under the provisions 
of RCW 70.38.111(8). 

"Nursing home" means any entity licensed or required to 
be licensed under the provisions of chapter 18.51 RCW or 
distinct part long-term care units located in a hospital and 
licensed under chapter 70.41 RCW. 

"Obligation," when used in relation to a capital expendi- 
ture, means the following has been incurred by or оп behalf 
of a health care facility: 

° An enforceable contract has been entered into by a 
health care facility or by a person on behalf of the health care 
facility for the construction, acquisition, lease, or financing 
of a capital asset; or 

° A formal internal commitment of funds by a health care 
facility for a force account expenditure constituting a capital 
expenditure; or 

° In the case of donated property, the date on which the 
gift is completed in accordance with state law. 

"Offer," when used in connection with health services, 
means the health facility provides one or more specific 
health services. 

"Over the established ratio" means the bed-to-population 
ratio is greater than the state-wide current established ratio. 

"Person" means an individual, a trust or estate, a partner- 
ship, a corporation (including associations, joint stock com- 
panies, and insurance companies), the state, or a political 
subdivision or instrumentality of the state, including a 
municipal corporation or a hospital district. 

"Planning area" means each individual county desig- 
nated by the department as the smallest geographic area for 
which nursing home bed need projections are developed, 
except as follows: 

° Clark and Skamania counties shall be one planning 
area. f 

° Chelan and Douglas counties shall be one planning 
area. 

"Predevelopment expenditures" means capital expendi- 
tures, the total of which exceeds the expenditure minimum, 
made for architectural designs, plans, drawings, or specifica- 
tions in preparation for the acquisition or construction of 
physical plant facilities. "Predevelopment expenditures" 
exclude any obligation of a capital expenditure for the acqui- 
sition or construction of physical plant facilities and any 
activity which the department may consider the "commence- 
ment of the project" as this term is defined in this section. 

"Professional review of continuing care retirement com- 
munity pricing and long-term solvency" means prospective 
financial statements, supported by professional analysis and 
documentation, which: 

° Conform to Principles and Practices Board Statement 
Number 9 of the Healthcare Financial Management Associa- 
tion, "Accounting and Reporting Issues Related to Continu- 
ing Care Retirement Communities"; and 

° Project the financial operations of the continuing care 
retirement community over a period of ten years or more into 
the future; and 

e Are prepared and signed by a qualified actuary as 
defined under WAC 284-05-060 or an independent certified 
public accountant, or are prepared by management of the 
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continuing care retirement community and reviewed by a 
qualified actuary or independent certified public accountant 
who issues a signed examination or compilation report on the 
prospective financial statements; and 

° Include a finding by management that the intended 
expansion project of the continuing care retirement project is 
financially feasible. 

"Project" means all undertakings proposed in a single 
certificate of need application or for which a single certificate 
of need is issued. 

"Project completion" for projects requiring construction, 
means the date the facility is licensed. For projects not 
requiring construction, project completion means initiating 
the health service. 

"Projection period" means the three-year time interval 
following the projection year. 

"Projection year" for nursing home purposes, means the 
one-year time interval preceding the projection period. For 
kidney dialysis station projection purposes, means the base 
year plus three years. 

"Public comment period" means the time interval during 
which the department shall accept comments regarding a cer- 
tificate of need application. 

"Redistribution" means the shift of nursing home bed 
allocations between two or more planning areas or the shift of 
nursing home beds between two or more nursing homes. 

"Replacement authorization" means a written authoriza- 
tion by the secretary's designee for a person to implement a 
proposal to replace existing nursing home beds in accor- 
dance with the eligibility requirements in WAC 246-310-044 
and notice requirements in WAC 246-310-396. : 

"Resident population" for purposes of nursing home 
projects, means the number of residents sixty-five years of 
age and older living within the same geographic area which: 

° Excludes contract holders living within a recognized 
CCRC: 

° With approval for new nursing home beds under the 
provisions of WAC 246-310-380(5); or 

° Excluded from the definition of a health care facility 
per RCW 70.38.025(6); 

° Is calculated using demographic data obtained from: 

° The office of financial management; and 

° Certificate of need applications and exemption requests 
previously submitted by a CCRC. 

"Secretary" means the secretary of the Washington state 
department of health or the secretary's designee. 

"State Health Planning and Resources Development 
Act" means chapter 70.38 RCW. 

"State-wide current ratio" means a bed-to-population 
ratio computed from the most recent state-wide nursing 
home bed supply and the most recent estimate of the state- 
wide resident population. 

"Swing beds" means up to the first five hospital beds 
designated by an eligible rural hospital which are available to 
provide either acute care or nursing home services. 

"Tertiary health service" means a specialized service 
meeting complicated medical needs of people and requires 
sufficient patient volume to optimize provider effectiveness, 
quality of service, and improved outcomes of care. 
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"Transition period" means the period of time, not 
exceeding five years, between the date a CCRC is inhabited 
by a member, and the date it fully meets the requirements of 
a CCRC, 

"Under the established ratio" means the bed-to-popula- 
tion ratio is less than the state-wide current established ratio. 

"Undertaking" means any action subject to the provi- 
sions of chapter 246-310 WAC. 

"Working days" excludes Saturdays, Sundays, and legal 

holidays observed by the state of Washington. Working days 
are counted in the same way as calendar days. 
[Statutory Authority: Chapter 70.38 RCW. 98-10-053, § 246-310-010, filed 
4/29/98, effective 5/30/98; 96-24-052, § 246-310-010, filed 11/27/96, effec- 
tive 12/28/96. Statutory Authority: RCW 70.38.135 and 70.38.919. 92-02- 
018 (Order 224), 8 246-310-010, filed 12/23/91, effective 1/23/92, Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246- 
310-010, filed 12/27/90, effective 1/31/91. Statutory Authority: Chapter 
70.38 RCW, 90-17-086 (Order 081), $ 248-19-220, filed 8/17/90, effective 
9/17/90; 90-02-093 (Order 023), § 248-19-220, filed 1/3/90, effective 
2/3/90. Statutory Authority: RCW 70.38.135. 88-15-021 (Order 2639), $ 
248-19-220, filed 7/11/88; 86-06-030 (Order 2344), § 248-19-220, filed 
2/28/86; 84-07-014 (Order 2082), § 248-19-220, filed 3/14/84; 81-09-012 
(Order 210), § 248-19-220, filed 4/9/81, effective 5/20/81. Statutory 
Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), $ 248-19-220, 
filed 11/30/79. 


WAC 246-310-020 Applicability of chapter 246-310 
WAC. (1) The following undertakings shall be subject to the 
provisions of chapter 246-310 WAC, with the exceptions 
provided for in this section. 

(a) The construction, development, or other establish- 
ment of a new health care facility: 

(ü No new health care facility may be initiated as a 
health service of an existing health care facility without cer- 
tificate of need approval as a new health care facility; 

(ii) The provision of services by a home health agency or 
hospice to a county, on a regular and ongoing basis, that was 
not previously included in the home health agency or hospice 
service area shall be considered the development of a new 
home health agency or hospice. 

(b) The sale, purchase, orlease of part or all of any exist- 
ing hospital licensed under chapter 70.41 RCW or a. psychi- 
atric hospital licensed under chapter 71.12 RCW; 

(c) À change in bed capacity of a health care facility 
increasing the total number of licensed beds or redistributing 
beds among acute care, nursing home care, and boarding 
home care, as defined under RCW 18.20.020, if the bed 
redistribution is effective for a period in excess of six 
months; 

(d) Any new tertiary health services offered in or through 
a health care facility, and not offered on a regular basis by, 
in, or through such health care facility within the twelve- 
month period prior to the time the facility will offer such ser- 
vices: 

(i) Tertiary services include the following: 

(A) Specialty burn services. This is a service designed, 
staffed, and equipped to care for any burn patient regardless 
of the severity or extent of the burn. All staff and equipment 
necessary for any level of burn care are available; 

(B) Intermediate care nursery and/or obstetric services 
level II. Intermediate care nursery is defined in chapter 246- 
318 WAC. A level ILobstetric service is in an area designed, 
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organized, equipped, and staffed to provide a full range of 
maternal and neonatal services for uncomplicated patients 
and for the majority of complicated obstetrical problems; 


(C) Neonatal intensive care nursery and/or obstetric ser- 
vices level III. Neonatal intensive care nursery is defined in 
chapter 246-318 WAC. A level III obstetric service is in'an 
area designed, organized, equipped, and staffed to provide 
services to the few women and infants requiring full intensive 
care services for the most serious type of maternal-fetal and 
neonatal illnesses and abnormalities. Such a service provides 
the coordination of care, communications, transfer, and 
transportation for a given region. Level III services provide 
leadership in preparatory and continuing education in prena- 
tal and perinatal care and may be involved in clinical and 
basic research; 


(D) Transplantation of specific solid organs, including, 
but not limited to, heart, liver, pancreas, lung, small bowel 
and kidney and including bone marrow. A transplantation 
service for each solid organ is considered a separate tertiary 
service; 


(E) Open heart surgery and/or elective therapeutic car- 
diac catheterization including elective percutaneous translu- 
menal coronary angioplasty (PTCA). Open heart surgery 
includes the care of patients who have surgery requiring the 
use of a heart lung bypass machine. Therapeutic cardiac 
catheterization means passage of a tube or other device into 
the coronary arteries or the heart chambers to improve blood 
flow. PTCA means the treatment of a narrowing of a coro- 
nary artery by means of inflating a balloon catheter at the site 
of the narrowing to dilate the artery; 


(Е) Inpatient physical rehabilitation services level L 
Level I rehabilitation services are services for persons with 
usually nonreversible, multiple function impairments of a 
moderate-to-severe complexity resulting in major changes in 
the patient's lifestyle and requiring intervention by several 
rehabilitation disciplines. Services are multidisciplinary, 
including such specialists as a rehabilitation nurse; and phys- 
ical, occupational, and speech therapists; and vocational 
counseling; and a physiatrist. The service is provided in a 
dedicated unit with a separate nurses station staffed by nurses 
with specialized training and/or experience in rehabilitation 
nursing. While the service may specialize (i.e., spinal cord 
injury, severe head trauma, etc.), the service is able to treat 
all persons within the designated diagnostic specialization 
regardless of the level of severity or complexity of the 
impairments and include the requirements as identified in 
chapter 246-976 WAC relating to level I trauma rehabilita- 
tion services; 


(G) Specialized inpatient pediatric services. The service 
is designed, staffed, and equipped to treat complex pediatric 
cases for more than twenty-four hours. The service has a staff 
of pediatric specialists and subspecialists. 


(ii) The department shall review, periodically revise, and 
update the list of tertiary services. The department shall 
change the tertiary services list following the procedures 
identified in WAC 246-310-035; I 


(Hi) The offering of an inpatient tertiary health service 
by a health maintenance organization or combination of 
health maintenance organizations is subject to the provisions 
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under chapter 246-310 WAC unless the offering is exempt 
under the provisions of RCW 70.38.111. 

(e) Any increase in the number of dialysis stations in a 
kidney disease center; 

(f) Any capital expenditure in excess of the expenditure 
minimum for the construction, renovation, or alteration of a 
nursing home. However, a capital expenditure, solely for any 
one or more of the following, which does not substantially 
affect patient charges, is not subject to certificate of need 
review: 

(i) Communications and parking facilities; 

(ii) Mechanical, electrical, ventilation, heating, and air 
conditioning systems; 

(iii) Energy conservation systems; 

(iv) Repairs to, or the correction of, deficiencies in exist- 
ing physical plant facilities necessary to maintain state licen- 
sure, however, other additional repairs, remodeling, or 
replacement projects that are not related to one or more defi- 
ciency citations and are not necessary to maintain state licen- 
sure are not exempt from certificate of need review except as 
otherwise permitted by (f)(vi) of this subsection or RCW 
70.38.115(13); 

(v) Acquisition of equipment, including data processing 
equipment, not for use in the direct provision of health ser- 
vices; 

(vi) Construction or renovation at an existing nursing 
home involving physical plant facilities, including adminis- 
trative, dining, kitchen, laundry, and therapy areas, or sup- 
port facilities, by an existing licensee who has operated the 
beds for at least one year; 

(vii) Acquisition of land; 

(viii) Refinancing of existing debt; and 

(ix) Nursing home project granted a replacement autho- 
rization under WAC 246-310-044. 

(g) Any expenditure for the construction, renovation, or 
alteration of a nursing home or change in nursing home ser- 
vices in excess of the expenditure minimum made in prepa- 
ration for any undertaking subject to the provisions under 
chapter 246-310 WAC and any arrangement or commitment 
made for financing such undertaking; 

(h) No person may divide a project in order to avoid 
review requirements under any of the thresholds specified 
under this section; and 

(i) The department may issue certificates of need autho- 
rizing only predevelopment expenditures, without authoriz- 
ing any subsequent undertaking for which the predevelop- 
ment expenditures are made. 

(2) No person shall engage in any undertaking subject to 
certificate of need review unless: 

(a) A certificate of need authorizing such undertaking is 
issued and remains valid; or 

(b) An exemption is granted in accordance with the pro- 
visions of this chapter. 

(3) If a nursing home or portion of a nursing home con- 
structed or established under the authority of a certificate of 
need granted from the pool of nursing home beds for ethnic 
minorities according to the provisions of WAC 246-310-135 
is sold or leased within ten years to a party not eligible for an 
award of such beds under the provisions of WAC 246-310- 
136(2): 
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(a) The purchaser or lessee may not operate those beds as 
nursing home beds without first obtaining a certificate of 
need for new beds; and 

(b) The beds that were awarded from the special pool 

shall be returned to that pool. 
[Statutory Authority: Chapter 70.38 RCW. 96-24-052, § 246-310-020, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 (3)(c). 
92-05-057 (Order 244), § 246-310-020, filed 2/14/92, effective 3/16/92. 
Statutory Authority: RCW 70.38.135 and 70.38.919. 92-02-018 (Order 
224), § 246-310-020, filed 12/23/92, effective 1/23/93. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246-310-020, filed 
12/27/90, effective 1/31/91. Statutory Authority: Chapter 70.38 RCW. 90- 
21-028 (Order 082), 5 248-19-231, filed 10/9/90, effective 10/9/90; 89-23- 
098 (Order 019), § 248-19-231, filed 11/21/89, effective 12/22/89.] 


WAC 246-310-035 Tertiary services identification. 
(1) The criteria in this section shall be used as guidelines 
when examining services to determine whether the service is 
considered a tertiary service. 

(2) In determining whether a service is a tertiary service 
the department shall consider the degree to which the service 
meets the following criteria: 

(a) Whether the service is dependent on the skills and 
coordination of specialties and subspecialties. Including, but 
not limited to, physicians, nurses, therapists, social workers; 

(b) Whether the service requires immediate access to an 
acute care hospital; 

(c) Whether the service is characterized by relatively few 
providers; 

(d) Whether the service is broader than a procedure; 

(e) Whether the service has a low use rate; 

(f) Whether consensus supports or published research 
shows that sufficient volume is required to impact structure, 
process, and outcomes of care; and 

(g) Whether the service carries a significant risk or con- 
sequence. 

(3) Periodically the department shall request review of 
proposed changes to the list of tertiary services identified in 
WAC 246-310-020. The periodic review shall be conducted 
as follows: 

(a) The department shall send notice to all persons who 
have sent the certificate of need program a written request to 
be notified of the annual review of tertiary services. 

(b) The notice shall contain the following: 

(i) Identification of the thirty-day period during which 
written comments may be received. This thirty-day period 
shall be called the comment period; 

(ii) The criteria listed in this section; and 

(iii) The name and address of the person in the depart- 
ment to whom written comments are to be addressed. 

(c) The written comments must address whether a ser- 
vice meets or partially meets the criteria in this section. 

(d) Within sixty days after the close of the comment 
period the department shall determine whether to propose 
any changes to the list of tertiary services in chapter 246-310 
WAC. This sixty-day period shall be called the consideration 
period. 

(e) During the consideration period information may be 
exchanged between the department and persons proposing 
changes to the list of tertiary services in chapter 246-310 
WAC. 
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(4) The department shall convene a technical work group 
at least every three years to do the following: 

(a) Review the criteria listed in this section to determine 
whether the criteria appropriately define a tertiary service; 
and 

(b) Propose any necessary changes to the list of tertiary 
services in WAC 246-310-020. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, § 246-310-035, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 


70.38.919. 92-02-018 (Order 224), $ 246-310-035, filed 12/23/91, effective 
1/23/92.1 


WAC 246-310-040 Exemptions from requirements 
for a certificate of need for health maintenance organiza- 
tions. (1) Provisions for exemptions. 

The secretary's designee shall grant an exemption from 
the requirements for a certificate of need for the offering of 
an inpatient institutional health service, the acquisition of 
major medical equipment for the provision of an institutional 
health service, or the obligation of a capital expenditure in 
excess of the expenditure minimum for the provision of an 
inpatient institutional health service to any entity meeting the 
eligibility requirements set forth in subsection (1)(a) of this 
section for such an exemption and submitting an application 
for an exemption meeting the requirements of subsection 
(1)(b) of this section. 

(a) Eligibility requirements. 

To be eligible for an exemption from the requirements 
for a certificate of need for the offering of an inpatient insti- 
tutional health service, the acquisition of major medical 
equipment for the provision of an inpatient institutional 
health service, or the obligation of a capital expenditure in 
excess of the expenditure minimum for the provision of an 
institutional health service, an applicant entity shall be one of 
the following: 

(i) A health maintenance organization or a combination 
of health maintenance organizations if: 

(A) The organization or combination of organizations 
has, in the service area of the organization or the service areas 
of the organizations in the combination, an enrollment of at 
least fifty thousand individuals; 

(B) The facility in which the service will be provided is 
or will be geographically located so the service will be rea- 
sonably accessible to such enrolled individuals; and 

(C) At least seventy-five percent of the patients reason- 
ably expected to receive the institutional health service will 
be individuals enrolled in such organization or organizations 
in the combination; 

(ii) A health care facility if: 

(A) The facility primarily provides or will provide inpa- 
tient health services; 

(B) The facility is or will be controlled, directly or indi- 
rectly, by a health maintenance organization or a combination 
of health maintenance organizations which has, in the service 
area of the organization or service areas of the organizations 
in the combination, an enrollment of at least fifty thousand 
individuals; 

(C) The facility is or will be geographically located so 
the service will be reasonably accessible to such enrolled 
individuals; and 
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(D) At least seventy-five percent of the patients reason- 
ably expected to receive the institutional health service will 
be individuals enrolled with such organization or organiza- 
tions in the combination; or 

(iii) A health care facility (or portion thereof) if: 

(A) The facility is or will be leased by a health mainte- 
nance organization or combination of health maintenance 
organizations which has, in the service area of the organiza- 
tion or the service areas of the organizations in the combina- 
tion, an enrollment of at least fifty thousand individuals and, 
on the date the application for an exemption is submitted, at 
least fifteen years remain in the term of the lease; 

(B) The facility is or will be geographically located so 
the service will be reasonably accessible to such enrolled 
individuals; and 

(C) At least seventy-five percent of the patients reason- 
ably expected to receive the institutional health service will 
be individuals enrolled with such organization; 

(b) Requirements for an application for exemption. 

An application for an exemption from a certificate of 
need shall meet the following requirements: 

(i) The application for an exemption shall have been sub- 
mitted at least thirty days prior to the offering of the institu- 
tional health service, acquisition of major medical equip- 
ment, or obligation of the capital expenditure to which the 
application pertains. A copy of the application for the exemp- 
tion shall be sent simultaneously to the appropriate advisory 
review agencies. 

(ii) A complete application shall be submitted in such 
form and manner as has been prescribed by the department. 
The information which the department prescribes shall 
include: 

(A) All of the information required to make a determina- 
tion that the applicant entity qualifies in accordance with sub- 
section (1)(a) of this section; and 

(B) A complete description of the offering, acquisition, 
or obligation to which the application pertains. 

(2) Action on an application for exemption. 

(a) Within thirty days after receipt of a complete applica- 
tion for exemption from certificate of need requirements, the 
department shall send the applicant a written notice the 
exemption has been granted or denied, A copy of such writ- 
ten notice shall be sent simultaneously to the appropriate 
advisory review agencies. 

(b) The secretary's designee shall deny an exemption if 
he or she finds the applicant has not met the requirements of 
subsections (1)(a) and (b) of this section. Written notice of 
the denial shall include the specific reasons for the denial. 

(c) In the case of an application for a proposed health 
care facility (or portion thereof) which has not begun to pro- 
vide institutional health services on the date the application 
for an exemption is submitted, the secretary's designee shall 
grant the exemption if he or she determines the facility (or 
portion thereof) will meet the applicable requirements of sub- 
section (1)(a) of this section when the facility first provides 
health services. 

(d) If the secretary's designee fails to grant or deny an 
exemption in accordance with the provisions of this section 
within thirty days after receipt of a complete application for 
such exemption, the applicant for the exemption may seek a 
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writ of mandamus from superior court pursuant to chapter 
7.16 RCW. 

(3) Subsequent sale, lease, or acquisition of exempt facil- 
ities or equipment. 

Subsequent sale, lease, or acquisition of exempt health 
care facilities (or portions thereof) or medical equipment for 
which an exemption was granted under the provisions of sub- 
section (2) of this section, any acquisition of a controlling 
interest in such facility or equipment, and any use of such 
facility or equipment by a person other than the one to whom 
the exemption was granted, shall meet one of the following 
conditions: 

(a) A certificate of need for the purchase, lease, acquisi- 
tion of controlling interest in, or use of such facility or equip- 
ment, shall have been applied for and issued by the depart- 
ment; or 

(b) The department shall have determined, after receipt 
of an application for an exemption, submitted in accordance 
with subsection (1) of this section, that the requirements of 
either subsection (1)(a)(i) or subsection (1)(a)(1i)(A) and (B) 
are met. 

(4) The method of payment for services (i.e., prepaid or 
fee for service) shall not be considered relevant in determin- 
ing whether an undertaking of a health maintenance organi- 
zation qualifies for an exemption under this section. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
8 246-310-040, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 


70.38.135. 86-06-030 (Order 2344), 8 248-19-405, filed 2/28/86; 81-09-012 
(Order 210), 8 248-19-405, filed 4/9/81, effective 5/20/81.] 


WAC 246-310-041 Exemption from requirements 
fora certificate of need for continuing care retirement 
communities! nursing home projects. (1) Provisions for 
exemptions. 

The secretary's designee shall grant an exemption from 
the requirements for a certificate of need for the construc- 
tion, development, or other establishment of a nursing home, 
or the addition of beds to an existing nursing home, that is 
owned and operated by a continuing care retirement commu- 
nity meeting the eligibility requirements of (a) of this subsec- 
tion and submitting an application for an exemption meeting 
the requirements of (b) of this subsection. 

(a) Bligibility requirements. To be eligible for an 
exemption under this section, an applicant entity shall dem- 
onstrate that: 

(i) Nursing home services will be offered only to con- 
tractual residents; 

(ii) Residents will be provided a contractually guaran- 
teed range of services from independent living through 
skilled nursing, including some assistance with daily living 
activities; 

(iii) The facility contractually assumes responsibility for 
the cost of services exceeding the residents financial respon- 
sibility under the contract, so that no third party, including 
the Medicaid program, is liable for the costs of care, even if 
the resident depletes his or her personal resources. This 
exclusion does not pertain to insurance purchased by the 
retirement community or its residents; 

(iv) The entity has offered continuing care contracts and 
has operated a nursing home continuously since January 1, 
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1988, or has obtained a certificate of need to establish a nurs- 
ing home; 

(v) À binding agreement is maintained with the state 
assuring that financial liability for services to residents, 
including nursing home services, will not fall upon the state; 

(vi) It does not operate, and has not undertaken a project 
that would result in the ratio of nursing home beds to inde- 
pendent living units exceeding one nursing home bed for 
every four independent living units, exclusive of nursing 
home beds; and 

(vii) It has obtained a professional review of pricing and 
long-term solvency of the applicant entity within the prior 
five years which was fully disclosed to residents. 

(b) Requirements for an application for exemption. An 
application for an exemption from a certificate of need shall 
meet the following requirements: 

(i) The application for an exemption shall be submitted 
at least thirty days prior to the commencement of construc- 
tion, submitting an application for nursing home licensure, 
or commencing operation of a nursing home, whichever 
occurs first; 

(ii) A complete application shall be submitted in such 
form and manner as has been prescribed by the department. 
The information which the department prescribes shall 
include: 

(A) All of the information required to make a determina- 
tion that the applicant entity qualifies in accordance with (a) 
of this subsection; and 

(B) A complete description of the construction, develop- 
ment or other establishment of a nursing home, or the addi- 
tion of nursing home beds to which the exemption applica- 
tion pertains. 

(2) Action on an application for exemption. 

(a) Within thirty days after receipt of a complete appli- 
cation for exemption from certificate of need requirements, 
the department shall send the applicant a written notice 
whether the exemption has been granted or denied. 

(b) The secretary's designee shall deny an exemption if it 
is determined the applicant has not met the requirements of 
subsection (1)(a) and (b) of this section. Written notice of the 
denial shall include the specific reasons for the denial. 

(3) Subsequent sale, lease, acquisition, or use of, part or 
all, of an exempt continuing care retirement community. 

Subsequent sale, lease, acquisition or use of exempt 
continuing care retirement communities shall require prior 
certificate of need approval to qualify for licensure as а nurs- 
ing home unless the department determines such sale, lease, 
acquisition, or use is by a continuing care retirement commu- 
nity that meets the conditions identified in subsection (1)(a) 
and (b) of this section. 


[Statutory Authority: Chapter 70.38 RCW. 96-24-052, § 246-310-041, filed 
11/27/96, effective 12/28/96.] 


WAC 246-310-042 Rural hospital and rural health 
care facility exemptions from certificate of need review. 
(1) Provisions for exemptions of qualified rural hospitals and 
rural health care facilities. 

The secretary's designee shall grant an exemption from 
the requirement for a certificate of need for an increase in 
licensed bed capacity to a rural hospital meeting the eligibil- 
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ity requirements of (a) of this subsection and submitting an 
application for an exemption meeting the requirements of (c) 
of this subsection. The secretary's designee shall grant an 
exemption from the requirement for a certificate of need for 
the construction, development, or other establishment of a 
new hospital to a rural health care facility meeting the eligi- 
bility requirements of (b) of this subsection and submitting 
an application for an exemption meeting the requirements of 
(c) of this subsection. 

(a) Eligibility requirements for a rural hospital exemp- 
tion. To be eligible for an exemption from the requirements 
under this section, a rural hospital, shall demonstrate that: 

(i) The applicant hospital meets the definition of a rural 
hospital as defined by the department; 

(ii) The request is being made within three years of the 
date the beds licensed under chapter 70.41 RCW were 
reduced; 

(iii) The increase in licensed beds will result in no more 
than had previously been licensed; and 

(iv) The rural hospital became a rural primary care hos- 
pital under the provisions of Part A Title XVIII of the Social 
Security Act Section 1820, 42 U.S.C., 1395c et seq. after its 
licensure reduction. 

(b) Eligibility requirements for a rural health care facil- 
ity exemption. To be eligible for an exemption from the 
requirements under this section, a rural health care facility, 
shall demonstrate that: 

(i) The applicant facility meets the definition of a rural 
health care facility under RCW 70.175.100; 

(ii) The applicant facility was previously licensed as a 
hospital under chapter 70.41 RCW; 

(iii) The request is being made within three years of the 
effective date of the rural health care facility license; 

(iv) There will be no increase in the number of beds pre- 
viously licensed under chapter 70.41 RCW and there is no 
redistribution in the number of beds used for acute care or 
long-term care; 

(v) The rural health care facility has been in continuous 
operation; and 

(vi) The rural health care facility has not been purchased 

or leased. 
. (с) Requirements for an application for exemption by a 
rural hospital or rural health care facility. An application for 
an exemption from a certificate of need shall meet the fol- 
lowing requirements: 

(i) The application for a rural hospital exemption shall be 
submitted at least thirty days prior to the effective date of the 
hospital license that increases the number of beds at the rural 
hospital or at the time an application is made to the depart- 
ment to increase the number of licensed beds at the rural hos- 
pital, whichever occurs first. 

(ii) The application for a rural health care facility 
exemption shall be submitted at least thirty days prior to the 
effective date of the hospital license that converts the rural 
health care facility back to a hospital or at the time an appli- 
cation is made to the department to convert back to a hospi- 
tal, whichever occurs first; 

(iii) A complete application shall be submitted in such 
form and manner as has been prescribed by the department. 
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The information which the department prescribes shall 
include: 


All of the information required to make a determination 
that the rural hospital qualifies in accordance with (a) of this 
subsection or that the rural health care facility qualifies with 
(b) of this subsection. 


(2) Action on an application for exemption by a rural 
hospital or rural health care facility. 


(a) Within thirty days after receipt of a complete appli- 
cation for exemption from certificate of need requirements, 
the department shall send the applicant a written notice 
whether the exemption request has been granted or denied. 


(b) The secretary's designee shall deny an exemption if it 
is determined the applicant entity has not met the require- 
ments of subsection (1)(а), (b), or (c) of this section. Written 
notice of the denial shall include the specific reasons for the 
denial. 


[Statutory Authority: Chapter 70.38 RCW. 96-24-052, 8 246-310-042, filed 
11/27/96, effective 12/28/96.] 


WAC 246-310-043 Exemption from requirements 
for a certificate of need for nursing home bed conversions 
to alternative use. Provisions for exemptions. 


The secretary's designee shall grant an exemption from 
the requirements for a certificate of need for the conversion 
of nursing home beds banked under the provisions of RCW 
70.38.111(8) by a nursing home meeting the eligibility 
requirements of this section and submitting an application for 
an exemption which demonstrates the eligibility require- 
ments have been met. 


_ (D Eligibility requirements. To be eligible for an exemp- 
tion under this section, an applicant shall demonstrate that: 


(a) The nursing home voluntarily reduced its licensed 
capacity to provide one or more alternative services, as iden- 
tified in RCW 70.38.111(8), to reduce the number of beds per 
room to one or two in the nursing home, or otherwise enhance 
the quality of life for residents, as defined in WAC 246-310- 
010; 

(b) The beds to be converted back to nursing home beds 
are to be licensed in the original facility; 


(c) The nursing home has remained in continuous opera- 
tion and has not been sold or leased during the bed banking 
time interval; 

(d) Notice of intent to bank the nursing home beds was 
given as required by WAC 246-310-395; and 

(e) The bed conversion occurs within four years of the 
bed banking, unless the department has granted a four year 
extension under WAC 246-310-580 in which case the bed 
conversion must occur within eight years of the original bed 
banking. 

(2) Nursing homes proposing to establish, construct, or 
otherwise develop alternative services subject to certificate of 
need review under the provisions of RCW 70.38.105 shall 
obtain certificate of need approval prior to providing such 
Services. 


[Statutory Authority: Chapter 70.38 RCW. 96-24-052, 8 246-310-043, filed 
11/27/96, effective 12/28/96.] i 
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WAC 246-310-044 Exemption from requirements 
fora certificate of need for nursing home bed replace- 
ments. (1) Provisions for exemptions. 

The secretary's designee shall grant a replacement 
authorization exempting a facility from the requirements for 
a certificate of need for the replacement of existing nursing 
home beds under the provisions of RCW 70.38.115 (13)(a) 
by a nursing home meeting the eligibility requirements of 
this section and submitting an application, following the 
notice requirements in WAC 246-310-397, which demon- 
strates the eligibility requirements have been met. 

(2) Nursing home construction or renovation projects for 
the purpose of replacing nursing home beds within the same 
planning area, and which meet the eligibility requirements in 
subsection (3) of this section and the notification require- 
ments in WAC 246-310-397, shall not be subject to certifi- 
cate of need review. Projects meeting the above requirements 
would include, but are not limited to: 

(a) Replacement of an existing facility at the same loca- 
tion; 

(b) Construction of a new nursing home or facilities for 
the purpose of replacing beds in the same planning area; 

(c) Renovation of an existing facility for the purpose of 
replacing beds; and 

(d) Redistribution of all or a portion of existing beds to 
an existing or new nursing home or facilities in the same 
planning area. 

(3) Eligibility requirements. To be eligible for an 
exemption under this section, an applicant shall demonstrate 
that: 

(a) The applicant is the existing licensee (as defined in 
WAC 246-310-010) of all affected facilities and has operated 
the beds at all affected facilities for at least one year immedi- 
ately preceding the replacement exemption request fulfilling 
the requirements as specified in WAC 246-310-397; 

(b) The applicant will be the licensee at all affected 
facilities at the completion of the project except as allowed 
under the provisions of RCW 70.38.115(14); 

(c) The project will not increase the total bed capacity of 
a planning area; and 

(d) The nursing home beds being replaced will not pro- 
vide nursing home services once the replacement beds are 
licensed. 

(4) Projects must be commenced within two years fol- 
lowing replacement authorization with a possibility of one 
six-month extension provided that substantial and continuing 
progress had been made toward commencement of the 
project as referenced in WAC 246-310-580. 

{Statutory Authority: Chapter 70.38 RCW, 98-10-053, § 246-310-044, filed 


4/29/98, effective 5/30/98; 96-24-052, § 246-310-044, filed 11/27/96, effec- 
tive 12/28/96.] 


WAC 246-310-045 Exemption from certificate of 
need requirements for a change in bed capacity at a resi- 
dential hospice care center. (1) A change in bed capacity at 
a residential hospice care center shall not be subjectto cer- 
tificate of need review under this chapter if the department 
determined prior to June 1994 that the construction, develop- 
ment, or other establishment of the residential hospice care 
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center was not subject to certificate of need review under this 
chapter. 

(2) For purposes of this section, a "residential hospice 
care center" means any building, facility, place, or equivalent 
that opened in December 1996 and is organized, maintained, 
and operated specifically to provide beds, accommodations, 
facilities, and services over a continuous period of twenty- 
four hours or more for palliative care to two or more individ- 
uals, not related to the operator, who are diagnosed as being 
in the latter stages of an advanced disease that is expected to 
lead to death. 


[Statutory Authority: Chapter 70.38 RCW. 98-17-099, $ 246-310-045, filed 
8/19/98, effective 9/19/98. 


WAC 246-310-050 Applicability determination. (1) 
Any person wanting to know whether an action the person is 
considering is subject to certificate of need requirements 
(chapter 246-310 WAC) may submit a written request to the 
certificate of need program requesting a formal determination 
of applicability of the certificate of need requirements to the 
action. 

(a) The written request shall include the nature and 
extent of any construction, changes in services, and the esti- 
mated total costs of the action. 

(2) The department may request any additional written 
information that is reasonably necessary to make an applica- 
bility determination on the action. 

(3) The department shall respond in writing to a request 
for an applicability determination within thirty days of 
receipt of the complete information needed for such determi- 
nation. In the written response, the department shall state the 
reasons for its determination that the action is or is not sub- 
ject to certificate of need requirements. 

` (4) Information or advice given by the department as to 
whether an action is subject to certificate of need require- 
ments shall not be considered an applicability determination 
unless it is in written form in response to a written request 
submitted in accordance with provisions of this section. 

(5) A written applicability determination on an action in 
response to a written request and based on written informa- 
tion shall be binding upon the department: Provided, The 
nature, extent, or cost of the action does not significantly 
change. 

[Statutory Authority: Chapter 70.38 RCW. 98-10-053, § 246-310-050, filed 
4/29/98, effective 5/30/98; 96-24-052, § 246-310-050, filed 11/27/96, effec- 
tive 12/28/96. Statutory Authority: RCW 70.38.135 and 70.38.919. 92-02- 
018 (Order 224), § 246-310-050, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246- 
310-050, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.38.135. 86-06-030 (Order 2344), $ 248-19-240, filed 2/28/86; 81-09-012 
(Order 210), 8 248-19-240, filed 4/9/81, effective 5/20/81. Statutory 


Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), § 248-19-240, filed 
11/30/79.] 


WAC 246-310-080 Letter of intent. Any person plan- 
ning to propose an undertaking subject to certificate of need 
review shall submit a letter of intent as follows: 

(1) The letter of intent shall include the following infor- 
mation: 

(a) A description of the services proposed; 

(b) The estimated cost of the proposed project; 

(c) An identification of the service area. 
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(2) A letter of intent shall be valid for six months after 
the receipt of the letter by the department. If the applicant 
does not submit an application for the project as described in 
the letter within this time frame, a new letter of intent shall be 
required before the department accepts an application. 

(3) In the event that the application proposes a project 
that is significantly different than that proposed in the letter 
of intent, the department shall consider the application the 
letter of intent and no further action shall be taken until the 
end of the thirty-day letter of intent period. 

(4) Expedited or regular review. Any person proposing 
an undertaking subject to an expedited or regular review 
shall submit a letter of intent at least thirty days prior to the 
submission of the application. 

(5) Concurrent review. 

(a) Any person proposing undertakings subject to con- 
current review shall submit a letter of intent according to the 
applicable schedule. 

(b) Within thirty days following the last day of the letter 
of intent submittal period, the department shall determine 
which of the proposed undertakings compete with other pro- 
posed undertakings. Two or more undertakings within the 
same concurrent review cycle may be competing when the 
proposed undertaking would be located in the same county 
or planning area and/or the undertakings propose nursing 
home beds to be allocated from the same statewide continu- 
ing care retirement community (CCRC) bed pool as defined 
in WAC 246-310-380. The department shall notify appli- 
cants of competing undertakings. 

(c) In the event the department determines an application 
submitted under concurrent review is not competing, the 
department may convert the review to a regular review. 
[Statutory Authority: Chapter 70.38 RCW. 98-10-053, $ 246-310-080, filed 
4/29/98, effective 5/30/98; 96-24-052, $ 246-310-080, filed 11/27/96, effec- 
tive 12/28/96. Statutory Authority: RCW 70.38.135 and 70.38.919. 92-02- 
018 (Order 224), $ 246-310-080, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246- 
310-080, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.38.115. 87-10-023 (Order 2487), § 248-19-270, filed 5/1/87. Statutory 
Authority: RCW 70.38.135. 86-06-030 (Order 2344), § 248-19-270, filed 
2/28/86; 81-09-012 (Order 210), § 248-19-270, filed 4/9/81, effective 


5/20/81. Statutory Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), 
$ 248-19-270, filed 11/30/79.] 


WAC 246-310-090 Submission and withdrawal of 
applications. (1) General. 

(a) A person proposing an undertaking subject to review 
shall submit a certificate of need application in such form and 
manner and containing such information as the department 
has prescribed and published as necessary to such a certifi- 
cate of need application. 

(1) The information, which the department prescribes and 
publishes as required for a certificate of need application, 
shall be limited to the information necessary for the depart- 
ment to perform a certificate of need review and shall vary in 
accordance with and be appropriate to the category of review 
or the type of proposed project: Provided however, That the 
required information shall include what is necessary to deter- 
mine whether the proposed project meets applicable criteria 
and standards. 

(ii) Information regarding a certificate of need applica- 
tion submitted by an applicant after the department has given 
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"notification of the beginning of review" in the manner pre- 
scribed by WAC 246-310-170 shall be submitted in writing 
to the department. 

(iii) Except as provided in WAC 246-310-190, no infor- 
mation regarding a certificate of need application submitted 
by an applicant after the conclusion of the public comment 
period shall be considered by the department in reviewing 
and taking action on a certificate of need application. An 
exception to this rule shall be made when, during its final 
review period, the department finds an unresolved pivotal 
issue requires submission of further information by an appli- 
cant and the applicant agrees to an extension of the review 
period in order to resolve this issue as provided for in WAC 
246-310-160 (2)(b), 246-310-150 (2)(c), and 246-310- 
140(4). The department shall give public notice of such 
request for additional information through the same newspa- 
per in which the "notification of beginning of review" for the 
project was published. The notice shall identify the project, 
the nature of the unresolved issue and the information 
requested of the applicant, and shall state the period of time 
allowed for receipt of written comments from interested per- 
sons. 

(b) A person submitting a certificate of need application 
shall submit one original and one copy of the application to 
the certificate of need program of the department. 

(c) On or before the last day of the applicable screening 
period for a certificate of need application, as prescribed in 
subsections (2) and (3) of this section, the department shall 
send a written notice to the person submitting the application 
stating whether or not the application has been declared com- 
plete. If an application has been found to be incomplete, the 
notice from the department shall specifically identify the 
portions of the application where the information provided 
has been found to be insufficient or indefinite and request 
supplemental information needed to complete the applica- 
tion. 

(d) The department shall not request any supplemental 
information of a type not prescribed and published as being 
necessary to a certificate of need application for the type of 
project being proposed. The department may request clarifi- 
cation of information provided in the application. 

(e) A response to the department's request for informa- 
tion to supplement an incomplete application shall be writ- 
ten. 

(2) Screening and prereview activities. 

(a) The department shall, within a fifteen working-day 
period for emergency, expedited, and regular reviews, screen 
the application to determine whether the information pro- 
vided in the application is complete and as explicit as is nec- 
essary for a certificate of need review. This screening period 
shall begin on the first day after the department has received 
the application. In the event that the application is lacking 
significant information relating to the review criteria, the 
department may, upon notification, reserve the right to 
screen the application again upon receipt of the applicant's 
original response unless the applicant exercises option 
(c)(iii) of this subsection. 

(b) The department shall return an incomplete certificate 
of need application to the person submitting the application 
ifthe department has not received a response to a request for 
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the supplemental information sent in accordance with sub- 
section (1)(c) of this section within forty-five days for emer- 
gency, expedited, and regular reviews unless extended by 
mutual agreement, and within one month for concurrent 
review after such request was sent. 

(c) For emergency, expedited, and regular reviews, a 
person submitting a response to the department's request for 
supplemental information to complete a certificate of need 
application within forty-five days after the request was sent 
by the department, in accordance with subsection (1)(c) of 
this section, shall have the right to exercise one of the follow- 
ing options: 

(i) Submission of written supplemental information and 
a written request that the information be screened and the 
applicant be given opportunity to submit further supplemen- 
tal information if the department determines that the applica- 
tionis still incomplete; 

(ii) Submission of written supplemental information 
witha written request that review of the certificate of need 
application begin without the department notifying the appli- 
cant as to whether the supplemental information is adequate 
to complete the application; or 

(iii) Submission of a written request that the application 
be reviewed without supplemental information. 

(d) The department shall not accept responses- to the 
department's screening letters later than ten days after the 
department has given "notification of beginning of review." 

(e) For concurrent review a person submitting a response 
to the department's request for supplemental information to 
complete a certificate of need application within one month 
after the request was sent by the department, in accordance 
with subsection (1)(c) of this section, shall submit written 
supplemental information or a written request that the 
incomplete application be reviewed. The review shall begin 
in accordance with the published schedule. 

(f) After receipt of a request for review of a certificate of 
need application, submitted in accordance with subsection 
(2)(с)(11) or (iii) of this section, the department shall give 
notification of the beginning of review in the manner pre- 
scribed for a complete application in WAC 246-310-170. 

(g) If a person requests the screening of supplemental 
information in accordance with subsection (2)(c)(1) of this 
section, such screening shall be carried out in the same num- 
ber of days and in the same manner as required for an appli- 
cation in accordance with the provisions of subsection (1)(c) 
and (2)(a) of this section. The process of submitting and 
screening supplemental information may be repeated until 
the department declares the certificate of need application 
complete, the applicant requests that review of the incom- 
plete application begin, or the one hundred twentieth day 
after the beginning of the first screening period for the appli- 
cation, whichever occurs first. The department shall return 
an application to the applicant if it is still incomplete on the 
one hundred twentieth day after the beginning of the first 
screening period and the applicant has not requested review 
of such incomplete application. 

(3) Withdrawal of applications. 

A certificate of need application shall be withdrawn from 
the certificate of need process if the department receives a 
written request for withdrawal of the application from the 
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person submitting the application at any time before final 
action on such application has been taken by the secretary's 
designee. 

(4) Resubmission of applications withdrawn or returned 
as incomplete. 

A submission of a new certificate of need application 

shall be required for a certificate of need review of any 
undertaking for which the department has returned an 
incomplete application in accordance with subsection (2)(b) 
of this section, or for which a certificate of need application 
has been withdrawn in accordance with subsection (3) of this 
section. The content of the application should be updated as 
necessary before resubmission. 
(Statutory Authority: Chapter 70.38 RCW. 98-10-053, § 246-310-090, filed 
4/29/98, effective 5/30/98; 96-24-052, § 246-310-090, filed 11/27/96, effec- 
tive 12/28/96. Statutory Authority: RCW 70.38.135 and 70.38.919. 92-02- 
018 (Order 224), 8 246-310-090, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
310-090, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.38.135. 86-06-030 (Order 2344), 8 248-19-280, filed 2/28/86; 81-09-012 
(Order 210), $ 248-19-280, filed 4/9/81, effective 5/20/81. Statutory 
Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), 8 248-19-280, filed 
11/30/79.] 


WAC 246-310-100 Amendment of certificate of need 
applications. (1) The following changes to an application 
may be considered by the department an amendment of an 
application: 

(a) The addition of a new service or elimination of a ser- 
vice included in the original application. 

(b) The expansion or reduction of a service included in 
the original application. 

(c) Àn increase in the bed capacity. 

(d) A change in the capital cost of the project or the 
method of financing the project. 

(e) A significant change in the rationale used to justify 
the project. 

(f) A change in the applicant. 

(2) Direct responses to screening questions will not be 
considered amendments. 

(3) Amendments to certificate of need applications shall 
include information and documentation consistent with the 
requirements of WAC 246-310-090 (1)(a)(1) and (b). 

(4) Application for emergency review. If an applicant 
changes an application during the screening period, the 
department shall determine whether the changed application 
constitutes a new application. An application changed during 
the review period shall be considered a new application. 

(5) An application for expedited or regular review may 
be changed during the screening period or the public com- 
ment period. 

(a) If an application is changed during the screening 
period or within the ten-day grace period following the 
beginning of review, the department shall determine whether 
the changed application constitutes an amended application. 
The applicant may submit written information to the depart- 
ment within five working days of receiving the department's 
determination indicating why the change should not be con- 
sidered an amendment. 

(b) The department shall respond within five working 
days of receiving the applicant's written information concern- 
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ing whether the application changes constitute an amend- 
ment. 

(c) When an application has been amended, the review 
period may be extended for a period not to exceed forty-five 
days. 

(6) An application for concurrent review may be 
amended according to the following provisions: 

(a) The department shall determine when an application 
has been amended. 

(b) An amendment may be made through the first forty- 
five days of the concurrent review process. When the depart- 
ment determines an applicant has amended an application, 
the review period for all applications reviewed concurrently 
shall be extended by a single thirty-day period. The forty-five 
days for amendments shall be divided as follows: 

(i) During the first thirty days an applicant or applicants 
may amend an application one or more times. 

(ii) When an amendment has been made to an applica- 
tion in the first thirty days, all applicants may make one final 
amendment during the remaining fifteen days of the forty- 
five day period. 

(iii) The department shall send written notice to all appli- 
cants when an amendment to an application is submitted. 

(iv) If no amendment has been made to any application 
through the thirty-day period, no amendments may be made 
during the subsequent fifteen-day period. 

(c) Any information submitted after the amendment 
period which has not been requested in writing by the depart- 
ment shall be returned to the person submitting the informa- 
tion and shall not be considered in the review of the applica- 
tion. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, $ 246-310-100, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 
70.38.919. 92-02-018 (Order 224), 8 246-310-100, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as 8 246-310-100, filed 12/27/90, effective 1/31/91. Statutory 


Authority: RCW 70.38.135. 86-06-030 (Order 2344), $ 248-19-295, filed 
2/28/86.] 


WAC 246-310-110 Categories of review. (1) In the 
review of any certificate of need application, one of the fol- 
lowingreview processes shall be used: Regular review, con- 
current review, emergency review, or expedited review. 

(2) Determination of review process. 

The department shall determine which review process 
will be used in the review of a given certificate of need appli- 
cation. 

(a) Emergency review. 

(i) An emergency review may, with the written consent 
of the appropriate advisory review agencies, be conducted 
when an immediate capital expenditure is required in order 
for a health care facility to maintain or restore basic and 
essential patient services. 

(ii) The department may determine an application sub- 
mitted for emergency review does not qualify for such 
review. Such a determination and notification to the appli- 
cant shall be made within five days after receipt of the appli- 
cation. When the department makes a determination that an 
application is not subject to emergency review procedures, 
the application will be reviewed under another review pro- 
cess appropriate for the type of undertaking proposed. The 
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department will notify the applicant of the other process 
under which the application will be reviewed. 

(b) Expedited review. 

An expedited review shall be conducted on a certificate 
of need application for the following: 

(i) Projects proposed for the correction of deficiencies as 
described in WAC 246-310-480, except projects for the 
repair to or correction of deficiencies in the physical plant 
necessary to maintain state licensure, which are exempt from 
review by the provisions of WAC 246-310-020, if they do 
not substantially affect patient charges. 

(ü) Demonstration or research projects: Provided, That 
such projects do not involve a change in bed capacity or the 
provision of a new tertiary health service. 

(iii) Acquisition of an existing health care facility. 

(iv) Projects limited to predevelopment expenditures. 

(c) Regular review process. 

The regular review process shall be used for any applica- 
tion unless the department has determined the emergency, 
expedited, or concurrent review process will be used in the 
review of such application. The regular review process will 
also be used to review applications for projects solely for the 
purposes listed in WAC 246-310-020 determined by the 
department to substantially affect patient charges, unless the 
project qualifies for an expedited review under subsection 
(2)(a)(i) of this section. 

(d) Concurrent review process. 

The concurrent review process shall be used for all 
applications determined to be competing in accordance with 
WAC 246-310-120. 

[Statutory Authority; Chapter 70.38 RCW. 96-24-052, $ 246-310-110, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 
70.38.919, 92-02-018 (Order 224), 8 246-310-110, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-310-110, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.38.135. 86-06-030 (Order 2344), $ 248-19-300, filed 
2/28/86; 81-09-012 (Order 210), 8 248-19-300, filed 4/9/81, effective 


5/20/81. Statutory Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), 
$ 248-19-300, filed 11/30/79.] 


WAC 246-310-120 Concurrent review process. (1) 
Projects for which the department may establish concurrent 
review schedules are identified in RCW 70.38.115(7). An 
annual concurrent review has been scheduled for competing 
projects proposing: 

(a) New nursing homes, not using bed allocations 
banked under the provisions of RCW 70.38.115(13); 


(b) Nursing home bed additions, not using bed alloca- 
tions banked under the provisions of RCW 70.38.115(13); 

(c) The redistribution of beds from the following facility 
and service categories to nursing home beds: 

(i) Acute care, 

(1) Boarding home, or 

(iii) Intermediate care for the mentally retarded. 


(2) Procedures for the concurrent review process shall be 
as follows: 

(a) Submittal of initial applications. 

(i) Each applicant shall submit one original and one copy 
of the application to the department. 
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(ii) Each applicant if requested in writing shall provide a 
copy of his or her application to the applicant of each other 
competing application. 

(b) Screening of the initial applications. 

(i) The department shall screen each initial application 
during the screening period of the applicable concurrent 
review cycle schedule. 

(ii) The screening period shall begin on the first working 
day following the last day of the initial application submittal 
period for the applicable concurrent review cycle schedule. 

(iii) The department by, the end of the screening period 
of the applicable concurrent review cycle schedule, shall 
send a written request for supplemental information to each 
applicant. 

(iv) Each applicant, by the end of the final application 
submittal period, shall respond to the department's written 
request for supplemental information in one of the following 
ways: 

(A) Submitting the requested written supplemental 
information, or 

(B) Submitting a written request that the incomplete 
application be reviewed without supplemental information. 

(c) Reviewing of final applications. 

(i) The department shall commence the review of com- 
peting applications on the date prescribed for the applicable 
concurrent review cycle schedule. 

(ii) The total number of days in the public comment and 
final review periods shall not exceed one hundred and thirty- 
five, unless extended in accordance with subsection (2)(d) of 
this section. 

(iii) The public comment period shall be a maximum of 
ninety days from the beginning of the review period, unless 
the public comment period is extended in accordance with 
subsection (2)(d) of this section. The first sixty days of the 
public comment period is reserved for receiving public com- 
ment and conducting a public hearing, if requested. The 
remaining thirty days shall be reserved for the applicant or 
applicants to provide rebuttal statements to written or oral 
statements submitted during the first sixty-day period. Any 
affected person shall also be provided the opportunity to pro- 
vide rebuttal statements to written or oral statements submit- 
ted during the first sixty-day period. 

(iv) The department shall conclude its final review and 
the secretary's designee shall take action on a certificate of 
need application within forty-five days after the end of the 
public comment period, unless extended in accordance with 
subsection (2)(d) of this section. 

(d) Extending review of final applications. 

(i) The public comment period shall be extended in 
accordance with the provisions of WAC 246-310-100. 

(ii) The final review period may be extended by the 
department under the following provisions: 

(A) The department informs each applicant of the com- 
peting applications of the existence of an unresolved pivotal 
issue. 

(B) The department may make a written request for addi- 
tional information from one or more of the applicants of the 
competing applications. 

(C) The department shall specify in the written request a 
deadline for receipt of written responses. 
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(D) Each applicant receiving such written request may 
provide a written response within the specified deadline. 

(E) The department may extend the final review period 

for all competing applications up to thirty days after the 
receipt of the last response to the department's request for 
additional information or after the specified deadline, which- 
ever occurs first. 
[Statutory Authority: Chapter 70.38 RCW. 98-10-053, § 246-310-120, filed 
4/29/98, effective 5/30/98; 96-24-052, § 246-310-120, filed 11/27/96, effec- 
tive 12/28/96. Statutory Authority: RCW 70.38.135 and 70.38.919. 92-02- 
018 (Order 224), § 246-310-120, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246- 
310-120, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.38.115. 87-10-023 (Order 2487), $ 248-19-327, filed 5/1/87. Statutory 
Authority: RCW 70.38.135. 86-06-030 (Order 2344), § 248-19-327, filed 
2/28/86. 


WAC 246-310-130 Nursing home concurrent review 
cycles. (1) The department shall review concurrently during 
review cycles established under subsection (5) of this section 
the following: 

(a) New nursing homes beds not using bed allocations 
banked under the provisions of RCW 70.38.115(13); 

(b) Redistribution of beds from the following facility or 
service categories to skilled nursing care beds: 

(i) Acute care, 

(ii) Boarding home care. 

(2) Undertakings by continuing care retirement commu- 
nities (CCRCs), as defined in this section which do not pro- 
pose or are not operating within a transition period as defined 
in this section during development, and which meet the fol- 
lowing conditions, shall be reviewed under the regular review 
process per WAC 246-310-160: 

(a) The number of nursing home beds requested in a sin- 
gle undertaking shall not exceed sixty; and 

(b) After project completion, the number of nursing 
home beds, including those with which the CCRC contracts, 
shall not exceed one bed for each four independent living 
units within the CCRC. In computing this ratio, only inde- 
pendent living units of the CCRC already existing, and/or 
scheduled for completion at the same time as the proposed 
nursing home beds under the same financial feasibility plan, 
shall be counted. 

(3) The annual nursing home concurrent review consists 
of the following cycles: 

(a) One of the annual cycles is reserved for the review of 
competing applications submitted by or on behalf of: 

(i) CCRCs applying for nursing home beds available 
from the statewide CCRC allotment as described in WAC 
246-310-380(5); and 

(ii) CCRCs which propose or are operating within a tran- 
sition period during development and are not applying for 
nursing home beds available from any nursing home plan- 
ning area. 

(b) Two other cycles are established for review of com- 
peting applications for nursing home beds needed. The nurs- 
ing home planning areas are divided into two separate 
groups. 

(4) The department shall use the following nursing home 
concurrent review application filing procedures: 

(a) Bach applicant shall: 
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(i) File the required number of copies of each application 
as specified in the application information requirements, and 

(ii) Mail or deliver the application so that the department 
receives it no later than the last day for initial application 
receipt as prescribed in the schedule for that concurrent 
review cycle. 

(b) The department shall: 

(1) Only review applications for which a letter of intent, 
as described in WAC 246-310-080, was mailed or delivered 
to the department before the last day for receipt of letters of 
intent as indicated below; 

(ii) Begin screening all applications received during the 
initial application period on the first working day following 
the close of that period; and 

(iii) Return to the applicant any application received 
after the last day of the initial application receipt period. 

(5) The schedules for the annual nursing home bed con- 
current review cycles shall be as follows: 

(a) For those applications described in subsection (3)(a) 
of this section, the concurrent review cycle schedule shall be 
as follows: 

(i) Period for receipt of letters of intent shall begin on the 
first working day of June and end on the first working day of 
July, 

(ii) Period for receipt of initial applications shall begin 
on the first working day of July and end on the first working 
day of August, 

(ili) End of initial application completeness screening 
period is the first working day of September, 

(iv) End of final application receipt period is the first 
working day of October, and 

(v) Beginning of concurrent review period is October 16 
or first working day after that date. 

(b) For competing applications submitted for nursing 
home beds available for the Chelan/Douglas, Clallam, 
Clark/Skamania, Cowlitz, Grant, Grays Harbor, Island, Jef- 
ferson, King, Kittitas, Klickitat, Okanogan, Pacific, San Juan, 
Skagit, Spokane, and Yakima nursing home planning areas, 
the concurrent review cycle schedule shall be as follows: 

(1) Period for receipt of letters of intent shall begin on the 
first working day of July and end on the first working day of 
August, 

(ii) Period for receipt of initial applications shall begin 
on the first working day of August and end on the first work- 
ing day of September, 

(iii) End of initial application completeness screening 
period is the first working day of October, 

(iv) End of final application receipt period is the first 
working day of November, and 

(v) Beginning of concurrent review period is November 
16 or first working day after that date. 

(c) For competing applications submitted for nursing 
home beds available for the Adams, Asotin, Benton, Colum- 
bia, Ferry, Franklin, Garfield, Kitsap, Lewis, Lincoln, 
Mason, Pend Oreille, Pierce, Snohomish, Stevens, Thurston, 
Wahkiakum, Walla Walla, Whatcom, and Whitman nursing 
home planning areas, the concurrent review cycle schedule 
shall be as follows: 
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(i) Period for receipt of letters of intent shall begin on the 
first working day of August and end on the first working day 
of September, 

(ii) Period for receipt of initial applications shall begin 
on the first working day of September and end on the first 
working day of October, 

(iii) End of initial application completeness screening 
period is the first working day of November, 

(iv) End of final application receipt period is the first 
working day of December, and 

(v) Beginning of concurrent review period is December 
16 or first working day after that date. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, $ 246-310-130, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 
70.38.919. 92-02-018 (Order 224), § 246-310-130, filed 12/23/91, effective 
1/23/92, Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-310-130, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.38.115. 88-24-026 (Order 2736), § 248-19-328, filed 
12/2/88. Statutory Authority: RCW 70.38.115 and 70.38.135. 88-04-047 


(Order 2591), § 248-19-328, filed 1/29/88. Statutory Authority: RCW 
70.38.115. 87-10-023 (Order 2487), $ 248-19-328, filed 5/1/87.] 


WAC 246-310-132 Open heart surgery concurrent 
review cycle. (1) The department shall review new open 
heart surgery services using the concurrent review cycle in 
this section. 

(2) Certificate of need applications shall be submitted 
and reviewed according to the following schedule and proce- 
dures. 

(a) Letters of intent shall be submitted between the first 
working day and last working day of July of each year. 

(b) Initial applications shall be submitted between the 
first working day and last working day of August of each 
year. 

(c) The department shall screen initial applications for 
completeness by the last working day of September of each 
year. 

(d) Responses to screening questions shall be submitted 
by the last working day of October of each year. 

(e) The public review and comment period for applica- 
tions shall begin on November 16 of each year. In the event 
that November 16 is not a working day in any year, then the 
public review and comment period shall begin on the first 
working day after November 16. 

(f) The public comment period shall be limited to ninety 
days, unless extended according to the provisions of WAC 
246-310-120 (2)(d). The first sixty days of the public com- 
ment period shall be reserved for receiving public comments 
and conducting a public hearing, if requested. The remaining 
thirty days shall be for the applicant or applicants to provide 
rebuttal statements to written or oral statements submitted 
during the first sixty-day period. Any affected person shall 
also be provided the opportunity to provide rebuttal state- 
ments to written or oral statements submitted during the first 
sixty-day period. 

(g) The final review period shall be limited to sixty days, 
unless extended according to the provisions of WAC 246- 
310-120 (2)(d). 

(3) Any letter of intent or certificate of need application 
submitted for review in advance of this schedule, or certifi- 
cate of need application under review as of the effective date 
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of this section, shall be held by the department for review 
according to the schedule in this section. 

[Statutory Authority: Chapter 70.38 RCW. 98-10-053, $ 246-310-132, filed 
4/29/98, effective 5/30/98; 96-24-052, 8 246-310-132, filed 11/27/96, effec- 
tive 12/28/96, Statutory Authority: RCW 70.38.135. 92-16-081 (Order 293) 


$ 246-310-132, filed 8/4/92 effective 9/4/92; 91-17-011 (Order 188), $ 246- 
310-132, filed 8/12/91, effective 8/28/91.] 


WAC 246-310-136 Ethnic minority nursing home 
bed pool— Considerations for review of applications. (1) 
The department shall consider the following factors in the 
course of reviewing and making decisions on applications for 
construction or establishment of nursing home beds for eth- 
nic minorities. 

(a) Conformance with applicable review criteria in WAC 
246-310-210, 246-310-220, 246-310-230, and 246-310-240; 

(b) Which competing applications best meet identified 
needs, consistent with the purpose of concurrent review as 
stated in RCW 70.38.115(7). 

(c) The relative degree to which the long-term care needs 
of an ethnic minority among Washington residents are not 
otherwise being met. This includes consideration of the legis- 
lature's finding that certain ethnic minorities have special cul- 
tural, language, dietary, and other needs not generally met by 
existing nursing homes which are intended to serve the gen- 
eral population; 

(d) The percentage of low-income persons who would be 
served by the proposed project; and 

(e) The impact of the proposal on the area's total need for 
nursing home beds. 

(2) To be eligible to apply for and receive an award of 
beds from the ethnic nursing home bed pool, an application 
must be to construct, develop, or establish a new nursing 
home or add beds to an existing nursing home that: 

(a) Shall be owned and operated by a nonprofit corpora- 
tion. At least fifty percent of the board of directors of the cor- 
poration are members of the ethnic minority the nursing 
home is intended to serve; 

(b) Shall be designed, managed, and administered to 
serve the special cultural, language, dietary, and other needs 
of the ethnic minority; and 

(c) Shall not discriminate in admissions against persons 
who are not members of the ethnic minority whose special 
needs the nursing home is designed to serve. 

(3) An applicant not awarded beds in a concurrent 
review shall not be given preference over other applicants in 
any subsequent concurrent review on the basis of the prior 
review and decision when that applicant submits a new appli- 
cation for another review. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, $ 246-310-136, filed 


11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 (3)(c). 
92-05-057 (Order 244), $ 246-310-136, filed 2/14/92, effective 3/16/92.] 


WAC 246-310-140 Emergency review process. (1) 
The emergency review process shall not exceed fifteen work- 
ing days from the beginning of the review period. 

(2) The department shall complete its final review and 
the secretary's designee shall make his or her decision on an 
emergency certificate of need application within fifteen 
working days after the beginning of the review period unless 
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the department extends its final review period in accordance 
with the provisions of subsection (3) of this section. 

(3) If an issue, which is pivotal to the decision of the sec- 

retary's designee remains unresolved, the department may 
make one request for additional information from the person 
submitting the application. The department may extend its 
final emergency review period up to but not exceeding ten 
days after receipt of the applicant's written response to the 
department's request for information. 
[Statutory Authority: Chapter 70.38 RCW. 96-24-052, $ 246-310-140, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 43.70.040, 91-02- 
049 (Order 121), recodified as § 246-310-140, filed 12/27/90, effective 
1/31/91, Statutory Authority: RCW 70.38.135. 86-06-030 (Order 2344), § 
248-19-350, filed 2/28/86; 82-19-055 (Order 244), § 248-19-350, filed 
9/15/82; 81-09-012 (Order 210), § 248-19-350, filed 4/9/81, effective 
5/20/81. Statutory Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), 
$ 248-19-350, filed 11/30/79.) 


WAC 246-310-150 Expedited review process. (1) The 
expedited review process shall not exceed fifty days from the 
beginning of the review period unless extended in accordance 
with the provisions of subsection (2) of this section. 

(a) The public comment period shall be limited to thirty 
days. The first twenty days of the public comment period 
shall be reserved for receiving public comments. The 
remaining ten days shall be for the applicant or applicants to 
provide rebuttal statements to written or oral statements sub- 
mitted during the first twenty-day period. Any affected per- 
son shall also be provided the opportunity to provide rebuttal 
statements to written or oral statements submitted during the 
first twenty-day period. 

(b) The department shall complete its final review and 
the secretary's designee shall make his or her decision on a 
certificate of need application under an expedited review 
within twenty days of the end of the public comment period. 

(2) The review period for an expedited review may be 
extended according to the following provisions: 

(a) The review period may be extended an additional 
forty-five days in accordance with WAC 246-310-100. The 
department may grant further extensions to this review 
period: Provided, The person submitting the certificate of 
need application gives written consent to further extension. 

(b) If an issue, which is pivotal to the decision of the sec- 
retary's designee remains unresolved, the department may 
make one request for additional information from the person 
submitting the application. The department may extend its 
final expedited review period up to but not exceeding thirty 
days after receipt of the applicant's written response to the 
department's request for information. 

(c) The department may extend its final review period 
upon receipt of a written request of the person submitting the 
application: Provided however, That such an extension shall 
not exceed sixty days. 

[Statutory Authority: Chapter 70.38 RCW. 98-10-053, § 246-310-150, 
filed 4/29/98, effective 5/30/98; 96-24-052, § 246-310-150, filed 11/27/96, 
effective 12/28/96. Statutory Authority: RCW 70.38.135 and 70.38.919. 
92-02-018 (Order 224), $ 246-310-150, filed 12/23/91, effective 1/23/92. 
Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
8 246-310-150, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.38.135. 86-06-030 (Order 2344), 8 248-19-340, filed 2/28/86; 82- 
19-055 (Order 244), § 248-19-340, filed 9/15/82; 81-09-012 (Order 210), § 


248-19-340, filed 4/9/81, effective 5/20/81. Statutory Authority: Chapter 
70.38 RCW. 79-12-079 (Order 188), $ 248-19-340, filed 11/30/79.] 
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WAC 246-310-160 Regular review process. (1) The 
regular review process shall not exceed ninety days from the 
beginning of the review period and shall be conducted in 
accordance with this section unless the review period is 
extended in accordance with the provisions of subsection (2) 
of this section. 

(a) The public comment period shall be limited to forty- 
five days. The first thirty-five days of the public comment 
period shall be reserved for receiving public comments and 
conducting a public hearing, if requested. The remaining ten 
days shall be reserved for the applicant to provide rebuttal 
statements to written or oral statements submitted during the 
first thirty-five day period. Any affected person shall also be 
provided the opportunity to provide rebuttal statements to 
written or oral statements submitted during the first thirty- 
five day period. 

(b) The department shall complete its final review and 
the secretary's designee shall make a decision on a certificate 
of need application within forty-five days of the end of the 
public comment period. 

(2) The review period for a regular review may be 
extended according to the following provisions: 

(a) The public comment period may be extended for up 
to an additional forty-five days in accordance with WAC 
246-310-100. The department may grant further extensions 
to this review period: Provided, The person submitting the 
certificate of need application gives written consent to such 
further extensions. 

(b) If an issue, which is pivotal to the decision of the sec- 
retary's designee remains unresolved, the department may 
make one request for additional information from the person 
submitting the application. The department may extend its 
final review period up to but not exceeding thirty days after 
receipt of the applicant's written response to the department's 
request for information. 

(c) The department may extend either the public com- 
ment period or the department's final review period upon 
receipt of a written request of the person submitting the 
application: Provided however, That such an extension shall 
not exceed ninety days. 

[Statutory Authority: Chapter 70.38 RCW. 98-10-053, $ 246-310-160, filed 
4/29/98, effective 5/30/98; 96-24-052, § 246-310-160, filed 11/27/96, effec- 
tive 12/28/96. Statutory Authority: RCW 70.38.135 and 70.38.919. 92-02- 
018 (Order 224), 8 246-310-160, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246- 
310-160, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.38.135. 86-06-030 (Order 2344), 8 248-19-330, filed 2/28/86; 82-19-055 
(Order 244), 8 248-19-330, filed 9/15/82; 81-09-012 (Order 210), $ 248-19- 


330, filed 4/9/81, effective 5/20/81. Statutory Authority: Chapter 70.38 
RCW. 79-12-079 (Order 188), 5 248-19-330, filed 11/30/79.] 


WAC 246-310-170 Notification of beginning of 
review. (1) Notice required. 

The department shall provide written notification of the 
beginning of the review of a certificate of need application 
and notification of the beginning of the review of a proposed 
withdrawal of a certificate of need to interested persons and 
any other person submitting a written request that the per- 
son's name be on the mailing list for such notice. Notification 
of the beginning of the review of a certificate of need appli- 
cation shall be provided through a newspaper of general cir- 
culation in the health service area of the project. 
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(2) Specific notice requirements. 

(a) The department shall give "notification of the begin- 
ning of review" of an application after the department has 
received an application or the applicant's request, submitted 
in accordance with WAC 246-310-090 (2)(c), that review of 
the application begin. Such notice shall be given according 
to the following requirements: 

(i) Emergency review. 

When an application is being reviewed under the emer- 
gency review process, required notices shall be given within 
five working days following the receipt of a complete appli- 
cation or the applicant's written request that review of the 
application begin. 

(ii) Expedited and regular review. 

When an application is being reviewed under the expe- 
dited or regular review process, required notices shall be 
given within five working days of a declaration that the 
application is complete or the applicant's request that review 
ofthe application begin. 

(b) The department shall give notification of the begin- 
ning ofthe review of a proposed withdrawal of a certificate 
of need when the department determines there may be good 
cause to withdraw a certificate of need. 

(c) The notices shall include: 

(i) The procedures for receiving copies of applications, 
supplemental information and department decisions; 

(ii) A general description of the project; 

(iii) In the case of a proposed withdrawal of a certificate 
of need, the reasons for the proposed withdrawal; 

(iv) The proposed review schedule; 

(v) The period within which one or more interested per- 
sons may request a public hearing; 

(vi) The name and address of the agency to which a 
request for a public hearing should be sent; 

(vii) The manner in which notification will be provided 
of the time and place of any hearing so requested; 

(viii) Notice that any interested person wishing to 
receive notification of a meeting on the application called by 
the department after. the end of the public comment period 
shall submit a written request to the department to receive 
notification of such meetings; and 

(ix) The period within which any interested person may 
request notification of the meetings referenced in subsection 
(2)(c)(vili) of this section. 

(d) The notices to other interested persons shall be 
mailed on the same date the notice to the public is mailed to 
the newspaper for publication. 

(3) Beginning of review. 

(a) Review of a certificate of need application under the 
expedited or regular review process shall begin on the day the 
department sends notification of the beginning of review to 
the general public and other interested persons unless the 
department has received a written request from the applicant 
pursuant to WAC 246-310-090 (2)(c)(iii), in which case 
review shall begin upon receipt of such request. 

(b) Review of certificate of need applications under the 
concurrent review process shall begin fifteen days after the 
conclusion of the published time period for the submission of 
final applications subject to concurrent review. 
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(c) Review of a certificate of need application under 
emergency review shall begin on the first day after the date 
on which the department has determined the application is 
complete, or has received a written request to begin review 
submitted by the applicant in accordance with WAC 246- 
310-090 (2)(c). 

(d) Review of a proposed withdrawal of a certificate of 
need shall begin on the day the department sends notification 
ofthe beginning of review to the general public and to other 
interested persons. 

[Statutory Authority: Chapter 70.38 RCW. 98-10-053, $ 246-310-170, filed 
4/29/98, effective 5/30/98; 96-24-052, 8 246-310-170, filed 11/27/96, effec- 
tive 12/28/96. Statutory Authority: RCW 70.38.135 and 70.38.919. 92-02- 
018 (Order 224), § 246-310-170, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
310-170, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.38.135. 86-06-030 (Order 2344), $ 248-19-310, filed 2/28/86; 81-09-012 
(Order 210), § 248-19-310, filed 4/9/81, effective 5/20/81. Statutory 


Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), 8 248-19-310, filed 
11/30/79.] 


WAC 246-310-180 Public hearings. (1) "Opportunity 
fora public hearing," as used in this section, shall mean a 
public hearing will be conducted if a valid request for such a 
hearing has been submitted by one or more interested per- 
sons. 

(2) The department shall provide opportunity to inter- 
ested persons for a public hearing on: 

(a) A certificate of need application under review, unless 
the application is being reviewed according to the emergency 
or expedited review processes; and 

(b) The proposed withdrawal of a certificate of need. 

(3) To be valid, a request for a public hearing on а cer- 
tificate of need application or on the proposed withdrawal of 
a certificate of need shall: 

(a) Be submitted in writing; 

(b) Be received by the department within fifteen days 
after the date on which the department's "notification of 
beginning of review" for the particular certificate of need 
application or proposed withdrawal of a certificate of need 
was published in a newspaper of general circulation; and 

(c) Include identification of the particular certificate of 
need application or proposed certificate of need withdrawal 
for which the public hearing is requested and the full name, 
complete address, and signature of the person making the 
request. 

(4) The department shall give written notice of a public 
hearing conducted pursuant to this section. 

(a) Written notice shall be given to interested persons 
and the public at least fifteen days prior to the beginning of 
the public hearing. 

(b) The notices shall include: Identification of the cer- 
tificate of need application or certificate of need on which 
the public hearing is to be conducted and the date, time, and 
location of the public hearing. 

(c) Notice to the general public to be served by the pro- 
posed project to which the certificate of need application or 
certificate of need pertains shall be through a newspaper of 
general circulation in the health service area of the proposed 
project. The notices to other interested persons shall be 
mailed on the same date the notice to the public is mailed to 
the newspaper for publication. 
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(5) In a public hearing on a certificate of need applica- 
tion or on a proposed withdrawal of a certificate of need, any 
person shall have the right to be represented by counsel and 
to present oral or written arguments and evidence relevant to 
the subject matter of the hearing. Any person affected by the 
matter may conduct reasonable questioning of persons who 
make relevant factual allegations. 

(6) The department shall maintain a verbatim record of a 
public hearing and shall not impose fees for the hearing. 


(7) The department shall not be required to conduct a 
public hearing on a certificate of need application being 
reviewed according to the emergency or expedited review 
procedures, 

(8) The department may conduct a public hearing in the 

absence of a request as identified in subsection (3) of this 
section, if the department determines it is in the best interest 
of the public. 
[Statutory Authority: Chapter 70.38 RCW. 98-10-053, $ 246-310-180, filed 
4/29/98, effective 5/30/98; 96-24-052, 8 246-310-180, filed 11/27/96, effec- 
tive 12/28/96. Statutory Authority: RCW 70.38.135 and 70.38.919. 92-02- 
018 (Order 224), § 246-310-180, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
310-180, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.38.135. 86-06-030 (Order 2344), 8 248-19-320, filed 2/28/86; 81-09-012 
(Order 210), § 248-19-320, filed 4/9/81, effective 5/20/81. Statutory 
Authority: Chapter 70.38 RCW, 79-12-079 (Order 188), $ 248-19-320, filed 
11/30/79.] 


WAC 246-310-190 Ex parte contacts. (1) There shall 
be no ex parte contacts as defined in WAC 246-310-010 after 
whichever of the following occurs last: 

(a) The conclusion of a public hearing held in accor- 
dance with WAC 246-310-180, or 

(b) The end of the public comment period. 

(2) Any of the following communications shall not be 
considered ex parte contacts: 

(a) A communication regarding the procedure or process 
of the review. 

(b) A communication made in a meeting open to the pub- 
lic requested by the department and reasonable notice of the 
meeting has been given to the applicant, all applicants in a 
concurrent review, and all persons having previously 
requested in writing to be notified of all such meetings or 
written requests for information concerning a specific appli- 
cation for certificate of need or a specific proposed with- 
drawal of a certificate of need. 

(c) A written request for information made by the depart- 
ment and provided to all persons specified in subsection 
(2)(b) of this section. 

(d) A response to a request made by the department in a 
meeting held in accordance with subsection (2)(b) of this sec- 
tion or in response to subsection (2)(c) of this section, and 
submitted to the department and to all persons specified in 
subsection (2)(b) of this section. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, $ 246-310-190, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 
70.38.919. 92-02-018 (Order 224), 5 246-310-190, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-310-190, filed 12/27/90, effective 1/31/91. Statutory 


Authority: RCW 70.38.135. 86-06-030 (Order 2344), $ 248-19-326, filed 
2/28/86.] 
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WAC 246-310-200 Bases for findings and action on 
applications. (1) The findings of the department's review of 
certificate of need applications and the action of the secre- 
tary's designee on such applications shall, with the excep- 
tions provided for in WAC 246-310-470 and 246-310-480 be 
based on determinations as to: 

(a) Whether the proposed project is needed; 

(b) Whether the proposed project will foster containment 
of the costs of health care; 

(c) Whether the proposed project is financially feasible; 
and 

(d) Whether the proposed project will meet, the criteria 
for structure and process of care identified in WAC 246-310- 
230. 

(2) Criteria contained in this section and in WAC 246- 
310-210, 246-310-220, 246-310-230, and 246-310-240 shall 
be used by the department in making the required determina- 
tions. 

(a) In the use of criteria for making the required deter- 
minations, the department shall consider: 

(i) The consistency of the proposed project with service 
or facility standards contained in this chapter; 

(ii) In the event the standards contained in this chapter do 
not address in sufficient detail for a required determination 
the services or facilities for health services proposed, the 
department may consider standards not in conflict with those 
standards in accordance with subsection (2)(b) of this sec- 
tion; and 

(iii) The relationship of the proposed project to the long- 
range plan (if any) of the person proposing the project. 

(b) The department may consider any of the following in 
its use of criteria for making the required determinations: ` 

(i) Nationally recognized standards from professional 
organizations; 

(ii) Standards developed by professional organizations in 
Washington state; 

(ii) Federal Medicare and Medicaid certification 
requirements; 

(iv) State licensing requirements; 

(v) Applicable standards developed by other individuals, 
groups, or organizations with recognized expertise related to 
a proposed undertaking; and : 

(vi) The written findings and recommendations of indi- 
viduals, groups, or organizations with recognized expertise 
related to a proposed undertaking, with whom the department 
consults during the review of an application. 

(c) At the request of an applicant, the department shall 
identify the criteria and standards it will use prior to the sub- 
mission and screening of a certificate of need application: 
Provided however, That when a person requests identifica- 
tion of criteria and standards prior to the submission of an 
application, the person shall submit such descriptive infor- 
mation on a project as is determined by the department to be 
reasonably necessary in order to identify the applicable crite- 
ria and standards. The department shall respond to such 
request within fifteen working days of its receipt. In the 
absence of an applicant's request under this subsection, the 
department shall identify the criteria and standards it will use 
during the screening of a certificate of need application. The 
department shall inform the applicant about any consultation 
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services it will use in the review of a certificate of need appli- 
cation prior to the use of such consultation services. 

(d) Representatives of the department or consultants 
whose services are engaged by the department may make an 
on-site visit to a health care facility, or other place for which 
acertificate of need application is under review, or for which 
a proposal to withdraw a certificate of need is under review 
when the department deems such an on-site visit is necessary 
and appropriate to the department's review of a proposed 
project. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, § 246-310-200, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 
70.38.919. 92-02-018 (Order 224), $ 246-310-200, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-310-200, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.38.135. 85-05-032 (Order 2208), § 248-19-360, filed 
2/15/85; 81-09-012 (Order 210), § 248-19-360, filed 4/9/81, effective 


5/20/81. Statutory Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), 
§ 248-19-360, filed 11/30/79.] 


WAC 246-310-210 Determination of need. The deter- 
mination of need for any project shall be based on the follow- 
ing criteria, except these criteria will not justify exceeding the 
limitation on increases of nursing home beds provided in 
WAC 246-310-810. 

(1) The population served or to be served has need for 
the project and other services and facilities of the type pro- 
posed are not or will not be sufficiently available or accessi- 
ble to meet that need. The assessment of the conformance of 
a project with this criterion shall include, but need not be lim- 
ited to, consideration of the following: 

(a) In the case of a reduction, relocation, or elimination 
of a service, the need the population presently served has for 
the service, the extent to which the need will be met ade- 
quately by the proposed relocation or by alternative arrange- 
ments, and the effect of the reduction, elimination, or reloca- 
tion of the service on the ability of low-income persons, 
racial and ethnic minorities, women, handicapped persons, 
and other underserved groups and the elderly to obtain 
needed health care; 

(b) In the case of health services or facilities proposed to 
be provided, the efficiency and appropriateness of the use of 
existing services and facilities similar to those proposed; 

(c) In the case of an application by an osteopathic or allo- 
pathic facility the need for and the availability in the commu- 
nity of services and facilities for osteopathic and allopathic 
physicians and their patients, and the impact on existing and 
proposed institutional training programs for doctors of oste- 
opathy and medicine at the student, internship, and residency 
training levels; and 

(d) In the case of a project not involving health services, 
the contribution of the project toward overall management 
and support of such services. 

(2) All residents of the service area, including low- 
income persons, racial and ethnic minorities, women, handi- 
capped persons, and other underserved groups and the elderly 
are likely to have adequate access to the proposed health ser- 
vice or services. The assessment of the conformance of a 
project with this criterion shall include, but not be limited to, 
consideration as to whether the proposed services makes a 
contribution toward meeting the health-related needs of 
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members of medically underserved groups which have tradi- 
tionally experienced difficulties in obtaining equal access to 
health services, particularly those needs identified in the 
applicable regional health plan, annual implementation plan, 
and state health plan as deserving of priority. Such consider- 
ation shall include an assessment of the following: 

(a) The extent to which medically underserved popula- 
tions currently use the applicant's services in comparison to 
the percentage of the population in the applicant's service 
area which is medically underserved, and the extent to which 
medically underserved populations are expected to use the 
proposed services if approved; 

(b) The past performance of the applicant in meeting 
obligations, if any, under any applicable federal regulations 
requiring provision of uncompensated care, community ser- 
vice, or access by minorities and handicapped persons to pro- 
grams receiving federal financial assistance (including the 
existence of any unresolved civil rights access complaints 
against the applicant); 

(c) The extent to which Medicare, Medicaid, and medi- 
cally indigent patients are served by the applicant; and 

(d) The extent to which the applicant offers a range of 
means by which a person will have access to its services (e.g., 
outpatient services, admission by house staff, admission by 
personal physician). 

(3) The applicant has substantiated any of the following 
special needs and circumstances the proposed project is to 
serve. 

(a) The special needs and circumstances of entities such 
as medical and other health professions schools, multidiscip- 
linary clinics and specialty centers providing a substantial 
portion of their services or resources, or both, to individuals 
not residing in the health service areas in which the entities 
are located or in adjacent health service areas. 

(b) The special needs and circumstances of biomedical 
and behavioral research projects designed to meet a national 
need and for which local conditions offer special advantages. 

(c) The special needs and circumstances of osteopathic 
hospitals and nonallopathic services. 

(4) The project will not have an adverse effect on health 
professional schools and training programs. The assessment 
of the conformance of a project with this criterion shall 
include consideration of: 

(a) The effect of the means proposed for the delivery of 
health services on the clinical needs of health professional 
training programs in the area in which the services are to be 
provided; and 

(b) If proposed health services are to be available in a 
limited number of facilities, the extent to which the health 
professions schools serving the area will have access to the 
services for training purposes. 

(5) The project is needed to meet the special needs and 
circumstances of enrolled members or reasonably anticipated 
new members of a health maintenance organization or pro- 
posed health maintenance organization and the services pro- 
posed are not available from nonhealth maintenance organi- 
zation providers or other health maintenance organizations in 
a reasonable and cost-effective manner consistent with the 
basic method of operation of the health maintenance organi- 
zation or proposed health maintenance organization. In 


(1999 Ed.) 


Certificate of Need 


assessing the availability of health services from these pro- 
viders, the department shall consider only whether the ser- 
vices from these providers: 

(a) Would be available under a contract of at least five 
years' duration; 

(b) Would be available and conveniently accessible 
through physicians and other health professionals associated 
with the health maintenance organization or proposed health 
maintenance organization (for example - whether physicians 
associated with the health maintenance organization have or 
will have full staff privileges at a nonhealth maintenance 
organization hospital); 

(c) Would cost no more than if the services were pro- 
vided by the health maintenance organization or proposed 
health maintenance organization; and 

(d) Would be available in a manner administratively fea- 
sible to the health maintenance organization or proposed 
health maintenance organization. 

(6) For nursing home projects including distinct part 
long-term care units located in a hospital and licensed under 
chapter 70.41 RCW, the following criterion shall apply in 
addition to those found in WAC 246-310-380. 

(a) In the case of an application for new nursing home 
beds, the department shall find no need if the state is at or 
above the state-wide estimated bed need, except as refer- 
enced in WAC 246-310-380(5). However, the department 
may put under review and subsequently approve or deny 
applications that propose to redistribute nursing home beds to 
a planning area under the established ratio. The department 
may also consider applications that propose to add beds in 
planning areas under the established ratio using beds banked 
and for which the need for the beds is not deemed met, under 
the provisions of RCW 70.38.115(13). For the above 
projects, the need for such projects, shall, in part, be deter- 
mined using individual planning area estimated bed need 
numbers. 

(b) If the state is below the state-wide estimated bed need 
or for those projects referenced above, the department shall 
determine the need for nursing home beds, including distinct 
part long-term care units located in a hospital licensed under 
chapter 70.41 RCW, based on: 

(i) The availability of other nursing home beds in the 
planning area to be served; and 

(ii) The availability of other services in the planning area 
to be served. Other services to be considered include, but are 
not limited to: Assisted living (as defined in chapter 74.39A 
RCW); boarding home (as defined in chapter 18.20 RCW); 
enhanced adult residential care (as defined in chapter 74.39A 
RCW); adult residential care (as defined in chapter 74.39A 
RCW); adult family homes (as defined in chapter 70.128 
RCW); hospice, home health and home care (as defined in 
chapter 70.127 RCW); personal care services (as defined in 
chapter 74.09 RCW); and home and community services pro- 
vided under the community options program entry system 
waiver (as referenced in chapter 74.39A RCW). The avail- 
ability of other services shall be based on data which demon- 
strates that the other services are capable of adequately meet- 
ing the needs of the population proposed to be served by the 
applicant. The following variables should be evaluated in this 
analysis when available: 
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(A) The current capacity of nursing homes and other 
long-term care services; 

(B) The occupancy rates of nursing homes and other 
long-term care services over the previous two-year period; 

(C) Proposed residential care projects scheduled to be 
completed within the same period of time indicated on the 
nursing home certificate of need application; and 

(D) The ability of the other long-term care services to 
serve all people regardless of payor source. 
[Statutory Authority: Chapter 70.38 RCW. 96-24-052, 8 246-310-210, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 
70.38.919. 92-02-018 (Order 224), $ 246-310-210, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-310-210, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.38.135. 85-05-032 (Order 2208), § 248-19-370, filed 
2/15/85; 81-09-012 (Order 210), 8 248-19-370, filed 4/9/81, effective 
5/20/81. Statutory Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), 
§ 248-19-370, filed 11/30/79.) 


WAC 246-310-220 Determination of financial feasi- 
bility. The determination of financial feasibility of a project 
shall be based on the following criteria. 

(1) The immediate and long-range capital and operating 
costs of the project can be met. 

(2) The costs of the project, including any construction 
costs, will probably not result in an unreasonable impact on 
the costs and charges for health services. 

(3) The project can be appropriately financed. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 


8 246-310-220, filed 12/27/90, effective 1/31/91. Statutory Authority: 
Chapter 70.38 RCW. 79-12-079 (Order 188), § 248-19-380, filed 11/30/79.] 


WAC 246-310-230 Criteria for structure and process 
of care. A determination that a project fosters an acceptable 
or improved quality of health care shall be based on the fol- 
lowing criteria. 

(1) A sufficient supply of qualified staff for the project, 


including both health personnel and management personnel, 


are available or can be recruited. 

(2) The proposed service(s) will have an appropriate 
relationship, including organizational relationship, to ancil- 
lary and support services, and ancillary and support services 
will be sufficient to support any health services included in 
the proposed project. 

(3) There is reasonable assurance that the project will be 
in conformance with applicable state licensing requirements 
and, if the applicant is or plans to be certified under the Med- 
icaid or Medicare program, with the applicable conditions of 
participation related to those programs. 

(4) The proposed project will promote continuity in the 
provision of health care, not result in an unwarranted frag- 
mentation of services, and have an appropriate relationship to 
the service area's existing health care system. 

(5) There is reasonable assurance that the services to be 
provided through the proposed project will be provided in a 
manner that ensures safe and adequate care to the public to be 
served and in accord with applicable federal and state laws, 
rules, and regulations. The assessment of the conformance of 
a project to this criterion shall include but not be limited to 
consideration as to whether: 

(a) The applicant or licensee has no history, in this state 
or elsewhere, of a criminal conviction which is reasonably 
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related to the applicant's competency to exercise responsibil- 
ity for the ownership or operation of a health care facility, a 
denial or revocation of a license to operate a health care facil- 
ity, a revocation of a license to practice a health profession, or 
a decertification as a provider of services in the Medicare or 
Medicaid program because of failure to comply with applica- 
ble federal conditions of participation; or 

(b) If the applicant or licensee has such a history, 
whether the applicant has affirmatively established to the 
department's satisfaction by clear, cogent and convincing evi- 
dence that the applicant can and will operate the proposed 
project for which the certificate of need is sought in a manner 
that ensures safe and adequate care to the public to be served 
and conforms to applicable federal and state requirements. 


{Statutory Authority: Chapter 70.38 RCW. 96-24-052, § 246-310-230, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as § 246-310-230, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 70.38.135. 81-09-012 (Order 210), § 
248-19-390, filed 4/9/81, effective 5/20/81. Statutory Authority: Chapter 
70.38 RCW. 79-12-079 (Order 188), $ 248-19-390, filed 11/30/79.] 


WAC 246-310-240 Determination of cost contain- 
ment. A determination that a proposed project will foster cost 
containment shall be based on the following criteria: 


(1) Superior alternatives, in terms of cost, efficiency, or 
effectiveness, are not available or practicable. 


(2) In the case of a project involving construction: 


(a) The costs, scope, and methods of construction and 
energy conservation are reasonable; and 


(b) The project will not have an unreasonable impact on 
the costs and charges to the public of providing health ser- 
vices by other persons. 


(3) The project will involve appropriate improvements 
or innovations in the financing and delivery of health services 
which foster cost containment and which promote quality 
assurance and cost effectiveness. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
§ 246-310-240, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.38.135. 86-06-030 (Order 2344), 5 248-19-400, filed 2/28/86; 81-09-012 
(Order 210), § 248-19-400, filed 4/9/81, effective 5/20/81. Statutory Author- 
ity: Chapter 70.38 RCW. 79-12-079 (Order 188), 8 248-19-400, filed 
11/30/79.] 


WAC 246-310-260 Kidney transplantation. (1) Kid- 
ney transplantation is a tertiary service as listed in WAC 246- 
310-020. 

(2) To receive approval a kidney transplant center must 
meet the following standards in addition to applicable review 
criteria in WAC 246-310-210, 246-310-220, 246-310-230, 
and 246-310-240. 


(a) À center shall perform at least fifteen transplants 
annually by the fourth year of operation. 


(b) À center shall document that it will meet the require- 
ments of membership to the United Network for Organ Shar- 
ing (UNOS) or its successor organization. 


[Statutory Authority: RCW 70.38.135 and 70.38.919. 92-02-018 (Order 
224), $ 246-310-260, filed 12/23/91, effective 1/23/92. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-310-260, filed 
12/21/90, effective 1/31/91. Statutory Authority: RCW 70.38.919. 90-16- 
058 (Order 073), 8 248-19-601, filed 7/27/90, effective 8/27/90.] 
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WAC 246-310-261 Open heart surgery standards 
and need forecasting method. (1) Open heart surgery means 
a specialized surgical procedure (excluding organ transplan- 
tation) which utilizes a heart-lung bypass machine and is 
intended to correct congenital and acquired cardiac and coro- 
nary artery disease. 

(2) Open heart surgery is a tertiary service as listed in 
WAC 246-310-020. To be granted a certificate of need, an 
open heart surgery program shall meet the standards in this 
section in addition to applicable review criteria in WAC 246- 
310-210, 246-310-220, 246-310-230, and 246-310-240. 

(3) Standards. 

(a) A minimum of two hundred fifty open heart surgery 
procedures per year shall be performed at institutions with an 
open heart surgery program. 

(b) Hospitals applying for a certificate of need shall dem- 
onstrate that they can meet one hundred ten percent of the 
minimum volume standard. To do so, the applicant hospital 
must provide written documentation, which is verifiable, of 
open heart surgeries performed on patients referred by active 
medical staff of the hospital. The volume of surgeries 
counted must be appropriate for the proposed program (i.e., 
pediatric and recognized complicated cases would be 
excluded). 

(c) No new program shall be established which will 
reduce an existing program below the minimum volume stan- 
dard. 

(d) Open heart surgery programs shall have at least two 
board certified cardiac surgeons, one of whom shall be avail- 
able for emergency surgery twenty-four hours a day. The 
practice of these surgeons shall be concentrated in a single 
institution and arranged so that each surgeon performs a min- 
imum of one hundred twenty-five open heart surgery proce- 
dures per year at that institution. 

(e) Institutions with open heart surgery programs shall 
have plans for facilitating emergency access to open heart 
surgery services at all times for the population they serve. 
These plans should, at minimum, include arrangements for 
addressing peak volume periods (such as joint agreements 
with other programs, the capacity to temporarily increase 
staffing, etc.), and the maintenance of or affiliation with 
emergency transportation services (including contingency 
plans for poor weather and known traffic congestion prob- 
lems). 

(f) In the event two or more hospitals are competing to 
meet the same forecasted net need, the department shall con- 
sider the following factors when determining which proposal 
best meets forecasted need: 

(i) The most appropriate improvement in geographic 
access; 

(ii) The most cost efficient service; 

(iii) Minimizing impact on existing programs; 

(iv) Providing the greatest breadth and depth of cardio- 
vascular and support services; and 

(v) Facilitating emergency access to care. 

(g) Hospitals granted a certificate of need have three 
years from the date the program is initiated to establish the 
program and meet these standards. 

(h) These standards should be reevaluated in at least 
three years. 
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(4) Steps in the need forecasting method. The depart- 
ment will develop a forecast of need for open heart surgery 
every:year using the following procedures. 

(a) Step 1. Based upon the most recent three years vol- 
umes reported for the hospitals within each planning area, 
compute the planning area's current capacity and the percent 
of out-of-state use of the area's hospitals. In those planning 
areas where a new program is being established, the assumed 
volume of that institution will be the greater of either the min- 
imum volume standard or the estimated volume described in 
the approved application and adjusted by the department in 
the course of review and approval. 

(b) Step 2. Patient origin adjust the three years of open 
heart surgery data, and compute each planning area's age- 
specific use rates and market shares. 

(c) Step 3. Multiply the planning area's age-specific use 
rates by the area's corresponding forecast year population. 
The sum of these figures equals the forecasted number of sur- 
geries expected to be performed on the residents of each plan- 
ning area. 

(d) Step 4. Apportion the forecasted surgeries among the 
planning areas in accordance with each area's average market 
share for the last three years of the four planning areas. This 
figure equals the forecasted number of state residents' surger- 
ies expected to occur within the hospitals in each planning 
area. In those areas where a newly approved program is being 
established, an adjustment will be made to reflect anticipated 
market share shifts consistent with the approved application. 

(e) Step 5. Increase the number of surgeries expected to 
occur within the hospitals in each planning area in accor- 
dance with the percent of surgeries calculated as occurring in 
those hospitals on out-of-state residents, based on the average 
of the last three years. This figure equals the total forecasted 
number of surgeries expected to occur within the hospitals in 
each planning area. 

(f) Step 6. Calculate the net need for additional open 
heart surgery services by subtracting the current capacity 
from the total forecasted surgeries. 

(g) Step 7. If the net need is less than the minimum vol- 
ume standard, no new programs shall be assumed to be 
needed in the planning area. However, hospitals may be 
granted certificate of need approval even if the forecasted 
need is less than the minimum volume standard, provided: 

(i) The applying hospital can meet all the other certifi- 
cate of need criteria for an open heart surgery program 
(including documented evidence of capability of achieving 
the minimum volume standard); and 

(ii) There is documented evidence that at least eighty 
percent of the patients referred for open heart surgery by the 
medical staff of the applying hospital are referred to institu- 
tions more than seventy-five miles away. 

(5) For the purposes of the forecasting method in this 
section, the following terms have the following specific 
meanings: 

(a) Age-specific categories. The categories used in com- 
puting age-specific values will be fifteen to forty-four year 
olds, forty-five to sixty-four year olds, sixty-five to seventy- 
four year olds, and seventy-five and older. 

(b) Current capacity. À planning area's current capacity 
for open heart surgeries equals the sum of the highest 
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reported annual volume for each hospital within the planning 
area during the most recent available three years data. 

(c) Forecast year. Open heart surgery service needs shall 
be based on forecasts for the fourth year after the certificate 
of need open heart surgery concurrent review process. The 
1992 reviews will be based on forecasts for 1996. 

(d) Market share. The market share of a planning area 
represents the percent of a planning area's total patient origin 
adjusted surgeries that were performed in hospitals located in 
that planning area. The most recent available three years data 
will be used to compute the age-specific market shares for 
each planning area. 

(e) Open heart surgeries. Open heart surgeries are 
defined as DRGs 104 through 108, inclusive. All pediatric 
surgeries (ages fourteen and under) are excluded. 

(f) Out-of-state use of planning area hospitals. The per- 
cent of out-of-state use of hospitals within a planning area 
will equal the percent of total surgeries occurring within the 
planning area's hospitals that were performed on patients 
from out-of-state (or on patients whose reported zip codes are 
invalid). The most recent available three years data will be 
used to compute out-of-state use of planning area hospitals. 

(g) Patient origin adjustment. A patient origin adjust- 
ment of open heart surgeries provides a count of surgeries 
performed on the residents of a planning area regardless of 
which planning area the surgeries were performed in. (Sur- 
geries can be patient origin adjusted by using the patient's zip 
code reported in the CHARS data base.) 

(h) Planning areas. Four regional health service areas 
will be used as planning areas for forecasting open heart sur- 
gery service needs. 

() Health service area "one" includes the following 
counties: Clallam, Island, Jefferson, King, Kitsap, Pierce, 
San Juan, Snohomish, Skagit, and Whatcom. 

(ii) Health service area "two" includes the following 
counties: Cowlitz, Clark, Grays Harbor, Klickitat, Lewis, 
Mason, Pacific, Skamania, Thurston, and Wahkiakum. 

(iii) Health service area "three" includes the following 
counties: Benton, Chelan, Douglas, Franklin, Grant, Kittitas, 
Okanogan, and Yakima. 

(iv) Health service area "four" includes Adams, Asotin, 
Columbia, Ferry, Garfield, Lincoln, Pend Oreille, Stevens, 
Spokane, Walla Walla, and Whitman. 

(v) Use rate. The open heart surgery use rate equals the 
number of surgeries performed on the residents of a planning 
area divided by the population of that planning area. The 
most recent available three years data is used to compute an 
averaged annual age-specific use rate for the residents of each 
of the four planning areas. 

(6) The data source for open heart surgeries is the com- 
prehensive hospital abstract reporting system (CHARS), 
office of hospital and patient data, department of health. 

(7) The data source for population estimates and fore- 
casts is the office of financial management population trends 

reports. 


[Statutory Authority: RCW 70.38.135(3). 92-12-015 (Order 274), § 246- 
310-261, filed 5/26/92, effective 6/26/92.] 


WAC 246-310-262 Nonemergent interventional car- 
diology standard. All nonemergent percutaneous translumi- 
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nal coronary angioplasty (PTCA) procedures and all other 
nonemergent interventional cardiology procedures are ter- 
tiary services as defined in WAC 246-310-010 and shall be 
performed in institutions which have an established on-site 
open heart surgery program capable of performing emer- 
gency open heart surgery. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, § 246-310-262, filed 


11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135(3). 92- 
12-015 (Order 274), § 246-310-262, filed 5/26/92, effective 6/26/92.] 


WAC 246-310-270 Ambulatory surgery. (1) To 
receive approval, an ambulatory surgical facility must meet 
the following standards in addition to applicable review crite- 
ria in WAC 246-310-210, 246-310-220, 246-310-230, and 
246-310-240. 

(2) The area to be used to plan for operating rooms and 
ambulatory surgical facilities is the secondary health services 
planning area. 

(3) Secondary health services planning areas are: San 
Juan, Whatcom, East Skagit, Whidbey-Fidalgo, Western 
North Olympic, East Clallam, East Jefferson, North Snohom- 
ish, Central Snohomish, East Snohomish, Southwest Sno- 
homish, Kitsap, North King, East King, Central King, South- 
west King, Southeast King, Central Pierce, West Pierce, East 
Pierce, Mason, West Grays Harbor, Southeast Grays Harbor, 
Thurston, North Pacific, South Pacific, West Lewis, East 
Lewis, Cowlitz-Wahkiakum-Skamania, Clark, West Klicki- 
tat, East Klickitat, Okanogan, Chelan-Douglas, Grant, Kitti- 
tas, Yakima, Benton-Franklin, Ferry, North Stevens, North 
Pend Oreille, South Stevens, South Pend Oreille, Southwest 
Lincoln, Central Lincoln, Spokane, Southwest Adams, Cen- 
tral Adams, Central Whitman, East Whitman, Walla Walla, 
Columbia, Garfield, and Asotin. 

(4) Outpatient operating rooms should ordinarily not be 
approved in planning areas where the total number of operat- 
ing rooms available for both inpatient and outpatient surgery 
exceeds the area need. 

(5) When a need exists in planning areas for additional 
outpatient operating room capacity, preference shall be given 
to dedicated outpatient operating rooms. 

(6) An ambulatory surgical facility shall have a mini- 
mum of two operating rooms. 

(7) Ambulatory surgical facilities shall document and 
provide assurances of implementation of policies to provide 
access to individuals unable to pay consistent with charity 
care levels provided by hospitals affected by the proposed 
ambulatory surgical facility. The amount of an ambulatory 
surgical facility's annual revenue utilized to finance charity 
care shall be at least equal to or greater than the average per- 
centage of total patient revenue, other than medicare or med- 
icaid, that affected hospitals in the planning area utilized to 
provide charity care in the last available reporting year. 

(8) The need for operating rooms will be determined 
using the method identified in subsection (9) of this section. 

(9) Operating room need in a planning area shall be 
determined using the following method: 

(a) Existing capacity. 

G) Assume the annual capacity of one operating room 
located in a hospital and not dedicated to outpatient surgery is 
ninety-four thousand two hundred fifty minutes. This is 


[Title 246 WAC—>p. 584] 


Title 246 WAC: Department of Health 


derived from scheduling forty-four hours per week, fifty-one 
weeks per year (allowing for five weekday holidays), a fif- 
teen percent loss for preparation and clean-up time, and fif- 
teen percent time loss to allow schedule flexibility. The 
resulting seventy percent productive time is comparable to 
the previously operating hospital commission's last definition 
of "billing minutes" which is the time lapse from administra- 
tion of anesthesia until surgery is completed. 

(ii) Assume the annual capacity of one operating room 
dedicated to ambulatory surgery is sixty-eight thousand eight 
hundred fifty minutes. The derivation is the same as (a)(i) of 
this subsection except for twenty-five percent loss for 
prep/clean-up time and scheduling is for a thirty-seven and 
one-half hour week. Divide the capacity minutes by the aver- 
age minutes per outpatient surgery (see (a)(vii) of this sub- 
section). Where survey data are unavailable, assume fifty 
minutes per outpatient surgery, resulting in a capacity for one 
thousand three hundred seventy-seven outpatient surgeries 
per room per year. 

(iii) Calculate the total annual capacity (in number of 
surgeries) of all dedicated outpatient operating rooms in the 
area. : 

(iv) Calculate the total annual capacity (in number of 
minutes) of the remaining inpatient and outpatient operating 
rooms in the area, including dedicated specialized rooms 
except for twenty-four hour dedicated emergency rooms. 
When dedicated emergency operating rooms are excluded, 
emergency or minutes should also be excluded when calcu- 
lating the need in an area. Exclude cystoscopic and other spe- 
cial purpose rooms (e.g., open heart surgery) and delivery 
rooms. 

(b) Future need. 

(i) Project number of inpatient and outpatient surgeries 
performed within the hospital planning area for the third year 
of operation. This shall be based on the current number of 
surgeries adjusted for forecasted growth in the population 
served and may be adjusted for trends in surgeries per capita. 

Gi) Subtract the capacity of dedicated outpatient operat- 
ing rooms from the forecasted number of outpatient surger- 
ies. The difference continues into the calculation of (b)(iv) of 
this subsection. 

(iii) Determine the average time per inpatient and outpa- 
tient surgery in the planning area. Where data are unavail- 
able, assume one hundred minutes per inpatient and fifty 
minutes per outpatient surgery. This excludes preparation 
and cleanup time and is comparable to "billing minutes." 

(iv) Calculate the sum of inpatient and remaining outpa- 
tient (from (b)(ii) of this subsection) operating room time 
needed in the third year of operation. 

(c) Net need. 

(i) If (b)(iv) of this subsection is less than (a)(iv) of this 
subsection, divide their difference by ninety-four thousand 
two hundred fifty minutes to obtain the area's surplus of oper- 
ating rooms used for both inpatient and outpatient surgery. 

(ii) If (b)(iv) of this subsection is greater than (a)(iv) of 
this subsection, subtract (a)(iv) of this subsection from the 
inpatient component of (b)(iv) of this subsection and divide 
by ninety-four thousand two hundred fifty minutes to obtain 
the area's shortage of inpatient operating rooms. Divide the 
outpatient component of (b)(iv) of this subsection by sixty- 
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eight thousand eight hundred fifty to obtain the area's short- 
age of dedicated outpatient operating rooms. 

[Statutory Authority: RCW 70.38.135 and 70.38.919. 92-02-018 (Order 
224), $ 246-310-270, filed 12/23/91, effective 1/23/92. Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246-310-270, filed 


12/27/90, effective 1/31/91. Statutory Authority: RCW 70.38.919. 90-16- 
058 (Order 073), 8 248-19-700, filed 7/27/90, effective 8/27/90.] 


WAC 246-310-280 Kidney disease treatment centers. 
(1) To receive approval, a kidney disease treatment center 
providing hemo or peritoneal dialysis, training, or backup 
must meet the following standards in addition to applicable 
review criteria in WAC 246-310-210, 246-310-220, 246- 
310-230, and 246-310-240. 

(2) The number of dialysis stations needed in an ESRD 
service area shall be determined using the following data of 
the Northwest Renal Network: 

(a) The ESRD service area's total number of in center 
dialyses provided for the previous five years. 

(b) The number of end of year incenter patients for the 
ESRD service area for the previous five years. 

(c) The number of patients trained for home hemo and 
peritoneal dialysis for the ESRD service area for the previous 
five years. 

(3) The number of dialysis stations projected as needed 
in an ESRD service area shall be determined using the fol- 
lowing methodology: 

(a) Project the number of incenter dialyses needed in the 
ESRD service area through a three-year future regression 


analysis of the previous five years' data. 


(b) Project the number of incenter dialyses needed to 
serve residents of the ESRD service area by projecting the 
number of end of year incenter patients through a three-year 
future regression analysis of patient origin adjusted data for 
the previous five years. Multiply this result by one hundred 
fifty-six dialyses per year. 

(c) Project the number of patients to be trained for home 
hemo and peritoneal dialysis in the service area through a 
three-year regression analysis of the previous five years' data. 

(d) Determine the number of dialysis stations needed for 
incenter dialysis by dividing the result of (a) of this subsec- 
tion by 748.8 (equivalent to eighty percent of a three-patient 
shift schedule). 

(e) Determine the number of dialysis stations needed for 
incenter dialysis to serve residents of the service area by 
dividing the result of (b) of this subsection by 748.8 (equiva- 
lent to eighty percent of a three-patient shift schedule). 

(f) Determine the number of stations needed for home 
hemo and peritoneal training in the service area by dividing 
the projected number of home hemo patients to be trained by 
six and peritoneal patients to be trained by twenty. 

(g) Determine the number of dialysis stations needed in 
a service area by the projection year as the total of: 

(i) The result of (e) of this subsection, designated as the 
number of resident stations; 

(ii) The result of (d) of this subsection, minus the result 
of (e) of this subsection, designated as visitor stations; 

(iii) The result of (f) of this subsection, designated as the 
number of training stations. 

(h) To determine the net station need for an ESRD ser- 
vice area, subtract the number calculated in (g) of this subsec- 
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tion from the tota] number of certificate of need approved sta- 
tions. 

(4) AII kidney disease treatment centers that would stand 
to lose market share by approval of the applicant's facility, 
must be operating at 748.8 dialyses per nontraining station 
per year before additional nontraining stations are approved. 

(5) New incenter kidney disease treatment stations must 
reasonably project to be operating at 748.8 dialyses per non- 
training station per year by the third year of operation. 

(6) The department shall not issue certificates of need 
approving more than the number of stations identified as 
being needed in a given ESRD service area unless: 

(a) The department finds such additional stations are 
needed to be located reasonably close to the people they 
serve; or 

(b) Existing nontraining dialysis stations in the treatment 
facility are operating at nine hundred thirty-six dialyses per 
year (three-patient shifts); or 

(c) The applicant càn document a significant change in 
ESRD treatment practice has occurred, affecting dialysis sta- 
tion utilization in the service area; and 

The department finds that an exceptional need exists and 
explains such approval in writing. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, 8 246-310-280, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 (3)(c). 
93-13-015 (Order 367), $ 246-310-280, filed 6/7/93, effective 7/8/93. Statu- 
tory Authority: RCW 70.38.135 and 70.38.919. 92-02-018 (Order 224), $ 
246-310-280, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246-310-280, filed 


12/27/90, effective 1/31/91. Statutory Authority: RCW 70.38.919. 90-16- 
058 (Order 073), $ 248-19-701, filed 7/27/90, effective 8/27/90.] 


WAC 246-310-360 Nursing home bed need method. 
For all applications where the need for nursing home beds is 
not deemed met as identified in RCW 70.38.115(13), the fol- 
lowing mathematical calculation will be used as a guideline 
and represent only one component of evaluating need: 

(1) The department shall calculate the state-wide and 
planning area specific estimated bed need for the projection 
year by multiplying the estimated state-wide and planning 
area specific resident population for the projection year by 
the established ratio; 

(2) The department shall then calculate the projected cur- 
rent supply ratio state-wide and for each planning area. The 
current supply ratio shall be computed from the most recent 
bed supply and the projection year estimate of resident popu- 
lation. 

(3) The department shall next determine the areas of the 
state that will be under the established ratio, or over the estab- 
lished ratio in the projection year by comparing each plan- 
ning area's projected current supply ratio to the established 
ratio. 

(4) The department shall compare the most recent state- 
wide bed supply with the state-wide estimated bed need. 

(a) If the current state-wide bed supply is greater than or 
equal to the state-wide estimated bed need, then calculation 
of state-wide need for new beds ends. 

(b) If the current state-wide bed supply is less than the 
state-wide estimated bed need, the department shall deter- 
mine the difference between the state-wide estimated bed 
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need and the state-wide current bed supply, which shall be 
called state-wide available beds. 


(1) If the number of state-wide available beds is large- 


enough, the department shall assign to each planning area 
under the established ratio the number of beds necessary to 
bring it up to the established ratio in the projection year. 

(ii) If the number of state-wide available beds is insuffi- 
cient to assign each planning area under the established ratio 
the number of new beds necessary to bring it up to the estab- 
lished ratio, the department shall assign to each planning area 
under the established ratio a proportion of state-wide avail- 
able beds equal to the ratio of that planning area's bed need to 
reach the established ratio to the total beds required for all 
planning areas under the established ratio to reach the estab- 
lished ratio in the projection year. 

(iii) The department shall not assign more new beds to a 
planning area than the number which, when added to the 
planning area's bed supply, will raise the planning area's bed- 
to-population ratio to the greater of the established ratio and 
the state-wide current ratio. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, $ 246-310-360, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as § 246-310-360, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.38.919. 90-12-071 (Order 062), $ 
248-19-805, filed 6/1/90, effective 7/1/90.] 


WAC 246-310-370 Nursing home bed need method 
revision. (1) The department shall review the projection 
method and may make changes in accordance with the fol- 
lowing process: 

(a) The appropriate consumer and provider representa- 
tives and the department of social and health services shall be 
notified of the department's plan to evaluate the projection 
method and be provided information on the process for par- 
ticipating in the evaluation; 

(b) Proposed revisions to the projection method shall be 
developed in consultation with the responding representa- 
tives. An opportunity for public comment on the proposed 
revisions to the projection method will be provided prior to 
filing the proposed rules. 

(2) When reviewing the projection method the depart- 
ment shall consider the following: 

(a) The national bed-to-population ratio and the bed-to- 
population ratios of other states judged by the aging and adult 
services administration of the department of social and health 
services to have reasonable and progressive long-term care 
policies; 

(b) Data and information provided by provider and con- 
sumer representatives; 

(c) State governmental policy goals for distributing 
Scarce resources between nursing homes and other institu- 
tional or community based services; 

(d) The effects of developments in the delivery or financ- 
ing of long-term care services on nursing home bed need; and 

(e) Progress in developing other long-term care services 
for the state-wide resident population. i 
{Statutory Authority: Chapter 70.38 RCW. 96-24-052, § 246-310-370, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as § 246-310-370, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.38.919. 90-12-071 (Order 062), § 
248-19-806, filed 6/1/90, effective 7/1/90.] 
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WAC 246-310-380 Nursing home bed need stan- 
dards. (1) The department shall use the following rules in 
conjunction with the certificate of need review criteria con- 
tained in WAC 246-310-210(1) for applications proposing 
the following: 

(a) Construction, development, or other establishment of 
a new nursing home; 

(b) Increase in the licensed bed capacity of a nursing 
home or a hospital long-term care unit; 

(c) Change in license category of beds from the follow- 
ing to nursing home or hospital long-term care unit beds: 

(i) Acute care, or 

(ii) Boarding home care; 

(2) The department shall comply with the following time 
schedule for developing bed need projections: 

(a) By the last working day in January of each year, the 
department shall recalculate the estimated bed projection for 
each planning-area. 

(b) By the last working day in January of each year, the 
department shall provide the aging and adult services admin- 
istration of the department of social and health services with 
the estimated bed need for each planning-area, pending the 
department's decisions on applications submitted during the 
previous year's nursing home concurrent review cycles. 

(c) By the last working day in January of each year, the 
department shall rank order planning-areas from lowest to 
highest by the projected current supply ratio. 

(d) By the first working day of June of each year, the 
department shall calculate the net estimated bed need for each 
planning-area. 

(3) The estimated bed projections for the projection 
period, listed by planning area will be updated annually and 
distributed to interested parties. When a planning-area's esti- 
mated bed projection is less than the planning-area's bed sup- 
ply as defined by WAC 246-310-350(4), no beds can be 
added until the state-wide established ratio is reached, except 
as allowed in this section. 

(4) The department shall limit to three hundred the total 
number of nursing home beds approved for all CCRCs which 
propose or are operating within a transition period. 

(a) These three hundred beds available for CCRCs dur- 
ing transition periods shall be in addition to the net nursing 
home beds needed in all of the planning-areas. 

(b) All nursing home beds approved for CCRCs which 
propose or are operating within a transition period shall be 
counted as beds within this three hundred bed limitation 
unless and until the CCRC fully complies with all provisions 
of the CCRCs performance standards. 

(5) The department shall not issue certificates of need 
approving more than the net estimated bed need indicated for 
a given planning-area, unless: 

(a) The department finds such additional beds are needed 
to be located reasonably close to the people they serve; and 

(b) The department explains such approval in writing. 
{Statutory Authority: Chapter 70.38 RCW. 96-24-052, § 246-310-380, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135. 91-15- 
018 (Order 179), § 246-310-380, filed 7/10/91, effective 8/10/91. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246- 
310-380, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 


70.38,919. 90-12-072 (Order 063), 8 248- 19-810, filed 6/1/90, effective 
7/1/90.] 
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WAC 246-310-390 Nursing home bed need adjust- 
ments. (1) The department shall use the procedures described 
in this section to make adjustments to planning area net esti- 
mated bed need. 

(2) For planning areas for which a nursing home review 
is scheduled or is ongoing, the department shall use the fol- 
lowing procedures to adjust a planning area's net estimated 
bed need between April tenth or the first working day there- 
after and the last working day in January of the following 
year. 

(a) Where an increase in the bed supply of a planning 
area results in a reduction in net estimated bed need, the 
department shall use the following procedures: 

(i) When a reduction in net estimated bed need occurs 
prior to the date of beginning of review for the applicable 
concurrent review cycle, the department shall: 

(A) Inform, in writing, all persons from whom the 
department has received an application and/or a valid letter 
of intent of the reduction; and 

(B) Explain the procedures for withdrawing or amending 
a certificate of need application. 

(ii) When a reduction in net estimated bed need occurs 
after the date of beginning of review for the applicable con- 
current review cycle, the department shall use the need pro- 
jected at the time the review began in reaching a decision on 
each affected application. 

(b) Where a decrease in the bed supply of a planning area 
results in the increase in net estimated bed need, the depart- 
ment shall: 

(i) Use the following policies: 

(A) If such a decrease in the bed supply would result in a 
planning area being under the established ratio, the depart- 
ment shall: 

(D Assign to the planning area only enough beds for the 
planning area to reach the established ratio in the projection 
year, but not to exceed the number of beds which closed; and 

(ID) Redistribute any remaining beds to planning areas 
state- wide through the next scheduled recalculation of esti- 
mated projections for all planning areas. 

(B) If such decrease in the bed supply would not make a 
planning area under the established ratio, the department 
shall redistribute any remaining beds to planning areas state- 
wide through the next scheduled recalculation of baseline 
projections for all planning areas. 

(ii) Subject to the provisions of (b)(1) of this subsection, 
use the following procedures: 

(A) When an increase in net estimated bed need can be 
made prior to the last day on which the department can accept 
amendments to applications under review, the department 
shall: 

(D Notify all affected applicants in writing; and 

(II) Explain to each affected applicant the procedures for 
amending a certificate of need application. 

(B) When an increase cannot be made prior to the last 
day on which the department can accept amendments to 
applications under review, the department shall include the 
increased net estimated bed need in any subsequent decisions 
on each affected application or the next applicable concurrent 
review cycle, whichever occurs first. 
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(3) For planning areas for which a nursing home review 
is not scheduled or ongoing, the department shall use the fol- 
lowing procedures to adjust a planning area's net estimated 
bed need between April tenth or the first working day there- 
after and the last working day in January of the following 
year: 

(a) If a decrease in the bed supply would make a plan- 
ning area under the established ratio, the department shall: 

(i) Assign to the planning area only enough beds for the 
planning area to reach the established ratio in the projection 
year; and 

(ii) Redistribute any remaining beds to planning areas 
state-wide through the next scheduled recalculation of base- 
line projections for all planning areas. 

(b) If such decrease in the bed supply would not result in 
a planning area being under the established ratio, the depart- 
ment shall redistribute any remaining beds to planning areas 
state-wide through the next scheduled recalculation of base- 
line projections for all planning areas. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, 8 246-310-390, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 43.70.040, 91-02- 
049 (Order 121), recodified as § 246-310-390, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.38.919. 90-12-072 (Order 063), $ 
248-19-811, filed 6/1/90, effective 7/1/90.] 


WAC 246-310-395 Nursing home bed banking for 
alternative use notice requirements. In the case of a nurs- 
ing home licensee, requesting to convert some of the nursing 
home beds to an alternative use, as defined in RCW 
70.38.111(8), or reduce the number of beds per room to two 
or one, or otherwise enhance the quality of life for residents 
and preserve the right to later convert the original portion of 
the facility back to skilled nursing care, the nursing home 
shall give notice of intent to preserve its conversion options 
to the department of health. 

(1) Notice of the nursing homes intent to preserve con- 
version options shall be given to the department of health no 
later than thirty days after the effective date of the license 
modification made by the nursing home licensing authority. 
Such notices shall be signed by the licensee and include the 
following: 

(a) A description of the alternative service to be provided 
or a description of how the proposed bed banking will have a 
direct and immediate benefit to the quality of life of the res- 
idents and a listing of the number of beds, by room number; 

(b) À projected timeline for implementation; and 

(c) In the event the nursing home licensee, as defined by 
WAC 246-310-010, is not the nursing home owner, the lic- 
ensee shall document whether the building owner has a 
secured interest in the beds. 

° Ее building owner does have a secured interest in 
the beds, the licensee shall provide a written state- 
ment, signed by the building owner, indicating 
approval of the bed reduction. 

e If the building owner does not have a secured inter- 
est in the beds, the licensee shall provide documen- 
tation showing that the building owner has been 
notified of the bed reduction. 

(2) The department shall notify the nursing home, as to 

whether the proposal meets the requirements of RCW 
70.38.111 (8)(2) and if conversion rights are recognized. The 


[Title 246 WAC— p. 587] 


246-310-396 


nursing home does not forfeit its right to bank beds under this 
section if the department does not respond within this thirty- 
day time frame, nor does the nursing home obtain rights that 
it otherwise would not have under applicable statutes or rules 
if the department does not respond within the thirty-day time 
frame. 


(3) The licensee shall notify the department of health at 
the time the alternative service or services commences. 


(4) In the event the facility decides to modify the room 
numbers or alternative uses for the beds that have been 
banked, notification to the department is necessary to assure 
continued compliance with RCW 70.38.111 (8)(a) and WAC 
246-310-395. 


(5) Notice of intent to convert beds back to nursing home 
bed use shall be given to the department of health and the 
department of social and health services a minimum of ninety 
days prior to the effective date of the licensure modification 
made by the nursing home licensing authority reflecting the 
restored beds unless construction is required to convert the 
beds back. In the event the beds are not converted back to 
nursing home beds within sixty days of the date stated in the 
notice of intent, a notice of intent will need to be resubmitted 
a minimum of ninety days prior to the effective date of the 
licensure modification. 


(6) In the event construction is required to convert beds 
back to nursing home bed use, notice shall be given to the 
department of health and department of social and health ser- 
vices a minimum of one year prior to the effective date of 
licensure modification made by the nursing home licensing 
authority reflecting the restored beds. The same life and 
safety code requirements as existed at the time the nursing 
home voluntarily reduced its licensed beds shall be complied 
with unless waivers from such requirements were issued, in 
which case the converted beds shall reflect the conditions or 
standards that then existed pursuant to the approved waivers. 
In the event the beds are not converted back to nursing home 
beds within sixty days of the date stated in the notice of 
intent, a notice of intent will need to be resubmitted a mini- 
mum of one year prior to the effective date of the licensure 
modification. The term "construction," as used in this sec- 
tion, is limited to those projects that are expected to equal or 
exceed the expenditure minimum amount, as determined 
under chapter 70.38 RCW. 


(7) Prior to any license modification to convert beds 
back to nursing home beds under this section, the licensee 
must demonstrate that the nursing home meets the certificate 
of need exemption requirements under WAC 246-310-043. 
[Statutory Authority: Chapter 70.38 RCW. 98-17-099, § 246-310-395, filed 


8/19/98, effective 9/19/98; 98-10-053, $ 246-310-395, filed 4/29/98, effec- 
tive 5/30/98; 96-24-052, § 246-310-395, filed 11/27/96, effective 12/28/96.] 


WAC 246-310-396 Nursing home bed banking 
requirements for full facility closure. In the case of a nurs- 
ing home licensee, as defined in WAC 246-310-010 ceasing 
operation as a nursing home or any other party who has 
secured an interest in the beds and requesting to retain the 
nursing home bed allocation, pursuant to RCW 70.38.115 
(13)(b), the licensee or other party who has secured an inter- 
est in the beds shall give notice to the department of health. 
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(1) Notice of the nursing homes intent to retain the nurs- 
ing home bed allocation shall be given to the department of 
health no later than thirty days after the effective date of the 
homes closure. Such notices shall be signed by the licensee 
and include the following: 

(a) The name of the facility ceasing operation; 

(b) The number of beds in the bed allocation to be 
retained; 

(c) Documentation of the effective date of the facility 
closure; 

(d) The name, address, and telephone number of a con- 
tact person; 

(e) Documentation as to whether the applicant is the lic- 
ensee who has operated the beds for at least one year imme- 
diately preceding the reservation of the beds; and 

(f) In the event the nursing home licensee, as defined by 
WAC 246-310-010, is not the nursing home owner, the lic- 
ensee shall document whether the building owner or other 
party has a. secured interest in the beds. 

° If the building owner or other party does have a 
secured interest in the beds, the licensee shall pro- 
vide a written statement, signed by the building 
owner or other party, indicating approval of the 
facility's closure. 

e І the building owner or other party does not have a 
secured interest in the beds, the licensee shall pro- 
vide documentation showing that the building owner 
or other party has been notified of the facility's clo- 
sure. 

(2) Notice shall be in written form addressed to the cer- 
tificate of need program and signed by an authorized repre- 
sentative of the nursing home or other party who has secured 
an interest in the beds. 

(3) The department shall respond within thirty days of 
the notice confirming that the rights to the bed allocation 
have been retained and the date the retained bed right will 
expire, provided no certificate of need is issued to replace the 
beds. The nursing home does not forfeit its right to bank beds 
under this section if the department does not respond within 
the thirty-day time frame, nor does the nursing home obtain 
rights that it otherwise would not have under applicable stat- 
utes or rules if the department does not respond within the 
given time frame. 

(4) Certificate of need review shall be required for any 
party who has reserved the nursing home beds except that the 
need criteria shall be deemed met when the applicant is the 
licensee who has operated the beds for at least one year 
immediately preceding the reservation of the beds, and who 
is replacing the beds in the same planning area. 

[Statutory Authority: Chapter 70.38 RCW. 98-10-053, § 246-310-396, filed 


4/29/98, effective 5/30/98; 96-24-052, $ 246-310-396, filed 11/27/96, effec- 
tive 12/28/96.] 


WAC 246-310-397 Nursing home bed replacement 
notice requirements. In the case of a nursing home licensee 
wanting to replace nursing home beds pursuant to WAC 246- 
310-044, the nursing home shall give notice of intent to 
replace the beds to the department of health. 

Notice of the nursing home licensees intent to replace the 


. nursing home beds shall be given to the department a mini- 


mum of thirty days prior to initiating the replacement 
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project. Such notices shall be signed by the licensee and 
include the following: 

(1) Documentation that the applicant is the existing lic- 
ensee at all affected facilities and has operated the beds at all 
affected facilities for at least one year immediately preceding 
the replacement exemption request fulfilling the notice 
requirements of this section; 

(2) An affidavit from the applicant that the applicant 
intends to be the licensee at all affected facilities at the time 
of project completion. This affidavit shall include a statement 
that the applicant acknowledges the project can not be com- 
pleted if the applicant is not the licensee at the time of project 
completion except as allowed for under the provisions of 
RCW 70.38.115(14); 

(3) In the event the nursing home licensee, as defined by 
WAC 246-310-010, is not the nursing home owner, the lic- 
ensee shall document whether the building owner has a 
secured interest in the beds. 

(a) If the building owner does have a secured interest in 
the beds, the licensee shall provide a written statement, 
signed by the building owner, indicating approval of the bed 
replacement. In the event that the licensee is unable to com- 
plete the replacement project, as referenced in RCW 
70.38.115(14), the building owner shall be permitted to com- 
plete the project. 

(b) If the building owner does not have a secured interest 
in the beds, the licensee shall provide documentation show- 
ing that the building owner has been notified of the proposed 
project. In the event that the licensee is unable to complete 
the replacement project, as referenced in RCW 
70.38.115(14), the building owner shall not be permitted to 
complete the project. 

(4) The number of beds currently licensed at each 
affected facility and the number of licensed beds to be 
replaced at each affected facility; 

(5) Geographic location of both the existing nursing 
home beds and the proposed replacement beds; 

(6) Documentation that the nursing home beds being 
replaced will not be used for nursing home services once the 
replacement beds are licensed; 

(7) A projected timeline for completion of the project; 
and 

(8) Estimated capital expenditure. (This figure will be 
used by department of social and health services as part of the 
rate calculation.) 

[Statutory Authority: Chapter 70.38 RCW. 98-17-099, § 246-310-397, filed 


8/19/98, effective 9/19/98; 96-24-052, § 246-310-397, filed 11/27/96, effec- 
tive 12/28/96.] 


WAC 246-310-410 Swing bed review standards. (1) 
The department shall use the following rules, in addition to 
those under WAC 246-310-380 to interpret the certificate of 
need review criteria contained in WAC 246-310-210, 246- 
310-220, 246-310-230, and 246-310-240 for applications by 
hospitals proposing an increase in the number of designated 
swing beds. 

(2) Swing beds are defined as up to the first five hospital 
beds, so designated by an eligible rural hospital, which are 
available to provide either acute care or long-term care nurs- 
ing services as required. 
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(3) Hospitals proposing swing bed projects shall: 

(a) Be located in geographic areas of the state defined by 
the United States Bureau of the Census as a nonstandardized 
metropolitan statistical area; and 

(b) Have total licensed bed capacity not exceeding one 
hundred. 

(4) Hospitals shall demonstrate ability to meet minimum 
Medicare standards of care for rural hospital swing beds. 
[Statutory Authority: Chapter 70.38 RCW. 96-24-052, § 246-310-410, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 
70.38.919. 92-02-018 (Order 224), § 246-310-410, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-310-410, filed 12/27/90, effective 1/31/91. Statutory 


Authority: RCW 70.38.919. 90-12-072 (Order 063), § 248-19-860, filed 
6/1/90, effective 7/1/90.] 


WAC 246-310-470 Review and action on health . 


maintenance organization projects. (1) Undertakings 
requiring a certificate of need. 

A certificate of need shall be required for any undertak- 
ing which, in accordance with WAC 246-310-020, is subject 
to the provisions of chapter 246-310 WAC, unless an exemp- 
tion has been granted for such undertaking under the provi- 
sions of WAC 246-310-040. 

(2) Required approval. 

The secretary's designee shall issue a certificate of need 
for a proposed project if the certificate of need applicant for 
the proposed project is a health maintenance organization or 
a health care facility controlled (directly or indirectly) by a 
health maintenance organization and the department finds the 
proposed project meets the criteria set forth in WAC 246- 
310-210(5). 

(3) Sale, acquisition, or lease of facilities or equipment 
for which a certificate of need has been issued. 

A health care facility (or portion thereof) for which a cer- 
tificate of need has been issued under the provisions of this 
section shall not be sold or leased and a controlling interest in 
such facility or in a lease of the facility shall not be acquired 
unless an exemption or a certificate of need for such sale, 
lease, or acquisition has been granted by the secretary's des- 
ignee. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, $ 246-310-470, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 
70.38.919. 92-02-018 (Order 224), § 246-310-470, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-310-470, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.38.135. 86-06-030 (Order 2344), 8 248-19-410, filed 
2/28/86; 81-09-012 (Order 210), § 248-19-410, filed 4/9/81, effective 


5/20/81. Statutory Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), 
$ 248-19-410, filed 11/30/79.] 


WAC 246-310-480 Projects proposed for the correc- 
tion of deficiencies. (1) For the purposes of this section, "cor- 
rection of deficiencies" shall mean one or more of the follow- 
ing: 

(a) Eliminating or preventing imminent safety hazards as 
defined by federal, state, or local fire, building, or life safety 
codes or regulations; or 

(b) Complying with state licensing standards; or 

(c) Complying with accreditation or certification stan- 
dards which must be met to receive reimbursement under 
Titles XVIII or XIX of the Social Security Act. 
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(2) An application submitted for a project limited to the 
correction of deficiencies, as defined in subsection (1) of this 
section, shall be approved unless the department finds that: 

(a) The applicant was provided sufficient advanced noti- 
fication of such deficiencies to allow for ongoing correction; 
or 

(b) The project would result in the substantial modifica- 
tion or replacement of an existing health care facility and the 
licensee would not be exempt under WAC 246-310-044. 

(3) An application submitted for the correction of defi- 
ciencies shall be reviewed under the expedited review pro- 
cess, in accordance with WAC 246-310-150, unless it quali- 
fies for emergency review in accordance with WAC 246- 
310-140. 

(4) An application reviewed under the provisions of this 
section shall be approved only to the extent the capital expen- 
diture is needed for the correction of the deficiency. 

(5) If the department finds any portion of the project or 
the project as a whole is not needed for the correction of defi- 
ciencies, such portion or entire project shall be reviewed in 
accordance with WAC 246-310-200, 246-310-210, 246-310- 
220, 246-310-230, and 246-310-240. 

(6) If the department finds a proposed capital expendi- 
ture is needed to correct deficiencies, as defined in subsection 
(1) of this section, the criteria in WAC 246-310-210 shall not 
be applied to the consideration of the project. 

[Statutory Authority; Chapter 70.38 RCW. 96-24-052, $ 246-310-480, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 
70.38.919. 92-02-018 (Order 224), $ 246-310-480, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-310-480, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.38.135. 86-06-030 (Order 2344), § 248-19-415, filed 


2/28/86; 81-09-012 (Order 210), § 248-19-415, filed 4/9/81, effective 
5/20/81.] 


WAC 246-310-490 Written findings and actions on 
certificate of need applications. (1) Written findings. 

(a) The findings of the department's review of a certifi- 
cate of need application shall be stated in writing and include 
the basis for the decision of the secretary's designee as to 
whether a certificate of need is to be issued or denied for the 
proposed project. 

(b) In making its findings and taking action on a certifi- 
cate of need application, the department shall use all criteria 
contained in chapter 246-310 WAC applicable to the pro- 
posed project. 

(i) The written findings shall identify any criterion the 
department has decided is not applicable to the particular 
project and give the reason for such decision. 

(1) The secretary's designee may deny a certificate of 
need if the applicant has not provided the information which 
is necessary to a determination that the project meets all 
applicable criteria and which the department has prescribed 
and published as necessary to a certificate of need review of 
the type proposed: Provided however, That the department 
has requested such information in a screening letter sent in 
accordance with WAC 246-310-090 (1)(c). 

(c) The department shall make written findings on the 
extent to which the project meets the criteria set forth in 
WAC 246-310-210 (1) and (2) when the secretary's designee 


issues a certificate of need directly related to the provision of 
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health services, or beds: Provided however, That no such 
written finding shall be necessary for projects for the correc- 
tion of deficiencies of the types described in WAC 246-310- 
480 and for projects proposed by or on behalf of a health 
maintenance organization or a health care facility controlled, 
directly or indirectly, by a health maintenance organization. 

(d) When, as a part of concurrent review proceedings, 
the secretary's designee makes a decision to approve an 
application or applications and to disapprove other compet- 
ing applications, he or she shall provide a specific written 
statement of reasons for determining the approved applica- 
tion or applications to be superior. 

(2) Separability of application and action. 

When a certificate of need application is for multiple 
services or multiple components or the proposed project is to 
be multiphased, the secretary's designee may take individual 
and different action on separable portions of the proposed 
project. 

(3) Conditional certificate of need. 

(a) The secretary's designee in making his or her decision 
on a certificate of need application may decide to issue a con- 
ditional certificate of need if the department finds the project 
is justified only under specific circumstances: Provided 
however, That conditions shall relate directly to the project 
being reviewed and to review criteria. 

(b) When the department finds a project for which a cer- 
tificate of need is to be issued does not satisfy the review cri- 
teria set forth in WAC 246-310-210 (1) and (2), the secre- 
tary's designee may impose a condition or conditions that the 
applicant take affirmative steps so as to satisfy those review 
criteria. In evaluating the accessibility of the project, the cur- 
rent accessibility of the facility as a whole shall be taken into 
consideration. 

(c) The conditions attached to a certificate of need may 
be released by the secretary's designee upon the request of 
the health care facility or health maintenance organization 
for which the certificate of need was issued. 

(i) The request must include information needed by the 
department demonstrating the conditions are no longer valid 
and the release of such conditions would be consistent with 
the purpose of chapter 70.38 RCW. 

(ii) A request for the removal of a condition must be 
submitted in accordance with WAC 246-310-090 and will be 
reviewed in accordance with the regular or expedited review 
procedures described in WAC 246-310-160 or 246-310-150. 

(4) Distribution of written findings and statement of 
decision. 

(a) A copy of the departments written findings and 
statement of the decision of the secretary's designee on a cer- 
tificate of need application shall be sent to: 

(i) The person submitting the certificate of need applica- 
tion; 

(ii) In the case of a project proposed by a health mainte- 
nance organization, the appropriate regional office of the 
United States Department of Health and Human Services; 
and 

(iii) When the secretary's designee issues a certificate of 
need for a project which does not satisfy the review criteria 
set forth in WAC 246-310-210 (1) and (2), the appropriate 
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regional office of the Department of Health and Human Ser- 
vices. 

(b) The written findings and statement of the decision of 

the secretary's designee on a certificate of need application 
shall be available to others requesting the certificate of need 
unit to provide access to a copy of such findings and state- 
ment. ; 
[Statutory Authority: Chapter 70.38 RCW. 96-24-052, 8 246-310-490, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 
70.38.919, 92-02-018 (Order 224), $ 246-310-490, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-310-490, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.38.135. 86-06-030 (Order 2344), 8 248-19-420, filed 
2/28/86; 81-09-012 (Order 210), $ 248-19-420, filed 4/9/81, effective 
5/20/81. Statutory Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), 
$ 248-19-420, filed 11/30/79.] 


WAC 246-310-500 Issuance, suspension, denial, 
revocation, and transfer of a certificate of need. (1) The 
secretary's designee shall issue a certificate of need to the 
applicant. 

(a) The secretary's designee shall issue a certificate of 
need for: 

(i) The proposed project, or 

(ii) A separable portion of the proposed project. 

(b) When the certificate of need is issued for a separable 
portion of the proposed project, the secretary's designee shall 
provide written notice to the applicant stating the reasons for 
the department's action. 

(c) The secretary's designee shall issue a certificate of 
need only when the department finds that the project or the 
separable portion of the proposed project is consistent with 
the applicable criteria contained in chapter 246-310 WAC. 

(d) In issuing a certificate of need, the secretary's desig- 
nee shall: 

(i) Specify the maximum capital expenditure which may 
be obligated under the certificate, and 

(ii) Prescribe the cost components to be included in 
determining the capital expenditure which may be obligated 
under such certificate. 

(2) The secretary's designee may issue a conditional cer- 
tificate of need for a proposed project or a separable portion 
of the proposed project. 

(a) The conditions attached to a certificate of need must 
directly relate to the project being reviewed. 

(b) The conditions must directly relate to criteria con- 
tained in chapter 246-310 WAC. 

(3) The department shall apply the following provisions 
when suspending a certificate of need. 

(a) The secretary's designee may suspend a certificate of 
need for cause which shall include, but not be limited to: 

(i) Suspicion of fraud, 

(ii) Misrepresentation, 

(iii) False statements, 

(iv) Misleading statements, 

(v) Evasion or suppression of material fact in the appli- 
cation for a certificate of need or any of its supporting mate- 
rials. 

(b) The secretary's designee shall issue an order which 
states the reason for any suspension of a certificate of need to 
the person to whom the certificate of need had been issued. 
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(c) A suspension of a certificate of need shall not exceed 
one hundred twenty calendar days. 

(i) Prior to the expiration of the suspension the depart- 
ment shall: 

(A) Review the facts and circumstances relevant to the 
suspension; 

(B) Reinstate, amend, or revoke the certificate of need; 
and, 

Gi) Send written notice of its decision on a suspended 
certificate of need to the person to whom the certificate of 
need had been issued. 

(4) The secretary's designee shall send written notifica- 
tion of denial of a certificate of need to the applicant submit- 
ting the certificate of need application stating the reasons for 
the denial. 

(5) When a proposed project or separable portion of the 
proposed project is denied a certificate of need, the depart- 
ment shall not accept another certificate of need application 
for the same project or separable portion unless the depart- 
ment determines: 

(a) There is a substantial change in existing or proposed 
health facilities or services in the area to be served by the 
project; or 

(b) There is a substantial change in the need for the facil- 
ities or services of the type proposed in the area to be served 
by the project; or 

(c) One year has lapsed since the submission of the 
application for the certificate of need subject to regular 
review which was denied or the next scheduled concurrent 
review cycle permits the submission of applications. 

(6) The department shall apply the following provisions 
in the revocation of a certificate of need. 

(a) The secretary's designee may revoke a certificate of 
need for cause which shall include the following: 

(i) Fraud, 

(ii) Misrepresentation, 

(iii) False statements, 

(iv) Misleading statements, and 

(v) Evasion or suppression of material facts in the appli- 
cation of a certificate of need, or in any of its supporting 
materials. 

(b) When the secretary's designee revokes a certificate of 
need, the secretary's designee shall provide written notice of 
revocation to the person to whom the certificate of need was 
issued, including a statement of the reasons for such revoca- 
tion. 

(7) The department shall apply the following procedures 
in transferring or assigning a certificate of need. 

(a) The department shall consider a request to transfer or 
assign a certificate of need valid only when: 

(i) The person to whom the certificate of need was origi- 
nally issued, or personal representative, where the holder is 
deceased, submits to the department a written request that the 
certificate of need be transferred to another person and gives 
the full name and complete address of the other person; and 

(ii) The person to whom the current holder of the certifi- 
cate of need wishes to transfer the certificate sends an appli- 
cation for such transfer on a form and in such a manner as 
prescribed and published by the department. 
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(b) The department shall review applications for transfer 
or assignment of a certificate of need according to the: 

(i) Expedited review procedures in WAC 246-310-150; 
or 

(ii) Regular review procedures in WAC 246-310-160. 

(c) The secretary's designee shall base his or her decision 
to approve or deny an application to transfer or assign a cer- 
tificate of need on: 

(i) The demonstrated ability of the person wishing to 
acquire the certificate of need to undertake, complete, and 
operate the project in accordance with the following review 
criteria: 

(A) WAC 246-310-220 (1) and (3), and 

(B) WAC 246-310-230 (1), (3), and (5). 

(ii) The continuing conformance of the project with all 
other applicable review criteria. 

(d) When the person submitting an application to transfer 
or assign a certificate of need proposes to modify the project 
description or the maximum capital expenditure, the depart- 
ment shall inform in writing such person that a new or 
amended certificate of need is required. 

(e) When the department denies an application for trans- 
fer or assignment of a certificate of need, the department shall 
inform in writing the person who submitted the application of 
the reasons for such denial. 

(f) The department shall not transfer or assign any certif- 
icate of need issued after February 1, 1988, except when: 

(i) Prior to completion of the project, death or divorce of 
one or more persons holding a certificate renders it impossi- 
ble or impractical to complete the project in the absence of a 
transfer or assignment; or 

Gi) After commencement, a substantial portion of the 
project has been completed by the original holder of the cer- 
tificate. 

(g) The department shall not transfer or assign a certifi- 
cate of need under subsections (7)(f)(i) and (ii) of this section 
when the authorized project is to be relocated. 

(h) When the department transfers a certificate of need 
for a project which has not been commenced, the transferred 
certificate of need shall have a validity period of two years 
from the date of issue with the provision for one six-month 
extension if the holder can demonstrate to the satisfaction of 
the secretary's designee that substantial and continuing 
progress towards commencement has been made. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, § 246-310-500, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135. 91-05- 
093 (Order 143), § 246-310-500, filed 2/20/91, effective 3/23/91, Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
310-500, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.38.115. 89-02-040 (Order 2745), $ 248-19-440, filed 12/30/88. Statutory 
Authority: RCW 70.38.135. 86-06-030 (Order 2344), 8 248-19-440, filed 
2/28/86; 81-09-012 (Order 210), 8 248-19-440, filed 4/9/81, effective 


5/20/81. Statutory Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), 
$ 248-19-440, filed 11/30/79.] 


WAC 246-310-560 Provision for reconsideration 
decision. (1) Any interested or affected person may, for good 
cause shown, request a public hearing for the purpose of 
reconsideration of the decision of the secretary's designee on 
acertificate of need application or withdrawal of a certificate 
of need.! 
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(2) The department shall conduct a reconsideration hear- 
ing if it finds the request is in accord with the following 
requirements: : 

(a) The request for a reconsideration hearing shall be 
written, be received by the department within twenty-eight 
days of the department's decision on the certificate of need 
application or withdrawal of the certificate of need, state in 
detail the grounds which the person requesting the hearing 
believes to show good cause, and be signed by the person 
making the request. 

(b) Grounds which the department may deem to show 
good cause for a reconsideration hearing shall include but 
not be limited to the following: 

(1) Significant relevant information not previously con- 
sidered by the department which, with reasonable diligence, 
could not have been presented before the department made its 
decision; 

(i1) Information on significant changes in factors or cir- 
cumstances relied upon by the department in making its find- 
ings and decision; or 

(iii) Evidence the department materially failed to follow 
adopted procedures in reaching a decision. 

(3) Scheduling of a reconsideration hearing shall occur 
within thirty days after receipt of an approved request for a 
hearing. 

(4) Notification of a public reconsideration hearing on a 
certificate of need application or withdrawal of a certificate 
of need shall be sent prior to the date of such hearing by the 
department to the following: 

(a) The person requesting the reconsideration hearing; 

(b) The person submitting the certificate of need appli- 
cation which is under reconsideration or the holder of the 
certificate of need; 

(c) Health care facilities and health maintenance organ- 
izations located in the health service area where the project is 
proposed to be located providing services similar to the ser- 
vices under review; 

(d) In the case of a concurrent review, other applicants 
competing as described in WAC 246-310-080; and to 

(e) Other persons requesting the department to send them 
such notification. 

(5) The department shall, within forty-five days after the 
conclusion of a reconsideration hearing, make written find- 
ings stating the basis of the decision made after such hearing. 

(6) The secretary's designee may, upon the basis of the 
department's findings on a reconsideration hearing, issue or 
reissue, amend, revoke, or withdraw a certificate of need or 
impose or modify conditions on a certificate of need for the 
project about which the reconsideration hearing was con- 
ducted. 

(7) An applicant requesting a reconsideration hearing 
under the provisions of this section does not forfeit his or her 
rights to an adjudicative appeal under the provisions of WAC 
246-310-610. 


Note: 'No fee will be charged for a reconsideration hearing. 


[Statutory Authority: Chapter 70.38 RCW. 98-10-053, § 246-310-560, filed 
4/29/98, effective 5/30/98; 96-24-052, $ 246-310-560, filed 11/27/96, effec- 
tive 12/28/96. Statutory Authority: RCW 70.38.135 and 70.38.919. 92-02- 
018 (Order 224), § 246-310-560, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
310-560, filed 12/27/90, effective 1/31/91. Statutory Authority; RCW 
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70.38.135. 86-06-030 (Order 2344), § 248-19-430, filed 2/28/86; 81-09-012 
(Order 210), 8 248-19-430, filed 4/9/81, effective 5/20/81. Statutory 
Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), 8 248-19-430, filed 
11/30/79.] 


WAC 246-310-570 Circumstances for which an 
amended certificate of need is required. (1) An amended 
certificate of need shall be required for any of the following 
modifications of a project for which a certificate of need was 
issued and has been submitted in accordance with subsection 
(2) of this section: 

(a) An addition of a new service; 

(b) An expansion of a service beyond that which was 
included in the certificate of need application on which the 
issuance of the certificate of need was based; 

(c) An increase in the inpatient bed capacity; 

(d) The modification or release of a condition placed on 
a certificate of need; 

(e) A significant reduction in the scope of a project for 
which a certificate of need has been issued without a com- 
mensurate reduction in the cost of the project, or the project 
cost increases (as represented in bids on a construction 
project or final cost estimate or estimates acceptable to the 
person to whom the certificate of need was issued) when the 
total of such increases exceeds twelve percent or fifty thou- 
sand dollars, whichever is greater, over the maximum capital 
expenditure specified by the secretary's designee in issuing 
the certificate of need: Provided however, That the review of 
such reductions or cost increases shall be restricted to the 
continued conformance of the project with the criteria con- 
tained in WAC 246-310-220 and 246-310-240; or 

(f) A change in the approved site. 

(2) An application to amend a certificate of need shall be 
submitted and the certificate of need will be issued or denied 
prior to project completion except for projects involving con- 
struction. For projects involving construction, an amendment 
application may be submitted up to ninety days after project 
completion provided the applicant meets the following eligi- 
bility requirements: 

(a) Eligibility requirements for a ninety-day extension to 
submit an application to amend a certificate of need. 

(i) The applicant has submitted quarterly reports and 
updated the capital expenditures as required in WAC 246- 
310-590; 

(ii) The quarterly progress reports identified that the 
actual construction costs had exceeded twelve percent or fifty 
thousand dollars (whichever is greater) of the approved capi- 
tal expenditure; and 

(iii) The department did not notify the applicant in writ- 
ing that an amended certificate of need was needed. 

(b) In the event the applicant has submitted quarterly 
progress reports as identified in (a)(i) of this subsection and 
the reports did not reflect that the actual construction costs 
had exceeded the approved capital expenditure, the applicant 
would only be eligible for a ninety-day extension if the appli- 
cant can document: 

(i) All costs in excess of twelve percent or fifty thousand 
dollars (whichever is greater) of the approved capital expen- 
diture were totally unforeseen as documented by a signed 
affidavit from the contractor; and 
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(ii) That all the excess costs were incurred after the sub- 
mission of the last quarterly progress report preceding the 
projects' completion. 

(3) An application for an amended certificate of need 
shall be submitted in accordance with the provisions of WAC 
246-310-090. 

(4) An application for an amended certificate of need 
may be reviewed under the expedited review process set forth 
in WAC 246-310-150. 

(5) The department shall provide a written determination 
as to the requirement for an amended certificate of need 
within twenty-one days after receipt of a request for such 
determination. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, $ 246-310-570, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 
70.38.919. 92-02-018 (Order 224), $ 246-310-570, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as $ 246-310-570, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.38.135. 86-06-030 (Order 2344), 8 248-19-450, filed 
2/28/86; 81-09-012 (Order 210), $ 248-19-450, filed 4/9/81, effective 


5/20/81. Statutory Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), 
8 248-19-450, filed 11/30/79.] 


WAC 246-310-580 Validity and extensions. (1) A cer- 
tificate of need shall be valid for two years: Provided, That 
one six-month extension may be made if the certificate 
holder can demonstrate that substantial and continuing 
progress toward commencement of the project has been 
made. 

(2) In the case of a project involving construction, sub- 
stantial and continuing progress shall include one of the fol- 
lowing: 

(a) When review and approval by the department of the 
final plans for construction is required, the submission of 
working drawings; 

(b) When plan approval is not required by the depart- 
ment, receipt of copies of the working drawings for construc- 
tion; or 

(c) In the event working drawings have not been submit- 
ted, the applicant must demonstrate that he or she has made 
continuous progress toward commencement of the project. 

(3) A project for which a certificate of need has been 
issued shall be commenced during the validity period for the 
certificate of need. 

(4) Applications for extensions of the validity period of 
certificates of need shall be submitted to the department at 
least one hundred twenty calendar days before the expiration 
of the certificate of need, and shall contain such information 
as may be required by the department to determine the extent 
of progress toward commencement of construction or other 
action necessary to a project. 

(5) An application for an extension of a certificate of 
need submitted less than one hundred twenty calendar days 
before the expiration of the certificate of need shall not be 
reviewed, unless the applicant can demonstrate to the satis- 
faction of the department unforeseen occurrences during the 
last one hundred twenty days of the validity period of the cer- 
tificate of need prevented commencement of construction as 
previously anticipated by the applicant. 

(6) Commencement of the project shall not be under- 
taken after the expiration of the certificate of need unless a 
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new certificate of need application has been reviewed and a 
new certificate of need has been issued by the secretary's des- 
ignee. 

(7)(a) In the case of a request by a nursing home to 
extend its conversion rights to beds banked under the provi- 
sions of RCW 70.38.111(8) for an additional four years, the 
nursing home must meet the following requirements: 

(i) The request shall be made a minimum ninety days 
prior to the end of the four-year validity period of the original 
bed banking request. 

(ii) The nursing home shall demonstrate it has complied 
with the applicable notification requirements under WAC 
246-310-395; 

(iii) The nursing home has and is currently meeting the 
exemption requirements in WAC 246-310-043; and 

(iv) The nursing home has implemented the alternative 
service or services identified in the bed banking request. If 
the service or services have not been implemented, an expla- 
nation of why such services have not been implemented and 
rationale for why the department should grant its extension 
request. 

(b) The department shall notify the nursing home within 


thirty days of the extension request as to whether an exten- 


sion of the nursing home's conversion rights is recognized. 
The nursing home does not forfeit its right to extend its con- 
version rights under this section if the department does not 
respond within this time frame, nor does the nursing home 
obtain rights that it otherwise would not have under applica- 
ble statutes or rules if the department does not respond within 
the time frame. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, $ 246-310-580, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as $ 246-310-580, filed 12/27/90, effective 
1/31/91. Statutory Authority; RCW 70.38.135. 86-06-030 (Order 2344), $ 


248-19-460, filed 2/28/86. Statutory Authority: Chapter 70.38 RCW. 79-12- 
079 (Order 188), $ 248-19-460, filed 11/30/79.] 


WAC 246-310-590 Monitoring of approved projects. 
(1) The department shall monitor the costs and components 
of approved projects to assure conformance with certificates 
of need that have been issued. 

(2) The department shall require periodic progress 
reports from those applicants to whom certificates of need 
have been issued. 

(a) Progress reports shall be required quarterly. 

(b) Progress reports shall be submitted in the form and 
manner prescribed and published by the department. 

.(3) Information required on approved projects may 
include: 

(a) Actual project costs; 

(b) Changes in the project; 

(c) Financing arrangements, different than approved 
under the certificate of need; 

(d) Project commencement date; 

(e) Progress toward completion of construction; and 

(£ Project completion date. 

(4) The information required on approved projects may 
vary according to the nature of the projects. 

(5) Progress reports on a project for which a particular 
certificate of need has been issued shall terminate when the 
project has been completed and the department finds it has 
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received all the information necessary to determine the 
project has been completed in accordance with the certificate 
of need which had been issued and the provisions of chapter 
246-310 WAC. 


[Statutory Authority: Chapter 70.38 RCW. 96-24-052, § 246-310-590, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 
70.38.919. 92-02-018 (Order 224), § 246-310-590, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as § 246-310-590, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.38.135. 86-06-030 (Order 2344), $ 248-19-470, filed 
2/28/86. Statutory Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), 
$ 248-19-470, filed 11/30/79.] 


WAC 246-310-600 Withdrawal of a certificate of 
need. (1) The secretary's designee may withdraw a certificate 
of need if the department determines that the holder of a cer- 
tificate is not meeting the timetable specified in the certificate 
of need application for completing the project and is not mak- 
ing a good-faith effort to meet such timetable. 

(2) In reviewing a proposed withdrawal of a certificate of 
need, the department shall adhere to the provisions of WAC 
246-310-170, 246-310-180, 246-310-190, and 246-310-560. 

(3) The review period for a proposed withdrawal of a 
certificate of need shall not exceed ninety days unless 
extended by the department to allow sufficient time for the 
conduct of a public hearing pursuant to the provisions of 
WAC 246-310-180. Such extension shall not exceed thirty 
days. 

(4) The findings of the department's review of a pro- 
posed withdrawal of a certificate of need shall be stated in 
writing and include the basis for the decision of the secre- 
tary's designee as to whether the certificate of need is to be 
withdrawn for a proposed project. A copy of the department's 
written findings and statement of the decision of the secre- 
tary's designee on the proposed withdrawal of a certificate of 
need shall be sent to: 


(a) The holder of the certificate of need; 

(b) In the case of a project proposed by a health mainte- 
nance organization, the appropriate regional office of the 
United States Department of Health and Human Services. 


(5) The written findings and statement of the decision of 
the secretary's designee on the proposed withdrawal of a cer- 
tificate of need shall be available to others requesting the cer- 
tificate of need unit to provide access to a copy of such find- 
ings and statement. 


(6) When a certificate of need is for multiple services or 
multiple components or the proposed project is to be mul- 
tiphased, the secretary's designee may take individual and 
different action regarding withdrawal of the certificate of 
need on separable portions of the certificate of need. 


[Statutory Authority: Chapter 70.38 RCW. 96-24-052, § 246-310-600, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 
70.38.919. 92-02-018 (Order 224), $ 246-310-600, filed 12/23/91, effective 
1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), 
recodified as 8 246-310-600, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.38.135. 86-06-030 (Order 2344), $ 248-19-475, filed 
2/28/86; 81-09-012 (Order 210), § 248-19-475, filed 4/9/81, effective 
5/20/81.] 


WAC 246-310-610 Adjudicative proceeding. (1) An 
applicant denied a certificate of need or a certificate holder 
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whose certificate was suspended or revoked has the right to 
an adjudicative proceeding. 

(2) A certificate applicant or holder contesting a depart- 
ment certificate decision shall within twenty-eight days of 
receipt of the department's decision or reconsidered decision: 

(a) File a written application for an adjudicative pro- 
ceeding by a method showing proof of receipt with the Adju- 
dicative Clerk Office, Department of Health, 2413 Pacific 
Avenue, P.O. Box 47879, Olympia, WA 98504-7879; and 

(b) Include in or with the application: 

(1) A specific statement of the issue or issues and law 
involved; 

(ii) The grounds for contesting the department decision; 
and 

(iii) A copy of the contested department decision. 

(3) The proceeding is governed by the Administrative 
Procedure Act (chapter 34.05 RCW), this chapter, and chap- 
ter 246-08 WAC. If a provision in this chapter conflicts with 
chapter 246-08 WAC, the provision in this chapter governs. 

(4) Any health care facility or health maintenance orga- 
nization that: 

(a) Provides services similar to the services provided by 
the applicant and under review pursuant to this subsection; 

(b) Is located within the applicant's health service area; 
and 

(c) Testified or submitted evidence at a public hearing 
held pursuant to RCW 70.38.115(9), shall be provided an 
opportunity to present oral or written testimony and argu- 
ment in a proceeding under RCW 70.38.115 (10)(a) pro- 
vided that the health care facility or health maintenance orga- 
nization had, in writing, requested to be informed of the 
department's decision. If the department desires to settle with 
the applicant prior to the conclusion of the adjudicative pro- 
ceeding, the department shall so inform the health care facil- 
ity or health maintenance organization and afford them the 
opportunity to comment, in advance, on the proposed settle- 
ment, 

[Statutory Authority: Chapter 70.38 RCW. 98-10-053, § 246-310-610, filed 
4/29/98, effective 5/30/98; 96-24-052, § 246-310-610, filed 11/27/96, effec- 
tive 12/28/96. Statutory Authority: RCW 70.38.135 and 70.38.919. 92-02- 
018 (Order 224), § 246-310-610, filed 12/23/91, effective 1/23/92. Statutory 
Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as § 246- 
310-610, filed 12/27/90, effective 1/31/91. Statutory Authority: Chapter 
34.05 RCW, RCW 34.05.220 (1)(a), 70.38.135 and 1989 Ist ex.s. c 9 $ 607. 
90-06-019 (Order 039), § 248-19-480, filed 2/28/90, effective 3/1/90. Statu- 
tory Authority: RCW 70.38.135. 86-06-030 (Order 2344), $ 248-19-480, 
filed 2/28/86; 82-19-055 (Order 244), 8 248-19-480, filed 9/15/82; 81-09- 
012 (Order 210), 8 248-19-480, filed 4/9/81, effective 5/20/81. Statutory 


Authority: Chapter 70.38 RCW. 79-12-079 (Order 188), $ 248-19-480, filed 
11/30/79.] 


WAC 246-310-900 Capital expenditure minimum 
adjustment procedures. These rules and regulations are 
adopted pursuant to RCW 70.38.025 (6) and (12) for the pur- 
pose of establishing the index to be used and procedures for 
making adjustments to the "expenditure minimum" for capi- 
tal expenditures which are subject to the requirements of the 
certificate of need program established under the provisions 
of chapter 70.38 RCW. 

(1) Index to be used. For the purposes of the certificate of 
need program, the United States Department of Commerce 
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Composite Construction Cost Index shall be used in the 
annual adjustments of the following: 

The "expenditure minimum" as this term is defined in 
RCW 70.38.025 and WAC 246-310-010. 

(2) Procedure for adjustment. 

(a) On or before the first day of each January, the depart- 
ment shall adjust and publish the adjusted expenditure mini- 
mum for capital expenditures. Such adjusted minimums shall 
be in effect during the entire calendar year for which they are 
established. 

(b) The adjustments in the minimums shall be based on 
the changes which occurred in the Department of Commerce 
Composite Construction Cost Index during the twelve month 
period ending the preceding October. 

(c) The adjusted minimums shall be published by the 
department by public notice in one or more newspapers of 
general circulation within the state and through a written 
notice sent to each health care facility subject to the require- 
ments of the certificate of need program, and each state-wide 
organization of such health care facilities. 

[Statutory Authority: Chapter 70.38 RCW. 96-24-052, $ 246-310-900, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135 and 


70.38.919, 92-02-018 (Order 224), § 246-310-900, filed 12/23/91, effective 
1/23/92.] 


WAC 246-310-990 Certificate of need review fees. (1) 
An application for a certificate of need under chapter 246- 
310 WAC shall include payment of a fee consisting of the 
following: 

(a) À nonrefundable application processing fee in the 
amount of seven hundred fifty dollars; 

(b) A review fee based on the project description and the 
total capital expenditure. 


Project Description Capital Expenditure Range Review Fee 
Additional 0 - $100,000 $ 4,300 
kidney disease 100,001 - 250,000 5,700 
treatment center stations 250,001 or more 7,600 
Administrative or 0 - 250,000 5,400 
emergency review 250,001 or more 8,100 
Amendment to a certi- 5,000 
ficate of need 
Bed addition of less 0 - 100,000 4,300 
than 10 beds 100,001 - 5,000,000 5,700 
5,000,001 or more 7,600 
Bed addition of 10 0 - 500,000 8,100 
beds or more 500,001 - 5,000,000 11,900 
5,000,001 or more 15,700 
Bed redistribution 0 - 100,000 7,000 
or bed relocation 100,001 - 2,000,000 10,600 
2,000,001 or more 13,200 
Capital expenditure Exp. min. - 5,000,000 7,600 
over the minimum 5,000,001 - 10,000,000 9,600 
expenditure 10,000,001 or more 13,600 
Establishment of a 0 - 2,000,000 10,600 
new hospital, 2,000,001 or more 15,700 


nursing home, 
or continuing care 
retirement community 
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Project Description Capital Expenditure Range Review Fee 

Establishment of a 0 3,700 
new home health agency, 1 - 100,000 5,700 
hospice, ambulatory 100,001 or more 7,600 
surgery facility, or 

kidney disease treat- 

ment center 

Extension of the 150 
certificate of need 

validity period (pro- 

jects involving plans 

review by construc- 

tion review unit) or 

extension of nursing 

home bed banking 

Extension of the cer- 900 
tificate of need 

validity period (other 

projects) 

Replacement of an 1 - 2,000,000 5,400 
existing health 2,000,001 - 5,000,000 8,100 
care facility 5,000,001 or more 9,600 
Sale, purchase, or 1 - 5,000,000 7,600 
lease of part or 5,000,001 or more 11,500 
all of an existing hospital 

Substantial change 0 - 100,000 8,100 
in services, or 100,001 - 2,000,000 10,600 
offering a new 2,000,001 or more 15,700 
tertiary health service 

Transfer of a cer- 2,700 


tificate of need 


(c) A nonrefundable two thousand dollar actuarial 
review fee surcharge for an application sponsored by an 
existing or proposed continuing care retirement community 
(CCRC) as defined in WAC 246-310-130 (3)(b). 

(2) For purposes of subsection (1)(b) of this section, 
"total capital expenditure" means the total project costs to be 
capitalized according to generally accepted accounting prin- 
ciples consistently applied, and includes, but is not limited 
to, the following: 

(a) Legal fees; 

(b) Feasibility studies; 

(c) Site development; 

(d) Soil survey and investigation; 

(e) Consulting fees; 

(f) Interest expenses during construction; 

(g) Temporary relocation; 

(h) Architect and engineering fees; 

(i) Construction, renovation, or alteration; 

(j) Total costs of leases of capital assets; 

(k) Labor; 

(D Materials; 

(m) Equipment; 

(n) Sales taxes; 

(o) Equipment delivery; and 

(p) Equipment installation. 

(3) Where more than one project description under sub- 
section (1)(b) of this section applies to an application, the 
applicant shall use the project description and capital expen- 
diture range with the highest review fee in calculating the 
payment to accompany the application submittal. 
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(4) The applicant shall accompany the submittal of an 
amendment to a certificate of need application with a fee 
consisting of the following: 


(a) A nonrefundable processing fee of five hundred dol- 
lars; 


(b) When the amendment increases the capital expendi- 
ture, or results in a project description with a larger review 
fee, an additional review fee based on the difference between 
the review fee previously paid when the application was sub- 
mitted and the review fee applicable to the greater capital 
expenditure or new project description; and 


(c) When the amendment decreases the capital expendi- 
ture, or results in a project description with a smaller review 
fee, the department shall refund to the applicant the differ- 
ence between the review fee previously paid when the appli- 
cation was submitted and the review fee applicable to the 
smaller capital expenditure or new project description. 


(5) When an application for a certificate of need is 
returned by the department in accordance with the provisions 
of WAC 246-310-090 (2)(b) or (e), the department shall 
refund all review fees paid. 


(6) When an applicant submits a written request to with- 
draw an application before the beginning of review, the 
department shall refund any review fees paid by the appli- 
cant. 


(7) When an applicant submits a written request to with- 
draw an application after the beginning of review, but before 
the beginning of the ex parte period as determined by the 
department consistent with W AC 246-310-190, the depart- 
ment shall refund one-half of all review fees paid. 


(8) When an applicant submits a written request to with- 
draw an application after the beginning of the ex parte period 
as determined by the department consistent with W AC 246- 
310-190, the department shall not refund any of the review 
fees paid. 


(9) Other certificate of need program fees are: 


(a) À nonrefundable two hundred fifty dollar processing 
fee for each request for an exemption from certificate of need 
review submitted under the provisions of WAC 246-310- 
040, 246-310-041, 246-310-042, 246-310-043; and 


(b) À nonrefundable two hundred fifty dollar processing 
fee for each request for an exemption from certificate of need 
review submitted under the provisions of RCW 70.38.105 
(4)(d). 


[Statutory Authority: Chapter 70.38 RCW. 96-24-052, $ 246-310-990, filed 
11/27/96, effective 12/28/96. Statutory Authority: RCW 70.38.135, 
43.70.250 and 70.38.919. 92-02-018 (Order 224), $ 246-310-990, filed 
12/23/91, effective 1/23/92, Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as § 246-310-990, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.38 RCW. 90-15-001 (Order 070), 
$ 440-44-030, filed 7/6/90, effective 8/6/90. Statutory Authority: RCW 
43.204.055. 89-21-042 (Order 2), $ 440-44-030, filed 10/13/89, effective 
11/13/89; 87-16-084 (Order 2519), § 440-44-030, filed 8/5/87; 87-12-049 
(Order 2494), $ 440-44-030, filed 6/1/87; 84-13-006 (Order 2109), $ 440- 
44-030, filed 6/7/84; 83-21-015 (Order 2037), § 440-44-030, filed 10/6/83. 
Statutory Authority: 1982 c 201. 82-13-011 (Order 1825), 8 440-44-030, 
filed 6/4/82.] 
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hospital district). 


246-312-990 Fees. 


246-312-200 


PARTI-GENERAL PROVISIONS 


WAC 246-312-010 Purpose. The purpose of this chap- 
ter is to implement chapter 332, Laws of 1997, the nonprofit 
hospital sales review program. The legislature has deter- 
mined that the state has an interest to assure the continued 
existence of accessible, affordable health care facilities. To 
achieve this goal the department of health is responsible for 
reviewing and approving the acquisition of nonprofit hospi- 
tals by for-profit entities. The department may approve an 
acquisition of a nonprofit hospital only if it determines that 
the nonprofit hospital has taken appropriate steps to safe- 
guard charitable assets and any proceeds of the acquisition 
are used for appropriate charitable health and health care pur- 
poses. 


[Statutory Authority: 1997 c 332 8 14. 97-21-052, $ 246-312-010, filed 
10/13/97, effective 11/13/97.] 


WAC 246-312-020 Definitions. "Acquisition of a non- 
profit hospital" means an acquisition by a person of an inter- 
est in a nonprofit hospital, whether by a purchase, merger, 
lease, gift, joint venture, or otherwise, that results in a change 
of ownership or control of twenty percent or more of the 
assets of the hospital, or that results in the acquiring person 
holding or controlling fifty percent or more of the assets of 
the hospital. 

This type of acquisition does not include a transaction 
where the acquiring person: 


° Is a nonprofit corporation having a substantially 
similar charitable health care purpose as the non- 
profit corporation from whom the hospital is being 
acquired, or is a government entity; 

°  [sexempt from federal income tax under section 501 
(c)(3) of the Internal Revenue Code or as a govern- 
ment entity; and 

° МШ maintain representation from the affected com- 
munity on the local board of the hospital. 
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"Acquisition of a hospital owned by a public hospital 
district" means an acquisition by a person of any interest in 
that hospital, whether by a purchase, merger, lease, or other- 
wise, that results in a change of ownership or control of 
twenty percent or more of the assets of a hospital currently 
licensed and operating under RCW 70.41.090. 

Acquisition of a public hospital district hospital does not 
include a transaction where the other party or parties are: 


* Nonprofit corporations having a substantially simi- 
lar charitable health care purpose; 

° Organizations exempt from federal income tax 
under section 501 (c)(3) of the Internal Revenue 
Code; or 

° Governmental entities. 


This type of acquisition also does not include a transac- 
tion where the other party: 


e [сап organization that is a limited liability corpora- 
tion, a partnership, or any other legal entity and the 
members, partners, or otherwise designated con- 
trolling parties of the organization are all nonprofit 
corporations having a charitable health care pur- 
pose; 

° Are organizations exempt from federal income tax 
under section 501 (c)(3) of the Internal Revenue 
Code; or 

° Are governmental entities. 


"Agreement" means a contract, arrangement, or under- 
standing, whether formal or informal, oral or written. 

"Applicant" means the acquiring party. 

"Attorney general" means the Washington state attorney 
general. 

"Department" means the Washington state department of 
health. 

"Document" means all computer files and any written, 
recorded, or graphic material of every kind, that is in а per- 
son's possession, custody, or control, regardless of the form 
of the media in which it is preserved or by whom it was pre- 
pared. It includes electronic correspondence and drafts of 
documents, copies of documents that are not identical dupli- 
cates of the originals, and copies of documents the originals 
of which are not in one's possession, custody or control. 

"Hospital" means any entity that is: Defined as a hospi- 
tal in RCW 70.41.020 and is required to obtain a license 
under RCW 70.41.090; or a psychiatric hospital required to 
obtain a license under chapter 71.12 RCW. 

"Identify" means to provide a statement of: In the case 
of a person other than a natural person, the names, address 
(including ZIP code) of the principal place of business, tele- 
phone number, and name of chief executive officer; in the 
case of a natural person, his or her name, business address 
(including ZIP code) and business telephone number, 
employer and title or position; in the case of a document, the 
title of the document, the author, the title or position of the 
addressee, the type of document, the date it was prepared, the 
number of pages it comprises, and, if applicable, its produc- 
tion number; in the case of a communication, the date of the 
communication, the type of communication (telephone con- 
versation, number etc.), the place where the communication 
took place, the identity of the person who made the commu- 
nication, the identity of each person who received the com- 
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munication and each person present when it was made, and 
the subject matter discussed. 

"Nonprofit hospital" means a hospital owned by a non- 
profit corporation organized under Title 24 RCW. 

"Person" means an individual, a trust or estate, a partner- 
ship, a corporation including associations, limited liability 
companies, joint stock companies, and insurance companies. 

"Plans" means tentative and preliminary proposals, rec- 
ommendations, or considerations, whether or not finalized or 
authorized, as well as those that have been adopted. 

"Relating to" means in whole or in part, constituting, 
containing, concerning, embodying, reflecting, describing, 
analyzing, identifying, stating, referring or dealing with, or in 
any way pertaining to. 

(Statutory Authority: Chapter 70.45 RCW and RCW 70.44.007. 98-14-056, 
$ 246-312-020, filed 6/26/98, effective 7/27/98.] 


PART II - APPLICATION REQUIREMENTS 


WAC 246-312-030 Application information. (1) 
Acquiring persons may obtain an application from the 
department. 

(2) An application is determined to be complete when 
the acquiring person submits a completed application, the 
documents required in WAC 246-312-040 and required 
fee(s). 

(3) The department may subpoena additional informa- 
tion or witnesses, require and administer oaths, require 
sworn statements, take depositions, and use related discov- 
ery procedures at any time prior to making a decision on the 
application. 

(4) The application and supporting documents are sub- 
ject to the Public Disclosure Act and any exemptions (chap- 
ter 42.17 RCW). 


[Statutory Authority: Chapter 70.45 RCW and RCW 70.44.007. 98-14-056, 
$ 246-312-030, filed 6/26/98, effective 7/27/98.] 


WAC 246-312-035 Amendments to the application. 
The applicant may submit amendments to its application at 
any time. Timelines will begin again from the application 
stage of the review process. À processing and review fee is 
required for each amendment. 


[Statutory Authority: Chapter 70.45 RCW and RCW 70.44.007. 98-14-056, 
8 246-312-035, filed 6/26/98, effective 7/27/98.] 


WAC 246-312-040 Documents required. (1) The 
acquiring person shall submit as part of the application for 
approval three copies of the required documents to the 
Department of Health, Office of Health Systems Develop- 
ment, P.O. Box 47851, Olympia, Washington 98504-7851 
and one copy to the Attorney General's Office, Antitrust Sec- 
tion, 900 4th Avenue, Suite 2000, Seattle, Washington 
98164-1012. The official date of receipt shall be the date the 
application is received at the department of health. 

(2) Each document submitted shall identify which 
request the document is responsive to, using the list below. 
If the requested document does not exist the acquiring party 
shall note "does not exist" on a page for that document. 

(3) The acquiring party shall submit, or, as appropriate, 
obtain from the nonprofit hospital and then submit: 
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(a) The articles of incorporation of the nonprofit hospi- 
tal, including all amendments thereto from inception to the 
present. 

(b) The bylaws of the nonprofit hospital, including all 
amendments thereto from inception to the present. 

(c) All documents reflecting the terms and conditions of 
any restricted gifts or bequests to the nonprofit hospital in 
excess of ten thousand dollars. 

(d) A list identifying all trustees, officers and directors 
of the nonprofit hospital who have served at any time during 
the seven years prior to the application. 

(e) A list identifying each and every officer, trustee or 
director of the nonprofit hospital (or any immediate family 
member of such persons) or any affiliate of the nonprofit who 
has any personal financial interest (other than salary and 
directors/trustees' fees) in any company, firm, partnership, or 
other business entity that is currently doing business, or has 
previously done business, with the nonprofit hospital or any 
affiliate of the nonprofit hospital or the acquiring person or 
any affiliate of the acquiring person. 

(f) A statement summarizing the procedure which the 
nonprofit hospital's board of directors used to evaluate the 
proposed acquisition. 

(g) All documents reflecting a decision by the board of 
directors of the nonprofit hospital to delegate to any commit- 
tee, or group smaller than the entire board, the responsibility 
for reviewing or considering any potential change of owner- 
ship or control of the nonprofit's assets. 

(h) All documents relating to discussions, deliberations 
or consideration by the nonprofit hospital's board of directors 
or any committee or individual members thereof of any pos- 
sible change of ownership or control of the hospital's assets 
including the proposed acquisition and specific alternatives 
to the proposed acquisition. 

(i) An affidavit from each member of the board of direc- 
tors of the nonprofit hospital which contains a statement that 
the individual has no conflict of interest in the proposed 
acquisition or otherwise shall disclose any and all actual or 
potential individual conflicts of interest. 

G) Copies of the two most recent "community needs 
assessment" or similar evaluations or assessments prepared 
by or for the nonprofit hospital. Identify all individuals or 
entities which assisted or contributed to any such evaluations 
or assessments. 

(Ю All documents relating to communications between 
the nonprofit hospital and any consultants retained to assist 
in the process of considering or deciding whether to enter 
into the proposed acquisition including any valuation of the 
assets involved in the proposed acquisition, retention letters 
or contracts, and any and all materials relied upon to support 
any conclusions as to valuation. 

(D All documents relating to any relationship between 
the nonprofit hospital and valuation consultant. 

(m) The financial апі economic analysis and report from 
an independent consultant relating to the proposed acquisi- 
tion and the supporting documents which form the basis for 
this report, and any other documentation reflecting valuation 
determinations of any of the nonprofit hospital's assets that 
are subject to the proposed acquisition. 
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(n) Copies of all requests for proposal sent to any poten- 
tial acquiring person and all responses received thereto by 
the nonprofit hospital. 

(o) All documents relating to the reasons why any poten- 
tial acquiring person was excluded by the nonprofit hospital 
from further consideration as a potential acquiring person of 
the assets involved in the proposed acquisition. 

(p) All documents reflecting the deliberative process 
used by the nonprofit hospital in selecting the acquiring per- 
son. 

(q) Copies of each proposal received by the nonprofit 
hospital and documents which reflect any analysis thereof. 
Identify all analysts involved. 

(r) All documents relating to the nonprofit hospital's 
board of directors' evaluation of the option of continuing as 
a nonprofit entity or pursuing the proposed acquisition or 
similar transaction with another nonprofit entity. 

(s) All documents relating to the nonprofit hospital's plan 
for use of any proceeds after close of the proposed acquisition 
together with a statement explaining how the proposed plan 
complies with all applicable charitable trusts that govern use 
of the nonprofit hospital's assets. The plan must include any 
proposed amendments to the nonprofit hospital's articles of 
incorporation and bylaws or any articles of incorporation and 
bylaws of any entity that will control any of the proceeds 
from the proposed transfer. Attach any Internal Revenue 
Service opinions related to the above. 

(0) A statement from the nonprofit hospital's board of 
directors which contains all the reasons for the board's con- 
clusion that the proposed acquisition is necessary or desir- 
able and is appropriate under the circumstances, and which 
contains the board's conclusions regarding the effects which 
the proposed acquisition will likely have on delivery of 
health related services to the community served by each 
facility involved in the proposed acquisition, and the basis 
for this opinion. The statement shall also describe all dis- 
senting viewpoints presented. 

(u) Copies of the prior five annual audited financial 
statements and the most current unaudited financial statement 
for the nonprofit hospital. 

(v) A detailed statement of any actual or contingent lia- 
bilities retained by the nonprofit hospital posttransaction. 

(w) All requests for opinions to the Internal Revenue 
Service for rulings related to the proposed acquisition and 
any Internal Revenue Service responses thereto. 

(x) A pro forma balance sheet for the surviving or suc- 
cessor nonprofit entity posttransaction. 

(y) A statement describing how the survivor or the suc- 
cessor nonprofit entity plans to deal with the right of first 
refusal to repurchase the assets involved in this transaction, 
along with a copy of any proposed contract, agreement or 
understanding regarding the same. 

(z) A detailed statement describing how representatives 
of the community will be involved in the governance of the 
successor nonprofit entity. 

(aa) A statement containing any other information the 
nonprofit hospital believes the attorney general should con- 
sider in deciding whether the proposed acquisition is in the 
public interest. 
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(bb) All proposed written agreements or contracts 
between the nonprofit hospital and the acquiring person 
relating to the proposed acquisition. 

(cc) All documents relating to any personal financial 
benefit that the proposed acquisition may confer on any 
officer, director, trustee, employee, doctor, medical group, 
consultant, or any other entity affiliated with the nonprofit 
hospital or any immediate family member of any such per- 
son. 

(dd) All documents relating to any relationship between 
the acquiring person and valuation consultant. 

(ee) Copies of any proposed contract, agreement or 
understanding relating to the proposed acquisition between 
the acquiring person and any officer, director, trustee, con- 
sultant, or committee member of the nonprofit hospital, or 
consultants thereto, or any other party to the acquisition. 

(ff) A detailed statement and all documents relating to 
the parties' plans to ensure the community's continued access 
to affordable health care posttransaction and plans regarding 
any anticipated reduction or elimination of any health ser- 
vices posttransaction and the availability of alternative ser- 
vices should such elimination or reduction occur. 

(gg) A detailed statement and all documents relating to 
the parties' plans for assuring the continuance of existing 
hospital privileges posttransaction. 

(hh) A detailed statement and all documents relating to 
the parties' plans for ensuring the maintenance of appropriate 
health science research and health care provider education 
posttransaction. 

(ii) A detailed statement and all documents relating the 
parties' plans for ensuring safeguards to avoid conflict of 
interest in posttransaction patient referral. 

Gj) A detailed statement and all documents relating to 
the parties commitment and plans to provide health care to 
the disadvantaged, the uninsured, and the underinsured and 
how benefits to promote improved health in the affected 
community will be provided posttransaction. 

(4) The attorney general and the department of health 
reserve the right to request additional information and docu- 
ments as deemed reasonably necessary to determine compli- 
ance with chapter 70.45 RCW, the Nonprofit Hospital Sales 
Act. 


[Statutory Authority: Chapter 70.45 RCW and RCW 70.44.007. 98-14-056, 
§ 246-312-040, filed 6/26/98, effective 7/27/98 ] 


PART III - REVIEW PROCESS 


WAC 246-312-050 Criteria the department will use 
for review. (1) Chapter 70.45 RCW states that the depart- 
ment may not approve an application unless, at a minimum, 
it determines that: 

(a) The acquisition is permitted under chapter 24.03 
RCW, the Washington Nonprofit Corporation Act, and other 
laws governing nonprofit entities, trusts, or charities; 

(b) The nonprofit corporation that owns the hospital 
being acquired has exercised due diligence in authorizing the 
acquisition, selecting the acquiring person, and negotiating 
the terms and conditions of the acquisition; 

(c) The procedures used by the nonprofit corporation's 
board of trustees and officers in making its decision fulfilled 
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their fiduciary duties, that the board and officers were suffi- 
ciently informed about the proposed acquisition and possible 
alternatives, and that they used appropriate expert assistance; 

(d) There is no conflict of interest related to the acquisi- 
tion, including, but not limited to, board members and exec- 
utives of, and experts retained by, the nonprofit corporation, 
acquiring person, or other parties to the acquisition; 

(e) The nonprofit corporation will receive fair market 
value for its assets. The attorney general or the department 
may employ reasonably necessary expert assistance in mak- 
ing this determination. The acquiring person is responsible 
for any cost of this expert assistance, in addition to the fees 
charged under WAC 246-312-990; 

(f) If the acquisition is financed in part by the nonprofit 
corporation, that charitable funds will not be placed at unrea- 
sonable risk; 

(g) Any management contract under the acquisition is for 
fair market value; 

(h) The proceeds from the acquisition will be controlled 
as charitable funds independently of the acquiring person or 
parties to the acquisition, and will be used for charitable 


health purposes consistent with the nonprofit corporation's 


original purpose. Charitable health purposes include provid- 
ing health care to the disadvantaged, the uninsured, and the 
underinsured, and providing benefits to promote improved 
health in the affected community; 

(1) The charitable entity established to hold the proceeds 
of the acquisition will be broadly based in, and representative 
of, the community where the hospital to be acquired is 
located, taking into consideration the structure and gover- 
nance of such entity; and 

(j) If the hospital is subsequently sold to, acquired by, or 
merged with another entity that a right of first refusal to 
repurchase the assets by a successor nonprofit corporation or 
foundation has been retained. 

(2) Based on chapter 70.45 RCW, the department shall 
not approve an application unless, at a minimum, it deter- 
mines that: 

(a) If the acquisition results in a reduction or elimination 
of particular health services, that sufficient safeguards are 
included to assure the affected community has continued 
access to affordable care, and that alternative sources of care 
are available in the community; 

(b) Hospital privileges will not be revoked; 

(c) Sufficient safeguards are included to maintain appro- 
priate capacity for health science research and health care 
provider education; 

(d) The parties to the acquisition are committed to pro- 
viding health care to the disadvantaged, the uninsured, and 
the underinsured and to providing benefits to promote 
improved health in the affected community; and 

(e) Sufficient safeguards are included to avoid conflict of 
interest in patient referral. 

(3) The department may only approve an acquisition if it 
also determines that the acquisition will not detrimentally 
affect the continued existence of accessible, affordable health 
care that is responsive to the needs of the community where 
the hospital being acquired is located. 


[Statutory Authority: Chapter 70.45 RCW and RCW 70.44.007. 98-14-056, 
$ 246-312-050, filed 6/26/98, effective 7/27/98.] 
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WAC 246-312-060 Timelines for review. (1) For good 
cause, the department of health or the attorney general may 
request a one-time, thirty-day extension to each timeline. 

(2) The department, in consultation with the attorney 
general, will determine if an application is complete within 
fifteen working days of the receipt of the application pack- 
age, documents and required fee(s). If a determination is 
made that the application is incomplete, the applicant will be 
notified of the reasons the application is incomplete, with 
reference to the particular deficiencies. 

(3) The department will publish a notice of the applica- 
tion in the newspaper(s) in the county or counties where the 
hospital is located within five working days of receiving a 
completed application. The department will notify any per- 
son who has requested to receive such notices. The notice 
shall contain: 

(a) Information about the parties to the acquisition; 

(b) Where and when to send comments to the depart- 
ment; and 

(c) Other information required for adequate public notice 
of the transaction and the department's review. 

(4) Within forty-five days of the first public hearing, the 
attorney general will provide a written opinion to the depart- 
ment as to whether the acquisition meets the requirements 
for approval as required by chapter 70.45 RCW. 

(5) Within thirty days of receiving the written opinion 
from the attorney general, the department will: 

(a) Approve the acquisition, with or without any specific 
modification or conditions; or 

(b) Disapprove the acquisition. 


[Statutory Authority: Chapter 70.45 RCW and RCW 70.44.007. 98-14-056, 
$ 246-312-060, filed 6/26/98, effective 7/27/98.] 


WAC 246-312-070 Public hearing. (1) The department 
will hold at least one public hearing in the county where the 
hospital being acquired is located. Any person may provide 
written or oral testimony.. The department reserves the right 
to limit the time each presenter may have to make an oral 
statement. 

(2) The department may subpoena witnesses or informa- 
tion, administer oaths, take depositions, and use related dis- 
covery procedures. 


[Statutory Authority: Chapter 70.45 RCW and RCW 70.44.007. 98-14-056, 
$ 246-312-070, filed 6/26/98, effective 7/27/98.] 


PART IV - ACQUISITION APPROVAL OR 
DISAPPROVAL 


WAC 246-312-080 Grounds for approval, disap- 
proval or modification of an acquisition. (1) The depart- 
ment's decision must be based on the requirements of chapter 
70.45 RCW. Any condition or modification must have a 
direct and rational relationship to the application under 
review. 

(2) The written opinion of the attorney general may not 
constitute a final decision for purposes of review. 

(3) The department will only approve an application if 
the parties to the acquisition have taken the proper steps to 
safeguard the value of charitable assets and to ensure that any 
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proceeds from the acquisition are used for appropriate chari- 
table health purposes. 


[Statutory Authority: Chapter 70.45 RCW and RCW 70.44.007. 98-14-056, 
§ 246-312-080, filed 6/26/98, effective 7/27/98.] 


WAC 246-312-090 Appeals. The acquiring person or 
nonprofit hospital may appeal a decision made by the depart- 
ment of health under the Administrative Procedure Act 
(chapter 34.05 RCW). 


[Statutory Authority: Chapter 70.45 RCW and RCW 70.44.007. 98-14-056, 
8 246-312-090, filed 6/26/98, effective 7/27/98] 


PART V - COMPLIANCE WITH DEPARTMENT'S 
DECISION 


WAC 246-312-100 Compliance with the terms of the 
acquisition and the department's decision. (1) At the time 
of the final decision, the department will notify the parties to 
the acquisition whether the nonprofit hospital, the acquiring 
party, or both, must submit periodic reports detailing how 
commitments made are being adhered to. The frequency of 
the reports will also be determined at that time, and will not 
be more frequent than semiannually but no less frequent than 
every three years. 

(2) Any person, whether a party of the initial acquisition 
or not, may submit information concerning whether the 
acquiring person is fulfilling the terms of the acquisition and 
the department's approval or conditions. If the department 
determines there is reasonable cause to believe that the infor- 
mation indicates failure to comply, a public hearing will be 
held. The department must give at least ten days’ written 
notice to the affected parties, including the local community 
affected. 

(3) The cost of the public hearing and any on-site 
reviews related to determining the validity of the allegations 
will be borne by the acquiring parties. 

(4) If the department finds that the parties to the acquisi- 
tion have failed to adhere to their commitments or the condi- 
tions of the department's approval, the department may: 

(a) Revoke or suspend the hospital license pursuant to 
RCW 70.41.130; 

(b) Refer the matter to the attorney general for appropri- 
ate action; or 

(c) Both. 

(5) The attorney general may seek a court order compel- 
ling the acquiring person to fulfill its commitments under 
chapter 70.45 RCW. 

(6) The attorney general has the authority to ensure 
compliance with commitments that inure to the public inter- 
est. No provision of chapter 70.45 RCW, derogates from the 
common law or statutory authority of the attorney general. 


[Statutory Authority: Chapter 70.45 RCW and RCW 70.44.007.. 98-14-056, 
$ 246-312-100, filed 6/26/98, effective 7/27/98.] 


WAC 246-312-200 Public health care service district 
(also known as public hospital district). (1) Prior to ap- 
proving the acquisition of a public health care service district 
hospital, the district board of commissioners must obtain a 
written opinion from a qualified independent expert or the 
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department of health as to whether or not the acquisition 
meets the review criteria in RCW 70.45.080. 


(2) If requested by the district to conduct a review, the 
department will charge the district for the review costs as 
provided in the fee schedule (WAC 246-312-990). 


(3) The department will deliver its opinion within ninety 
days of the district's request. 


[Statutory Authority: Chapter 70.45 RCW and RCW 70.44.007. 98-14-056, 
$ 246-312-200, filed 6/26/98, effective 7/27/98.] 


WAC 246-312-990 Fees. (1) The department will 
assess on the acquiring party a nonrefundable application 
processing fee, а review fee and other charges as authorized 
in chapter 332, Laws of 1997. The fees shall consist of the 
following: 

Nonrefundable 


Processing Fees Processing Fee 


Each New Application will be subject 

toa $1,000 
Each Amendment to an application 

undergoing review will be subject 

toa $ 500 


Type of Acquisition Description Review Fee 
Acquisition of 2096 or more of the 
assets of the hospital $40,000 
Change in current ownership position 
that results in acquiring party 
holding or controlling 5096 or more 
of the hospital assets $50,000 
Any Other Change in Ownership $60,000 
Amendment to an approved Change of 
Ownership $15,000 
Other Fees (When Applicable) Fee Amount 
Exemption Determinations $ 250 
Fair Market Value Determination- 
Nonrefundable $ Based on 
Contracted 
Amount 
Public Health Services District- 
Voluntary Review $ To be 


billed at Cost 
On-Site Compliance Visit- 


Nonrefundable $ To be 
billed at Cost 
Attorney General Opinion- 
Nonrefundable $ As billed to 


the department 
by the attorney 
general's office 


(2) When an applicant submits a written request to with- 
draw an application, the department shall refund the review 
fee using the following schedule: 


Amount of 
Time Period For Requesting Review Fee 
Withdrawal of Application to be Refunded 
Within 10 working days after receipt 
of the completed application 100% 
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Between the 11th working day and the 

45th working day after receipt of 

the completed application 50% 
After the 45th working day 0% 


(3) Fees for the fair market value determination shall be 
paid in addition to the applicable processing and application 
review fees, These fees shall be based on the contracted 
amount for consultants with the expertise to make such an 
evaluation. The acquiring party is responsible for this pay- 
ment. If payment of this fee is not made within ten working 
days following being billed, the review of the application 
shall be suspended until payment is made. 

(4) Fees for the public health services district voluntary 
review shall be paid by the public health services district. 
These fees shall be billed at cost and must be paid within ten 
working days of being billed. 

(5) Fees for the attorney general's opinion shall be paid 
in addition to the applicable processing and application 
review fees. These fees shall be based on the charges billed 
to the department and then billed to the acquiring party. Fees 
must be paid within ten working days of being billed or the 
review of the application shall be suspended until payment is 
made. 


{Statutory Authority: 1997 c 332 § 14. 97-21-052, § 246-312-990, filed 
10/13/97, effective 11/13/97. 


Chapter 246-314 WAC 
FACILITY CONSTROCTION REVIEW 


WAC 

246-314-001 Purpose. 

246-314-010 Definitions. 

246-314-990 Construction review fees. 


WAC 246-314-001 Purpose. The purpose of this chap- 
ter is to establish fees for reviewing and approving health and 
residential care facility construction projects. 

[Statutory Authority: RCW 43.70.110. 91-16-107 (Order 185), $ 246-314- 


001, filed 8/7/91, effective 9/7/91. Statutory Authority: RCW 43.70.040. 91- 
02-050 (Order 122), § 246-314-001, filed 12/27/90, effective 1/31/91.] 


WAC 246-314-010 Definitions. (1) "Department" 
means the Washington state department of health. 

(2) "Project" means a construction endeavor including 
new construction, replacement, alterations, additions, expan- 
sions, conversions, improvements, remodeling, renovating, 
and upgrading of the following types of facilities: 

(a) "Adult residential rehabilitation center" as defined 
under chapters 71.12 RCW and 246-325 WAC; 

(b) "Boarding homes" as defined under chapters 18.20 
RCW and 246-316 WAC; 

(c) "Maternity homes" and "childbirth centers" as 
defined under chapters 18.46 RCW and 246-329 WAC; 

(d) "Nursing homes" as defined under chapters 18.51 
RCW and 248-14 WAC; 

(e) "Private psychiatric hospitals" as defined under chap- 
ters 71.12 RCW and 246-322 W AC; 

(f) "Private alcoholism hospitals" as defined under chap- 
ters 71.12 RCW and 246-324 WAC; 
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(g) "Private alcoholism treatment facilities" as defined 
under chapters 71.12 RCW and 246-326 WAC; 

(h) "Residential treatment facilities for psychiatrically 
impaired children and youth" as defined under chapters 71.12 
RCW and 246-323 WAC; 

(i) "Hospitals" as defined under chapters 70.41 RCW 
and 246-318 WAC; and 

(j) "Hospice care center" as defined under chapters 
70.126 RCW and 246-321 WAC. 

(3) "Project sponsor" means the person, persons or orga- 
nization, planning and contracting for the design and con- 
struction of facilities, generally the owner or the owner's rep- 
resentative. 

(4) "Project cost" means all costs, except taxes, directly 
associated with the project, initially estimated and corrected 
by certification to the date of completion of the project and 
including: 

(a) All architectural-engineering designs, plans, draw- 
ings, and specifications; 

(b) All fixed and installed equipment in the project; and 

(c) Contractor supervision, inspection, and overhead. 
[Statutory Authority: RCW 43.70.110. 91-16-107 (Order 185), 8 246-314- 


010, filed 8/7/91, effective 9/7/91. Statutory Authority: RCW 43.70.040. 91- 
02-050 (Order 122), § 246-314-010, filed 12/27/90, effective 1/31/91.] 


WAC 246-314-990 Construction review fees. (1) The 
project sponsor shall submit to the department: 

(a) A completed project review application form along 
with project documents for review; and 

(b) The appropriate fee based upon the initial project 
construction cost as determined from the following construc- 
tion fee table: 


CONSTRUCTION FEE TABLE 

Project Cost Project Review Fee 
$ Ою $ 999 $ 120 
1,000 to 1,999 250 
2,000 to 2,999 325 
3,000 to 4,999 410 
5,000 to 9,999 530 
10,000 to 19,999 665 
20,000 to 29,999 820 
30,000 to 39,999 975 
40,000 to 49,999 1,125 
50,000 to 64,999 1,325 
65,000 to 79,999 1,535 
80,000 to 99,999 1,845 
100,000 to 124,999 2,200 
125,000 to 149,999 2,550 
150,000 to 199,999 2,970 
200,000 to 249,999 3,325 
250,000 to 324,999 3,650 
325,000 to 449,999 4,100 
450,000 to 574,999 4,600 
575,000 to 699,999 5,200 
700,000 to 849,999 5,825 
850,000 to 999,999 6,550 
1,000,000 to 1,249,999 7,150 
1,250,000 to 2,499,999 7,850 
2,500,000 to 2,999,999 8,550 
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Use of medical gases, combustible anesthetics. 

Emergency care services. 

Laboratory. 

Diagnostic and therapeutic radiology and other imaging 
services. 

Physical and occupational therapy services. 

Respiratory care services. 

Hospital pharmacy. 

Records and reports—Medical record system. 

Discharge planning. 


NEW CONSTRUCTION REGULATIONS 


Applicability of WAC 246-318-500 through 246-318- 
99902, f 

Programs, drawings and construction, 

Design and construction standards, general. 

Site and site development. 

General design requirements. 

General requirements for support facilities. 

Maintenance and mechanical facilities. 

Administrative facilities. 

Receiving, storage and distribution facilities. 

Central sterilizing and processing service facilities. 

Environmental services facilities. 

Laundry facilities. 

Dietary facilities. 

Laboratory and pathology facilities. 

Pharmacy. 

Radiology and other imaging facilities. 

Nuclear medicine facilities. 

Electrocardiography facilities. 

Electroencephalography facilities. 

Nursing unit. 

Pediatric nursing unit. 

Emergency facilities. 

Surgery suite. 

Recovery/post anesthesia care unit (PACU). 

Critical care facilities, 

Facilities for care of patients in labor. 

Obstetrical delivery facilities. 

Birthing rooms. 

Obstetrical recovery unit. 

Newborn nursery facilities. 

Intermediate care nursery and neonatal intensive care 
nursery. 

Alcoholism and substance abuse nursing unit. 

Psychiatric facilities. 

Rehabilitation facilities. 

Outpatient care facilities. 

Special procedure facilities. 

Dialysis facilities. 

Long-term care unit. 

Fees. 

Appendix B—Dates of documents adopted by reference 
in chapter 246-318 WAC. : 

Appendix J— Guidelines for laboratory quality assur- 
ance program in hospitals. 


DISPOSITION OF SECTIONS FORMERLY 


Hospitals 
246-318-330 
. CONSTRUCTION FEE TABLE 246-318.350 
246-318-370 
Project Cost Project Review Fee 246-318-380 
3,000,000 to 3,499,999 9,300 246-318-390 
3,500,000 to 4,999,999 10,750 246-318-400 
5,000,000 to 6,999,999 12,200 220 
7,000,000 to 9,999,999 13,800 246-318-450 
10,000,000 to 14,999,999 15,850 
15,000,000 to 19,999,999 17,850 E 
20,000,000 to 29,999,999 19,900 
30,000,000 to 39,999,999 23,000 246-318-510 
40,000,000 to 59,999,999 25,600 SH 
60,000,000 and over 28,700 246-318-540 
; 246-318-550 
(2) The department shall charge a flat fee of eighty dol- 246-318-560 
lars for a project involving installation of carpet only. du 
(3) The project sponsor may request a reduction in the 246-318-590 
project review fee for fixed or installed technologically 246-318-600 
advanced diagnostic or treatment equipment projects includ- depen. 
ing lithotripters, CT scans, linear accelerators, or MRI's. 246-318-630 
(4) The department may adjust the project review fee if: 246-318-640 
(a) The final project cost changes as evidenced on the нао 
certificate of project completion сага; ог 246-318-670 
(b) The project sponsor requests a reduction in the fee d eon 
according to subsection (3) of this section. 246-318-700 
{Statutory Authority: RCW 43.70.250, 43.70.110 and 43.20B.020. 95-12- 246-318-710 
097, § 246-314-990, filed 6/7/95, effective 7/8/95. Statutory Authority: 281515 
RCW 43.70.110. 91-16-107 (Order 185), 8 246-314-990, filed 8/7/91, effec- 246-318-740 
tive 9/7/91. Statutory Authority: RCW 43.70.040. 91-02-050 (Order 122), 246-318-750 
§ 246-314-990, filed 12/27/90, effective 1/31/91.] 246-318-760 
246-318-770 
246-318-780 
Chapter 246-318 WAC 246-318-790 
HOSPITALS PAPANE BRO 
246-318-810 
Wac 7. 246-318-820 
246-318-010 Definitions. I Же 246-318-830 
246-318-013 License expiration dates—Notice of decision—Adjudi- 246-318-840 
cative proceeding. 246-318-850 
246-318-015 Exemptions and interpretations. 246-318-860 
246-318-017 Single license to cover two or more buildings—When 246-318-870 
permissible, 246-318-990 
246-318-020 Approval of plans. . 246-318-99902 
246-318-025 Required approval for occupancy after completion of 
new construction. A12. 
246-318-030 Governing body and administration. 246-318-99910 
246-318-033 Medical staff. 
246-318-035 Infection control program. 
246-318-040 Personnel, 
246-318-042 Criminal history, disclosure, and background inquiries. 
246-318-150 Maintenance. 
246-318-155 Housekeeping. 246-318-018 
246-318-160 Laundry. 
246-318-170 Sewage, garbage, and waste. 
246-318-180 Dietary and/or food service. 
246-318-190 Patient care services, general. 
246-318-200 Abuse reports—Children and developmentally disabled 
adults. 
246-318-210 Pediatric services. 
246-318-220 Obstetrical services. 
246-318-230 Intermediate care nursery service—Neonatal intensive 
care nursery service. 
246-318-240 Critical care service. 246-318-050 
246-318-250 Renal dialysis services. 
246-318-260 Long-term care services. 
246-318-270 Alcoholism and/or substance abuse unit. 
246-318-280 Psychiatric units and services. : 
246-318-290 Surgery—Operating rooms and areas—Special proce- 
dure rooms—Surgical treatment or diagnostic 246-318-060 
areas. 
246-318-300 Anesthesia services. 
246-318-310 Post-anesthesia recovery areas. 
246-318-320 Processing and sterilizing services. 
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CODIFIED IN THIS CHAPTER 


Hospital license to cover attached nursing home build- 
ing—When permissible. [Statutory Authority: RCW 
70.41.030. 92-02-018 (Order 224), § 246-318-018, filed 
12/23/91, effective 1/23/92. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
318-018, filed 12/27/90, effective 1/31/91. Statutory 
Authority: Chapter 70.41 RCW. 90-12-014 (Order 
061), § 248-18-018, filed 5/30/90, effective 6/30/90; 
Order 119, $ 248-18-018, filed 5/23/75.] Repealed by 
97-20-101, filed 9/29/97, effective 10/30/97. Statutory 
Authority: RCW 43.70.040. 

Water supply. [Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-318-050, 
filed 12/27/90, effective 1/31/91; Order 119, § 248-18- 
055, filed 5/23/75.] Repealed by 97-20-101, filed 
9/29/97, effective 10/30/97, Statutory Authority: RCW 
43.70.040. 

Plumbing. [Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-318-060, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.41.030, 79-04-004 (Order 175), § 248-18-060, filed 
3/9/19; Order 119, $ 248-18-060, filed 5/23/75; Regula- 
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tion 18.060, effective 3/11/60.] Repealed by 97-20-101, 
filed 9/29/97, effective 10/30/97. Statutory Authority: 
RCW 43.70.040. 

Staff facilities. [Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as 8 246-318-070, 
filed 12/27/90, effective 1/31/91; Order 119, 8 248-18- 
070, filed 5/23/75; Regulation 18.070, effective 
3/11/60.] Repealed by 97-20-101, filed 9/29/97, effec- 
tive 10/30/97. Statutory Authority: RCW 43.70.040. 
Storage. [Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as $ 246-318-080, filed 
12/27/90, effective 1/31/91; Order 119, $ 248-18-080, 
filed 5/23/75; Regulation 18.080, effective 3/11/60.] 
Repealed by 97-20-101, filed 9/29/97, effective 
10/30/97. Statutory Authority: RCW 43.70.040. 
Heating. [Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as 8 246-318-090, filed 
12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.41.030. 79-04-004 (Order 175), $ 248-18-090, filed 
3/9/79; Order 119, § 248-18-090, filed 5/23/75; Regula- 
tion 18.090, effective 3/11/60.] Repealed by 97-20-101, 
filed 9/29/97, effective 10/30/97. Statutory Authority: 
RCW 43.70.040. 

Lighting and wiring. [Statutory Authority; RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
318-100, filed 12/27/90, effective 1/31/91; Order 119, $ 
248-18-100, filed 5/23/75; Regulation 18.100, effective 
1/11/61.] Repealed by 97-20-101, filed 9/29/97, effec- 
tive 10/30/97, Statutory Authority: RCW 43.70.040. 
Emergency light and power. [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 
246-318-110, filed 12/27/90, effective 1/31/91. Statu- 
tory Authority: RCW 70.41.030. 79-04-081 (Order 
176), 8 248-18-110, filed 4/2/79; Order 119, 8 248-18- 
110, filed 5/23/75; Regulation 18.110, effective 
3/11/60.] Repealed by 97-20-101, filed 9/29/97, effec- 
tive 10/30/97. Statutory Authority: RCW 43.70.040. 
Ventilation. [Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as 8 246-318-120, filed 
12/27/90, effective 1/31/91; Order 119, 8 248-18-120, 
filed 5/23/75; Regulation 18.120, effective 1/11/61.] 
Repealed by 97-20-101, filed 9/29/97, effective 
10/30/97. Statutory Authority: RCW 43.70.040. 
Corridors and doors. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
318-130, filed 12/27/90, effective 1/31/91; Order 119, $ 
248-18-130, filed 5/23/75; Regulation 18.130, effective 
3/11/60.] Repealed by 97-20-101, filed 9/29/97, effec- 
tive 10/30/97. Statutory Authority: RCW 43.70.040. 
Carpets. [Statutory Authority: RCW 43.70.040. 91-02- 
049 (Order 121), recodified as $ 246-318-135, filed 
12/21/90, effective 1/31/91. Statutory Authority: RCW 
70.41.030. 79-04-004 (Order 175), $ 248-18-135, filed 
3/9/79; Order 119, $ 248-18-135, filed 5/23/75; Order 
9, $ 248-18-135, filed 1/2/69; Regulation 18.135, filed 
8/4/67.] Repealed by 97-20-101, filed 9/29/97, effective 
10/30/97. Statutory Authority: RCW 43.70.040. 
Stairways, ramps, and elevators. (Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 
246-318-140, filed 12/27/90, effective 1/31/91; Order 
119, 8 248-18-140, filed 5/23/75; Regulation 18.140, 
effective 3/11/60.] Repealed by 97-20-101, filed 
9/29/97, effective 10/30/97. Statutory Authority: RCW 
43.70.040. 

Nonflammable medical gases. [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as $ 
246-318-340, filed 12/27/90, effective 1/31/91. Statu- 
tory Authority: RCW 43.20.050. 79-12-038 (Order 
187), § 248-18-280, filed 11/20/79. Statutory Author- 
ity: RCW 70.41.030. 79-04-081 (Order 176), § 248-18- 
280, filed 4/2/79; Order 119, $ 248-18-280, filed 
5/23/75; Regulation 18.280, effective 3/11/60.] 
Repealed by 97-20-101, filed 9/29/97, effective 
10/30/97. Statutory Authority; RCW 43.70.040. 
Diagnostic and treatment facilities, outpatient services. 
[Statutory Authority: RCW 43.70.040. 91-02-049 
(Order 121), recodified as $ 246-318-360, filed 
12/27/90, effective 1/31/91; Order 119, $ 248-18-290, 
filed 5/23/75; Order 106, 8 248-18-290, filed 1/13/75; 
Regulation 18.290, effective 3/11/60.] Repealed by 97- 
20-101, filed 9/29/97, effective 10/30/97. Statutory 
Authority: RCW 43.70.040. 

Other services. [Statutory Authority: RCW 70.41.030. 
92-02-018 (Order 224), 8 246-318-410, filed 12/23/91, 
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effective 1/23/92. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
318-410, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.41.030. 87-03-030 (Order 2464), $ 
248-18-321, filed 1/14/87.] Repealed by 97-20-101, 
filed 9/29/97, effective 10/30/97. Statutory Authority: 
RCW 43.70.040. 

Intravenous preparation. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
318-430, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.41.030. 83-13-061 (Order 261), § 
248-18-335, filed 6/15/83.] Repealed by 97-20-101, 
filed 9/29/97, effective 10/30/97. Statutory Authority: 
RCW 43.70.040. 

Intravenous administration. [Statutory Authority: RCW 
70.41.030. 92-02-018 (Order 224), $ 246-318-435, filed 
12/23/91, effective 1/23/92. Statutory Authority: RCW 
43,70.040. 91-02-049 (Order 121), recodified as § 246- 
318-435, filed 12/27/90, effective 1/31/91. Statutory 
Authority: RCW 70.41.030. 83-13-061 (Order 261), § 
248- 18-336, filed 6/15/83.] Repealed by 97-20-101, 
filed 9/29/97, effective 10/30/97. Statutory Authority: 
RCW 43.70.040. 

Legal authority of the department. [Statutory Authority: 
RCW 43.70.040. 91-02-049 (Order 121), recodified as § 
246-318-501, filed 12/27/90, effective 1/31/91. Statu- 
tory Authority: 1985 c 213. 86-08-002 (Order 2348), § 
248-18-999, filed 3/20/86; Order 119, § 248-18-999, 
filed 5/23/75; Regulation 18.999, effective 3/11/60.] 
Repealed by 97-20-101, filed 9/29/97, effective 
10/30/97. Statutory Authority: RCW 43.70.040. 
Infant formula facilities. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as § 246- 
318-799, filed 12/27/90, effective 1/31/91. Statutory 
Authority: Chapter 70.41 RCW. 90-12-014 (Order 
061), § 248-18-640, filed 5/30/90, effective 6/30/90. 
Statutory Authority: RCW 70.41.030 and 43.20.050. 
.83-19-058 (Order 269), $ 248-18-640, filed 9/20/83; 
Order 119, § 248-18-640, filed 5/23/75; Regulation 
18.620, filed 1/25/62.] Repealed by 93-07-011 (Order 
338), filed 3/5/93, effective 4/5/93. Statutory Author- 
ity: RCW 70.41.030. 
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WAC 246-318-010 Definitions. For the purposes of 
this chapter and chapter 70.41 RCW, the following words 
and phrases shall have the following meanings unless the 
context clearly indicates otherwise. All adjectives and 
adverbs such as adequate, approved, suitable, properly, or 
sufficient used in these regulations to qualify a requirement 
shall be determined by the department. 

(1) "Abuse" means the injury or sexual abuse of a patient 
under circumstances indicating the health, welfare, and safety 
of the patient is harmed. Person "legally responsible" shall 
include a parent, guardian, or an individual to whom parental 
or guardian responsibility is delegated (e.g., teachers, provid- 
ers of residential care and treatment, and providers of day 
care): 

(a) "Physical abuse" means damaging or potentially 
damaging nonaccidental acts or incidents which may result in 
bodily injury or death. 

(b) "Emotional abuse" means verbal behavior, harass- 
ment, or other actions which may result in emotional or 
behavioral problems, physical manifestations, disordered or 
delayed development. 

(2) "Accredited" means approved by the joint commis- 
sion on accreditation of hospitals or the bureau of hospitals of 
the American Osteopathic Association. 

(3) "Adolescent" means an individual during that period 
of life beginning with the appearance of secondary sex char- 
acteristics and ending with the cessation of somatic growth. 

(4) "Agent," when used in a reference to a medical order 
or a procedure for a treatment, means any power, principle, or 
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substance, whether physical, chemical, or biological, capable 
of producing an effect upon the human body. 

(5) "Alterations": 

(a) "Alterations" means changes requiring construction 
in existing hospitals. 

(b) "Minor alterations" means any physical or functional 
modification within existing hospitals not changing the 
approved use of the room or area. (Minor alterations per- 
formed under this definition do notrequire prior review of the 
department as specified in WAC 246-318-510 (3)(a); how- 
ever, this does not constitute a release from other applicable 
requirements.) 

(6) "Area" means a portion of a room containing the 
equipment essential to carrying out a particular function and 
separated from other facilities of the room by a physical bar- 
rier or adequate space, except when used in reference to a 
major section of the hospital. 

(7) "Authenticate" means to authorize or validate an 
entry in a record by: 

(a) A signature including first initial, last name, and dis- 
cipline; or 

(b) A unique identifier allowing identification of the 
responsible individual. 

(8) "Bathing facility" means a bathtub or shower and 
does not include sitz baths or other fixtures designated prima- 
rily for therapy. 

(9) "Birthing room" or "labor, delivery, recovery (LDR) 
room" or "labor-delivery-recovery-postpartum (LDRP) 
room" means a room designed and equipped to provide care 
of a woman, fetus, and newborn and to accommodate her 
support persons during the complete process of vaginal child- 
birth. 

(10) "Children" means young persons of either sex 
between infancy and adolescence. 

(11) "Clean" means space or spaces and/or equipment 
for storage and handling of supplies and/or equipment which 
are in a sanitary or sterile condition, when the word is used in 
reference to a room, area, or facility. 

(12) "Critical care" means a special physical and func- 
tional nursing unit for the segregation, concentration, and 
close or continuous observation and care of patients criti- 
cally, acutely, or seriously ill and in need of intensive, highly 
skilled services. 

(13) "Department" means the Washington state depart- 
ment of health. 

(14) "Dentist" means an individual licensed under chap- 
ter 18.32 RCW. 

(15) "Diagnostic radiologic technician" means an indivi- 
dual: 

(a) Certified or eligible for certification as a diagnostic 
radiologic technologist under chapter 18.84 RCW; or 

(b) Trained by a radiologist and approved by a radiolo- 
gist member of medical staff to perform specified diagnostic 
radiologic procedures. 

(16) "Dialysis facility" means a separate physical and 
functional nursing unit of the hospital serving patients receiv- 
ing renal dialysis. 

(17) "Dialysis station" means an area designed, 
equipped, and staffed to provide dialysis services for one 
patient. 
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(18) "Dietitian" means an individual meeting the eligibil- 
ity requirements for active membership in the American Die- 
tetic Association described in Directory of Dietetic Programs 
Accredited and Approved, American Dietetic Association, 
edition 100, 1980. 

(19) "Double-checking" means verification of patient 
identity, agent to be administered, route, quantity, rate, time, 
and interval of administration by two persons legally quali- 
fied to administer prior to administration of the agent. 

(20) "Drug administration" means an act in which a sin- 
gle dose of a prescribed drug or biological is given to a 
patient by an authorized person in accordance with all laws 
and regulations governing such acts. The complete act of 
administration entails: 

(a) Removing an individual dose from a previously dis- 
pensed, properly labeled container (including a unit dose con- 
tainer); 

(b) Reviewing the label on the container with a verified 
transcription, a direct copy or the original medical practi- 
tioner's orders; 

(c) Giving the individual dose to the proper patient; and 

(d) Properly recording the time and dose given. 

(21) "Drug dispensing" means an act entailing the inter- 
pretation of an order for a drug or biological and, pursuant to 
that order, proper selection, measuring, labeling, packaging, 
and issuance of the drug for a patient or for a service unit of 
the facility. 

(22) "Easily cleanable" means of material or finish and 
so fabricated to allow complete removal of residue by normal 
cleaning methods. 

(23) "Electrical receptacle outlet" means an outlet where 
one or more electrical receptacles are installed. 

(24) "Facilities" means a room or area and equipment 
serving a specific function. 

(25) "Faucet controls" means wrist, knee, or foot control 
of the water supply: 

(a) "Wrist control" means water supply controls not 
exceeding four and one-half inches overall horizontal length 
designed and installed to be operated by the wrists; 

(b) "Knee control" means the water supply is controlled 
through a mixing valve designed and installed to be operated 
by the knee; 

(c) "Foot control" means the water supply control is 
through a mixing valve designed and installed to be operated 
by the foot. 

(26) "Governing body" means the person or persons 
responsible for establishing the purposes and policies of the 
hospital. 

(27) "Grade" means the level of the ground adjacent to 
the building measured at required windows. The ground must 
be level or slope downward for a distance of at least ten feet 
from the wall of the building. From there the ground may 
slope upward not greater than an average of one foot vertical 
to two feet horizontal within a distance of eighteen feet from 
the building. 

(28) "He, him, his, or himself" means a person of either 
sex, male, or female, and does not mean preference for nor 
exclude reference to either sex. 

(29) "High-risk infant" means an infant, regardless of 
gestational age or birth weight, whose extrauterine existence 
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is compromised by a number of factors, prenatal, natal, or 
postnatal needing special medical or nursing care. 

(30) "Hospital" means any institution, place, building, or 
agency providing accommodations, facilities and services 
over a continuous period of twenty-four hours or more, for 
observation, diagnosis, or care of two or more individuals not 
related to the operator who are suffering from illness, injury, 
deformity, or abnormality, or from any other condition for 
which obstetrical, medical, or surgical services would be 
appropriate for care or diagnosis. "Hospital" as used in this 
chapter does not include: 

(a) Hotels, or similar places furnishing only food and 
lodging, or simply domiciliary care; 

(b) Clinics, or physicians' offices where patients are not 
regularly kept as bed patients for twenty-four hours or more; 

(c) Nursing homes, as defined and which come within 
the scope of chapter 18.51 RCW; 

(d) Maternity homes, which come within the scope of 
chapter 18.46 RCW; 

(e) Psychiatric or alcoholism hospitals, which come 
within the scope of chapter 71.12 RCW; nor 

(f) Any other hospital or institution specifically intended 
for use in the diagnosis and care of those suffering from men- 
tal illness, mental retardation, convulsive disorders, or other 
abnormal mental conditions. 

(g) Furthermore, nothing in this chapter shall be con- 
strued as authorizing the supervision, regulation, or control of 
the remedial care or treatment of residents or patients in any 
hospital conducted for those who rely primarily upon treat- 
ment by prayer or spiritual means in accordance with the 
creed or tenets of any well-recognized church or religious 
denominations. 

(31) "Infant" means a baby or very young child up to one 
year of age. 

(32) "Infant station" means a space for a bassinet, incu- 
bator, or equivalent, including support equipment used for 
the care of an individual infant. 

(33) "Intermediate care nursery" means an area 
designed, organized, staffed, and equipped to provide con- 
stant care and treatment for mild to moderately ill infants not 
requiring neonatal intensive care, but requiring or may 
require physical support and treatment beyond support 
required for a normal neonate and may include the following: 

(a) Electronic cardiorespiratory monitoring; 

(b) Gavage feedings; 

(c) Parenteral therapy for administration of drugs; and 

(d) Respiratory therapy with intermittent mechanical 
ventilation not to exceed a continuous period of twenty-four 
hours for stabilization when trained staff are available. 

(34) "Investigational drug" means any article not 
approved for use in the United States, but for which an inves- 
tigational drug application (IND) is approved by the Food 
and Drug Administration. 

(35) "Island tub" means a bathtub placed in a room to 
permit free movement of a stretcher, patient lift, or wheel- 
chair to at least one side of the tub, and movement of people 
on both sides and at the end of the tub. 

(36) "Lavatory" means a plumbing fixture of adequate 
design and size for washing hands. 
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(37) "Legend drugs" means any drugs required by state 
law or regulation of the state board of pharmacy to be dis- 
pensed on prescription only or are restricted to use by practi- 
tioners only. 

(38) "Licensed practical nurse," abbreviated L.P.N., 
means an individual licensed under provisions of chapter 
18.78 RCW. 

(39) "May" means permissive or discretionary on the 
part of the board or the department. 

(40) "Medical staff" means physicians and may include 
other practitioners appointed by the governing body to prac- 
tice within the parameters of governing body and medical 
staff bylaws. 

(41) "Movable equipment" means equipment not built- 
in, fixed, or attached to the building. 

(42) "Neglect" means mistreatment or maltreatment; an 
act or omission evincing; a serious disregard of consequences 
of a magnitude constituting a clear and present danger to an 
individual patient's health, welfare, and safety. 

(a) "Physical neglect" means physical or material depri- 
vation (e.g., lack of medical care, lack of supervision neces- 
sary for patient level of development, inadequate food, cloth- 
ing, or cleanliness). 

(b) "Emotional neglect" means acts such as rejection, 
lack of stimulation, or other acts of commission or omission 
which may result in emotional or behavioral problems, phys- 
ical manifestations, and disordered development. 

(43) "Nuclear medicine technologist" means an individ- 
ual certified or eligible for certification as a nuclear medicine 
technologist under chapter 18.84 RCW. 

(44) "Neonate" or "newborn" means a newly born infant 
through the twenty-seventh day of life or under twenty-eight 
days of age. 

(45) "Neonatal intensive care nursery" means an area 
designed, organized, equipped, and staffed to provide con- 
stant nursing and medical care and treatment for high-risk 
infants who may require: 

(a) Continuous ventilatory support, twenty-four hours 
per day; 

(b) Intravenous fluids or parenteral nutrition; 

(c) Preoperative and postoperative monitoring when 
anesthetic other than local is administered; or 

(d) Cardiopulmonary or other life support on a continu- 
ing basis. 

(46) "Neonatologist" means a pediatrician who is board 
certified in neonatal-perinatal medicine or board eligible in 
neonatal-perinatal medicine, provided the period of eligibil- 
ity does not exceed three years, as defined and described in 
Directory of Residency Training Programs by the Accredita- 
tion Council for Graduate Medical Education, American 
Medical Association, 1981-1982 or the American Osteo- 
pathic Association Yearbook and Directory, 1981-1982. 

(47) "Newborn care" means provision of nursing and 
medical services described by the hospital and appropriate 
for well and convalescing infants including supportive care, 
ongoing physical assessment, and resuscitation. 

(48) "New construction" means any of the following: 

(a) New buildings to be used as hospitals; 

(b) Additions to existing buildings to be used as hospi- 
tals; 
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(c) Conversion of existing buildings or portions thereof 
for use as hospitals; 

(d) Alterations. 

(49) "Nursing home unit" or "long-term care unit" means 
a group of beds for the accommodation of patients who, 
because of chronic illness or physical infirmities, require 
skilled nursing care and related medical services but are not 
acutely ill and not in need of the highly technical or special- 
ized services ordinarily a part of hospital care. 

(50) "Nursing unit, general" means a separate physical 
and functional unit of the hospital including a group of 


. patient rooms, ancillary and administrative, and service facil- 


ities necessary to provide nursing service to the occupants of 
these patient rooms. Facilities serving other areas of the hos- 
pital and creating traffic unnecessary to the functions of the 
nursing unit are excluded. 

(51) "Observation room" means a room for close nursing 
observation and care of one or more outpatients for a period 
of less than twenty-four consecutive hours. 

(52) "Obstetrical area" means the portions or units of the 
hospital designated or designed for care and treatment of 
women during the antepartum, intrapartum, and postpartum 
periods, and/or areas designed as nurseries for care of new- 
borns. 

(53) "Occupational therapist" means an individual 
licensed under the provisions of chapter 18.59 RCW. 

(54) "Operating room" means a room within the sterile 
surgical department intended for invasive and noninvasive 
procedures requiring anesthesia. 

(55) "Outpatient" means a patient receiving services that 
generally do not require admission to a hospital bed for 
twenty-four hours or more. 

(56) "Patent" means an individual receiving (or has 
received) preventive, diagnostic, therapeutic, rehabilitative, 
maintenance, or palliative health services at the hospital. 

(57) "Patient care areas" means all nursing service areas 
of the hospital where direct patient care is rendered and all 
other areas of the hospital where diagnostic or treatment pro- 
cedures are performed directly upon a patient. 

(58) "Pediatrician" means a physician: 

(a) Having successfully completed a residency program 
approved by the American Board of Pediatrics as described 
in the Directory of Residence Training Programs Accredited 
by the Accreditation Council for Graduate Medical Educa- 
tion, American Medical Association, 1981-1982; or 

(b) Approved by the American Osteopathic Board of 
Pediatrics as described in the American Osteopathic Associ- 
ation Yearbook and Directory, 1981-1982; and 

(c) Board certified or board eligible for period not to 
exceed three years. 

(59) "Pediatric service" means any diagnostic, treatment, 
or care service provided for infants, children, or adolescents. 

(60) "Person" means any individual, firm, partnership, 
corporation, company, association, or joint stock association, 
and the legal successor thereof. I 

(61) "Pharmacist" means an individual licensed by the 
state board of pharmacy to engage in the practice of phar- 
macy under the provisions of chapter 18.64 RCW as now or 
hereafter amended. 
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(62) "Pharmacy" means the central area in a hospital 
where drugs are stored and are issued to hospital departments 
or where prescriptions are filled. 

(63) "Physical barrier" means a partition or similar space 
divider designed to prevent splash or spray between room 
areas. 

(64) "Physical therapist" means an individual licensed 
under provisions of chapter 18.74 RCW. 

(65) "Physician" means an individual licensed under pro- 
visions of chapter 18.71 RCW, Physicians, or chapter 18.57 
RCW, Osteopathy—Osteopathic medicine and surgery. 

(66) "Physician's assistant" means an individual who is 
not a physician but practices medicine under provisions, 
rules, and regulations of chapter 18.71A RCW, or provisions, 
rules, and regulations under chapter 18.57A RCW. 

(67) "Physician member of medical staff qualified in 
nuclear medicine" means a physician with staff privileges 
who is: 

(a) Certified or eligible for certification by the American 
Board of Radiology (ABR) or the American Board of 
Nuclear Medicine (ABNM) in radiologic physics including 
diagnostic, therapeutic, and medical nuclear physics; and 

(b) Included in the 1987-1989 list of board-certified phy- 
sicians maintained by ACR Professional Bureau, 1899 Pre- 
ston White Drive, Reston, VA 22091. 

(68) "Prescription" means an order for drugs for a spe- 
cific patient given by a licensed physician, dentist, or other 
individual legally authorized to write prescriptions, transmit- 
ted to a pharmacist for dispensing to the specific patient. 

(69) "Procedure" means an activity to relieve pain, diag- 
nose, cure, improve, or treat a patient's condition usually 
requiring specialized equipment. 

(70) "Protocols" and "standing order" mean written 
descriptions of actions and interventions for implementation 
by designated hospital personnel under defined circum- 
stances and authenticated by a legally authorized person 
under hospital policy and procedure. 

(71) "Psychiatric unit" means a separate portion of the 
hospital specifically reserved for the care of psychiatric 
patients (a part of which may be unlocked and a part locked), 
as distinguished from "seclusion rooms" or "security rooms" 
as defined in this section. 

(72) "Psychiatrist" means a physician having success- 
fully completed a three-year residency program in psychiatry 
and is eligible for certification by the American Board of Psy- 
chiatry and Neurology as described in the Directory of Resi- 
dency Training Programs Accredited by the Accreditation 
Council for Graduate Medical Education, American Medical 
Association, 1981-1982, or eligible for certification by the 
American Osteopathic Board of Neurology and Psychiatry as 
described in the American Osteopathic Association Yearbook 
and Directory, 1981-1982. 

(73) "Psychologist" means an individual licensed as a 
psychologist in the state of Washington under provisions of 
chapter 18.83 RCW. 

(74) “Radiation oncologist" means a physician who suc- 
cessfully completed an approved residency program in thera- 
peutic radiology and is either board certified or eligible for 
board certification in radiation oncology by: 
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(a) The American Board of Radiology described under 
Directory of Residency Programs Accredited by the Accredi- 
tation Council for Graduate Medical Education, American 
Medical Association, 1981-82, with: 

(i) Certification in use of both external and brachyther- 
apy techniques; and 

(ii) Continuing education requirements of the board met; 
or 

(b) The American Osteopathic Board of Radiology 
described in the American Osteopathic Association Yearbook 
and Directory, 1981-82 with: 

(i) Certification in use of both external and brachyther- 
apy techniques; and 

(ii) Continuing education requirements of the board met. 

(75) "Radiologist" means a physician who is board certi- 
fied or eligible for certification in radiology and meeting con- 
tinuing education requirements of: 

(a) The American Board of Radiology described under 
Directory of Residency Programs Accredited by the Accredi- 
tation Council for Graduate Medical Education, American 
Medical Association, 1981-82; or 

(b) The American Osteopathic Board of Radiology 
described under American Osteopathic Association Yearbook 
and Directory, 1981-82. 

(76) “Recreational therapist" means an individual with a 
bachelors degree including a major or option in therapeutic 
recreation or recreation for the ill and handicapped. 

(77) “Recovery unit" means a special physical and func- 
tional unit for the segregation, concentration, and close or 
continuous nursing observation and care of patients for a 
period of less than twenty-four hours immediately following 
anesthesia, obstetrical delivery, surgery, or other diagnostic 
or treatment procedures which may produce shock, respira- 
tory obstruction or depression, or other serious states. 

(78) "Referred outpatient diagnostic service" means a 
service provided to an individual receiving medical diagno- 
sis, treatment, and other health care services from one or 
more sources outside the hospital limited to diagnostic tests 
and examinations: 

(a) Not involving administration of a parenteral injec- 
tion, the use of a local or general anesthesia or the perfor- 
mance of a surgical procedure; and 

(b) Ordered by a health care practitioner, legally permit- 
ted to order such tests and examinations, to whom the hospi- 
tal reports the findings and results of the tests and examina- 
tions. 

(79) "Registered nurse" means an individual licensed 
under the provisions of chapter 18.88 RCW and practicing in 
accordance with the rules and regulations promulgated there- 
under. 

(80) "Restraint" means any apparatus used for the pur- 
pose of preventing or limiting free body movement. This 
shall not be interpreted to include a safety device as defined 
herein. 

(81) "Room" means a space set apart by floor-to-ceiling 
partitions on all sides with proper access to a corridor and 
with all openings provided with doors or windows. 

(82) "Rooming-in" means an arrangement for mother 
and infant to room together with provision for family interac- 
tion within the hospital setting. 
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(83) "Safety device" means a device used to safeguard a 
patient who, because of developmental level or condition, is 
particularly subject to accidental self-injury. 

(84) "Seclusion room" means a small, secure room spe- 
cifically designed and organized to provide for temporary 
placement, care, and observation of one patient and further 
providing an environment with minimal sensory stimuli, 
maximum security and protection, and visualization of the 
patient by authorized personnel and staff. Doors of seclusion 
rooms shall be provided with staff-controlled locks. There 
shall be security relites in the door or equivalent means 
affording visibility of the occupant at all times. Inside or out- 
side rooms may be acceptable. 

(85) "Security room" means a patient sleeping room 
designed, furnished, and equipped to provide maximum 
safety and security, including window protection or security 
windows and a lockable door with provision for observation 
of room occupant. 

(86) "Self-administration of drugs" means a patient 
administering or taking his or her own drugs from properly 
labeled containers: Provided, That the facility maintains the 
responsibility for seeing the drugs are used correctly and the 
patient is responding appropriately. 

(87) "Sensitive area" means a room used for surgery, 
obstetrical delivery, nursery, post-anesthesia recovery, spe- 
cial procedures where invasive techniques are used, or criti- 
cal care including, but not limited to, intensive and cardiac 
care. 

(88) "Shall" means compliance is mandatory. 

(89) "Should" means a suggestion or recommendation, 
but not a requirement. 

(90) "Sinks": 

(a) "Clinic service sink (siphon jet)" means a plumbing 
fixture of adequate size and proper design for waste disposal 
with siphon jet or similar action sufficient to flush solid mat- 
ter of at least two and one-eighth inch diameter. 

(b) "Scrub sink" means a plumbing fixture of adequate 
size and proper design for thorough washing of hands and 
arms, equipped with knee, foot, electronic, or equivalent con- 
trol, and gooseneck spout. 

(c) "Service sink" means a plumbing fixture of adequate 
size and proper design for filling and emptying mop buckets. 

(d) "Handwash sink" means a plumbing fixture of ade- 
quate size and proper design for washing hands, equipped 
with soap dispenser and single service hand drying device. 

(91) "Social worker" means an individual holding a mas- 
ters degree in social work from a graduate school of social 
work approved by the council on social work education. 

(92) "Soiled" (when used in reference to a room, area, or 
facility) means space and equipment for collection or clean- 
ing of used or contaminated supplies and equipment or col- 
lection or disposal of wastes. 

(93) "Special procedure" means a distinct and/or special 
diagnostic exam or treatment, such as, but not limited to, 
endoscopy, angiography, and cardiac catheterization. 

(94) "Stretcher" means a four-wheeled cart designed to 
serve as a litter for the transport of an ill or injured individual 
in a horizontal or recumbent position. 

(95) "Surgical procedure" means any manual or opera- 
tive procedure performed upon the body of a living human 
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being for the purpose of preserving health, diagnosing or cur- 
ing disease, repairing injury, correcting deformity or defect, 
prolonging life or relieving suffering, and involving any of 
the following: 

(a) Incision, excision, or curettage of tissue or an organ; 

(b) Suture or other repair of tissue or an organ including 
a closed as well as an open reduction of a fracture; 

(c) Extraction of tissue including the premature extrac- 
tion of the products of conception from the uterus; or 

(d) An endoscopic examination with use of a local or 
general anesthesia. 

(96) "Therapeutic radiologic technologist" means an 
individual certified or eligible for certification as a therapeu- 
tic radiologic technologist under chapter 18.84 RCW. 

(97) "Through traffic" means traffic for which the origin 
and destination are outside the room or area serving as a pas- 
sageway. 

(98) "Toilet" means a room containing at least one water 
closet. 

(99) "Treatment" means the care and management of a 
patient to combat, improve, or prevent a disease, disorder, or 
injury, and may be: 

(a) Pharmacologic, surgical, or supportive; 

(b) Specific for a disorder; or 

(c) Symptomatic to relieve symptoms without effecting a 
cure. 

(100) "Tuberculous patient" means an individual receiv- 
ing diagnostic or treatment services because of suspected or 
known tuberculosis. 

(101) "Water closet" means a plumbing fixture for defe- 
cation fitted with a seat and device for flushing the bowl of 
the fixture with water. 

(102) “Window" means a glazed opening in an exterior 
wall. : 
(a) "Maximum security window" means a window that 
can only be opened by keys or tools under the control of per- 
sonnel. The operation shall be restricted to prohibit escape or 
suicide. Where glass fragments may create a hazard, safety 
glazing and other appropriate security features shall be incor- 
porated. Approved transparent materials other than glass may 
be used. 

(b) "Relite" means a glazed opening in an interior parti- 
tion between a corridor and a room or between two rooms to 
permit viewing. 

(c) "Security window" means a window designed to 
inhibit exit, entry, and injury to a patient, incorporating 
approved, safe transparent material. 
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058 (Order 269), $ 248-18-001, filed 9/20/83; 83-01-003 (Order 245), 8 248- 
18-001, filed 12/2/82. Statutory Authority: RCW 70.41.030. 81-05-029 
(Order 209), § 248-18-001, filed 2/18/81; Order 135, $ 248-18-001, filed 


12/6/76; Order 119, $ 248-18-001, filed 5/23/75; Order 106, § 248-18-001, 
filed 1/13/75; Order 91, $ 248-18-001, filed 10/3/73; Order 83, $ 248-18- 
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001, filed 4/9/73; Order 50, $ 248-18-001, filed 12/17/70; Regulation 
18.001, effective 3/11/60.] 


WAC 246-318-013 License expiration dates—Notice 
of decision—Adjudicative proceeding. (1) The department 
shall issue hospital licenses initially and reissue hospital 
licenses as often thereafter as necessary to stagger license 
expiration dates throughout the calendar year so as to cause 
approximately one-twelfth of the total number of hospital 
licenses to expire on the last day of each month, but no 
license issued pursuant to this chapter shall exceed thirty-six 
months in duration. If there is failure to comply with the pro- 
visions of chapter 70.41 RCW or this chapter, the department 
may, in its discretion, issue a provisional license to permit the 
operation of the hospital for a period of time to be determined 
by the department. 

(2) The department may deny, suspend, modify, or 
revoke a license for cause. 

(3)(a) The department's notice of a denial, suspension, 
modification, or revocation of a license shall be consistent 
with RCW 43.70.115. An applicant or license holder has the 
right to an adjudicative proceeding to contest a license deci- 
sion. 

(b) A license applicant or holder contesting a department 
license decision shall within twenty-eight days of receipt of 
the decision: 

(i) File a written application for an adjudicative proceed- 
ing by a method showing proof of receipt with the Adminis- 
trative Hearings Unit, Department of Health, 1300 Quince 
Street S.E., P.O. Box 47851, Olympia, WA 98504-7851; and 

(ii) Include in or with the application: 

(A) A specific statement of the issue or issues and law 
involved; 

(B) The grounds for contesting the department decision; 
and 

(C) A copy of the contested department decision. 

(c) The proceeding is governed by the Administrative 
Procedure Act (chapter 34.05 RCW), this chapter, and chap- 
ter 246-08 W AC. If a provision in this chapter conflicts with 
chapter 246-08 WAC, the provision in this chapter governs. 
[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), 8 246-318- 
013, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as $ 246-318-013, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: Chapter 34.05 RCW, RCW 34.05.220 
(1)(a) and 70.41.030. 90-06-019 (Order 039), 8 248-18-015, filed 2/28/90, 
effective 3/1/90. Statutory Authority: RCW 70.41.030 and 43.20.050. 82- 


24-002 (Order 249), 8 248-18-015, filed 11/18/82; Order 119, $ 248-18-015, 
filed 5/23/75; Order 69, $ 248-18-015, filed 1/13/72.] 


WAC 246-318-015 Exemptions and interpretations. 
(1) If a hospital that is required to be licensed under this act 
does not normally provide a particular service or department, 
the section or sections of these regulations relating to such 
service or department will not be applicable. 

(2) The department may, in its discretion, exempt certain 
hospitals from complying with parts of these regulations 
when it has been found after thorough investigation and con- 
sideration that such exemption may be made in an individual 
case without placing the safety or health of the patients in the 
hospitals involved in jeopardy. 

(3) The secretary of the department or his or her designee 
may, upon written application of a hospital, allow the substi- 
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tution of procedures, materials, or equipment for those speci- 
fied in these regulations when such procedures, materials, or 
equipment have been demonstrated to his or her satisfaction 
to be at least equivalent to those prescribed. The secretary or 
his or her designee shall send a written response to a hospital 
which has applied for approval of a substitution. The 
response shall approve or disapprove the substitution and 
shall be issued within thirty working days after the depart- 
ment has received all the information necessary to the review 
of the application. 


(4) A hospital may, upon submission of a written request 
to the secretary of the department or his or her designee, 
obtain an interpretation of a rule or regulation contained in 
this chapter. The secretary or his or her designee shall, in 
response to such a request, send a written interpretation of the 
rule or regulation within thirty working days after the depart- 
ment has received complete information relevant to the 
requested interpretation. 


(5) A copy of each exemption or substitution granted or 
interpretation issued pursuant to the provisions of this section 
shall be reduced to writing and filed with the department and 
the hospital. 


(Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), § 246-318- 
015, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-318-015, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 
061), § 248-18-010, filed 5/30/90, effective 6/30/90. Statutory Authority: 
1985 c 213. 86-08-002 (Order 2348), $ 248-18-010, filed 3/20/86. Statutory 
Authority: RCW 70.41.30 [70.41.030]. 81-05-029 (Order 209), 8 248-18- 
010, filed 2/18/81; Order 142, $ 248-18-010, filed 2/8/77; Order 119, 8 248- 
18-010, filed 5/23/75; Order 50, 8 248-18-010, filed 12/17/70; Order 22, 8 
248-18-010, filed 6/27/69; Order 10, 8 248-18-010, filed 1/2/69; Regulation 
18.010, effective 3/11/60; Subsection (3), filed 2/17/61.] 


WAC 246-318-017 Single license to cover two or 
more buildings—When permissible. When an applicant 
and the hospital facility for which such application is submit- 
ted meet the licensure requirements of chapter 70.41 RCW 
and this chapter, the department may issue a single hospital 
license to include two or more buildings, provided: 


(1) The licensee shall operate the multiple buildings as a 
single integrated system. 


(a) All buildings or portions of buildings under a single 
license shall be governed by a single governing body and 
under administrative control of a single administrator, and 


(b) All hospital facilities operating under a single license 
shall have a single medical staff. 


(2) Buildings connected by a heated, enclosed passage- 
way are considered a single building and the passageway 
shall be constructed and maintained to permit the safe trans- 
fer of patients, equipment, and supplies. 


(3) Safe, appropriate, and adequate transport of patients 
between buildings shall be provided. 


(4) Hospital buildings included under one license shall 
not be located more than ten surface miles apart. 


[Statutory Authority; RCW 70.41.030. 92-02-018 (Order 224), 8 246-318- 
017, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-318-017, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 70.41.030. 85-23-020 (Order 2305), 
$ 248-18-017, filed 11/13/85; Order 119, $ 248-18-017, filed 5/23/75.] 
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WAC 246-318-020 Approval of plans. (1) Plans and 
specifications for new construction other than minor alter- 
ations, shall be prepared by or under the direction of an archi- 
tect duly registered in the state of Washington. It is strongly 
recommended that a narrative description of any proposed 
construction or alterations be submitted to the department 
prior to the preparation of any preliminary drawings. 

(2) All new construction, other than minor alterations, 
shall be done in accordance with at least the specific mini- 
mum requirements of the department covering new construc- 
tion in hospitals, including submission of preliminary plans 
and the submission and approval of final working drawings 
and specifications. 

(3) Compliance with these standards and regulations 
does not relieve the hospital of the need to comply with appli- 
cable state and local building and zoning codes. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-318-020, filed 12/27/90, effective 1/31/91. Statutory Authority: 
Chapter 70.41 RCW. 90-12-014 (Order 061), 8 248-18-020, filed 5/30/90, 


effective 6/30/90; Order 119, $ 248-18-020, filed 5/23/75; Regulation 
18.020, effective 3/11/60.] 


WAC 246-318-025 Required approval for occupancy 
after completion of new construction. (1) Prior to occu- 
pancy and use of a building or any room or other portion of a 
building constituting the whole or part of a new construction 
project, a hospital shall have obtained written authorization 
for such occupancy from the department. 

(2) The hospital shall notify the department when either 
of the following has been substantially completed: An entire 
new construction project, or any room or other portion of a 
new construction project the hospital plans to occupy before 
the entire new construction project is finished. 

(3) The department shall authorize occupancy if the new 
construction has been completed in accordance with this 
chapter and the department has received written approval of 
such occupancy from the state fire marshal. 

(4) The department may authorize occupancy of a build- 
ing or any room or other portion of a building when the new 
construction is deficient in relation to this chapter: Provided, 
That the department has determined, after thorough investi- 
gation and consideration, the deficiencies will not impair ser- 
vices to patients or otherwise jeopardize the safety or health 
of patients, the hospital has provided written assurance of 
completion or correction of deficient items within a period of 
time acceptable to the department, and the department has 
received written approval of such occupancy from the state 
fire marshal. 

[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), $ 246-318- 
025, filed 12/23/91, effective 1/23/92, Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as $ 246-318-025, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 70.41.030 and 43.20.050. 82-13- 


084 (Order 230), § 248-18-025, filed 6/22/82; Order 123, 8 248-18-025, filed 
3/18/76.] 


WAC 246-318-030 Governing body and administra- 
tion. (1) The hospital shall have a governing body responsi- 
ble for adoption of policies concerning the purposes, opera- 
tion and maintenance of the hospital, including safety, care, 
and treatment of patients. 

(2) The hospital governing body shall: 
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(i) Provide personnel, facilities, equipment, supplies, and 
services to meet the needs of patients within the purposes of 
the hospital. 

(ii) Appoint an administrator responsible for implement- 
ing the policies adopted by the governing body. 

(iii) Have authority and responsibility for the appoint- 

` ment and periodic reappointment of the medical staff. 

(iv) Require medical staff accountability to the govern- 
ing body through approval under the medical staff organiza- 
tion bylaws and rules as applied by the governing body. 

(v) Require evidence that each individual granted clini- 
cal privileges pursuant to medical staff bylaws has appropri- 
ate and current qualifications. 

(vi) Require that each person admitted to the hospital is 
under the care of a member of the medical staff possessing 
clinical privileges. 

(3) The hospital shall establish and maintain a coordi- 
nated program for identification and prevention of malprac- 
tice according to RCW 70.41.200 to include: 

(a) Quality assurance committee including at least one 
member of the governing body with functions described in 
RCW 70.41.200; 

(b) Policies, procedures, systems, and practices to com- 
ply with RCW 70.41.200 related to: 

(i) Medical staff privileges sanction and individual phy- 
sician review. 

(ii) Review of qualifications of persons delivering care in 
the hospital. 

(iii) Resolution of grievances by patients. 

(iv) Continuous collection of information related to neg- 
ative health care outcomes and injuries to patients. 


(v) Education programs and compliance with reporting. 


requirements of RCW 70.41.200. 

(vi) Access by medical and osteopathic licensing and 
disciplinary boards to appropriate records of hospital deci- 
sions on restriction or termination of physician privileges. 

(4) Each hospital shall develop procedures for identify- 
ing potential organ and tissue donors as required in RCW 
68.08.650. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
8 246-318-030, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.41.030. 87-03-020 (Order 2463), 8 248-18-031, filed 1/13/87. Statutory 


Authority: RCW 70.41.030 and 43.20.050. 84-17-077 (Order 275), $ 248- 
18-031, filed 8/16/84.] 


WAC 246-318-033 Medical staff. (1) There shall be a 
medical staff appointed by the governing body. 

(2) Medical staff bylaws, rules, and regulations shall be 
subject to approval by the governing body. These bylaws and 
rules shall include qualifications for medical staff member- 
ship, procedures for delineation of hospital specific clinical 
privileges, and organization of the medical staff. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-318-033, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 


70.41.030 and 43.20.050. 84-17-077 (Order 275), $ 248-18-033, filed 
8/16/84. 


WAC 246-318-035 Infection control program. Each 
hospital shall maintain an effective hospital wide program for 
the surveillance, prevention, and control of infection includ- 
ing: 
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(1) Designation of an infection control committee to 
oversee the program with: 

(a) Multidisciplinary membership on the committee 
including representatives from medical staff, nursing, admin- 
istration, and persons directly responsible for management of 
the infection control program; 

(b) Description of the program approved by the commit- 
tee and including surveillance, prevention, and control activ- 
ities; 

(c) Delegation of authority, approved in writing by 
administrative and medical staff, to institute surveillance, 
prevention, and control measures when there is reason to 
believe any patient or personnel may be at risk of infection; 

(d) Regularly scheduled meetings at least quarterly; 

(e) Maintenance of written minutes and reports of find- 
ings presented during committee meetings; and 

(f) A method for forwarding recommendations to the 
medical staff, nursing, administration, quality assurance, and 
other committees and departments as appropriate. 

(2) Management of the infection control program by one 
or more persons with documented evidence of qualifications 
related to infection surveillance, prevention, and control 
including: 

(a) Education; 

(b) Training; 

(c) Certification; or 

(d) Supervised experience. 

(3) Establishing the following components of the infec- 
tion control program: 

(a) Review of patient and personnel infections, as appro- 
priate, to determine whether an infection is nosocomial using 
definitions and criteria established by the committee; 

(b) Written policies and procedures describing the types 
of surveillance carried out to monitor: 

(i) Rates of nosocomial infections; 

(ii) Systems used to collect and analyze data; and 

(iii) Activities to prevent and control infections; 

(c) A system for reporting communicable diseases and 
following requirements under chapter 246-100 WAC, Com- 
municable and certain other diseases; 

(d) A procedure for reviewing and approving infection 
control aspects of policies and procedures used in each area 
of the hospital; 

(e) Provision of consultation regarding patient care prac- 
tices, equipment, and supplies influencing risk of infection; 

(f) Provision of consultation regarding appropriate pro- 
cedures and products used for cleaning, disinfection, and 
sterilization; 

(g) Provision of information on infection control for ori- 
entation and in-service education of employees, and nonem- 
ployees performing direct patient care; 

(h) Development of recommendations, consistent with 
federal, state, and local laws and rules, on methods for the 
proper disposal to prevent unsafe or unsanitary conditions 
related to: 


(i) Sewage; 
(ü) Solid and liquid wastes; and 


(iii) Infectious wastes including safe management of 
sharps; 
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(i) Defining indications for specific precautions to pre- 
vent transmission of infections; 

(j) Coordinating of or cooperating with the employee 
health activities relating to contro! of hospital exposure and 
transmission of infections to or from employees and others 
performing patient services; 

(k) Designing and monitoring of the physical environ- 
ment of the hospital for infectious disease control. 

(4) Provision of the following in any hospital providing 
inpatient services for tuberculous patients: 

(a) Designated patient rooms for patients with suspected 
or known infectious tuberculosis including: 

(i) Ventilation to maintain a negative pressure condition 
in each patient room relative to adjacent spaces, except bath 
and toilet areas with: 

(A) Air movement or exhaust from the patient room to 
the out-of-doors; 

(B) Ventilation at the rate of six air changes per hour, 
exhaust; and 

(C) Make-up or supply air from adjacent ventilated 
spaces permitted only when a minimum of two air changes is 
tempered with outside air; 

(ii) Ultraviolet generator irradiation as follows: 

(A) Use of ultraviolet fluorescent fixtures with lamps 
emitting wave length of 253.7 nanometers to irradiate ceiling 
and upper space of patient room; 

(B) The average reflected irradiance approximately 0.2 
microwatts per square centimeter in the room at the five foot 
level; 

(C) Fixture installation conforming to the recommenda- 
tions of the Illuminating Engineering Society Handbook, 5th 
edition, section 25, "Ultraviolet Energy"; 

(D) Lamps changed as recommended by the manufac- 
turer; 

(b) Transfer of discharge information to the health 
department of the patient's county of residence; 

(c) Mantoux tuberculin skin testing of employees in con- 
tact with infectious tuberculosis cases within one year of con- 
tact if regularly working in areas described under subsection 
(4)(a)(i) and (ii) of this section. 

(d) Tuberculin skin testing employees as required by the 
local health officer or the department for contact investiga- 
tions. Positive skin tests for contact investigations are 5 mm 
induration read at forty-eight to seventy-two hours. 

(5) Implementation of a human immunodeficiency virus 
(HIV) and acquired immunodeficiency syndrome (AIDS) 
education plan including: 

(a) Verifying or arranging for appropriate education and 
training of personnel on the prevention, transmission, and 
treatment of HIV and AIDS consistent with RCW 70.24.310; 
and 

(b) Use of infection control standards and educational 
material consistent with the department-approved curriculum 
manual KNOW - HIV/AIDS, Prevention Education for 
Health Care Facility Employees, January 1991, published by 
the office on HIV/AIDS. 

[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), 8 246-318- 
035, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-318-035, filed 12/27/90, effec- 


tive 1/31/91. Statutory Authority: RCW 70.41.030. 90-24-044 (Order 115), 
$ 248-18-035, filed 11/30/90, effective 12/31/90. Statutory Authority: RCW 
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70.41.030 and 43.20.050. 89-21-039 (Order 4), $ 248-18-035, filed 
10/12/89, effective 11/12/89; Order 119, $ 248-18-035, filed 5/23/75; Order 
107, § 248-18-035, filed 1/13/75.] 


WAC 246-318-040 Personnel. (1) Hospitals shall 
employ sufficient qualified personnel to operate each depart- 
ment of the hospital with verification of required license, cer- 
tification, or registration. 

(2) Hospitals shall ensure that nonemployees providing 
direct patient care comply with hospital policies and proce- 
dures. 

(3) Hospitals shall establish written job descriptions for 
each job classification, minimally including: 

(a) Job title, reporting relationships, summary of duties 
and responsibilities, and qualifications; and 

(b) Provisions for review every two years with revision 
when necessary. 

(4) Hospitals shall: 

(a) Ensure a periodic performance appraisal of employ- 
ees and volunteers related to: 

(1) Satisfactory performance of assigned tasks; and 

(ii) Competence in delivering health care services; 

(b) Designate an employee responsible for volunteer ser- 
vices and activities; 

(c) Plan and implement orientation and education pro- 
grams minimally to include: 

(i) New employee and volunteer orientation for: 

(A) Organizational structure; 

(B) Building layout; 

(C) Infection control; 

(D) Safety, including the fire and disaster plan; 

(E) Policies and procedures; and 

(F) Equipment pertinent to the job; 

(ii) Employee continuing education for maintaining and 
improving skills; 

Gii) Documentation of orientation, in-service, and con- 
tinuing education for employees; and 

(iv) HIV/AIDS training for employees as specified under 
WAC 246-318-035; 

(d) Establish a nursing service under the direction of a 
registered nurse to: 

(i) Provide for adequate numbers of registered nurses on 
duty at all times; and 

(ii) Require registered nurse supervision of employees 
and others performing nursing service functions; 

(e) Ensure adequate supervision of employees and non- 
employees; 

(f) Maintain a current employee call back list for disas- 
ters; 

(g) Require each employee to have on employment a 
tuberculin skin test by the Mantoux method within thirty days 
of employment and as follows: 

(i) For new employees, a negative skin test is defined as 
less than ten millimeters of induration read at forty-eight to 
seventy-two hours. Employees with negative reactions to the 
first test and thirty-five years of age or older shall have a sec- 
ond test one to three weeks after the first test; 

(ii) New employees with positive reactions to either test 
shall have a chest x-ray within thirty days. Hospitals shall: 

(A) Retain records of test results, reports of x-ray find- 
ings, exceptions, or exemptions in the facility; and 
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(B) Provide a copy of test results to the employee; 

(iii) Exclude from skin testing: 

(A) New employees documenting a positive Mantoux 
test in the past; 

(B) New employees providing documentation of meet- 
ing requirements under subsection (4)(h)(i) and (ii) of this 
section within the six months preceding the date of employ- 
ment; and 

(C) An employee with a written waiver from the depart- 
ment after stating the tuberculin skin test by the Mantoux 
method presents a hazard to his or her health and presenting 
supportive medical data to the department tuberculosis con- 
trol program; 

(h) Document the following when individuals request 
tuberculosis skin test waivers from the department: 

(i) Department notification of the individual requesting a 
waiver from tuberculosis skin testing and department deci- 
sion; and 

(ii) Department advice to the individual employee and 
the hospital regarding department screening requirements if a 
waiver is granted. 

[Statutory Authority: RCW 43.43.830 through 43.43.842. 93-16-030 (Order 
381), § 246-318-040, filed 7/26/93, effective 8/26/93. Statutory Authority: 
RCW 70.41.030. 92-02-018 (Order 224), $ 246-318-040, filed 12/23/91, 
effective 1/23/92. Statutory Authority: RCW 43.70.040. 91-02-049. (Order 
121), recodified as $ 246-318-040, filed 12/27/90, effective 1/31/91. Statu- 
tory Authority: RCW 70.41.030. 90-24-044 (Order 115), § 248-18-040, 
filed 11/30/90, effective 12/31/90; 86-08-086 (Order 2362), 8 248-18-040, 
filed 4/2/86. Statutory Authority: RCW 70.41.030 and 43.20.050. 82-24-003 
(Order 250), $ 248-18-040, filed 11/18/82. Statutory Authority: RCW 
43.20.050. 80-02-003 (Order 191), $ 248-18-040, filed 1/4/80; Order 121, 8 
241-18-040, filed 9/18/75; Order 119, $ 248-18-040, filed 5/23/75; Order 91, 


$ 248-18-040, filed 10/3/73; Order 76, $ 248-18-040, filed 1/9/73; Regula- 
tion 18.040, effective 3/11/60.] 


WAC 246-318-042 Criminal history, disclosure, and 
background inquiries. (1) A licensee or license applicant 
shall require a disclosure statement as specified under RCW 
43.43.834 for each prospective employee, volunteer, contrac- 
tor, student, and any other person associated with the licensed 
hospital having direct contact with: 

(a) Children under sixteen years of age; 

(b) Vulnerable adults as defined under RCW 43.43.830; 
and 

(c) Developmentally disabled individuals. 

(2) A license applicant having direct contact with vulner- 
able adults shall obtain a Washington state patrol criminal 
history background disclosure statement and submit it to the 
department either: 

(a) With the initial application for licensure; or 

(b) For current licensees, with the first application for 
renewal of license submitted after September 1, 1993. 

(3) A licensee or license applicant shall: 

(a) Require a Washington state patrol background 
inquiry as specified in RCW 43.43.842(1) for each:: 

(i) Employee, volunteer, contractor, student, and any 
other person currently associated with the licensed hospital, 
having direct contact with vulnerable adults, when engaged 
on or since July 22, 1989; and 

(ii) Prospective employee, volunteer, contractor, student, 
and person applying for association with the licensed hospital 
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prior to allowing the person direct contact with vulnerable 
adults, except as allowed by subsection (4) of this section; 

(b) Inform each person identified in (a) of this subsection 
of the requirement for a background inquiry; 

(c) Require the person to sign an acknowledgement 
statement that a background inquiry.will be made; 

(d) Verbally inform the person of the background inquiry 
results within seventy-two hours of receipt; and 

(e) Offer to provide a copy of the background inquiry 
results to the person within ten days of receipt. 

(4) A licensee may conditionally employ, contract with, 
accept as a volunteer or associate, a person having direct con- 
tact with vulnerable adults pending a background inquiry, 
provided the licensee: 

(a) Immediately obtains a disclosure statement from the 
person; and 

(b) Requests a background inquiry within three business 
days of the conditional acceptance of the person. 

(5) Except as provided in RCW 43.43.842 and in subsec- 
tion (4) of this section, a licensee shall not hire or retain, 
directly or by contract, any person having direct contact with 
vulnerable adults, if that person has been: 

(a) Convicted of a crime against persons as defined in 
RCW 43.43.830; 

(b) Convicted of a crime relating to financial exploitation 
of a vulnerable adult; 

(c) Found in any disciplinary board final decision to have 
abused a vulnerable adult under RCW 43.43.830; or 

(d) The subject in a protective proceeding under chapter 
74.34 RCW. 

(6) The licensee shall establish and implement proce- 
dures ensuring that all disclosure statements and background 
inquiry responses are: 

(a) Maintained in a confidential and secure manner; 

(b) Used for employment purposes only; 

(c) Not disclosed to any person except: 

(i) The person about whom the licensee made the disclo- 
sure or background inquiry; 

(ii) Authorized state and federal employees; and 

(iii) The Washington state patrol auditor. 

(d) Retained and available for department review during 
and at least two years following termination of employment. 

(7) The department shall: 

(a) Review records required under this section; 

(b) Investigate allegations of noncompliance with RCW 
43.43.830 through 43.43.842, when necessary, in consulta- 
tion with law enforcement personnel; and 

(c) Use information collected under this section solely 
for the purpose of determining eligibility for licensure or reli- 
censure as required under RCW 43.43.842. 

(8) The department may require licensees to complete 
additional disclosure statements or background inquiries for a 
person associated with the licensed facility having direct con- 
tact with vulnerable adults if the department has reason to 
believe that offenses specified under RCW 43.43.830 have 
occurred since completion of the previous disclosure state- 
ment or background inquiry. 


[Statutory Authority: RCW 43.43.830 through 43.43.842. 93-16-030 (ee 
381), $ 246-318-042, filed 7/26/93, effective 8/26/93.] 
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WAC 246-318-150 Maintenance. (1) The hospital, its 
component parts, facilities, and equipment shall be kept clean 
and in good repair and be maintained with consideration for 
the safety and well-being of the patients, staff, and visitors. 
The maintenance department shall function in accordance 
with written hospital policies and procedures. 

(2) Responsibility for maintenance shall be delegated to 
qualified personnel familiar with the hospital's equipment 
and/or systems. Personnel policies, job descriptions, records 
of orientation and in-service training shall be documented. 

(3) A scheduled preventive maintenance program with a 
system of equipment identification shall be established for 
patient care and physical plant equipment. 

(a) Equipment shall be kept clean, calibrated, adjusted, 
and in good repair. 

(b) A written plan shall define the inspection and inspec- 
tion interval for items and/or categories of equipment. 
Records shall be maintained to reflect the dates of inspection 
and maintenance of equipment and the name of the person 
who did the inspection. 

(4) Written procedures shall specify the action to be 
taken in the event of failure of essential equipment and major 
utility services. The written procedures shall include a system 
for summoning essential personnel and outside assistance 
when required. 

(5) Manufacturer's specifications, maintenance and oper- 
ation procedures appropriate for the hospital's maintenance 
policies should be retained and filed for access and reference. 

(6) Written procedures shall specify areas and equipment 
requiring specific infection control measures. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
§ 246-318-150, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.41.030. 79-04-004 (Order 175), $ 248-18-150, filed 3/9/79; Order 119, $ 


248-18-150, filed 5/23/75; Order 9, $ 248-18-150, filed 1/2/69; Regulation 
18.150, filed 8/4/67; Regulation 18.150, effective 3/11/60.] 


WAC 246-318-155 Housekeeping. (1) A safe and san- 
itary environment shall be maintained for all areas of the hos- 
pital through the use of sufficient personnel, equipment and 
procedures. 

(2) Adequate, clean housekeeping equipment shall be 
provided and maintained to meet the needs of the hospital. 
Carpet vacuum equipment used in patient occupied areas 
must be equipped with a fine particle retention filter. 

(3) Written policies and procedures shall specify daily 
and periodic cleaning schedules and routines and cleaning 
between occupancies. There shall be written policies and pro- 
cedures for cleaning of isolation rooms and other specialized 
areas. 

(4) There shall be effective, safe cleaning and disinfect- 
ing agents used with written procedures available. 

(5) An effective insect and rodent control program shall 
be maintained. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 


$ 246-318-155, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.41.030. 79-04-004 (Order 175), $ 248-18-155, filed 3/9/79.] 


WAC 246-318-160 Laundry. (1) The laundry and linen 
service shall have adequate space and equipment for storage, 
sorting and processing of clean and soiled linen/laundry. 
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(a) Separation between clean and soiled linen/laundry 
shall be maintained during sorting, processing, transporting, 
and storage of linen/laundry. 

(b) Soiled and clean linen/laundry shall be handled in a 
way which minimizes contamination risks. 

(i) Soiled linen/laundry from isolation and septic surgi- 
cal cases shall be bagged and marked for special handling. 

(ii) There shall be an adequate supply of hot water at a 
minimum temperature of 160 degrees F.; 71.1 degrees C., 
with use of appropriate disinfecting agents. 

(c) Procedures shall be established to provide for clean 
linen/laundry free of toxic residues. 

(2) The hospital shall maintain an adequate supply of 
linen/laundry through a linen/laundry control system. 

(3) A clean and safe environment with adequate ventila- 
tion and lighting shall be maintained. 

(a) Positive clean air flow shall be maintained in clean 
linen/laundry areas which are within the laundry. 

(b) Negative soiled air flow shall be maintained in soiled 
linen/laundry areas which are within the laundry. 

(c) Chemical or soap product containers shall be clearly 
labeled. 

(d) The use and precautionary procedures shall be 
defined and posted for chemical agents and soap products. 

(4) The laundry and linen service shall be adequately 
staffed. 

(a) Orientation and in-service, including infection con- 
trol and safe laundry practices, shall be provided for laundry 
and linen service personnel. 

(b) Written policies and procedures shall specify sched- 
uled activities and routines of personnel working in the laun- 
dry and/or linen areas. 

(5) If contracted services are used, the hospital shall 
insure that all requirements, except requirements in subsec- 
tion (4) of this section, are met through: 

(a) An annual on-site visit (inspection), of the complete 
physical plant(s) of any contract laundry which provides any 
service to or for the hospital shall be conducted by (a) mem- 
ber(s) of the hospital infection control committee (or the 
equivalent designated committee). This annual visit (inspec- 
tion), as a minimum requirement, shall be done by that mem- 
ber of the hospital infection control committee (or equivalent 
designated committee), who has the most expertise in the 
field of infection control and shall be documented by that 
committee in a record which the hospital shall retain. 

(b) A written agreement between the hospital and any 
facility which provides laundry services to and for the hospi- 
tal requiring that applicable provisions of this section (see 
subsection (5) of this section), be met by the laundry pro- 
vider, and allowing for immediate termination of the contract 
for failure to comply with any of the applicable provisions 
hereof, provided this subsection shall not be effective relative 
to any contract which was in existence prior to the effective 
date of this subsection, provided, however, that no such con- 
tract may be extended, renewed or otherwise held in effect 
beyond its termination date, as stated on the effective date 
hereof. 

(c) The hospital which uses contract laundry services 
shall meet the requirements specified in subsection (4) of this 
section, as applicable, for any hospital employees who are 
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involved with distribution, handling or storage of the linen/ 
laundry, whether cleaned or soiled. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-318-160, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 


70.41.030. 79-04-081 (Order 176), § 248-18-160, filed 4/2/79; Order 119, $ 
248-18-160, filed 5/23/75; Regulation 18.160, effective 3/11/60.] 


WAC 246-318-170 Sewage, garbage, and waste. (1) 
All sewage, garbage, refuse, and liquid wastes shall be col- 
lected and disposed of in a manner to prevent the creation of 
an unsafe or insanitary condition or nuisance. 

(2) Contaminated dressings, used dressings, surgical and 
obstetrical wastes, and other similar materials shall be han- 
dled in a satisfactory manner and finally disposed of in an 
incinerator or by another approved method. 

(3) Procedures shall be developed which specify the safe 
disposal of needles, knife blades, chemicals, and other poten- 
tially dangerous wastes. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-318-170, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 


70.41.030. 79-04-004 (Order 175), 5 248-18-170, filed 3/9/79; Order 119, $ 
248-18-170, filed 5/23/75; Regulation 18.170, effective 3/11/60.] 


WAC 246-318-180 Dietary and/or food service. Each 
hospital shall have an organized dietary and/or food service. 

(1) There shall be a designated individual responsible for 
management of dietary and/or food service. Personnel from 
dietary and/or food service shall be present in the hospital 
during all patient meal times. 

(2) The dietary and/or food service shall incorporate the 
ongoing and regularly scheduled input of a dietitian. A dieti- 
tian shall be responsible for developing policies and proce- 
dures for adequate nutritional and dietary consultation ser- 
vices for patients and food service. Patient consultation shall 
be documented in the medical record. 

(3) At least three scheduled meals a day shall be served 
at regular intervals with not more than fifteen hours between 
the evening meal and breakfast. Snacks of nourishing quality 
shall be available at all times. 

(4) Meals and nourishments shall provide a variety of 
food of sufficient quantity and quality to meet the nutritional 
needs of each patient. Unless contraindicated, Recommended 
Dietary Allowances, Ninth edition, 1980, the Food and Nutri- 
tion Board of the National Research Council, adjusted for 
activity, shall be used. 

(5) Written menus shall be planned in advance and 
approved by a dietitian. Substitutes shall be of similar nutri- 
tional value, as approved by a dietitian. A record of the 
planned menus, with substitutions as served, shall be retained 
for one month. 

(6) There shall be written orders (by an authorized indi- 
vidual) for all patient diets. Diets shall be prepared and 
served as prescribed. À current diet manual, approved in writ- 
ing by the dietitian and medical staff, shall be used for plan- 
ning and preparing diets. 

(7) Food service sanitation shall be in compliance with 
chapter 246-215 WAC Food service sanitation, except for 
WAC 246-215-149. 

(8) There shall be current written policies and procedures 
to include safety, infection control, food acquisition, food 
storage, food preparation, management of food not provided 
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or purchased by dietary/food service, serving of food, and 
scheduled cleaning of all food service equipment and work 
areas. 

(9) There shall be current written policies and proce- 
dures, with documentation of orientation and inservice, of 
dietary and food service employees. 

[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), $ 246-318- 
180, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as $ 246-318-180, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 70.41.030 and 43.20.050. 83-07- 


048 (Order 257), 8 248-18-180, filed 3/18/83; Order 119, 8 248-18-180, filed 
5/23/15; $ 248-18-180, filed 12/6/67; Regulation 18.180, effective 3/11/60.] 


WAC 246-318-190 Patient care services, general. (1) 
Policies, procedures, and techniques. 

(a) Hospitals shall establish written policies and proce- 
dures which specify the criteria for admission of patients to 
general and specialized patient care service areas and condi- 
tions requiring transfer. These policies and procedures shall 
be based upon the availability of sufficient and appropriate 
personnel, space, equipment, and supplies to provide care and 
treatment of patients. 

(b) There shall be written patient care policies and proce- 
dures designed to guide personnel. The policies and proce- 
dures should be reviewed at least one time every two years, 
revised as necessary, and approved in writing by appropriate 
representatives of the administrative, medical, and nursing 
service. 

(c) There shall be procedures and provision for personnel 
to gain immediate access to patient rooms, toilets, showers, 
and bathrooms should any emergency occur to a patient in 
any one of these areas. 

(d) The hospital shall establish safety policies and proce- 
dures for the care of all patients with special consideration for 
patients who because of age or condition are not responsible 
for his or her acts. 

(e) There shall be policies and procedures addressing 
protection of patients from assault, abuse, and neglect. All 
patient care personnel and staff should be oriented and edu- 
cated regarding preventing and reporting abuse of patients. 

(f) Written policies and procedures shall address imme- 
diate actions or behaviors of personnel and staff when patient 
behavior indicates that he or she is assaultive, out of control, 
or destructive. 

(g) Adequate nursing care shall be provided to all 
patients: 

(i) A patient care plan and/or nursing care plan shall be 
developed by or in conjunction with a registered nurse. There 
shall be documentation in the medical record of discharge 
planning. 

(ii) Discharge assessment shall be completed on all 
patients with discharge planning as indicated. 

(h) There shall be a reliable method for personal identifi- 
cation of each patient. 

(i) A recognized standard procedure for the handling and 
administration of blood and blood products shall be estab- 
lished. This procedure shall be written and readily available 
to all personnel responsible for the administration of blood 
and/or blood products. 

(б) A standard isolation technique shall be established 
and practiced. 
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(k) There shall be written policies governing smoking by 
personnel, patients, visitors, and others within the hospital. 
Policies shall be designed to prohibit smoking where or when 
smoking may cause discomfort to a patient or constitute a 
safety hazard. 

(I) A physical examination and medical history shall be 
documented within forty-eight hours of admission unless 
completed within one week prior to admission and incorpo- 
rated into the medical record. 

(m) Each patient care service area shall have available 
current references which are appropriate to the general and 
specific care provided in that area or unit. 

(n) Written policies and procedures shall be established, 
available to, and followed by personnel and medical staff in 
patient care areas who handle, manage, control, prescribe, 
dispense, or administer medications or drugs. Drugs are those 
substances and articles defined in chapter 69.41 RCW. 

(i) All policies and procedures related to drugs shall be 
approved by the appropriate medical staff committee in col- 
laboration with the pharmacist who directs the hospital phar- 
macy with evidence of discussion of and attention to con- 
cerns of an advisory interdisciplinary group minimally to 
include representatives from medical staff, hospital adminis- 
tration, and nursing service. Policies and procedures need not 
be identical in all patient care areas. 

(ii) Written order or prescription by members of medical 
staff authorized by state rule or law to prescribe drugs pursu- 
ant to chapter 69.41 RCW shall be required for all medica- 
tions administered to patients or self-administered by patients 
within the hospital. 

(iii) Medication administration policies and procedures 
shall be established and followed in patient care areas mini- 
mally to address: 

(A) Composition of a medication or drug order, i.e., date, 
type and amount of drug, route, frequency of administration, 
and authentication by medical staff authorized to prescribe 
drugs pursuant to chapter 69.41 RCW. 

(B) Requirements for authorized personnel administer- 
ing drugs or medications in accordance with state laws and 
regulations governing such acts. 

(C) Requirements for personnel authorized to receive 
and record or transcribe verbal or telephone drug orders, in 
accordance with laws and regulations governing such acts, 
e.g., pharmacists, physicians, and licensed nurses. 

(D) Timely authentication of verbal and telephone orders 
by medical staff authorized to prescribe drugs, not to exceed 
forty-eight hours for inpatient orders. 

(E) Requirements for specific written orders, identifica- 
tion of drug, administration, handling, proper storage, con- 
trol, or disposition of medications (drugs) owned by the 
patient, other than those dispensed by the hospital pharmacy. 

(F) Requirements for self-administration of medications. 

(iv) Medications located in patient care areas shall: 

(A) Be the responsibility of the pharmacist directing the 
hospital pharmacy; 

(B) Bear a legible label including generic and/or trade 
name and strength according to federal and state law; 

(C) Be stored under appropriate conditions and in accor- 
dance with general or specific directions of a hospital phar- 
macist; and 
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(D) Be accessible only to those personnel authorized 
access by hospital policy. 

(v) Outdated or deteriorated drugs, as indicated by label, 
shall be prohibited in patient care areas. 

(vi) A hospital pharmacist shall be responsible for assur- 
ing appropriate disposition, destruction, and disposal of drugs 
intended for patient use in patient care areas. 

(vii) Storage, distribution, record keeping, appropriate 
dissemination of information, and control of approved inves- 
tigational drugs or medications used in the hospital shall be 
the responsibility of the pharmacist who directs hospital 
pharmacy. 

(2) Patient care. 

(a) Space or spaces of adequate size shall be designated 
on each nursing unit which has provisions for medical 
records, access to telephones, a place for recording and 
reviewing medical records, and provision for confidential 
communication among personnel and staff. 

(b) Utility or materials room or rooms or space. On or 
adjacent to each nursing unit an adequate, properly equipped, 
utility or materials room shall be provided for the prepara- 
tion, cleaning, and storage of nursing supplies and equipment 
used on the nursing unit. This utility or materials room shall 
be so arranged as to provide for separation of clean and soiled 
supplies and equipment. 

(c) Toilet and bathing facilities. 

(i) There shall be at least one water closet, lavatory, and 
bathing facility reserved for patient use on each patient floor, 
and such additional toilets, lavatories, and bathing facilities 
to adequately meet the needs of the patients. 

(ii) Grab bars properly located and securely mounted 
shall be provided at patient bathing facilities and water clos- 
ets. 

(iii) Some means of signalling by the patient while in the 
toilet, tub, or shower room shall be provided in a proper loca- 
tion and shall provide an audio and/or visual signal in the 
nurses' station or an equivalent area. 

Gv) A lavatory shall be provided in or convenient to 
every toilet room. 

(v) Paper towels or some other acceptable type of single 
use towel and a satisfactory receptacle for used towels shall 
be provided at all lavatories. 

(vi) Soap or equivalent shall be immediately available at 
sink or lavatory. 

(d) Isolation room or unit. Rooms or units which are used 
for isolation of patients with known or suspected infectious 
diseases shall contain a lavatory. 

(e) Seclusion and/or security room. When special 
accommodations are provided for seriously disturbed 
patients, the layout, design of details, equipment, and furnish- 
ings shall be such that patients are under close observation 
and are not afforded opportunities for hiding, escape, injury 
to self or others. 

(f) Storage and handling of drugs in patient care areas. 

(1) Medicines, poisons, and other drugs shall be stored in 
a specifically designated, well-illuminated, secure space. 
Drugs shall be accessible only to hospital authorized individ- 
uals. A means for separation of internal and external stock 
drugs shall be provided. 
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(ii) A separate locked drawer, compartment, cabinet, or 
safe shall be provided for the storage of Schedule II drugs. 

(iii) Suitable facilities including ample light, ventilation, 
sink or lavatory, and sufficient work areas shall be provided 
for the preparation and storage of drugs for patients. 

(g) Patient room facilities. 

(i) All patient rooms shall be outside rooms with ade- 
quate windows of clear glass or other approved transparent 
material. 

(ii) Single rooms shall contain at least eighty square feet 
and multi-bed rooms shall contain at least seventy square feet 
per adult bed and youth bed or crib, and forty square feet per 
pediatric bassinet. 

(iii) Rooms shall have at least seven and one-half foot 
ceiling height over the required square feet area. 

(iv) The floor of any room used for accommodation of a 
patient shall be less than three feet six inches below grade. 

(v) There shall be at least three feet between beds. 

(vi) Rooms shall be arranged to allow for movement of 
necessary equipment to the side of each bed. 

(vii) There shall be sufficient and satisfactory storage 
space for clothing, toilet articles, and other personal belong- 
ings of patients. 

(viii) Sufficient electrical outlets shall be provided to 
permit the use of electrical equipment as required. 

(h) Patient room furnishings. 

(i) An appropriate bed with mattress, pillow, and neces- 
sary coverings shall be provided for each patient. Mattresses, 
blankets, and pillows shall be clean and in good repair. 

(ii) There shall be a bedside stand or cabinet and chair for 
use in each patient room, when appropriate. 

(iii) Means for signalling nurses shall be provided within 
easy reach of each bed, when appropriate. 

(iv) A sufficient number of cubicle curtains or screens 
shall be available to assure privacy for patients, when indi- 
cated. 

(v) A properly designed bed lamp shall be provided at 
each bed, when appropriate. 

(3) Supplies and equipment for patient care. 

(a) There shall be sufficient, safe, and appropriately 
maintained equipment and supplies for patient care. 

(b) Bedside utensils supplied to patients shall be for indi- 
vidual use only. 

(c) All supplies and equipment used in patient care shall 
be properly cleaned and/or sterilized between use for differ- 
ent patients. 

(d) Methods for cleaning, handling, and storing all sup- 
plies and equipment shall be such as to prevent the transmis- 
sion of infection through use. 

(e) Equipment and furnishings, including medical and 
nonmedical devices, shall be safe, located, and arranged in a 
manner which does not endanger patients. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
§ 246-318-190, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
43.20.050 and 70.41.030. 84-02-036 (Order 271), § 248-18-190, filed 
12/30/83, Statutory Authority: RCW 43.20.050 and chapter 70.41 RCW. 81- 


22-014 (Order 216), § 248-18-190, filed 10/23/81; Order 119, § 248-18-190, 
filed 5/23/75; Regulation 18.190, effective 3/11/60.] 


WAC 246-318-200 Abuse reports—Children and 
developmentally disabled adults. A suspected incident of 
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nonaccidental injury, neglect, sexual abuse, or cruelty to a 
child or developmentally disabled person by a person who 
appears to be legally responsible for that individual's welfare 
shall be reported to a law enforcement agency or the depart- 
ment. 

(1) Practitioners obligated to report suspected abuse 
include licensed practical and registered nurses, physicians 
and their assistants, podiatrists, optometrists, chiropractors, 
dentists, social workers, psychologists, and pharmacists. 

(2) The hospital shall make orientation materials, which 
inform practitioners of their reporting responsibilities, avail- 
able to practitioners who are employees or who practice 
within the hospital. The department shall prepare and distrib- 
ute these materials. 

(3) The hospital shall post in each primary patient care 
unit notices provided by the department which include appro- 
priate local police and department phone numbers and which 
state the reporting requirements. 

(4) The medical record of the person who may have been 
abused by a responsible individual shall reflect the fact that 
an oral or written report has been made to the department or 
a law enforcement agency. This note shall contain the date 
and time that the report was made, the agency to which it was 
made, and be signed by the person making the report. The 
contents of the report need not be included in the medical 
record, 

(5) Conduct conforming with reporting requirements of 
this section or chapter 26.44 RCW shall not be deemed a vio- 
lation of the confidential communication privilege of RCW 
5.60.060(3) and (4) and 18.83.110. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 


§ 246-318-200, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.41.030. 78-08-060 (Order 162), § 248-18-202, filed 7/24/78.] 


WAC 246-318-210 Pediatric services. (1) Hospitals 
admitting, treating, or diagnosing infants, children, and ado- 
lescents shall have readily available equipment and supplies 
of appropriate sizes including: 

(a) Intubation equipment; 

(b) Oxygen masks and ventilatory bags; 

(c) Blood pressure cuffs; 

(d) Stethoscope; 

(e) Defibrillator and paddles; 

(f) Emergency medications; 

(g) Intravenous equipment and supplies; and 

(h) Measuring devices for length, height, weight, and cir- 
cumferences. 

(2) Hospitals providing services for infants, children, 
and adolescents shall establish written policies and proce- 
dures specific to pediatric services, consistent with WAC 
246-318-190 (2)(g), 246-318-200, and 246-318-435 and min- 
imally including: 

(a) Admission criteria; 

(b) Conditions requiring transfer or transport; 

(c) Room assignment of infants and children considering 
requirements for observation and developmental age level 
needs; 

(d) Safety measures in terms of equipment, including but 
not limited to: 

(i) Cribs, bassinets, and beds; 
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(ii) Restraint use; 

(iii) Side rails; 

(iv) Electrical outlet protection; and 

(v) Toys. 

(e) Placement of infants, children, and adolescents with 
infection, suspected infection, or exposure to infection; 

(f) Nutritional guidelines for infants, children, and ado- 
lescents to include normal diets and diets for special nutri- 
tional needs; 

(g) Safe administration of pediatric doses of blood, blood 
products, medications, intravenous fluids, and admixtures 
including: 

(i) Intake and output; 

(ii) Precalculated dosages of emergency drugs immedi- 
ately available or posted; 

(iii) An established list of pediatric dosages approved by 
the hospital pharmacist and the physician responsible for 
medical policies in pediatric services; 

(iv) List of agents requiring double checking prior to 
administration; and 

(v) Hospital-approved method of double checking by 
appropriately licensed personnel or medical staff which 
include nurses, physicians, or pharmacists. 

(3) Hospitals providing organized, distinct pediatric 
units or service areas shall provide and establish: 

(a) An accessible examination or treatment area; 

(b) A sufficient area for diversional play activities; 

(c) Criteria and procedures for use of established areas 
for isolation; 

(d) Medical services directed by a physician member of 
‘medical staff having experience in treatment of infants, chil- 
dren, and adolescents whose functions and scope of responsi- 
bility are delineated by medical staff; 

(e) Review of policies, procedures, protocols, and stand- 
ing orders as necessary and at least every two years with revi- 
sion as necessary; 

(f) A registered nurse responsible for implementation of 
nursing policies and procedures; 

(g) Adequate nursing staff for the pediatric unit or ser- 
vice area available to perform all the specialized nursing 
skills required. 

(4) Hospitals providing nurseries in pediatric services or 
elsewhere in the hospital shall meet requirements for inter- 
mediate care nursery or neonatal intensive care nursery under 
WAC 246-318-230. 


[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), § 246-318- 


210, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-318-210, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 70.41.030. 89-22-106 (Order 010), 
$ 248-18-216, filed 11/1/89, effective 12/2/89.] 


WAC 246-318-220 Obstetrical services. (1) Hospitals 
providing obstetrical services shall provide: 

(a) Medical services directed by a physician member or 
members of the medical staff having experience in obstetrics 
and newborn care, whose functions and scope of responsibil- 
ity are delineated by the medical staff; 

(b) Adequate staff supervised by a registered nurse, pre- 
pared by education and experience in obstetrical and new- 
born care nursing; 
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(c) Capability for performing caesarean sections twenty- 
four hours per day. 

(2) Hospitals providing obstetrical services shall estab- 
lish written policies and procedures to include: 

(a) Infection control principles under WAC 246-318-035 
including: 

(i) Room assignment and placement of obstetrical 
patients and newborns; 

(ii) Visitors; 

(iii) Special clothing requirements for staff and visitors; 

(iv) Handwashing, posted as appropriate; 

(v) Isolation; 

(vi) Employee health; and 

(vii) Handling and storage of breast milk and formula. 

(b) Screening criteria to ascertain patients appropriate 
for each option of labor, delivery, postpartum, and newborn 
care; 

(c) Provisions for transfer and transport of a woman or a 
newborn to obtain a more intensive level of medical and nurs- 
ing care; 

(d) Deliveries occurring outside the obstetrical service 
area or areas; 

(e) Requirement for authentication of all orders, standing 
orders, and protocols with: 

(i) Delineation of the circumstances when a particular 
protocol is used; 

(ii) Provisions for notification of appropriate medical 
staff; 

(iii) Description of minimum qualifications or training of 
persons required to execute a particular order or protocol; 

(iv) Written approval of policies, standing orders, and 
protocols by appropriate representatives of the medical, nurs- 
ing, and administrative staffs; 

(v) Orders for drug or treatment administration includ- 
ing: 

(A) A description of the treatment with the name of each 
drug or agent; 

(B) The dosage and concentration of the drug or agent; 

(C) The route or method of administration; and 

(D) Where pertinent, the time interval, frequency, or 
duration of administration. 

(f) Requirements for documenting orders and protocols 
in the patient's medical record; 

(g) Provision for maintaining body heat of each new- 
born; 

(h) Provision for intrapartum evaluation of fetal heart 
rate; 

(i) Procedures and protocols for the management of 
obstetrical and newborn emergencies, including resuscita- 
tion; 

(j) Review of policies, procedures, protocols, and stand- 
ing orders as necessary and at least every two years with revi- 
sions if necessary; and 

(k) Recordkeeping including, but not limited to: 

(i) Specific notes. describing the status of mother, fetus, 
and newborn during labor, birth, and postpartum; 

(ii) Completion of birth and death certificates as neces- 
sary; 

(iii) Hospital staff's verification of initial and discharge 
identification of the newborn; 
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(iv) Documentation that the newborn screening test was 
obtained and forwarded, as required under RCW 70.83.020 
and chapter 246-650 WAC, now or as hereafter amended; 

(v) Documentation of newborn eye treatment, required 
under WAC 246-100-206, now or as hereafter amended; and 

(vi) Medical records register or registers and index or 
indexes described under WAC 246-318-440. 

(3) A hospital providing obstetrical services shall: 

(a) Designate and maintain facilities and equipment for 
care of woman, fetus, and newborn either in: 

(i) Labor rooms with birth occurring in a delivery room; 
or 

(ii) Birthing rooms including labor, delivery, recovery 
and labor, delivery, recovery, post partum services; or 

(iii) A combination of labor, delivery, and birthing 
rooms; or 

(iv) Rooming-in, if provided. 

(b) Locate any hospital room designated by the hospital 
as a labor room within the obstetrical service area; 

(c) Utilize rooms designated by the hospital as labor 
rooms: 

(i) For short-term patient occupancy of twenty-four 
hours or less; or 

(ii) For patients in labor only unless the room meets the 
requirements for a patient room described under WAC 246- 
318-190. 

(d) Maintain accommodations and environment in 
obstetrical delivery rooms, if present, including: 

(i) Lighting and equipment for care of woman, fetus, and 
newborn during delivery including requirements described 
under WAC 246-318-290(2); 

(ü) A minimum area of two hundred and seventy square 
feet with a minimum linear dimension of fifteen feet; and 

(iii) A minimum room temperature of at least sixty-eight 
degrees Fahrenheit with a reliable method for monitoring 
temperature. 

(e) Maintain systems for scrub up, clean up, sterilization, 
storage, housekeeping, and staff change room facilities; and 

(f) Meet requirements described under WAC 246-318- 
300 and 246-318-310 for anesthesia and post-anesthesia 
recovery. 

(4) Hospitals providing birthing or delivery services 
shall provide sufficient and appropriate area in rooms to 
accommodate not only patients, staff, and designated atten- 
dants, but also furnishings and equipment for the care of the 
woman, fetus, and newborn including: 

(a) Adequate and appropriate equipment and supplies as 
follows: 

(i) A bed or equivalent suitable for labor, birth, and post 
partum; 

(ü) Oxygen with individual flow meters and mechanical 
suction for woman and newborn; 

(iii) Newborn resuscitation bag, masks, endotracheal 
tubes, laryngoscopes, oral airways, and mechanical suction in 
the room for each birth; 

(iv) Emergency equipment, medications, and supplies 
for care of newborn and woman required under WAC 246- 
318-290 (2)(b) (ii); 

(v) Newborn beds available; 

(vi) Radiant heat source available for the newborn; 
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(vii) General lighting source and provision for examina- 
tion lights; 

(viii) A clock with a sweep hand or equivalent second 
indicator visible from each patient's bedside; 

(ix) Provision for receiving, covering, and transporting 
soiled linens and waste materials; 

(x) Appropriate storage for necessary linens, instru- 
ments, supplies, medications, and equipment; 

(xi) Work surfaces; 

(xii) A signal device for use by staff and accessible to 
summon emergency back-up personnel when needed; 

(xiii) Emergency power for lighting and operation of 
equipment; 

(xiv) Easily cleanable floors, walls, cabinets, ceilings, 
and furnishings; and 

(xv) Fetal monitoring equipment. 

(b) Additional requirements if birthing rooms are pro- 
vided including: 

(i) A lavatory located within each birthing room; 

(ii) A designated lavatory and water closet conveniently 
located for use of patient and support person or persons; 

(iii) A bathing facility convenient for patient use; 

(iv) Wardrobe unit or closets in the vicinity for the 
belongings of the patient and her support person or persons; 

(v) A signaling device accessible for each woman; and 

(vi) Room temperature of at least sixty-eight degrees 
Fahrenheit maintained with a reliable method for monitoring. 

(5) Hospitals may use an operating room as a delivery 
room if the hospital has established policy and procedures 
about use of operating rooms including establishing priority 
over routine obstetrical procedures and nonemergent surgical 
procedures for: 

(a) Patients with parturition imminent, 

(b) Patients with obstetrical emergencies requiring 
immediate medical intervention to preserve life and health of 
woman and infant. 

(6) Any hospital providing obstetrical services shall pro- 
vide appropriate newborn care including, but not limited to: 

(a) Devices for measuring weight, length, and circumfer- 
ence; 

(b) Access to and availability of portable x-ray; 

(c) Provisions for stabilization, transfer, and transport of 
high-risk newborns and infants; 

(d) An established system to identify newborns prior to 
separation from mother; 

(e) Established policies and procedures minimally 
including: 

(i) Ongoing clinical assessment of newborn or infant; 

(ii) Provisions for direct supervision of each newborn by 
nursing staff and family in a nonpublic area, considering: 

(A) Physical well being; 

(B) Safety; and 

(C) Security, including prevention from abduction. 

(f) Access to oxygen, oxygen analyzers, warmed and 
humidified oxygen, resuscitation equipment, emergency 
equipment, measuring devices, mechanical suction, medical 
air and supplies specifically for infants and newborns. 

(7) Hospitals with a newborn and infant nursery shall 
provide services, facilities, and equipment including: 

(a) Requirements in subsection (6) of this section; 
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(b) Wall clock with sweep second hand or equivalent 
second indicator visible from each nursery room; 

(c) Oxygen source with provision for warming, humidi- 
fying, analyzing, and blending oxygen; 

(d) À nursery room or rooms with at least twenty square 
feet per bassinet and with sufficient room to move between 
bassinets; 

(e) Handwashing facilities located at the entrance to the 
nursery and in each nursery room; 

(f) Emergency call systems from the nursery to another 
nearby appropriately staffed area; 

(g) A system to maintain an environmental temperature 
of at least sixty-eight degrees Fahrenheit; and 

(h) Appropriate emergency equipment, medications, and 
supplies for infant care and as required under WAC 246-318- 
290 (2)(b). 

[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), $ 246-318- 
220, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as 8 246-318-220, filed 12/27/90, effec- 
tive 1/31/91, Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 
061), $ 248-18-221, filed 5/30/90, effective 6/30/90. Statutory Authority: 


RCW 70.41.030. 89-22-106 (Order 010), $ 248-18-221, filed 11/1/89, effec- 
tive 12/2/89.] 


WAC 246-318-230 Intermediate care nursery ser- 
vice—Neonatal intensive care nursery service. (1) Hospi- 
tals providing intermediate care nursery services or neonatal 
intensive care nursery services or both shall meet require- 
ments described under W AC 246-318-220 (6) and (7). 

(2) Additional requirements for hospitals providing 
intermediate care nursery service include: 

(a) Infant stations having adequate space within each sta- 
tion to accommodate equipment, supplies, and staff required 
for treatment of intermediate care infants; 

(b) Provision for emergency power to support equipment 
requirements for each infant station; 

(c) Oxygen, air, and suction capabilities including: 

(i) One oxygen outlet in each infant station with other 
sources of oxygen available; 

(ii) One medical air source available for each infant sta- 
tion; 

(iii) Provision for blending, warming, humidifying, and 
monitoring oxygen mixtures; and 

(iv) One electrical-mechanical or pneumatic suction in 
each infant station with other mechanical suctions available 
in the hospital. 

(d) All equipment and supplies for infant resuscitation 
immediately available and present within the intermediate 
care nursery service area; 

(e) One cardiorespiratory monitor in the intermediate 
care nursery area and others available; 

(f) Sufficient micro-volumetric infusion pumps avail- 
able; 

(g) A waiting and instruction area available; 

(h) A registered nurse responsible for neonatal nursing 
and implementation of policies; ! 

(i) Provision of adequate nursing staff for the intermedi- 
ate care nursery available to perform all the specialized nurs- 
ing skills required; 
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(j) Laboratory, pharmacy, radiological, and respiratory 
care services appropriate for infants available at all times and 
in the hospital during assisted ventilation; 

(k) Medical staff with experience in neonatal medicine 
available at all times during assisted ventilation; 

(D A physician with experience in neonatal medicine 
who is continuously available to come to the hospital as 
required; 

(m) Medical services directed by a physician member or 
members of the medical staff having experience in neonatal 
intensive care whose functions and scope of responsibility 
are delineated by the medical staff; 

(n) Requirements for authentication of all orders, stand- 
ing orders, and protocols when used with: 

(i) Delineation of the circumstances when a particular 
protocol is used; 

(ii) Provision of notification of appropriate medical staff; 

(iii) Description of minimum qualifications or training of 
persons required to execute a particular order or protocol; 

(iv) Written approval of policies, standing orders, and 
protocols by appropriate members of the medical, nursing, 
and administrative staffs; 

(v) Orders for drug or treatment administration includ- 
ing: 

(A) A description of the treatment with the name of each 
drug or agent; 

(B) The dosage and concentration of the drug or agent; 

(C) The route or method of administration; and 

(D) Where pertinent, the time interval, frequency, or 
duration of administration. 

(vi) Review of policies, procedures, protocols, and 
standing orders at least every two years with revisions as nec- 
essary. 

(o) A hospital-approved procedure for double checking 
certain drugs, biologicals, and agents by appropriately 
licensed personnel or medical staff including nurses, physi- 
cians, and pharmacists. 

(3) Hospitals providing neonatal intensive care nursery 
service shall meet requirements described under WAC 246- 
318-220(6) and subsection (2) of this section, and addition- 
ally provide: 

(a) At least fifty square feet within each infant station; 

(b) Twelve electrical outlets, with at least eight clearly 
identified as being on emergency power, available in each 
infant station; 

(c) Oxygen, air, and suction capabilities including: 

(i) Two separate oxygen outlets in each infant station; 

(ii) Two medical air outlets in each infant station; 

(iii) One mechanism for blending oxygen and medical 
air for each infant station; 

(iv) Sufficient numbers of oxygen analyzers available to 
continuously monitor oxygen; 

(v) A means for warming, humidifying, and monitoring 
temperature of oxygen mixtures on a continuous basis; and 

(vi) Two electrical-mechanical or pneumatic suctions in 
each infant station with others available if needed. 

(d) All equipment and supplies for infant resuscitation 
available and present within the neonatal intensive care nurs- 
ery service area; 
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(e) Continuous ventilatory support equipment available 
at all times; 

(f) Equipment for continuous monitoring of respirations 
and heart rate in each infant station; 

(g) Equipment for continuous hemodynamic monitoring 
and status of oxygenation available; 

(h) Equipment for continuous monitoring of body tem- 
perature available; 

(i) Sufficient microvolumetric infant infusion pumps 
immediately available at all times in the neonatal intensive 
care nursery service area; 

(j) Laboratory, radiology, and respiratory care and phar- 
macy services appropriate for neonates and infants available 
in the hospital at all times; 

(k) Twenty-four-hour availability of an anesthesia ser- 
vices and a pharmacist to come to the hospital as required or 
requested available at all times; 

(1) Provision of a registered nurse responsible for neona- 
tal intensive care nursery services and implementation of pol- 
icies; 

(m) Provision of sufficient and adequate nursing staff in 
the neonatal intensive care nursery service to perform all spe- 
cialized nursing skills required; 

(n) Medical responsibility for intensive care nursery ser- 
vices by a neonatologist member of the medical staff; 

(o) Twenty-four-hour availability of a neonatologist to 
come for in-house consultation as required or requested; 

(p) A designated physician in the hospital available at all 
times to the neonatal intensive care nursery service with 
experience or skills including: 

(i) Neonatal and infant resuscitation; and 

(ii) Ventilator management including chest tube place- 
ment. 

(q) Standing orders, protocols, patient discharge/transfer 
plans and evaluation of neonatal intensive care nursery ser- 
vices meeting requirements under subsection (2) of this sec- 
tion and WAC 246-318-220 (6)(c); 

(r) Provision for referral or arranging for social work ser- 
vices as required; and 

(s) Provision for patient access to other services as 
required. 

[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), 5 246-318- 
230, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-318-230, filed 12/27/90, effec- 


tive 1/31/91. Statutory Authority: RCW 70.41.030. 89-22-106 (Order 010), 
§ 248-18-224, filed 11/1/89, effective 12/2/89.] 


WAC 246-318-240 Critical care service. Hospitals 
providing any critical care service shall provide: 

(1) An electrocardiographic monitor with an oscillo- 
scope, a rate meter connected to a recorder, and an audio 
alarm system for each bed used for critical care; 

(2) Equipment and supplies in the critical care area or 
available in the hospital for use in the area appropriate to 
meet patient needs consistent with the nature and scope of 
critical care services defined by the hospital including: 

(a) Twelve lead electrocardiographs; 

(b) Tracheostomy set; 

(c) Infusion pumps dedicated for use in critical care; 

(d) Gastric suction equipment; 
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(e) External and internal pacemaker insertion equipment 
and supplies; 

(3) Emergency medical supplies and equipment avail- 
able to critical care within sixty seconds including: 

(a) Direct current defibrillator with synchronization 
capabilities; 

(b) Intubation supplies and equipment; 

(c) Emergency cart with appropriate drugs and supplies; 

(d) Chest tube insertion supplies; 

(e) Intravenous, intra-arterial, and central venous access 
supplies consistent with the nature and scope of critical care 
services offered; 

(4) Adequate, accessible, available means of administer- 
ing oxygen, medical air, and continuous ventilatory support 
and providing suction; 

(5) Electrical capacity and outlets sufficient to accom- 
modate electrical equipment at each bedside, with emergency 
power for lighting and critical care equipment; 

(6) A communication system within the area for: 

(a) Patients to summon assistance for routine patient 
care; and 

(b) Summoning appropriate personnel in emergencies; 

(7) Movable beds with: 

(a) A secure braking and locking device; 

(b) Easily adjustable positioning to meet patient needs; 

(c) The head of the bed easily accessible for resuscitation 
and/or other emergency procedures; and 

(d) Removable head board or equivalent; 

(8) Written policies and procedures established and 
implemented pertinent to patient care within the critical care 
service area which are: 

(a) Made known to hospital and medical staff; and 

(b) Readily available to all persons functioning within 
the area; 

(9) Medical oversight or direction in the critical care ser- 
vice area by a physician member of the medical staff with 
functions and responsibilities delineated by the hospital gov- 
erning body and medical staff bylaws; 

(10) Description of all physicians' privileges and respon- 
sibilities for patients within the critical care unit; 

(11) Written hospital policies and procedures established 
and implemented including: 

(a) Criteria and priorities for admission, discharge, and 
transfer of patients; 

(b) À requirement for a physician's examination of each 
patient immediately prior to admission to the critical care unit 
or as soon as possible thereafter as defined by the hospital; 

(c) Delivery of patient care minimally including: 

(i) The use of specialized medical equipment; 

(ii) The performance of specific patient care procedures; 
and 

(iii) The delineation of who may perform which proce- 
dures; 

(d) Protocols to guide the actions of personnel when a 
medical emergency is imminent or arises and a physician is 
not present; 

(e) Visitor and traffic control in the critical care area; and 

(f) The role of the critical care area in the hospital disas- 
ter plans; 
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(12) At least two nursing personnel skilled and trained in 
care of critical care patients on duty in the hospital at all times 
and: 

(a) Immediately available to provide care to patients 
admitted to the critical care area; 

(b) Trained and current in cardiopulmonary resuscita- 
tion; 

(c) Including at least one registered nurse with: 

(i) Training in the safe and effective use of the special- 
ized equipment and procedures employed in the particular 
area; and 

(ii) Successful completion of an advanced cardiac life 
support training program as defined and approved by the hos- 
pital or certified by the American Heart Association unless 
other personnel certified in advanced life support by the 
American Heart Association are immediately available to 
critical care. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
§ 246-318-240, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 


70.41.030. 90-24-044 (Order 115), $ 248-318-240, filed 11/30/90, effective 
12/31/90. 


WAC 246-318-250 Renal dialysis services. Hospitals 
providing renal dialysis services shall: 

(1) Reuse dialyzers only when the cleaning and steriliza- 
tion procedure meets guidelines under Association for 
Advancement of Medical Instrumentation (AAMI), July 
1986, "Recommended Practices for Re-use of Hemodialy- 
zers"; 

(2) Provide adequate space for: 

(a) Equipment and supplies necessary for the dialyzing 
patient; 

(b) Preparation of materials necessary for dialysis; and 

(c) Cleaning and disinfecting equipment; 

(3) Provide water treatment, if necessary to ensure water 
quality, meeting recommendations under AAMI guidelines 
under subsection (1) of this section; 

(4) Test water for bacterial contamination monthly and 
chemical purity as required under AAMI, July 1986; 

(5) Test dialysis machine for bacterial contamination 
monthly or demonstrate a quality assurance program estab- 
lishing effectiveness of disinfection methods and intervals; 

(6) Take appropriate measures to prevent contamination, 
including backflow prevention under chapter 246-290 W AC, 
between: 

(a) Dialysis machines; 

(b) Dialysis machines and potable water supply; and 

(c) Dialysis machine, drain line, and sewer; 

(7) Provide for the availability of any special dialyzing 
solutions required by a patient; 

(8) Meet requirements under WAC 246-318-010 through 
246-318-450. 

[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), 8 246-318- 
250, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as $ 246-318-250, filed 12/27/90, effec- 


tive 1/31/91. Statutory Authority: RCW 70.41.030. 90-24-044 (Order 115), 
§ 248-318-250, filed 11/30/90, effective 12/31/90.] 


WAC 246-318-260 Long-term care services. (1) Hos- 
pitals providing inpatient long-term care services shall: 
(а)-Мееі requirements under WAC 246-318-190; 
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(b) Require an assessment of each patient by a registered 
nurse upon admission to determine immediate care needs; 

(c) Require documentation of the initial plan of care in 
the patient's medical record; 

(d) Make the plan of care accessible to direct caregivers 
who have a need to know in order to provide actual health 
care services to the patient; 

(e) Establish a plan of care individualized to the needs of 
each patient and: 

(i) Developed by those disciplines involved in a patient's 
care; 

(i) Implemented in conjunction with a registered nurse 
responsible for total care of the patient for the duration of 
hospitalization in a long-term care service unit or area; and 

(iii) Maintained in a confidential manner; 

(f) Require a physician's order for use of any physical 
restraint restricting freedom of movement or position change, 
including the specific reason, type, and location of restraint, 
and: 

(i) Establish and follow a policy on release of patients 
from physical restraints for specified intervals and monitor- 
ing of patients in restraints; 

(ii) Require documentation in a patient's medical record 
of patient's restraint - release time intervals; 

(iii) Document reason for use of any restraint on a patient 
in the patient care plan. 

(2) Hospitals providing long-term care shall establish 
written policies and procedures specifying: 

(a) Rights of patients including: 

(i) Informing each patient of individual rights at the time 
of admission; 

(ii) Documenting evidence of informing a legally dele- 
gated person about a patient's rights when a patient is unable 
to receive and understand the information; 

(b) A mechanism to: I 

(i) Identify social and emotional needs of the patients; 

(ii) Refer patients in need of social services to appropri- 
ate social agencies. 

(3) Hospitals with inpatient long-term care services shall 
provide: 

(a) An activities program designed to encourage each 
long-term care patient to maintain or attain normal activity 
and achieve an optimal level of independence; 

(b) A community dining area; 

(c) Handrails on both sides of all patient access corri- 
dors; 

(d) Patient bathrooms and toilets arranged to accommo- 
date wheelchair patients; 

(e) A shower stall accommodating a shower chair on the 
same level and convenient to patient rooms. 

(4) Hospitals providing long-term care services and per- 
mitting pets shall: 

(a) Require and provide for humane care and mainte- 
nance of pets under conditions prohibiting animals, except 
for fish in an aquarium, in rooms or areas for: 

(i) Food storage and preparation; 

(ii) Group dining areas during the times food is served 
and consumed; 

(iii) Cleaning and storage of cooking and eating utensils; 

(iv) Linen storage or laundry; 
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(v) Drug or sterile supply storage; and 

(vi) Patient bedrooms if the condition of a patient in the 
room contraindicates the presence of the animal; 

(b) Permit seeing eye, hearing, and assistance dogs as 
needed; 

(c) Provide reasonable opportunity for a patient to have 
regular contact with animals, if the patient desires; 

(d) Consider preferences of the long-term care patients 
through a long-term care resident council, poll, or other 
means; 

(e) Ensure the presence of animals does not compromise 
the rights, preferences, and medical requirements of individ- 
ual patients; 

(f) Permit animals such as dogs, cats, fish, gerbils, ham- 
sters, guinea pigs, and birds; 

(g) Require veterinarian certification of psittacine birds 
certified free of psittacosis or other diseases and meeting 
United States Department of Agriculture (USDA) quarantine 
procedures; 

(h) Require regularly scheduled veterinarian examina- 
tions and appropriate immunizations for animals living on the 
premises, with records retained in the hospital; 

(i) Keep animals living on the premises clean and free of 
external parasites such as fleas and ticks. 

[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), $ 246-318- 
260, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as $ 246-318-260, filed 12/27/90, effec- 


tive 1/31/91. Statutory Authority: RCW 70.41.030. 90-24-044 (Order 115), 
§ 248-318-260, filed 11/30/90, effective 12/31/90.] 


WAC 246-318-270 Alcoholism and/or substance 
abuse unit. (1) Definitions specific to WAC 246-318-270 
and 246-318-810: 

(a) "Alcoholism" means an illness characterized by lack 
of control as to the consumption of alcoholic beverages, or 
the consumption of alcoholic beverages to the extent an indi- 
vidual's health is substantially impaired or endangered, or his 
or her social or economic function is substantially disrupted. 

(b) "Alcoholism counselor" means an individual with 
adequate education, experience, and knowledge regarding 
the nature and treatment of alcoholism, who is knowledge- 
able about community resources providing services alcohol- 
ics may need, and who knows and understands the principles 
and techniques of alcoholism counseling with minimal 
requirements to include: 

(1) No history of alcohol or other drug misuse for а 
period of at least two years immediately prior to time of 
employment as an alcoholism counselor with no misuse of 
alcohol or other drugs while employed as an alcoholism 
counselor; 

(ii) A high school diploma or equivalent; 

(iii) Satisfactory completion of at least twelve quarter or 
eight semester credits from a college or university, including 
at least six quarter credits or four semester credits in special- 
ized alcoholism courses exclusive of field experience credits. 

(c) "Detoxification" means care or treatment of an intox- 
icated person during a period in which the individual recov- 
ers from the effects of intoxication. 

(i) "Intoxication" means acute alcohol poisoning or tem- 
porary impairment of an individual's mental or physical func- 
tioning caused by alcohol in the body. 
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(ii) "Acute detoxification" means a method of withdraw- 
ing a patient from alcohol where nursing services are avail- 
able and medications are routinely administered to facilitate 
the patient's withdrawal from alcohol. 

(d) "Family" means individuals important to and desig- 
nated by a patient who need not be relatives. 

(e) "Individualized treatment plan" means a written 
statement of care to be provided for a patient based upon 
assessment of his or her strengths and physical and psychoso- 
cial problems. When appropriate, the statement shall be 
developed with participation of the patient. 

(f) "Multidisciplinary treatment team" means a group 
comprised of individuals from the various treatment disci- 
plines and clinical services who assess, plan, implement, and 
evaluate treatment for patients under care. 

(2) Rules and regulations in this chapter shall apply with 
addition of the following: 

(a) There shall be a room adequate for counseling and 
social activities of patients. 

(b) Adequate provision for space and privacy shall be 
made for interviewing, group and individual counseling, and 
physical examinations. 

(c) Policies and procedures shall include and address, as 
appropriate: 

(i) Development, implementation, and review of the 
individualized treatment plan, including the participation of 
the multidisciplinary treatment team, the patient, and the 
family, as appropriate. 

(ii) Patient rights to include: 

(A) Treatment and care of patients in a manner promot- 
ing dignity and self-respect; 

(B) Protection from invasion of privacy: Provided, 'That 
reasonable means may be used to detect or prevent contra- 
band from being possessed or used on the premises; 

(C) Confidential treatment of clinical and personal infor- 
mation in communications with individuals not associated 
with the plan of treatment; 

(D) A means of implementing federal requirements 
related to confidentiality of records, Title 42, Code of Federal 
Regulations, Part 2, Federal Register, July 1, 1975; 

(E) Provision of reasonable opportunity to practice reli- 
gion of choice insofar as such religious practice does not 
infringe upon rights and treatment of others or the treatment 
program: Provided, That the patient also has the right to 
refuse participation in any religious practice. 

(F) Communication with significant others in emergency 
situations. 

(G) Freedom from physical abuse or other forms of 
abuse against patient's will, including being deprived of food, 
clothes, or other basic necessities. 

(iii) Patient work assignments related to treatment pro- 
gram, if applicable. 

(d) Personnel, staff, other services. 

(i) Clinical responsibility for alcoholism and substance 
abuse units shall be assigned to an individual having demon- 
strated experience in this type of treatment and care. This 
individual shall be designated and function as specified by 
the governing body. 

(ii) There shall be on staff at least one alcoholism coun- 
selor and such additional alcoholism counselors as necessary 
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to provide alcoholism counseling services needed by 
patients. 

(iii) There shall be a licensed nurse on duty on the unit 
whenever acute detoxification is taking place on the unit. 
[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), 8 246-318- 
270, filed 12/23/91, effective 1/23/92. Statutory Authority. RCW 43.70,040. 
91-02-049 (Order 121), recodified as § 246-318-270, filed 12/27/90, effec- 


tive 1/31/91. Statutory Authority: RCW 70.41.030 and 43.20.050. 84-22- 
003 (Order 277), $ 248-18-235, filed 10/26/84.] 


WAC 246-318-280 Psychiatric units and services. (1) 
Definitions. 

In addition to definitions in WAC 246-318-010, the fol- 
lowing words and phrases are defined for the purpose of this 
section and WAC 246-318-820 unless the context clearly 
indicates otherwise. 

(a) "Acutely mentally ill" means a condition limited to a 
short-term severe crisis episode of: 

(1) A mental disorder, meaning any organic, mental, or 
emotional condition having substantial adverse effects on an 
individual's cognitive or volitional functions; 

(ii) Suicidal or self-destructive behavior; 

(iii) Actual or threatened behavior harmful to others; 

(iv) Behavior which caused substantial damage to prop- 
erty; or 

(v) Being gravely disabled, meaning a condition in 
which a person, as a result of a mental disorder: 

(A) Is in danger of serious physical harm resulting from 
a failure to provide for his or her essential human needs of 
health and safety; or 

(B) Manifests severe deterioration in routine functioning 
evidenced by repeated and escalating loss of cognitive or 
volitional control over his or her actions and is not receiving 
care essential for his or her health or safety. 

(b) "Child" or "children" means children and adolescents 
seventeen years of age or younger. 

(c) "Child psychiatrist" means a physician, board-certi- 
fied or board-eligible in child psychiatry under: 

(i) The directory of residency training programs accred- 
ited by the accreditation council for graduate medical educa- 
tion, American Medical Association, 1981-82; or 

(ii) The American Osteopathic Association Yearbook 
and Directory, American Osteopathic Board of Neurology 
and Psychiatry, 1981-82. 

(d) "Child mental health specialist" means a mental 
health professional with: 

(i) A minimum of one hundred actual, rather than semes- 
ter, hours of specialized training devoted to a study of child 
development and the treatment of children; and 

(ii) The equivalent of one year full-time experience in 
the treatment of children under supervision of a child mental 
health specialist. 

(e) "Consultation" means review and recommendations 
regarding patient care and treatment programs. 

(f) "Family" means individuals important to and desig- 
nated by a patient, who need not be relatives. 

(g) "Individualized treatment plan" means a written 
statement of care planned for a patient based upon assess- 
ment of the patient's developmental, biological, psychologi- 
cal, and social strengths and problems, and including: 

(1) Treatment goals, with time frames stipulated; 
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(ii) Specific services utilized; 

(iii) Designation of individual responsible for specific 
service provided; 

(iv) Discharge criteria with estimated timeframes; and 

(v) Participation of the patient and the patient's designee 
as appropriate. 

(h) "Least restrictive alternative" means the setting, envi- 
ronment, or service in which the individual functions at max- 
imum independence. 

(i) "Mental health professional" or "MHP" means: 

(i) A psychiatrist; 

(ii) A psychiatric nurse, social worker, physician, or psy- 
chologist; or 

(iii) A person with at least a masters degree in behavioral 
Sciences, nursing science, or related field from an accredited 
college or university and two years experience in direct treat- 
ment of mentally ill individuals under the supervision of a 
mental health professional. 

(j) "Multidisciplinary treatment team" means a group 
comprised of individuals from various disciplines and clini- 
cal services who assess, plan, implement, and evaluate treat- 
ment for patients. 

(k) "Psychiatric nurse" means a registered nurse with: 

(i) A bachelors degree from an accredited college or uni- 
versity and at least two years experience in direct treatment of 
mentally ill or emotionally disturbed persons with such expe- 
rience gained under supervision of a psychiatrist or psychiat- 
ric nurse; or 

(ii) Three years experience in the direct treatment of 
mentally ill or emotionally disturbed persons with such expe- 
rience gained under the supervision of a psychiatrist or psy- 
chiatric nurse. 

(1) "Psychiatric service" means admission of patients 
with primary psychiatric diagnoses for treatment pertinent to 
the psychiatric diagnosis in any available bed in the hospital 
whether or not the hospital maintains a psychiatric unit. 

(m) "Psychiatric unit" means a nursing unit specifically 
reserved for the care of individuals with primary psychiatric 
diagnoses. 

(n) "Recreational therapist" means an individual: 

(i) With a bachelors degree including a major or option 
in therapeutic recreation or recreation for the ill and handi- 
capped; and 

(ii) Preferably certified or certification-eligible under 
Certification Standards for Therapeutic Recreation Person- 
nel, June 1, 1988, National Council for Therapeutic Recre- 
ation Certification, 49 South Main Street, Suite 005, Spring 
Valley, New York 10977. 

(2) Hospitals with psychiatric units shall provide a ther- 
apeutic environment to maintain safe, secure, adequate care 
of acutely mentally ill persons including: 

(a) Access to at least one seclusion room; 

(b) Provisions for close observation of patients including 
provision of security windows or maximum security win- 
dows and relites appropriate to the area and program; 

(c) Adequate space suitably equipped including: 

(i) A day room on the unit; 

(ii) Dining and therapeutic program activities either on 
the unit or elsewhere in the hospital appropriate to meet each 
patient's needs; 
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(iii) Space for physical and recreational activities of 
patients on the hospital premises; and 

(iv) One area permitted to accommodate functions in 
(с)(1), Gi), and (iii) of this subsection if scheduled appropri- 
ately. 

(d) An examination or treatment room available within 
the hospital; 

(e) Space and privacy for interviewing, group and indi- 
vidual counseling, and patient and family visiting; and 

(f) Separate patient sleeping rooms for children and 
adults. 

(3) Hospitals providing a psychiatric unit shall: 

(a) Provide adequate staff to implement individualized 
treatment plans; 

(b) Assign and designate responsibility for the psychiat- 
ric unit programming to a mental health professional; 

(c) Designate a psychiatrist with medical staff privileges, 
available for ongoing psychiatric unit consultation; 

(d) Have a physician and mental health professional 
available for consultation and communication with each 
patient and the unit staff on a twenty-four hour per day, seven 
day a week basis; 

(e) Employ a full-time psychiatric nurse responsible for 
nursing care; 

(f) Designate staff or contract with persons or agencies 
responsible for: 

(i) Provision of social work services with consultations 
by a social worker experienced in working with mentally ill 
patients; 

(ii) Provision of occupational therapy services with the 
ongoing input of an occupational therapist experienced in 
working with mentally ill patients; 

(iii) Provision of recreational therapy services .with the 
ongoing input of a recreational therapist experienced in 
working with mentally ill patients; and 

(iv) Providing access to psychological evaluation by or 
under direction of a psychologist. 

(g) Provide documented staff training relating to the 
needs of psychiatric patients for all psychiatric unit personnel 
including: 

(i) The utilization of least restrictive alternatives; 

(ii) Methods of patient care; 

(iii) Managing assaultive and self-destructive behavior; 

(iv) Patient rights under chapters 71.05 and 71.34 RCW; 

(v) The special needs of children, minorities, the elderly, 
and handicapped when appropriate. 

(h) For hospitals providing a child or adolescent psychi- 
atric unit: 

(i) Assign and designate responsibility for the child and 
adolescent psychiatric unit programming to a child mental 
health specialist; 

(ii) Designate a child psychiatrist with medical staff priv- 
ileges available for ongoing input and consultation to the 
child and adolescent psychiatric unit; 

(iii) Have a physician and child mental health specialist 
available for consultation and communication with each 
patient and unit staff on a twenty-four hour per day, seven 
days per week basis; 
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(iv) Employ a full-time psychiatric nurse meeting 
requirements of a child mental health specialist under subsec- 
tion (1)(d) of this section responsible for nursing care; 

(v) Designate staff or contract with persons or agencies 
responsible for: 

(A) Provision of social work services with consultation 
and ongoing input by a social worker experienced in working 
with mentally ill children and adolescents; 

(B) Provision of occupational and recreational therapy 
services as required under (f)(ii) and (iii) of this subsection; 

(C) Provision of access to psychological evaluation as 
required under (f)(iv) of this subsection; 

(D) Provision of documented staff training as required 
under (g) (i) through (v) of this subsection; and 

(E) Provision of educational services. 

(4) Hospitals providing psychiatric units shall establish 
and implement written policies and procedures including: 

(a) Provision or arrangement for the care and treatment 
of acutely mentally ill patients; 

(b) Informing patients of their rights as required under 
chapters 71.05 and 71.34 RCW; 

(c) Posting of patient rights in prominent locations; 

(d) Development of an initial individualized treatment 
plan for each patient within twenty-four hours of admission; 

(e) Continued development of the individualized treat- 
ment plan within seventy-two hours of admission, excluding 
holidays, by a multidisciplinary treatment team, the patient, 
family, and other agencies as appropriate; 

(f) Provision of or arrangement for appropriate services 
including: 

(i) Psychological evaluation and services; 

(ii) Social work services; 

(iii) Occupational therapy services; 

(iv) Recreational therapy services; and 

(v) Other specialized services as appropriate; 

(g) Completion of a physical examination and history by 
a member of the medical staff and an evaluation by a mental 
health professional within twenty-four hours of admission 
with consultation of a psychiatrist as indicated; 

(h) Admission, retention and transfer criteria, based 
upon health and safety needs of patients, including a referral 
and transfer mechanism for persons in need of care and not 
meeting the admission criteria; 

(i) Continuity of care, coordination and integration of 
services, including discharge planning consistent with WAC 
246-318-450; 

(j) Prohibiting use of patients to perform basic mainte- 
nance of the hospital and equipment, housekeeping, or food 
service except when tasks are: 

(i) Included in and appropriate to the individualized 
treatment plan; and 

(ii) Performed under direct supervision. 

(k) Appropriate response to assaultive, self-destructive, 
or out-of-control behavior including the use of seclusion and 
restraints and subject to the following conditions: 

(i) Use of seclusion and restraints only to the extent and 
duration necessary to ensure the safety of patients, staff, and 
property; 

[Title 246 WAC—p. 625] 


246-318-290 


(ii) Infliction of physical pain for punitive purposes is 
prohibited, regardless of whether or not objective damage 
occurs; 

(iii) All assaultive incidents documented in the medical 
record; 

(iv) Staff observation of any patients in restraint or seclu- 
sion at least every fifteen minutes with: 

(A) Interventions as indicated and required; and 

(B) Observations and interventions recorded in the med- 
ical record; 

(v) Notification of and authorization by.a physician 
within one hour for emergency use of patient restraint or 
seclusion and including: 

(A) Physician examination of the patient and renewal of 
physician order for every twenty-four. continuous hours of 
restraint and seclusion; and 

(B) Patient evaluation by a mental health professional or 
registered nurse when secluded or restrained more than two 
continuous hours with repeat evaluation at least one time 
every eight hours thereafter. 

(D Notification of the family and other agencies as 
appropriate as soon as possible, in event of: 

(i) Serious injury or physical illness of the patient; 

(ii) Death of the patient; or 

(iii) Disappearance of the patient. 

(m) For hospitals providing child or adolescent psychiat- 
ric units: 

(i) Requirements under (a) through (1) of this subsection 
except: 

(A) Substitute for (g) of this subsection - completion of a 
physical examination and history by a member of the medical 
staff and an evaluation by a child mental health specialist 
within twenty-four hours of admission with consultation by a 
child psychiatrist as indicated; and 

(B) In (k)(v)(B) of this subsection, require patient evalu- 
ation by a child mental health specialist every two hours 
when a child is secluded or restrained. 

(ii) Evaluation by a child mental health specialist within 
twenty-four hours of admission including consultation with a 
child psychiatrist as indicated; 

(iii) Requirement for designated staff to make and docu- 
ment a determination of the hospital's ability to safely care for 
each child; and 

(iv) Coordination with appropriate educational agencies, 
as appropriate. 

(5) Hospitals with psychiatric units or psychiatric ser- 
vices shall maintain a medical records system required under 
WAC 246-318-440 and require diagnoses, abbreviations, and 
terminology consistent with the "American Psychiatric Asso- 
ciation Diagnostic and Statistical Manual of Mental Disor- 
ders," ПІК edition, 1987, and "International Classification of 
Diseases," 9th edition, 1989. i 

(6) Hospitals with psychiatric units or services shall 
establish and implement policies and procedures to protect 
patient confidentiality and release of records and information 
consistent with requirements under chapters 71.05 and 71.34 
RCW. 

(7) Hospitals providing any inpatient psychiatric service 
shall establish and implement written policies and procedures 
including: 
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(a) Provision of a therapeutic environment to maintain 
safe, secure, adequate care of acutely mentally ill patients; 

(b) Provision of facilities appropriate to the scope of the 
psychiatric service; 

(c) Designation of responsibility for psychiatric services 
programming to a mental health professional; 

` (d) Provision for close observation of patients with a 
security room available; 

(e) Designation of a psychiatrist with medical staff priv- 
ileges available for consultation; 

(f) A physician and mental health professional available 
on staff or by contract for consultation and communication 
with the patient and the hospital staff on a twenty-four hour 
per day, seven day a week basis; 

(g) Designation of a staff person responsible for develo- 
ping a plan for arranging needed special services as identified 
in the individualized treatment plan for each patient; 

(h) Employment of a registered nurse with experience 
and/or specialized education in psychiatric nursing responsi- 
ble for nursing care twenty-four hours a day; 

(1) Designation of a staff person responsible for arrang- 
ing for social work services; 

(j) Provision for transfer to a hospital with a psychiatric 
unit or appropriate psychiatric services within twenty-four 
hours when the hospital is unable to establish and implement 
procedures required under (a) through (i) of this subsection. 

(k) Designating staff responsible for documented train- 
ing relating to the needs of psychiatric patients for all person- 
nel responsible for care of psychiatric patients including: 

(i) The availability and utilization of the least restrictive 
alternatives; 

(ii) Methods of patient care; 

(iii) Managing assaultive and self-destructive behavior; 

(iv) The special needs of children, minorities, the eld- 
erly, and handicapped as appropriate; 

(v) Patient rights under chapters 71.05 and 71.34 RCW. 

(1) Implementation of requirements in subsection (4) of 
this section except requirement for recreational or occupa- 
tional therapy services under subsection (4)(f)(iii) and (iv) of 
this section; 

(m) For hospitals providing any child or adolescent psy- 
chiatric services, with or without a psychiatric unit: 

(i) All requirements under (a) through (1) of this subsec- 
tion apply; 

(ii) Establish and implement policy and procedures for 
age and behavior specific criteria in determining appropriate 
room assignment. 
[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), 8 246-318- 
280, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-318-280, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 70.41.030. 90-23-012 (Order 113), 
$ 248-18-240, filed 11/13/90, effective 12/14/90, Statutory Authority: RCW 
70.41.030 and 43.20.050. 83-19-058 (Order 269), $ 248-18-240, filed 
9/20/83. Statutory Authority: RCW 43.20.050 and chapter 70.41 RCW. 81- 


22-014 (Order 216), § 248-18-240, filed 10/23/81; Order 119, 8 248-18-240, 
filed 5/23/75; Regulation 18.240, effective 3/11/60.] 


WAC 246-318-290 Surgery—Operating rooms and 
areas—Special procedure rooms—Surgical treatment or 
diagnostic areas. (1) Operating rooms, facilities, personnel, 
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equipment, policies and procedures shall be appropriate to 
the scope of surgical services offered in each hospital. 

(2) Environment - facilities - equipment. 

(a) Operating room facilities and services, when pro- 
vided, shall be located in a segregated area or areas of the 
hospital with access limited by hospital policy and proce- 
dures. 

(b) Operating rooms and operating room service areas 
and facilities shall be properly equipped, easily cleanable, 
and of adequate size to accommodate the equipment and per- 
sonnel required for surgical procedures performed. 

(i) Each operating room shall have available: 

(A) Operating light and adequate general lighting; 

(B) Operating table, stretcher, or equivalent; 

(C) Oxygen; 

(D) Suction; 

(E) Appropriate electrical outlets; 

(F) X-ray film illuminator; 

(G) Cardiac monitor; 

(H) Anesthesia equipment and supplies; 

(D Emergency signaling device which automatically reg- 
isters at a location from or through which additional assis- 
tance is always available; 

(J) Source of emergency power; and 

(K) Emergency lighting. 

(ii) Each hospital shall provide appropriately maintained 
emergency equipment, supplies, and services available 
within sixty seconds and appropriate for the care of adults, 
children, and infants minimally to include: 

(A) Ventilatory equipment, including airways; 

(B) Cardiac defibrillator; 

(C) Cardiac monitor; 

(D) Laryngoscopes and endotrachial tubes; 

(E) Suctions; and 

(F) Emergency drugs and fluids including schedules of 
pediatric dosages. 

(c) There shall be adequate operating room scrub sinks 
with provisions for a cleansing agent located adjacent to 
operating rooms and providing hot and cold water and 
equipped with knee, foot, elbow, or automatic faucet con- 
trols. 

(d) Separate and adequate refrigerated storage facilities 
with appropriate alarms shall be provided for blood if blood 
is stored in the operating room area. 

(e) There shall be a dressing area with appropriate locker 
storage available for persons entering operating rooms. 

(f) Toilet facilities shall be available. 

(g) Adequate types and quantities of surgical instru- 
ments, equipment, and supplies for procedures performed 
shall be provided and maintained in a sanitary and safe con- 
dition. 

(h) There shall be adequate storage within the operating 
room service area for clean and sterile supplies and equip- 
ment. 

(i) A designated area shall be provided for collection and 
cleaning of soiled instruments and equipment. 

(j) There shall be adequate, cleanable facilities for safe 
and appropriate waste collection and disposal. 

(k) Housekeeping facilities shall be located within oper- 
ating room service areas. These may be included in a soiled 
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utility room equipped with a clinic service sink or service 
sink. 

(D There shall be filtered clean air in each operating 
room. A positive pressure ventilation gradient to adjoining 
corridors shall be maintained in operating rooms. 

(m) Operating rooms shall be equipped with a room tem- 
perature control device or system capable of maintaining 
appropriate patient body temperature. 

(3) Policies - procedures - responsibility. 

(a) The organization plan of the hospital shall identify 
lines of authority, responsibility, and accountability within all 
operating room areas and areas where surgical procedures are 
performed or anesthesia administered. 

(i) There shall be a physician designated and responsible 
for implementation of hospital policy related to medical staff 
in operating rooms and operating room service areas. 

(ii) A designated registered nurse shall supervise person- 
nel as specified in hospital policy in operating rooms and 
operating room service areas and shall be responsible for: 

(A) Development and implementation of operating room 
and operating room service staffing plans to maintain ade- 
quate and safe patient care. 

(B) Provision for orientation and ongoing training of per- 
sonnel providing services within operating rooms and operat- 
ing room service areas. 

(C) Defining nursing responsibility between the time of 
patient entry into and exit from operating rooms and operat- 
ing room service areas. 

. (b) Written policies and procedures shall be approved in 
writing by appropriate representatives of administration, 
medical staff, and nursing services. 

(i) Information, policies and procedures available to 
nursing and scheduling staff shall include: 

(A) A current roster of medical staff including delineated 
surgical privileges as granted by the governing body. 

(B) Policies and delineated privileges, responsibilities, 
and accountability of others approved by medical staff and 
governing body to provide services in operating rooms 
including, but not limited to, dentists, oral surgeons, and 
podiatrists. 

(C) Requirements for surgical and technical-professional 
assistants, including current licensure and/or other qualifica- 
tions and any limitations related to patient care activities 
within the operating room or operating room service areas 
including, but not limited to, surgical technicians, other tech- 
nicians, nurses, or technicians who are not hospital personnel 
or students. 

(ii) There shall be a policy and procedures for obtaining 
surgical assistants. 

(iii) There shall be policies and procedures specifying 
responsibility to document all aspects of patient care in oper- 
ating rooms and operating room service areas. 

(iv) Written infection control policies approved by the 
infection control or equivalent interdisciplinary group shall 
delineate responsibility in training and orientation of operat- 
ing room and operating room service area personnel and oth- 
ers. Infection control policies and procedures shall specifi- 
cally address: 

(A) Surgical attire; 

(B) Appropriate surgical scrub procedures; 
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(C) Housekeeping functions specific to operating room 
and operating room service areas before, between, and after 
cases; | 

(D) Cleaning, disinfecting, sanitizing, packaging, steril- 
izing, and storage of equipment and supplies; 

(E) Disposal of wastes; 

(F) Nonhospital and hospital-owned equipment that may 
be brought into the operating room or operating room service 
areas including requirements for cleaning and sterilization 
including, but not limited to, tools for repairing equipment 
and physician-owned instruments. 

(G) People who may enter operating room areas includ- 
ing those who are not hospital personnel, such as repairmen 
and vendors. 

(v) Written policies and procedures related to patient 
safety or protection shall address servicing, maintenance, and 
safety checks of electrical-electronic equipment and other 
patient care equipment including nonhospital-owned equip- 
ment. 

(vi) Policies and procedures shall address and define 
responsibility for continuous patient care and documentation 
when a patient is transferred from one place to another in the 
course of performing a surgical or invasive procedure. 

(4) Preoperative patient care shall be addressed in writ- 
ten hospital policies which shall define requirements for 
patient care during the preoperative period to include: 

(a) A current patient history and report of physical exam- 
ination by a practitioner, authorized by medical staff rule, 
included in the patient medical record prior to surgery. "Cur- 
rent," as used in this subsection, shall be defined by hospital 
policy. 

(b) Documented assessment of patient needs for care 
including, but not limited to, allergies, fears, anxieties, 
changes in condition, vital signs. 

(c) Written consent for procedure or surgery and anes- 
thesia available in the medical record. 

(d) Identification of patients by a secured name band. 

(e) Test results available prior to surgery or procedure. 

(5) Short stay or short term or ambulatory or one-day 
surgery services or special procedures, regardless of where 
performed, shall function according to written policies and 
procedures approved by representatives of hospital adminis- 
tration, medical staff, and nursing services and include: 

(a) Patient identification system, patient consent, and 
preoperative patient assessment requirements. 

(b) Provisions for appropriate monitoring or observation 
of patients undergoing procedures by at least one qualified 
person in addition to the medical staff authorized practitioner 
performing the procedure. : 

(c) Written approved infection control and equipment 
safety policies as specified in subsection (3)(b) of this sec- 
tion. 

(d) Emergency equipment as required for all operating 
rooms, available within sixty seconds as specified in subsec- 
tion (2)(b)(1) of this section. 

(e) Documentation of patient assessment prior to, during, 
and post procedure. 

(f) Teaching protocols for post procedure period includ- 
ing what signs and symptoms the patient should report, who 
to contact, limitations on activities or diet, medication con- 
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trol, driving, operation of mechanical equipment, and instruc- 
tions for follow-up. 


(g) Patient evaluation prior to discharge. 


[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), 8 246-318- 
290, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-318-290, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 70.41.030. 85-23-017 (Order 2302), 
$ 248-18-251, filed 11/13/85.] 


WAC 246-318-300 Anesthesia services. (1) Anesthe- 
sia facilities, equipment, personnel, staff, policies and proce- 
dures shall be appropriate to the scope of surgical, obstetrical, 
or other care offered in each hospital. 

(2) There shall be a designated physician member of 
medical staff responsible for anesthesia services and for 
establishing general policies for administration of anesthesia 
to patients throughout the hospital. 

(3) Written policies and procedures shall be established 
to provide safety for all anesthetized patients to include: 

(a) Provision for appropriate monitoring and attendance 
of all anesthetized patients. 

(b) Qualifications and responsibilities of persons per- 
forming anesthesia services and care in compliance with 
applicable federal and state laws and rules. 

(c) Evaluation of each patient prior to anesthesia. 


(d) Pertinent information recorded in the medical record 
at the time of the preoperative anesthesia evaluation. 

(e) Criteria or protocols for assessment of all patients by 
qualified persons prior to discharge from any post-anesthesia 
recovery area or the hospital. 

(f) Precautions or procedures for safe administration of 
anesthetizing agents and other drugs consistent with hospital 
policy approved by the appropriate medical staff committee 
in accordance with WAC 246-318-190 (1)(n) and (2)(f). 

(g) Preparation, administration, and documentation of 
intravenous solutions, medications, and admixtures consis- 
tent with WAC 246-318-430 and 246-318-435. 

(4) All information specific to condition and treatment of 
the patient occurring during anesthesia induction, anesthesia 
maintenance, or emergence from anesthesia shall be docu- 
mented and retained in the medical record of the patient. 
[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), 8 246-318- 
300, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-318-300, filed 12/27/90, effec- 


tive 1/31/91, Statutory Authority: RCW 70.41.030. 85-23-017 (Order 2302), 
8 248-18-253, filed 11/13/85.] 


WAC 246-318-310 Post-anesthesia recovery areas. 
(1) Post-anesthesia facilities, equipment, personnel, staff, 
policies and procedures shall be appropriate to the scope of 
surgical, obstetrical, or other care offered in each hospital. 

(2) Environment - facilities. 

(a) A handwashing sink, soap dispenser, and towel dis- 
penser shall be available within each post-anesthesia recov- 
ery room or area. 

(b) There shall be provisions for visual privacy for 
patients. 


(c) Suction and oxygen shall be available for each 
patient. 
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(d) Emergency equipment and supplies shall be appro- 
priately maintained and available within sixty seconds, as 
specified in WAC 246-318-290 (2)(b)GiD. 

(e) Adequate, easily cleanable storage facilities shall be 
provided. 

(f) There shall be a soiled utility room available. 

(g) An emergency signalling device registering at a loca- 
tion from or through which additional assistance is always 
available shall be available within recovery rooms or areas. 

(3) Policies - procedures - responsibility. 

(a) The organization plan of the hospital shall identify 
lines of authority, responsibility, and accountability within 
post-anesthesia recovery rooms or areas. 

(i) There shall be a physician designated and responsible 
for implementation of hospital policy related to medical staff 
in post-anesthesia recovery rooms and areas. Policy shall 
specify amount and degree of physician availability to post- 
anesthesia recovery areas at all times when patients are 
present. 

(ii) A designated registered nurse shall supervise person- 
nel as specified in hospital policy in post-anesthesia recovery 
rooms and areas and shail be responsible for: 

(A) Developing and implementing post-anesthesia 
recovery service staffing plans to maintain adequate and safe 
patient care, and 

(B) Providing for orientation and ongoing training of 
personnel providing services within post-anesthesia recovery 
rooms or areas. 

(b) There shall be criteria or protocols for assessment of 
all patients by qualified persons prior to discharge or release 
from any post-anesthesia recovery room or area. 

(c) There shall be policies and procedures regarding 
management of infected or infectious cases, approved by the 
infection control committee. 

(4) Nursing and other staff providing patient care in post- 
anesthesia recovery areas shall have documented orientation 
and demonstrated appropriate skills related to life support 
activities or functions. 

(5) There shall be written orders authenticated by a phy- 
sician for all drugs, intravenous solutions, blood, and medical 
treatments. Standing medical orders or protocols, when used, 
shall be in the patient medical record and authenticated by a 
physician. 

[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), § 246-318- 
310, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-318-310, filed 12/27/90, effec- 


tive 1/31/91. Statutory Authority: RCW 70.41.030, 85-23-017 (Order 2302), 
§ 248-18-256, filed 11/13/85.] 


WAC 246-318-320 Processing and sterilizing ser- 
vices. (1) Hospitals shall make adequate provisions for 
proper cleaning, disinfection, and sterilization of supplies, 
equipment, utensils, and solutions. 

(2) Processing and sterilizing services and areas shall 
have adequate space and equipment for sorting, processing, 
and storage. 

(a) Separation between soiled and clean items shall be 
maintained during sorting, processing, transporting, and stor- 
age. 

(b) Positive air pressure shall be maintained in clean 
areas in relation to adjacent areas. 
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(c) Negative air flow shall be maintained in soiled areas. 

(d) Equipment including sterilizers of the proper type for 
adequate sterilization shall be provided and maintained in a 
satisfactory and safe condition. 

(e) If ethylene oxide sterilizers are used, mechanical aer- 
ators shall be provided and maintained in a safe and satisfac- 
tory condition. 

(3) Processing and sterilizing services shall be ade- 
quately staffed with trained personnel: 

(a) Orientation and inservice, including infection control 
and safe practices, shall be provided. 

(b) Written policies and procedures shall specify sched- 
uled activities and routines of personnel. 

(4) There shall be written policies and procedures, 
approved by the infection control committee or an equivalent 
interdisciplinary group, for the activities performed in all pro- 
cessing and sterilizing areas in the hospital addressing: 

(a) Collecting, receiving, decontaminating, packaging, 
sterilizing, and distributing of items; 

(b) Aerating of items exposed to ethylene oxide; 

(c) À recognized method of checking sterilizer perfor- 
mance by mechanical monitoring of time, temperature, and 
pressure as well as biological and chemical testing; 

(d) Establishment of shelf life determined by packaging 
material and storage environment; 

(e) Recall, disposal, and reprocessing of outdated, 
improperly sterilized, and limited-use items; 

(f) Maintaining clean areas free of external shipping con- 
tainers. 

(5) There shall be written policies and procedures 
addressing emergency collection and disposition of supplies 
when special warnings have been issued by a manufacturer or 
safety agency. 

(6) Processed and sterilized items shall be maintained as 
specified in WAC 246-318-190 (3)(a), (b), (c), (d), and (e). 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
8 246-318-320, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.41.030 and 43.20.050. 85-05-034 (Order 281), $ 248-18-260, filed 


2/15/85; Order 119, $ 248-18-260, filed 5/23/75; Regulation 18.260, effec- 
tive 3/11/60.] 


WAC 246-318-330 Use of medical gases, combustible 
anesthetics. In rooms where combustible anesthetic (cyclo- 
propane, divinyl ether, ethyl chloride, ethyl ether, and ethyl- 
ene) agents are used, the installation, maintenance, and use of 
equipment and other precautions observed by personnel shall 
be in accordance with department approved or recommended 
standards. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-318-330, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 


70.41.030. 79-04-081 (Order 176), 8 248-18-270, filed 4/2/79; Order 119, 8 
248-18-270, filed 5/23/75; Regulation 18.270, effective 3/11/60.] 


. WAC 246-318-350 Emergency care services. The hos- 
pital shall have a well defined system for providing emer- 
gency care services. The nature and scope of the hospital's 
emergency care services should be in accord with the com- 
munity's needs and the hospital's capabilities. 

(1) The hospital shall provide the following basic, out- 
patient emergency care services. 
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(a) Assessment of a person's condition to determine the 
nature, acuity, and severity of the person's immediate medical 
need. ! 

The condition of each person, who comes or is brought 
to the hospital for emergency medical care, shall, upon 
arrival, be assessed by a registered nurse, physician, or phy- 
sician's assistant for the purpose of determining the nature 
and urgency of the person's medical need and the timing and 
place of the person's care and treatment. 

(b) Immediate diagnosis and treatment of any life threat- 
ening cardiac arrythmia, respiratory insufficiency or shock. 

(c) Appropriate transfer or referral of a patient who 
needs medical care services not provided by the hospital. 
Prior to transfer of an emergency patient to another health 
care facility, the hospital shall: 

(i) Perform the emergency procedures needed to mini- 
mize aggravation of the patient's condition during transport 
to the other health care facility; and 

(ii) Ascertain that the means by which the patient is to be 
transported to the other health care facility are suitable for 
the patient. 

(2) A hospital shall not be required to comply with sub- 
sections (3)(h), (4)(a) and (d), (5)(a), and (6)(a) of this sec- 
tion if the hospital does not offer outpatient emergency care 
services regularly and only provides the outpatient emer- 
gency services required under subsection (1) of this ‘section 
to the occasional emergency patient who comes or is brought 
to the hospital by chance. 

(3) The hospital shall have, in effect, written policies and 
procedures which supplement and are coordinated with the 
hospital's basic policies and are specific to emergency care 
services. These policies and procedures shall be: Reviewed 
and revised as necessary to keep them current and, in any 
case, at least annually; dated and approved in writing by 
appropriate representatives of the hospital's administrative, 
medical, and nursing staffs; and made known and readily 
available to physicians, nurses, and other persons having a 
responsibility for emergency care services. Policies and pro- 
cedures pertaining to emergency care services shall include 
the following. 

(a) Policies on the scope and extent of the emergency 
care services to be provided. 

(i) The hospital shall establish the conditions under 
which treatment is to be provided in the emergency care area, 
the types of procedures that are to be performed in another 
area of the hospital (e.g., surgery) rather than the emergency 
area, the conditions under which a patient is to be admitted 
as an inpatient, the conditions under which a patient is to be 
transferred to another health care facility, the conditions 
under which a patient is to be referred to a private physician 
or another health care facility, and the conditions under 
which arrangements should be made for a patient to return to 
the hospital for treatment. 

(ii) A patient shall not be transferred to another health 
care facility until the other health care facility has been con- 
tacted and has consented to accept the patient. 

(11) A record containing the following data shall be sent 
with an emergency patient who is transferred to another 
health care facility: Patient identification data, identification 
of the patient's illness or injury, treatment given to the 
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patient, and an appraisal of the patient's condition upon 
transfer. 

(b) Policies and procedures which prescribe the course of 
action to be taken when the number of emergency patients, 
who have arrived or are expected, constitute an overload for 
the emergency service facilities and staff on hand. 

The hospital shall establish who is to be notified when an 
overload of emergency patients occurs, the conditions under 
which arrangements are to be made for care of some emer- 
gency patients at other hospitals, the conditions under which 
additional physicians, nurses, and other persons are to be 
summoned, the methods by which necessary, additional sup- 
plies and equipment are to be obtained, and the conditions 
under which rooms and areas outside the emergency service 
area of the hospital are to be. used for emergency care and 
treatment. 

(c) Medical policies, standing emergency medical 
orders, and written medical procedures to guide the action of 
nurses and other personnel when a person presents a medical 
emergency and a physician is not present. 

(i) Medical policies shall delineate the circumstances 
under which particular medical policies are to be followed, 
provide for a physician to be called as rapidly as possible, 
and establish the minimum qualifications or training of per- 
sons who may execute particular emergency medical orders. 

(ii) There shall be written procedures, approved in writ- 
ing by a representative of the medical staff, for any use of 
defibrillators, respirators or other special medical equipment 
and for the performance of the special, emergency medical 
procedures listed in subsection (4)(c) of this section. 

(iii) A standing medical order for administration of a 
drug or other treatment during a medical emergency shall 
include: A description of the treatment which includes the 
name of any drug or other agent; the dosage, concentration or 
intensity of any drug or other agent; the route or method of 
administration; where pertinent, the time interval, frequency, 
or duration of administration; and the signature of a repre- 
sentative of the medical staff. 

(d) Policies which delineate medical staff responsibili- 
ties for emergency care services as related to assigned clini- 
cal privileges, physician coverage of emergency care ser- 
vices, and physician participation in the training of person- 
nel. 

(e) Policies regarding the notification of an emergency 
patient's next of kin or legal guardian. 

(f) Policies relevant to obtaining consent for treatment 
from an emergency patient or other person who may legally 
give consent for treatment of the patient. 

These shall include instructions regarding action to be 
taken when the condition of an emergency patient and the 
absence of another person legally able to act on behalf of the 
patient make it impossible to gain an informed consent for 
critically needed treatment or consent for critically needed 
treatment is refused. 

(g) Policies and procedures pertaining to the care and 
handling of persons whose conditions require special medical 
or medico-legal consideration. 

(i) Policies and procedures shall prescribe the course of 
action to be followed in the care of persons who manifest 
severe emotional disturbances, are under the influence of 
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alcohol or other drugs, are victims of suspected child abuse, 
are victims of other suspected criminal acts, have a conta- 
gious disease, have been contaminated by radioactive mate- 
rial, are diagnosed dead on arrival, or present other condi- 
tions requiring special directions regarding action to be 
taken. 

(ii) Definite provision shall be made for communica- 
tions, as indicated, with health authorities, police or coroner 
relative to a person whose condition or its cause are report- 
able. 

(h) Policies governing special diagnostic and therapeutic 
services (e.g., clinical laboratory, x-ray, pharmacy, surgery) 
to emergency patients. 

These shall be designed to ensure prompt availability of 
necessary diagnostic and therapeutic services and establish 
the types, scope, and extent of the special diagnostic and 
therapeutic services to be provided for the care of emergency 
patients. 

(i) Policies regarding notification of an emergency out- 
patient's personal physician and procedures for transfer of 
relevant reports to the personal physician. 

(j) Policies regarding disclosure of information about an 
emergency patient. 

(4) Organization and staffing for emergency care ser- 
vices shall be in accord with the anticipated patient load and 
the services provided by the hospital. 

(a) There shall be a physician responsible for the medical 
direction of the hospital's emergency care services. This phy- 
sician shall be a representative of the medical staff or a phy- 
sician whose services the hospital has arranged on a regular 
basis. The functions and responsibilities of the physician 
responsible for medical direction of the emergency care ser- 
vices shall be delineated in writing and made known to mem- 
bers of the medical and nursing staffs. 

(b) At all times, there shall be a physician on duty or call 
for emergency care services. À current schedule of the names 
of on-call physicians and the telephone numbers of these 
physicians or (һе call service(s) through which they can be 
contacted rapidly shall be posted in the emergency care area. 

(c) At all times, there shall be on duty within the hospital 
at least one registered nurse who is immediately available 
and responsible for emergency care services and who is qual- 
ified to perform the following: Administration of intrave- 
nous fluids, electrocardiography and defibrillation of life 
threatening arrythmias, cardio-pulmonary resuscitation, con- 
trol of hemorrhage, gastric lavage, and basic neurological 
evaluation. It is recommended that such a nurse also be qual- 
ified to perform endotracheal intubation and arterial punc- 
ture. 

(d) There shall be additional nursing staff and other per- 
sonnel for emergency care services as are necessary to pro- 
vide the types and amount of care required by patients. 

(i) Staffing for emergency care services shall be ade- 
quate to ensure that each applicant for emergency medical 
care is seen within a period of time commensurate with the 
nature, acuity and severity of his or her immediate medical 
need. 

(1) Each hospital employee engaged in the provision of 
emergency care shall have had the education and training 
necessary to perform the emergency medical procedures and 
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other functions and duties for which he or she may be 
responsible. 

(5) The physical plant facilities, equipment, and supplies 
for emergency care services shall be commensurate with the 
scope, types and volume of the services provided by the hos- 
pital. 

(a) A hospital which regularly offers emergency care 
services shall maintain a distinct emergency service area. 

(i) The emergency service area shall be in close proxim- 
ity to an emergency entrance and separate from the surgery 
and delivery suites and inpatient nursing units. 

(ii) The emergency service area shall provide adequate 
space for reception and screening of patients and have exam- 
ination, treatment, and observation rooms in such numbers, 
sizes, and arrangements as are necessary to assure safe and 
effective treatment of patients. 

(iii) There shall be some means of providing visual pri- 
vacy to patients in all rooms or areas in which patients are 
examined or treated. 

(iv) At the emergency entrance there shall be an outside 
night call bell which, when activated, sounds in an area of the 
hospital in which nursing personnel are always on duty. 

(b) A hospital which limits its emergency care services 
to care of the occasional emergency patient shall not be 
required to maintain a distinct emergency service area, but 
shall designate the area(s) to be used for emergency care and 
provide the equipment, pharmaceuticals and other supplies 
essential to providing basic emergency care services 
required under subsection (1) of this section. Emergency 
equipment and supplies shall be maintained in such a loca- 
tion and manner (e.g., on a "crash" cart) that they may be 
brought into use immediately upon arrival of a person who 
presents a medical emergency. 

(c) The equipment, pharmaceuticals and other supplies 
necessary to provide emergency care services shall be readily 
available at all times. 

(i) There shall be specific, designated locations for stor- 
age of drugs, parenteral solutions, other supplies, instru- 
ments and special equipment so personnel can obtain them 
rapidly. 

(ii) There shall be a system for regular inventory and 
replenishment of the stock of emergency supplies and equip- 
ment to ensure an adequate supply at all times. 

(11) There should be regular inspection and maintenance 
servicing of medical equipment to keep it in a safe and oper- 
able condition. 

(d) Current references on toxicology, antidote informa- 
tion and the telephone number of the regional poison control 
center shall be readily available in the emergency care area. 

(e) Telephone numbers of the pharmacist, the blood 
bank, the ambulance service, the Washington state patrol, 
Military Assistance Safety and Traffic (MAST), the fire 
department, the police department, local health authorities, 
the coroner and other persons or organizations emergency 
service personnel may need to contact rapidly shall be posted 
in the emergency service area. 

(f) Hospital to ambulance radio communication compat- 
ible with the state- wide emergency communication system is 
recommended for any hospital which regularly provides 
emergency care services. 
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(6) The hospital shall maintain an emergency service 
register and a medical record for each person who has 
received emergency care service. 

(a) There shall be a permanent, current register for all 
emergency patients. 

(i) The register shall contain at least the following data 
for each person who comes or is brought to the hospital for 
immediate medical care services: Full name, age, date and 
time of arrival, the identifying number, the disposition of the 
patient and the time of the patient's departure from the emer- 
gency service area. 

(ii) Data on patients shall be entered in the register in 
chronological order according to the dates and times of arriv- 
als. 

(iii) Identification data on a person who is dead on 
arrival shall be entered in the register. 

(b) The hospital shall maintain a medical record for each 
person who receives emergency care services. Each medical 
record shall contain the following data. 

(i) Patient identification data. 

(ii) The date and time of arrival, the means by which the 
patient came to the hospital and by whom the patient was 
transported or accompanied. 

(iii) Pertinent history of the patient's injury or illness 
which may include information on first aid or emergency 
care given the patient prior to his or her arrival. 

(iv) Description of significant clinical findings derived 
from an assessment or examination of the patient. 

(v) Any clinical laboratory or roentgenologic findings. 

(vi) Diagnosis (tentative or definitive). 

(vii) Treatment given. 

(viii) Orders for administration of drugs or other treat- 
ments which are received by telephone, radio, or verbally 
from a physician or other person legally authorized to pre- 
scribe and acting within the scope of his or her license. 

Such a telephone or verbal order shall be received, 
entered in the patient's medical record and signed by a regis- 
tered nurse. The counter-signature of the physician or other 
legally authorized practitioner who gave the order shall be 
obtained as soon as possible thereafter. This shall not be 
interpreted to include verbal orders which are received from 
a physician or other legally authorized practitioner to whom 
one is providing direct assistance in care of the patient or to 
include standing emergency medical orders which have been 
established in accordance with subsection (3)(c)(iii) of this 
section. 

(ix) Appraisal of the patient upon transfer or departure. 

(x) Disposition of the patient, which shall include a 
resume of any instruction given to the patient or his family 
regarding necessary follow-up care. 

Entries of data listed as (iv), (vi), (vii), (ix), and (x) 
above shall be authenticated by the signature of the person 
who rendered the service. f 
[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), 8 246-318- 
350, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246-318-350, filed 
12/27/90, effective 1/31/91; Order 142, 8 248-18-285, filed 2/8/77; Order 


119, 8 248-18-285, filed 5/23/75; Order 110, $ 248-18-285, filed 3/14/75; 
Order 106, § 248-18-285, filed 1/13/75.] 
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WAC 246-318-370 Laboratory. (1) Each hospital shall 
ensure: 

(a) Availability of laboratory services sufficient in size 
and scope to provide adequate care of all patients minimally 
to include provisions for: 

(i) Obtaining blood and blood products, 

(ii) Performing hemoglobin or hematocrit, 

(iii) Performing white blood count, 

(iv) Performing platelet estimate, 

(v) Performing urinalysis, 

(vi) Performing blood glucose, and 

(vii) Performing serum potassium. 

(b) Disposal of contaminated materials in a safe manner 
(see W AC 246-318-170); 

(c) Appropriate maintenance, safety, and cleanliness of 
hospital laboratory facilities and equipment (see WAC 246- 
318-035, 246-318-150, 246-318-155, and 246-318-170); 

(d) Provision for pathology services appropriate to all 
services available in the hospital. 

(2) Hospitals shall provide laboratory services in accor- 
dance with guidelines for laboratory quality assurance pro- 
gram, WAC 246-318-99910. 

[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), $ 246-318- 
370, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as $ 246-318-370, filed 12/27/90, effec- 
tive 1/31/91. Statutory Authority: RCW 70.41.030. 87-23-056 (Order 2560), 


§ 248-18-300, filed 11/18/87; Order 119, 8 248-18-300, filed 5/23/75; Reg- 
ulation 18.300, effective 3/11/60.] 


WAC 246-318-380 Diagnostic and therapeutic radi- 
ology and other imaging services. (1) Hospitals shall: 

(a) Ensure availability of radiologic services appropriate 
to the type and scope of hospital services offered for inpa- 
tients and outpatients; and 

(b) Provide a written description of the type and scope of 
nuclear medicine and other diagnostic and therapeutic imag- 
ing services when provided in the hospital for inpatients and 
outpatients. 

(2) Hospitals with imaging services shall: 

(a) Designate medical responsibility to a physician mem- 
ber of the medical staff and require access to a radiologist, if 
radiologic services are provided in the hospital; 

(b) Designate medical responsibility to one or more phy- 
sician members of the medical staff qualified in nuclear med- 
icine, if nuclear medicine services are provided; 

(c) Designate medical responsibility to one or more phy- 
sician members of the medical staff qualified in the appropri- 
ate specific imaging specialty if other imaging services are 
provided; 

(d) Require performance of radiology, nuclear, and other 
imaging services only when: 

(1) Ordered, in writing, by a member of the medical staff; 
or 

(ii) In accordance with hospital policy and procedures; 
and 

(e) Provide sufficient numbers of personnel and medical 
staff qualified to safely deliver the type, scope, and volume 
within each imaging service including: 

(i) At least one diagnostic radiologic technician, technol- 
ogist, or physician available to come to the hospital to per- 
form diagnostic procedures at all times; 
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(ii) Performance of therapeutic radiologic services by: 

(A) A radiologist or radiation oncologist; or 

(B) A therapeutic radiologic technologist directed by a 
radiologist or radiation oncologist; 

(iii) Performance of diagnostic radiologic services by: 

(A) A physician or radiologist; or 

(B) A diagnostic radiologic technician under policies 
and procedures approved by a radiologist; and 

(iv) After December 31, 1990, performance of nuclear 
medicine services by a nuclear medicine technologist or by a 
physician member of the medical staff qualified in nuclear 
medicine. 

(f) Establish policies and procedures approved by 
administration, a radiologist, and other medical staff quali- 
fied in the specialties provided including: 

(i) Protection of patients and others from radiation haz- 
ards including shielding for syringes, vials, and sources of 
radioactivity; 

(ii) Patient preparation, patient examination, and admin- 
istration of diagnostic agents; 

(iii) Medical staff responsibility for preparation and 
administration of radiopharmaceuticals; 

(iv) Designating authorized users of the equipment; 

(v) Safe operation of equipment; 

(vi) Safe handling, storage, preparation, labeling, trans- 
porting, and disposal of radioactive materials; 

(vii) Precautions to minimize unnecessary radiation 
exposure to patients and others; 

(viii) Actions required in event of radioactive contami- 
nation of patients, personnel, equipment, and environment; 

(ix) Prevention of electrical, mechanical, fire, explosion, 
and other hazards; and 

(x) Written reports on any adverse reaction of a patient to 
diagnostic or therapeutic agents, including notation in the 
medical record or outpatient report. 

(3) Hospitals providing any imaging service shall pro- 
vide: 

(a) Adequate space and facilities for: 

(i) Patient privacy; 

(ii) Patient access to a toilet; 

(iii) Patient examinations; 

(iv) Patient reception; 

(v) Patient dressing rooms; 

(vi) Exposed and unexposed film storage; and 

(vii) Safe storage, preparation, labeling, transportation, 
and disposal of radioactive materials. 

(b) Maintenance of safe, clean equipment, facilities, and 
supplies appropriate for the type and scope of service offered; 

(c) Maintenance of all patient care equipment in safe, 
operating condition; 

(d) Emergency equipment, supplies, and medications 
required under WAC 246-318-290(5); and 

(e) A method for summoning extra appropriate. staff for 
emergencies arising in imaging service areas. 

(4) Hospitals providing radiologic areas, rooms, and ser- 
vices shall: 

(a) Conduct radiologic services in a safe, appropriately 
equipped area of the hospital, shielded as necessary to pre- 
‘vent radiation hazards to individuals; 
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(b) Maintain radiology equipment meeting applicable 
state rules for radiation protection under chapter 246-225 
WAC; and 

(c) Arrange for services of a qualified expert defined and 
described under WAC 246-240-040 as needed for: 

(i) Consultation, including periodic radiologic safety 
testing; 

(ii) Supervision of radiation safety measures; and 

(iii) Participation in education programs. 

(5) Hospitals with imaging services shall: 

(a) Maintain authenticated and dated reports of diagnos- 
tic and therapeutic procedures, consultations, and interpreta- 
tions in each patient's medical record; 

(b) Retain hard copies or electronic access to authenti- 
cated interpretative reports for films, consultations, and ther- 
apeutic procedures in the imaging service area for a period 
defined by the hospital; 

(c) Require hospital-authorized practitioners to provide a 
reason for each examination on all requests for services; 

(d) Require authentication of interpretative reports by: 

(i) The radiologist for radiology reports; or 

(ii) A designated physician member of the medical staff 
qualified in the appropriate, specific imaging specialty. 

(e) Retain patient logs for imaging services and records 
of equipment calibration inspections and quality assurance 
testing in the imaging service area for a period defined, in 
writing, by the hospital; 

(f) Maintain records of receipt and disposition of radio- 
active materials; and 

(g) Maintain documentation of: 

(i) Maintenance and periodic calibration of all radiation 
safety equipment; 

(ii) Maintenance of all patient care equipment in a safe, 
operating condition; and 

(iii) Calibration of diagnostic and treatment radiologic 
equipment by: 

(A) A qualified expert defined and required under WAC 
246-240-040; or 

(B) An individual qualified according to manufacturer's 
specifications for a particular piece of equipment. 

[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), $ 246-318- 
380, filed 12/23/91, effective 1/23/92, Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-318-380, filed 12/27/90, effec- 


tive 1/31/91. Statutory Authority: RCW 70.41.030. 89-22-109 (Order 008), 
8 248-18-311, filed 11/1/89, effective 12/2/89.] 


WAC 246-318-390 Physical and occupational ther- 
apy services. (1) Definition "authorized health care practitio- 
ner" means physicians and other licensed individuals as 
defined in RCW 18.74.010(7). 

(2) Each hospital shall clearly define physical therapy 
(PT) and occupational therapy (OT) services in a written 
statement describing the scope of diagnostic, therapeutic, and 
rehabilitative services provided for inpatients and outpa- 
tients. 

(3) Policies and procedures. When a hospital offers PT or 
OT services, written policies and procedures shall be estab- 
lished and followed including instructions for: 

(a) Patient care protocols, 

(b) Operation and application of equipment. 

(c) Equipment maintenance and monitoring. 
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(d) Infection control practices including: 

(i) Cleaning, 

(1) Disinfecting, 

(iii) Sterilizing, and 

(iv) Changing of equipment. 

(e) Documentation. 

(f) Periodic review of policies and procedures with: 

(i) Revision as needed, 

(ii) Documentation of date and name of reviewers, and 

(iii) Written approval of revisions by: 

(A) The appropriate committee or group including med- 
ical staff representation, or 

(B) A member of the medical staff. 

(g) What to do when physician or prescribing practitio- 
ner orders are unclear or incomplete. (Complete orders 
include modality, frequency, date, time, and authentication.) 

(4) Medical direction and personnel. 

(a) Hospital OT and PT services shall be: 

(i) Under the direction of a member of the active medical 
staff, or 

(ii) Under the direction of a committee chaired by a 
member of the active medical staff. 

(b) Hospitals shall provide: 

(i) Adequate numbers of qualified personnel in accor- 
dance with the scope and volume of OT and PT services. 

(ii) Inservice and orientation for PT and OT personnel 
with appropriate documentation. 

(5) Patient treatment plan. Hospitals shall require a writ- 
ten OT and PT treatment plan for each patient receiving a PT 
or OT treatment service, to include: 

(a) Identification of short and long term goals, 

(b) Identification of patient's problems and limitations, 

(c) Description of planned procedures and modalities. 

(6) Authorization and documentation. When OT or PT 
treatment services are provided, the hospital shall require and 
ensure: 

(a) Medical authorization of treatments evidenced by: 

(i) Written authentication by a member of the medical 
staff for all inpatient treatment services provided, or 

(ii) Written authentication by the authorized health care 
practitioner issuing the order for outpatient treatments, 
according to hospital policy and procedures. 

(b) Entry of written, verbal, and telephone orders into the 
appropriate individual medical record. 

(c) Use of standing orders only when: 

(1) Dated and signed by a member of the medical staff, 

(ii) Reviewed annually and renewed by written approval 
(dated authentication) of each order, and 

(iii) A copy of the order is inserted into the appropriate 
individual medical record. 

(d) Documentation in the medical record of PT and OT 
services provided for a patient to include: 

(1) Date, 

(ii) Time treatment was initiated, 

(iii) Type of therapy service performed, 

(iv) Periodic assessment of the response of the patient, 
and 

(v) Authentication by the person performing the service. 

(7) Space and equipment. Hospitals shall provide: 

(a) Adequate space designated for: 
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(i) Reception, 

(ii) Recordkeeping, and 

(iii) Treatments, 

(iv) Storage of equipment and supplies. 

(b) Patient dressing and toilet facilities, 

(c) Patient privacy, 

(d) Safe, functional, and appropriate equipment for any 
PT and OT service provided, and 

(e) Calibration of equipment with documentations, 

(f) System for equipment maintenance. 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 


$ 246-318-390, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.41.030. 87-03-030 (Order 2464), $ 248-18-312, filed 1/14/87.] 


WAC 246-318-400 Respiratory care services. (1) Res- 
piratory care services shall be clearly defined in a written 
statement that describes the scope of diagnostic, therapeutic 
and rehabilitative cardio-pulmonary services provided for 
inpatients and outpatients. 

(2) Policies and procedures. 

(a) Written policies and procedures for respiratory care 
services shall be developed and implemented and shall 
include instructions for the following: Patient care tech- 
niques; operation and application of equipment; equipment 
maintenance and monitoring; infection control practices 
including cleaning, disinfecting, sterilizing and changing of 
equipment; use and storage of medications, drugs and chem- 
icals. 

(b) Policies and procedures shall be periodically 
reviewed, revised as needed and approved by the appropriate 
committee with medical staff representation or by member of 
the medical staff. 

(3) Medical direction and personnel. 

(a) The respiratory care services shall be under the med- 
ical direction of a member of the active medical staff or a 
committee chaired by a member of the active medical staff. 

(b) Respiratory care services shall have an adequate 
number of qualified personnel in accordance with the scope 
and volume of services. 

(c) In-service shall be provided and documented for res- 
piratory care service personnel. 

(4) Authorization and documentation. 

(a) Respiratory care services provided for a patient shall 
be authorized in writing and signed by a physician. Verbal 
and telephone orders shall be signed by a physician. 

(b) Routine and standing orders, when used, shall be 
reviewed annually and signed by the appropriate member of 
the active medical staff. 

(c) Respiratory care services provided for a patient shall 
be reported in the medical record. The record shall include 
the date, time, type of respiratory service performed, medica- 
tions, assessment of the response of the patient, and signature 
of the person performing the service. 

(d) There shall be a policy statement describing what to 
do when physician orders are unclear or incomplete. 

(5) Space. 

(a) There shall be adequate space designated in the hos- 
pital for reception, treatments and/or respiratory services, 
recordkeeping, storage for equipment, supplies and drugs. 
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(b) Space for treatments and for processing of equipment 
and materials shall be organized and maintained to prevent 
cross-contamination. 

(c) Equipment and instruments shall be safe, functional, 
and appropriate for respiratory care services provided. There 
shall be documentation of the calibration and maintenance 
systems. 

[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 


§ 246-318-400, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.41.030. 79-04-081 (Order 176), $ 248-18-315, filed 4/2/79.] 


WAC 246-318-420 Hospital pharmacy. Each hospital 
shall provide evidence of current approval by the Washington 
state board of pharmacy pursuant to chapter 18.64 RCW and 
chapter 246-873 WAC. 

[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), $ 246-318- 
420, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as $ 246-318-420, filed 12/27/90, effec- 


tive 1/31/91. Statutory Authority: RCW 43.20.050 and 70.41.030. 84-02- 
036 (Order 271), 8 248-18-331, filed 12/30/83. Formerly WAC 248-18-330.] 


WAC 246-318-440 Records and reports—Medical 
record system. Each hospital shall have a well-defined med- 
ical record system with facilities, staff, equipment, and sup- 
plies necessary to develop, maintain, control, analyze, 
retrieve, and preserve patient care data and medical records. 

(1) Medical record service. Hospitals shall establish an 
organized medical record service, consistent with recognized 
principles of medical record management, directed, staffed, 
and equipped to ensure: ; 

(a) Timely, complete and accurate checking, processing, 
indexing, filing, and preservation of medical records; and 

(b) The compilation, maintenance, and distribution of 
patient care statistics. 

(2) Policies and procedures related to medical record 
system. Hospitals shall establish and follow current written 
policies and procedures related to the medical record system, 
including requirements for: 

(a) An established format for patients' individual medical 
records; 

(b) Access to and release of data in patients' individual 
medical records and other medical data considering the con- 
fidential nature of information in these records; 

(c) The retention, preservation, and destruction of medi- 
cal records; and 

(d) Maintenance and disposition of medical and other 
records in Washington state owned or operated hospitals as 
required in chapter 40.14 RCW and rules promulgated under 
chapter 40.14 RCW. 

(3) Patients' medical records, general. Hospitals shall: 

(a) Develop and maintain an individual medical record 
for each person, including each neonate, receiving care, treat- 
ment, or diagnostic service at the hospital except as permitted 
in subsection (4)(b) of this section; 

(b) Establish a systematic method for identifying each 
patient's medical record or records to allow ready identifica- 
tion, filing, and retrieval of all of the patient's record or 
records; 

(c) Require prompt, pertinent entries in a patient's medi- 
cal record on: 

(i) A significant observation; 
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(ii) Any diagnostic or treatment procedure; and 

(iii) Other significant events in a patient's clinical course 
or care and treatment. I 

(d) Require entries to include: 

(1) A date; 

(ii) Authentication by the individual assuming responsi- 
bility for the entry; and 

(iii) A time in accordance with hospital policy. 

(e) File the originals or durable, legible, direct copies of 
originals of reports in patients' individual medical records; 

(f) Enter all diagnoses and operative procedures in 
patients' medical records in terminology consistent with a 
recognized system of disease and operations nomenclature; 

(g) Require legible entries in a patient's medical record 
which are: 

(i) Written in ink; 

(ii) Typewritten; or 

(ii) Recorded on a computer terminal designed to 
receive such information. 

(4) Hospitals may: 

(a) Store entries on magnetic tapes, discs, or other 
devices suited to the storage of data; 

(b) Maintain a simple record system instead of the indi- 
vidual medical records required under subsections (3) and 
(4)(c) of this section for patients receiving only referred out- 
patient diagnostic services, as defined in WAC 246-318-010, 
provided the system permits: 

(1) Identification of patient; and 

(ii) Filing and retrieval of authenticated reports on all 
tests or examinations provided to any patient receiving ser- 
vices. 

(c) Limit content in individual medical records for 
patients who would be considered referred outpatients, 
except for use of parenteral injections during diagnostic tests 
to: 

(i) Relevant history and physical findings where indi- 
cated; 

(ii) Known allergies or idiosyncratic reactions; 

(iii) Diagnostic interpretation; 

(iv) Written consent; and 

(v) Identifying admission data. 

(5) Patients' medical records, content. Hospitals shall 
require and ensure entry of the following data into a medical 
record for each period a patient receives inpatient or outpa- 
tient services with exceptions only as specified in subsection 
(4) of this section and W AC 246-318-350(6): 

(a) Admission data including: 

(i) Identifying and sociological data; 

(ii) The full name, address, and telephone number of the 
patient's next of kin or, when indicated, another person with 
legal authority over the person of the patient; 

(iii) The date of the patient's admission as an inpatient or 
outpatient; 

(iv) The name or names of the patient's attending physi- 
cian or physicians; and 

(v) The admitting or provisional diagnosis or description 
of medical problem. 

(b) A report on any medical history obtained from the 
patient; 
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(c) Report or reports on the findings of physical exami- 
nation or examinations performed upon the patient; 

(d) An entry on any known allergies of the patient or 
known idiosyncratic reaction to a drug or other agent; 

(e) Authenticated orders for: 

(i) Any drug or other therapy administered to a patient; 

(ii) Any diet served to the patient; 

(11) Any standing medical orders used in the care and 
treatment of the patient except standing medical emergency 
orders; and 

(iv) Any restraint of the patient. 

(f) Reports on all: 

(i) Roentgenologic examinations; 

(ii) Clinical laboratory tests or examinations; 

(iii) Macroscopic and microscopic examinations of tis- 
sue; 

(iv) Other diagnostic procedures or examinations per- 
formed upon the patient; and 

(v) Specimens obtained from the patient. 

(g) An entry on each administration of therapy, including 
drug therapy, to the patient; 

(h) Entries on nursing services to the patient including: 

(i) A report on all significant nursing observations and 
assessments of the patient's condition or response to care and 
treatment; 

(ii) Nursing interventions and other significant direct 
nursing care including all administration of drugs. or other 
therapy; 

(iii) An entry on the time and reason for each notification 
of a physician or patient's family regarding a significant 
change in the patient's condition; and 

(iv) A record of other significant nursing action on 
behalf of the patient. 

(i) An entry on any significant health education, training, 
or instruction provided to the patient or family related to the 
patient's health care; 

(j) An entry on any social services provided the patient; 

(k) An entry regarding: 

(i) Any adverse drug reaction of the patient; and 

(ii) Any other untoward incident or accident occurring 
during hospitalization or outpatient visit and involving the 
patient. 

(I) Operative report or reports on all surgery performed 
upon the patient; 

(m) Àn entry or report on each anesthetic administered to 
the patient; 

(n) Report or reports on consultation or consultations 
concerning the patient; : 

(o) Reports on labor, delivery, and postpartum period for 
any woman giving birth to a child in the hospital; 

(p) Infant status data for any infant born in or enroute to 
the hospital including: 

(i) The date and time of birth; 

(ii) Condition at birth or upon arrival at the hospital; 

(iii) Sex; and 

(iv) Weight, if condition permits weighing. 

(q) Progress notes describing the results of treatment and 
changes in the patient's condition and portraying the patient's 
clinical course in chronological sequence; 
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(r) In the event of an inpatient leaving without medical 
approval, an entry on: 

(i) Any known events leading to the patient's decision to 
leave; 

(1) A record of notification of the physician regarding 
the patient's leaving; and 

(iii) The time of the patient's departure. 

(s) Discharge data including: 

(i) The final diagnosis or diagnoses; 

(ii) Any associated or secondary diagnoses or complica- 
tions; and 

(ii) The titles of all operations performed upon the 
patient; and 

(iv) A discharge summary for any inpatient whose hospi- 
talization exceeded forty-eight hours, except a normal new- 
born infant or normal obstetrical patient, to: 

(A) Recapitulate significant clinical findings and events 
during the patient's hospitalization; 

(B) Describe the patient's condition upon discharge or 
transfer; and 

(C) Summarize any recommendations and arrangements 
for future care of the patient. 

(t) An entry on any transmittal of medical and related 
data regarding the patient to a health care facility or agency or 
other community resource when the patient was referred or 
transferred; 

(u) In event of the patient's death in the hospital, entries, 
reports, and authorizations including: 

(i) A pronouncement of death; 

(ii) An authorization for the autopsy, if performed; 

(iii) A report on the autopsy, if performed, including 
findings and conclusions; and 

(iv) An entry on release of the patient's body to a mortu- 
ary or Coroner or medical examiner. 

(v) Written consents, authorizations, or releases given by 
the patient or, if the patient was unable to give such consents, 
authorizations, or releases, by a person or agency with legal 
authority over the person of the patient; 

(w) The relationship, legal or familial, of the signer to 
the patient clearly stated when a person other than the patient 
gives written consent, or authorizes treatment, or signs a 
release. 

(6) Hospitals shall regard materials obtained through 
procedures employed in diagnosing a patient's condition or 
assessing the patient's clinical course as original clinical evi- 
dence excluded from requirements for content of medical 
records in subsection (5) of this section. Original clinical evi- 
dence includes, but is not limited to: 

(a) X-ray films; 

(b) Laboratory slides; 

(c) Tissue specimens; and 

(d) Medical photographs. 

(7) Registers. 

(a) Hospitals shall maintain current registers with data 
entered in chronological order including: 

(i) An inpatient register containing at least the following 
data for each inpatient admission: 

(A) The patient's identifying number; 

(B) The patient's full name, and birth date or age; and 

(C) The date of the patient's admission. 
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(ii) One or more outpatient registers other than registers 
for emergency care services to: 

(A) Contain sufficient data on each outpatient to ensure 
positive identification; and 

(B) Permit rapid retrieval of all of the outpatient's medi- 
cal record or records when indicated. 

(iii) An emergency service register as required under 
WAC 246-318-350 (6)(a); 

(iv) An operation register containing at least the follow- 
ing data for each operation performed in a hospital surgery: 

(A) The date; 

(B) The identifying number and full name of the patient; 

(C) The descriptive name of the operation; 

(D) The names of the surgeon and the surgeon's assistant 
or assistants; 

(E) The type of anesthesia; and 

(F) The name and title of the person who administered 
the anesthesia. 

(b) Hospitals may maintain separate registers or suitable 
combinations of registers if the combined register contains 
data for each specific register as required in subsection (7)(a) 
of this section. 

(8) Indexes. Hospitals shall establish and maintain: 

(a) A master patient index containing a master reference 
card or equivalent for each person receiving inpatient or out- 
patient care or treatment in the hospital. 

(i) Master reference cards or equivalent shall contain: 

(A) The patient's medical record number or numbers; 

(B) The patient's full name; and 

(C) The patient's date of birth. 

(ii) Master patient indexes may be omitted for: 

(A) Referred outpatients; and 

(B) Outpatient emergency patients provided the hospital 
retains and preserves an emergency service register for the 
same period of time as the medical record. 

(b) Current indexes with required entries on index cards 
or equivalent completed within three months after discharge 
or transfer of the patient; 

(c) A disease index containing index cards or equivalent 
for all categories of diseases or conditions treated in the hos- 
pital on an inpatient basis with entries on index card or cards 
for a given category of disease including: 

(i) The identifying number, sex, and age of each patient 
treated for that category of disease; and 

(ii) The code for the particular disease or condition for 
which each patient was treated. 

(d) An operation index containing index cards or equiva- 
lent for all categories of operations performed in a hospital 
surgery on an inpatient or outpatient basis with entries on the 
index card or cards for a given category of operation with: 

(i) Identifying information including the medical record 
number, age, and sex of each patient upon whom that cate- 
gory of operation was performed; and 

(ii) The code for the particular operative procedure per- 
formed upon each patient. 

(e) Codes for entries in the disease and operation indexes 
in accordance with the coding system and the recognized 
diagnostic classification system of disease and operation 
nomenclature adopted by the hospital; 
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(f) A physicians' index, separate or combined with the 
disease and operation indexes, as follows: 

(i) A combined physician's-disease operation index with 
the name or code number of the physician treating the patient 
to whom a particular entry pertains; or 

(ii) A separate physicians' index containing: 

(A) A record for every member of the hospital's medical 
staff; and 

(B) Entries on each physician's index card or equivalent 
record including the medical record number or name of each 
patient the particular physician treated in the hospital on an 
inpatient basis. 

(9) Reports on hospital services. Hospitals shall prepare 
the following separate or combined reports: 

(a) Census reports including: 

(1) A daily inpatient census report on admissions to inpa- 
tient services, births, and discharges including deaths and 
transfers to another health care facility; and 

(ii) Regular monthly or more frequent reports on admis- 
sions to outpatient services and the number of emergency 
care patients. 

(b) Analyses of hospital services. 

(10) Storage, handling, and control of medical records 
and other medical data. Hospitals shall: 

(a) Control access to patients' individual medical records 
and other personal or medical data on patients; 

(b) Prevent access to records by unauthorized persons; 

(c) Protect medical records and other personal and med- 
ical data from undue deterioration or destruction; and 

(d) Maintain a system permitting easy retrieval of medi- 
cal records and information for medical or administrative 
purposes. 

(11) Retention, preservation, and final disposal of medi- 
cal records and other patient care data and reports. 

(a) Hospitals shall retain and preserve: 

(i) Each patient's medical record or records, excluding 
reports on referred outpatient diagnostic services for a period 
of: 

(A) No less than ten years following the most recent dis- 
charge of the adult patient; or 

(B) For patients who are minors at the time of care, treat- 
ment, or diagnosis, no less than three years following the date 
upon which the minor patient attained the age of eighteen 
years or ten years following the most recent discharge, 
whichever is longer. 

(ii) Reports on referred outpatient diagnostic services for 
at least two years; 

(iii) A master patient index card (or equivalent) for at 
least the same period of time as the medical record or records 
for the patient to whom the master patient index card or 
equivalent pertains; 

(iv) Data in the inpatient and outpatient registers for at 
least three years; 

(v) Data in an emergency service register for at least the 
same period of time as the medical record or records for any 
patient on whom data were entered in the register; 

(vi) Data in the operation register, the disease and opera- 
tion indexes, the physicians' index, and annual reports on 
analyses of hospital services for at least three years; and 
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(vii) Patients' medical records, registers, indexes, and 
analyses of hospital service in original form or in photo- 
graphic form in accordance with the provisions of chapter 
5.46 RCW. 

(b) A hospital may elect to retain and preserve an emer- 
gency service register for only three years after last entry if 
the hospital includes all outpatient emergency care patients in 
the master patient index. 

(c) During final disposal, each hospital shall prevent 
retrieval and subsequent use of any data permitting identifi- 
cation of individuals in relation to personal or medical infor- 
mation. 

(d) In event of transfer of ownership of the hospital, the 
hospital shall keep patients' medical records, registers, 
indexes, and analyses of hospital services in the hospital to be 
retained and preserved by the new owner in accordance with 
state statutes and regulations. 

(e) If the hospital ceases operation, the hospital shall: 

(i) Make immediate arrangements for preservation of its 
medical records and other records of or reports on patient 
care data in accordance with applicable state statutes and reg- 
ulations; and 

(ii) Obtain approval of the department for the planned 
arrangements prior to the cessation of operation. 

(12) Records kept by approved eye banks pursuant to 
WAC 246-333-040 are not medical records or registers 
within the meaning of this section. 

(13) Nothing in these regulations shall be construed to 
prohibit hospitals from collecting additional health and/or 
medical information or retaining medical records beyond the 
statutory requirements. 

[Statutory Authority: RCW 70.41.030. 92-02-018 (Order 224), § 246-318- 
440, filed 12/23/91, effective 1/23/92. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-318-440, filed 12/27/90, effec- 
tive 1/31/91, Statutory Authority: RCW 70.41.030. 88-18-021 (Order 2680), 
§ 248-18-440, filed 8/30/88; 85-23-020 (Order 2305), § 248-18-440, filed 
11/13/85; Order 142, § 248-18-440, filed 2/8/77; Order 135, § 248-18-440, 


filed 12/6/76; Order 119, § 248-18-440, filed 5/23/75; Regulation 18.440, 
effective 3/11/60.] 


WAC 246-318-450 Discharge planning. Hospitals 
shall: 

(1) Establish and maintain a system for discharge plan- 
ning and designate a person responsible for system manage- 
ment and implementation; 

(2) Establish written policies and procedures to: 

(a) Identify patients needing further nursing, therapy, or 
supportive care following discharge from the hospital; 

(b) Develop a documented discharge plan for each iden- 
tified patient including: f 

(i) Coordinate with patient and family or caregiver, as 
appropriate; 

(ii) Coordinate with appropriate members of the health 
care team; and 

(iii) Coordinate with the receiving agency or agencies, 
when necessary. 

(c) Notify referral agencies, minimally to include verbal 
contact and communication regarding: 

(i) Relevant patient history; 

(ii) Specific care requirements including equipment, 
supplies, and medications needed; and 
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(iii) Date care is to be initiated. 

(d) For those patients identified under subsection (2)(a) 
of this section, assess and document needs and implement 
discharge plans to the extent possible by the hospital. 
[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 


8 246-318-450, filed 12/27/90, effective 1/31/91. Statutory Authority: RCW 
70.41.030. 88-18-020 (Order 2679), $ 248-18-445, filed 8/30/88.] 


NEW CONSTRUCTION REGULATIONS 


WAC 246-318-500 Applicability of WAC 246-318- 
500 through 246-318-99902. (1) These regulations apply to 
new construction of hospitals as defined in RCW 70.41.020 
including: 

(a) New buildings to be used as hospitals; 

(b) Additions to existing buildings to be used as hospi- 
tals; 

(c) Conversions of existing buildings or portions thereof 
for use as hospitals; 

(d) Alterations other than minor alterations to existing 
hospitals. 

(2) These regulations apply to facilities generally 
required within a hospital, with the following provisions: 

(a) The department may not require facilities for certain 
services when the hospital has a definite arrangement for ade- 
quate services from suitably located facilities outside the hos- 
pital. 

(b) The department may approve the omission of facili- 
ties for certain services that will not be provided in accor- 
dance with legally allowable and customarily recognized lim- 
itations. 

(c) A hospital providing facilities not specifically 
required by these regulations shall assure that facilities are 
adequate for the services to be performed and meet the objec- 
tives of these regulations. 

(3) Compliance with the regulations in this chapter does 
not constitute release from the requirements of applicable 
state and local codes and ordinances. Where regulations in 
this chapter exceed other codes and ordinances, the regula- 
tions in this chapter shall apply. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), 8 246-318- 
500, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-318-500, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 70.41.030 and 43.20.050. 83-19-058 
(Order 269), $ 248-18-500, filed 9/20/83. Statutory Authority: RCW 
70.41.30 [70.41.030]. 81-05-029 (Order 209), $ 248-18-500, filed 2/18/81; 


Order 119, $ 248-18-500, filed 5/23/75; Order 50, $ 248-18-500, filed 
12/17/70; Regulation 18.500, filed 1/25/62.] 


WAC 246-318-510 Programs, drawings and con- 
struction. (1) Drawings and specifications for new construc- 
tion shall be prepared by, or under the direction of, an archi- 
tect registered under chapter 18.08 RCW. The services of a 
consulting engineer registered under chapter 18.43 RCW 
shall be used for the various branches of the work where 
appropriate. The services of a registered professional engi- 
neer may be used in lieu of the services of an architect if work 
involves engineering only. А hospital may request an excep- 
tion to the requirements of this subsection by submitting to 
the department a written description of the proposed con- 
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struction and justification for not using the services of an 
architect and/or engineer. 

(2) A hospital shall submit the program and drawings for 
new construction to the department for review as specified in 
this subsection and the "Submissions Guide for Health and 
Residential Facility Construction Projects" available from 
the department. Identify each room, area and item of fixed 
equipment and major movable equipment on all drawings to 
demonstrate that the required facilities for each function have 
been provided. 

(a) A written program containing, at a minimum: (i) 
Information concerning services to be provided and opera- 
tional methods to be used which will affect the extent of facil- 
ities required by these regulations; and (i1) if the project 
involves an addition or alteration which materially increases 
the bed capacity of the hospital, a thorough appraisal of all 
existing supporting services to determine their adequacy for 
the increased number of patients. 

(b) Preliminary drawings of the new construction includ- 
ing major equipment. For alterations and additions, include a 
functional layout of the existing building. 

(c) Detailed working drawings and specifications includ- 
ing mechanical and electrical work. 

(d) If carpets are to be used: 

(i) A floor plan showing areas to be carpeted and adjoin- 
ing areas, These areas shall be labeled, according to function, 
and meet the requirements in WAC 246-318-540 (6)(b). Pro- 
posed carpeted areas shall be coded on the plan and keyed to 
the appropriate carpet; and 

(ii) Specifications and radiant panel and smoke density 
test reports showing that proposed carpeting meets the speci- 
fications as listed in 246-318-540(6). 

(3) A hospital shall: 

(a) Commence construction, of other than minor alter- 
ations only after the final drawings and specifications have 
been stamped "construction authorized" by the department. 
Such authorization by the department does not constitute 
release from the requirements contained in these regulations. 

(b) Notify the department when construction is com- 
menced and completed. 

(c) Provide for the safety and comfort of patients if con- 
struction takes place in or near occupied areas. 

(d) Assure construction is completed in compliance with 
the final "construction authorized" drawings and specifica- 
tions. 

(e) Submit to the department for review any addenda or 
modifications which might affect the fire safety or functional 
operation. 

(4) The department shall identify the sections and items 
of chapter 246-318 WAC under which a requirement is stated 
or a deficiency noted in any written review report of a func- 
tional program, drawings or specifications and in any on-site 
inspection report of a construction project. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), § 246-318- 
510, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-318-510, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 
$ 248-18-510, filed 5/30/90, effective 6/30/90. Statutory Authority: RCW 
70.41.30 [70.41.030]. 81-05-029 (Order 209), 8 248-18-510, filed 2/18/81. 


Statutory Authority: RCW 43.20.050. 80-03-062 (Order 193), 8 248-18- 
510, filed 2/26/80; Order 123, 8 248-18-510, filed 3/18/76; Order 119, 8 248- 
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18-510, filed 5/23/75; Order 9, $ 248-18-510, filed 1/2/69; Regulation 
18.520(2)(d), filed 8/4/67; Regulation 18.520 (part), filed 1/25/62.] 


WAC 246-318-520 Design and construction stan- 
dards, general. (1) A hospital may request an exemption, 
substitution, or interpretation as described in WAC 246-318- 
015. 

(2) At least once every two years, the department shall: 

(a) Review industry standards referenced in the con- 
struction section of chapter 246-318 WAC and update, as 
necessary; and 

(b) Adopt the revised list of referenced standards, if 
required. 

(3) Hospitals shall: 

(a) Prepare preliminary documents for hospital construc- 
tion projects conforming to industry standards, guides, and 
codes appearing in the current chapter 246-318 WAC; 

(b) Follow the requirements of chapter 246-318 WAC 
effective at the time the preliminary document was submitted 
for the duration of construction project; 

(4) A hospital may request in writing, department 
approval to use a more recent edition of an industry standard, 
guide, or code. The department may approve such request 
under the following conditions: 

(a) The standard, guide, or code was adopted after pre- 
liminary drawings were developed; and 

(b) The request is received by the department prior to the 
department's final approval of project design and authoriza- 
tion for construction per WAC 246-318-510 (3)(a). 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), 8 246-318- 
520, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-318-520, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 70.41.030. 89-22-105 (Order 009), $ 
248-18-515, filed 11/1/89, effective 12/2/89; 88-23-083 (Order 2729), 8 248- 
18-515, filed 11/18/88. Statutory Authority: 1985 c 213. 86-08-002 (Order 
2348), $ 248-18-515, filed 3/20/86. Statutory Authority: RCW 70.41.30 
[70.41.030]. 81-05-029 (Order 209), $ 248-18-515, filed 2/18/81; Order 119, 


$ 248-18-515, filed 5/23/75; Order 50, $ 248-18-515, filed 12/17/70; Order 
22, 8 248-18-515, filed 6/27/69; Regulation 18.530, filed 1/25/62.] 


WAC 246-318-530 Site and site development. Hospi- 
tals planning site and site development for construction of a 
new facility shall: 

(1) Provide a site with: 

(a) Road surface useable in all weather and traffic condi- 
tions; 

(b) Adequate utilities meeting requirements in WAC 
246-318-540 (4)(a), (b), and (k); 

(c) Natural drainage or properly designed/engineered 
drainage system; and 

(d) Ready access to fire fighting and police services. 

(2) Plan for: 

(a) Service roads and parking; 

(b) Patient privacy and surroundings; 

(c) Noise attenuation; 

(d) Future expansion; and 

(e) On-site sewage disposal area meeting requirements 
in chapter 246-272 WAC when no public sewer system is 
available. _ 

(3) Provide parking area, drives, and walkways: 

(a) Convenient for patients, staff, and visitors, avoiding 
interference with patient privacy and comfort; 
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(b) Adequate number of parking spaces; 

(c) Arranged to prevent conflicting traffic; 

(d) Graded for adequate drainage and constructed for use 
under all weather conditions; I 

(e) Surface treated to minimize dust; 

(f) Illuminated at night; and 

(g) Meeting accessibility requirements in WAC 51-20- 
3100. 

(4) Plan sufficient space and location for: 

(a) Entrances; 

(b) Emergency vehicle access; 

(c) Loading dock; 

(d) Garbage storage and disposal; 

(e) Removal of deceased; 

(f) Service vehicle access; 

(g) Patient entrance located near outpatient facilities 
meeting accessibility requirements in W AC 51-20-3100; and 
(h) Service entrance close to storage and elevators. 
[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), 8 246-318- 
530, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-318-530, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 
$ 248-18-520, filed 5/30/90, effective 6/30/90. Statutory Authority: RCW 
70.41.030 and 43.20.050. 83-19-058 (Order 269), $ 248-18-520, filed 


9/20/83; Order 119, 8 248-18-520, filed 5/23/75; Order 106, $ 248-18-520, 
filed 1/13/75; Regulation 18.540, filed 1/25/62. 


WAC 246-318-540 General design requirements. 
Hospitals planning new construction shall include the gen- 
eral design elements in this section. 

(1) A hospital shall ensure the safety of occupants during 
construction and painting by assuring rooms or areas are 
well-ventilated, unoccupied, and unavailable for use until 
free of volatile fumes and odors. 

(2) A hospital shall assure architectural components 
meet Washington state building code requirements in chap- 
ter 51-20 WAC, including: 

(a) Aisles between fixed elements wide enough to allow 
unimpeded movement of equipment and personnel within 
rooms or suites; ; 

(b) Ceiling heights meeting requirements in Table 540-1; 

(c) A corridor system throughout the hospital designed 
for traffic circulation providing patient privacy and prevent- 
ing through traffic in examination, observation, treatment, 
and diagnostic areas, with: 

(i) Width of eight feet and restrictions of no more than 
seven inches for nonambulatory patient areas; 

(ü) Minimum existing width of seven feet permitted in 
alteration projects; and 

(iii) Five feet width for corridors serving ambulatory 
patient traffic within a single department; and 

(iv) Minimum four feet width permitted for nonpatient 
areas and departments when there is a five-by-five foot turn- 
around at least every seventy-five feet. 

(d) Handrails on both sides of corridors used by patients 


on orthopedic units, rehabilitation nursing units, nursing 


home units, and other long-term nursing units with dimen- 
sions as follows: 

(i) The top of the handrail thirty-two to thirty-four inches 
above the floor; 
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(ü) A maximum projection of three and one-half inches 
from wall; and 

(iii) The end of handrail returning to the wall. 

(e) Doors: 

(i) With widths meeting requirements in Table 540-1; 

(ii) Designed to prevent swinging into established corri- 
dor widths, except for handicapped accessible toilets and 
small unoccupied spaces, such as small closets; 

(iii) Designed to swing to a full, open position in patient 
rooms; 

(iv) With provision for staff to gain immediate emer- 
gency access to patient occupied rooms; and 

(v) With vision panels in all pairs of opposite swinging 
doors. 

(f) At least one elevator in multi-story hospital designed 
for patient transport with minimum dimensions of: 

(i) Five feet four inches inside width; 

(ii) Eight feet six inches inside length; and 

(11) Four feet wide door openings. 

(g) Stairways and ramps with skid-resistant surfaces, 
handrails, guardrails, and other safety devices; 

(h) Design and construction to control entrance and 
infestation by pests, such as mammals, birds, and insects; . 

(i) Windows in twenty-four-hour stay patient rooms, 
except in nurseries, with: 

(i) A clear glass area of at least one-tenth of the floor 
space; 

(ii) Location in the outside walls and: 

(A) Twenty feet or more from another building or oppo- 
site wall or court; 

(B) Ten feet or more from property line except on street 
side; and 

(C) Allowance for a satisfactory amount of unobstructed 
natural light. 

(iii) Relites may be used on interior atrium walls in place 
of windows on outside walls; 

(iv) Sills: 

(A) No higher than three feet from the floor; 

(B) No higher than four feet from the floor in critical care 
rooms; 

(C) With exterior grade a minimum of six inches below 
window sill; and 

(D) With exterior grade sloping away from building for 
at least ten feet. 

(V) Sixteen mesh screens on all operable windows. 

(3) A hospital shall provide heating, ventilation, and 
cooling including: 

(a) A heating system with capacity to maintain a temper- 
ature of seventy-five degrees Fahrenheit or more in all 
patient areas; 

(b) A cooling system with capacity to cool patient areas 
to a temperature of seventy-five degrees Fahrenheit or 
below; 

(c) Heating and cooling controls with: 

(i) Individual thermostatic control in each patient room; 
and I 
Gi) All other areas suitably zoned and thermostatically 
controlled consistent with WAC 246-318-99902(2). 

(d) Piping and duct systems which are insulated to con- 
trol excessive heat transfer and condensation; 
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(e) Air balancing of distribution systems to maintain air 
changes and pressure relationships meeting requirements in 
Table 540-3; 

(f) An air handling duct system meeting requirements in 
WAC 246-318-99902(5) with: 

(i) Fiberglass ducts, if installed, of nonerosive wearing 
surfaces; and 

(ii) Fiberglass-lined ducts, if installed, serving sensitive 
areas with ninety percent efficiency filters installed down- 
stream of the duct lining. 

(g) The use of space above ceilings for exhaust and 
return plenums is only allowed in nonclinical and nonpatient 
care areas, such as administrative, public waiting, and meet- 
ing areas; 

(h) Air supply and exhaust locations meeting require- 
ments in WAC 246-318-99902(2) and chapter 51-22 WAC 
including: 

(i) Outdoor intakes located to the extent practical and 
possible as follows: 

(A) Directionally different exposures twenty feet or 
more from: 

(D Combustion equipment stacks; 

(ID Ventilation exhaust outlets from the hospital or 
adjoining buildings including fume hoods and ethylene oxide 
systems; 

(Ш) Medical-surgical vacuum systems; 

(IV) Plumbing vent stacks; and 

(V) Areas that may collect vehicular exhaust and other 
noxious fumes. 

(B) Bottom of intake six feet or more above ground level 
or three feet or more above roof level specified in WAC 
246-318-99902(2). 

(ii) Locate exhaust air discharge to avoid cross circula- 
tion to supply air intakes or operable windows. 

(i) Filters installed in central ventilation or air condition- 
ing systems as follows: 

(i) Filter beds and filter efficiencies meeting require- 
ments in Table 540-4; 

(ii) Filter bed No. 2 downstream of the last component of 
any central air handling unit except: I 

(A) Steam injection-type humidifier permitted down- 
stream of filter bed No. 2; 

(B) Terminal reheat coils permitted downstream of filter 
bed No. 2; and 

(O) Terminal cooling coils permitted downstream of fil- 
ter bed No. 2 with additional filtration downstream of coil 
meeting requirements of filter bed No. 2. 

(iii) Filter frames tight to the enclosing duct work; and 

(iv) A manometer or equivalent installed across each fil- 
ter bed serving sensitive areas of central air systems. 

(j) Fire shutdown located in accordance with WAC 246- 
318-99902 (5) and (13). 

(k) Exhaust hoods or other approved exhaust devices 
provided over equipment likely to produce excessive heat, 
moisture, odors, or contaminants, and properly designed for 
intended use. 

(1) Laboratory hoods for handling infectious materials 
with: 

(i) A minimum face velocity of seventy-five feet per 
minute at maximum operating level of sash; 
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(ii) An independent exhaust system with the exhaust fan 
located at the discharge end of the system; 

(Hü Ducts with welded joints or equivalent from the 
hood to filter enclosure; 

(iv) Filters in the exhaust stream rated at 99.97 percent 
efficiency by the dioctyl-phthalate (DOP) test method; and 

(v) Features designed and equipped to permit the safe 
removal of contaminated filters. 

(m) Laboratory hood for venting radioactive particulate 
aerosols with: 

(1) A minimum face velocity of one hundred feet per 
minute at a maximum operating level of sash; 

(ii) An independent exhaust system with an exhaust fan 
at the discharge end of the system; 

(iii) Ducts with welded joints or equivalent from the 
hood to the filter enclosure; 

(iv) Exhaust stream filters with 99.97 percent efficiency 
using the dioctyl-phthalate (DOP) test method; 

(v) Features designed and equipped to permit the safe 
removal of contaminated filters; and 

(vi) Provisions for washdown. 

(n) Laboratory hoods for processing strong oxidizing 
agents with: 

(ü) A minimum face velocity of one hundred feet per 
minute at maximum operating level of sash; 

(ii) An independent exhaust system and explosion-proof 
exhaust fan at the discharge end of the system; 

(ii Ducts of welded stainless steel or equivalent 
throughout the exhaust system; and 

(iv) Hood and exhaust duct system equipped with com- 
plete coverage washdown facilities. 

(o) Noncentral supply ventilation systems serving sensi- 
tive areas meeting the filtering requirements in Table 540-4; 
and 

(p) Noncentral supply ventilation systems serving non- 
sensitive areas, with outdoor air for units meeting filtering 
requirements for central systems in Table 540-4. Recircu- 
lated air to individual room units need not be filtered. 

(4) A hospital shall design and install plumbing compo- 
nents meeting requirements in chapters 246-290 and 51-26 
WAC and WAC 51-20-3100, including: 

(a) Backflow prevention device on water supply and 
plumbing fixtures; 

(b) Trap primers in floor drains and stand pipes subject 
to infrequent use; 

(c) Handwash sinks in each toilet except where provided 
in connecting single patient room, dressing or locker room; 

(d) Skid-resistant floor surfaces in tubs and showers; 

(e) Wrist, knee, or foot faucet controls or equivalent and 
gooseneck spouts: 

(i) On handwash sinks in patient rooms; 

(ii) In toilet rooms adjoining patient rooms except those 
for psychiatric patients per program requirements; and 

(iii) On all handwash sinks and sinks for personnel use 
where required to control cross infection. Except a fixture 
used for soiled functions only and another sink equipped 
with appropriate controls is located in the same area of the 
room. 

(f) Foot, knee, or equivalent faucet controls and goose- 
neck spouts on handwash sinks and scrub sinks in: 
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(i) All nursery rooms; 

(ii) Birthing rooms; 

(iii) Surgery and delivery; 

(iv) Special procedures, emergency treatment and 
trauma rooms; and 

(v) Other sensitive areas. 

(g) Drinking fountains or equivalent at suitable loca- 
tions, with at least one on each floor; 

(h) Insulation on: 

(i) Hot water piping systems; 

(ii) Cold water and drainage piping; and 

(iii) Piping exposed to outside temperatures. 

(i) Hot water supply meeting requirements in WAC 246- 
318-99902(2); 

(j) Equipment to deliver hot water at temperatures mea- 
sured at point of use as follows: 

(i) One hundred sixty degrees Fahrenheit or more for 
laundry; 

(ii) One hundred twenty degrees Fahrenheit or more for 
mechanical dishwashers and laundry washers using chemical 
sanitization; 

(iii) One hundred fifty degrees Fahrenheit or more for 
high temperature sanitization dishwashers; and 

(iv) One hundred twenty degrees Fahrenheit or less at 
handwash sinks and bathing facilities. 

(k) Sewage disposal systems meeting requirements in 
chapters 246-271 and 246-272 W AC; 

(1) Vacuum and medical gas systems meeting require- 
ments in WAC 246-318-99902(4) and Table 540-2. 

(m) Waste gas evacuation system meeting requirements 
in Table 540-2. 

(5) A hospital shall provide electrical service including: 

(a) General service as follows: 

(i) Electrical receptacle outlets meeting requirements in 
Table 540-5; 

(11) All inpatient or outpatient care areas limited to 
twelve single electrical receptacle outlets or six duplex elec- 
trical receptacle outlets, or equivalent, per twenty amp cir- 
cuit; and 

(iii) Electrical receptacle outlets conveniently located to 
accommodate cleaning equipment and accessories such as 
floor polishers, vacuums, and televisions. 

(b) Service to critical care units and areas as follows: 

(i) Dedicated circuits to serve designated electrical 
receptacle outlets located at the head of each bed; 

(1) Capacity limited to six single electrical receptacle 
outlets or three duplex electrical receptacle outlets or equiv- 
alent per twenty amp circuit; and 

(iii) Branch circuit panels located within the area pro- 
viding ready accessibility to circuit breakers for staff. 

(c) Emergency electrical service with: 

(i) Critical emergency power electrical receptacle outlets 
meeting requirements in Table 540-5; and 

(ii) Additional emergency power and lighting meeting 
requirements in WAC 246-318-99902(7). 

(d) Lighting fixtures with: 

(i) Number, type, and location to provide adequate illu- 
mination for the functions of each area; 

(ii) A reading light and control at each bed in the patient 
rooms conveniently located for patient use; 
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(iii) Protective lens or diffusers on overhead light fix- 
tures in: 

(A) All patient care areas; 

(B) Food service areas; and 

(C) Areas where patient care equipment and supplies are 
stored or processed; 

(iv) A night light for each bed located below the level of 
the bed; 

(v) Night light switches and general illumination 
switches located adjacent to the opening side of patient room 
doors, except in psychiatric patient security and seclusion 
rooms, locate switches outside of the rooms; and 

(vi) Lighting fixtures in psychiatric security and seclu- 
sion rooms of tamper-resistant design. 

(e) Electrical/electronic equipment including: 

(i) Call systems meeting requirements in Table 540-6; 

(ii) Annunciator at department or unit control point and 
additional staff duty stations such as utility, medication, and 
nourishment rooms and staff lounges; and 

(iii) Film illuminators, or equivalent, accommodating at 
least two x-ray films in all areas where films are viewed, 
except in private offices. 

(6) A hospital shall provide interior finishes suitable to 
the function of an area including: 

(a) Floor finishes with: 

(i) Easily cleanable surfaces; 

(ii) Skid-resistant surfaces at entrances and other areas 
used while wet; and 

(iii) A coved base integral with floors or top set base with 
toe tight to the walls. 

(b) Carpets, if installed: 

(i) Made from easily cleanable material; 

(ii) Constructed to prevent or reduce static build-up; 

(iii) With a finish classification in accordance with WAC 
246-318-99902(14); 

(iv) With an average pile density of 4,000 ounces per 
cubic yard calculated by: 


Yarn weight 


(ounces per square yard) x 36 Average pile density 


= (ounces per cubic yard); 
Pile height (inches) 

(v) With a maximum pile height of .312 inches; 

(vi) With padding, if used, that is water resistant and 
permanently bonded to the carpet backing; 

(vii) Cemented to the floor; 

(viii) With edges covered and top set base with toe at all 
wall junctures; 

(ix) May be used in the following nonpatient occupied 
areas: Administrative areas, lobbies, lounges, chapels, wait- 
ing areas, nurses’ station, dining rooms, corridors, equipment 
alcoves opening onto carpeted corridors. Carpets are not per- 
mitted in any areas of the surgery or delivery suites; and 

(x) May be used in the following patient occupied areas: 
Patient rooms (excluding toilets, bathrooms, and designated 
isolation rooms), coronary care units, recovery rooms (not 
within surgical suites), labor rooms (not within delivery 
suites), corridors within patient occupied areas, dayrooms, 
equipment alcoves opening onto carpeted corridors. Carpets 
may be used in other areas only upon written approval of 
such use by the department. 
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(c) Ceiling finishes or construction with: 

(i) Monolithic or bonded construction in patient rooms of 
psychiatric nursing units, security and seclusion rooms; 

(ii) Easily cleanable surfaces, 

(iii) Smooth finish without visible joints or crevices in 
areas where surgical asepsis must be maintained, such as 
operating rooms, delivery rooms, and emergency treatment 
rooms; 

(iv) Surfaces finished to minimize glare in patient rooms, 
labor rooms, birthing rooms, operating rooms, delivery 
rooms, and emergency treatment rooms; and 

(v) Surfaces finished to minimize reflection of ultravio- 
let radiation when ultraviolet radiation generators are used. 

(d) Wall finishes meeting requirements in chapter 51-20 
WAC with: 

(i) Protection from impact in high traffic areas; 

(ii) Easily cleanable surfaces; 

(iii) Smooth surface without open joints or crevices in 
areas where surgical asepsis must be maintained, such as 
operating rooms, delivery rooms, and emergency treatment 
rooms; 

(iv) Surfaces finished to minimize glare in patient rooms 
and labor rooms and areas in which lasers are used; and 

(v) Water-resistant paint, glaze, or similar water-resis- 
tant finish extending above the splash line in all rooms or 
areas subject to splash or spray. 

(7) A hospital shall provide accessories for bathroom and 
toilet rooms with: 

(a) Backing to support mounting all accessories; 

(b) Accessories at bathing facilities, toilets, dressing 
rooms, and examination rooms, except in psychiatric units as 
follows: 

(1) Toilet paper holder at water closets; 

(ii) Towel bar, hook, or ring at bathing facilities; and 

(iii) Robe hook. : 

(c) A mirror and shelving or equivalent at each hand- 
wash sink in: 

(i) Toilet room, 

(ii) Patient room, 

(iii) Birthing room, 

(iv) Dressing room, and 

(v) Locker room. 

(d) Dispensers at all sinks, for single-use towels or 
equivalent, mounted to avoid contamination from splash and 
spray; 

(e) Soap at each sink and bathing facility; and 

(f) Grab bars that are easily cleanable, resistant to corro- 
sion, functionally designed, securely mounted, and meet the 
requirements in WAC 51-20-3100 as follows: 
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(i) Mounted on two sides of each standard bathtub and 
shower; and А 

(ü) At least опе horizontal grab Баг extended eighteen 
inches or more in front of the water closet. 

(g) Accessories in bathing and toilet rooms designated 
for the handicapped in accordance with WAC 51-20-3100. 

(8) A hospital shall provide signage for identification of: 

(a) Rooms and spaces; and 

(b) Electric panel boards in accordance with WAC 246- 
318-99902(7). 


TABLE 540-1 
MINIMUM CLEAR OPENING FOR DOORS AND NOMINAL CEILING 
HEIGHTS 
MINIMUM CLEAR NOMINAL 

OPENING FOR CEILING 
AREA/ROOM NAME DOORS HEIGHT 
Anesthetizing and Special: 
Delivery 3'-10" 8'-0"(1) 
Fracture 3'-10" 8'-0" 
Recovery/post anesthesia care 3'-10" 8-0" 
Surgery 3-10" 8-01) 
Тташпа 3-10" 8'-0"(1) 
Special procedures 3'-10" 8-0" 
Critical Care: 
Intensive care 3'-10" 8'-0" 
Nursing: 
Birthing 3'-10" (2) 8-0" 
Nurseries, all 3'-10" (2) 8-0" 
Patient 3'-10" (2) 8-0" 
Radiology and Imaging: 
Computerized tomography scan 3'-10" 8-0" 
Radiation therapy 3'-10" 8'-0"(1) 
Fluoroscopy 3'-10" 8'-0" 
Nuclear medicine 3'-10" 8-0" 
X-ray 3'-10" 8-0" 
Diagnostic and treatment: 
Physical treatment therapy 3'-10" (2) 8'-0" 
General: 
Bathrooms and toilets 2'-8" (3) T-6" 
NOTES: 


(1) Greater than 8-0" ceiling heights may be necessary due to equipment 
to be used in room. 


(2) Existing 3'-8" clear opening door permitted in alterations. 


(3) Existing 2-6" clear opening door permitted in alterations except in 
nursing home rehabilitation units. 


TABLE 540-2 
MEDICAL GASES, VACUUM, AND WASTE GAS EVACUATION 
MEDICAL GASES 
MEDICAL NITROUS WASTE GAS 
AREA/ROOM NAME OXYGEN AIR OXIDE VACUUM EVACUATION; 
Anesthetizing and Special: 
Cystoscopic D E D 
Endoscopy E E 
Delivery B,G A,G A D,G E 
Operating B A A РН Е 
Operating patient hold area B B 
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AREA/ROOM NAME 


Recovery 


Recovery (ECT) 
Recovery (delivery) 
Special procedures 
Trauma 


Critical Care: 


Coronary care 
Intensive care 
Nursing: 

Birthing (Labor, Delivery 
and Recovery) 

Examination, treatment 

Labor 

Medical, surgical and obstetrical 
Pediatrics 

Nursery: 
Intermediate care 
Neonatal intensive care 
Newborn 


Radiology and Imaging: 
Imaging services 
Diagnostic and Treatment: 


Autopsy 

Emergency treatment 
Dialysis 

Treatment 
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NOTES: 


Two outlets for each bed. 


One outlet per room. 

Two outlets per station. 

Separate outlets for infants. 

If used for delivery, must include G. 


ec mapauuucgoa» 


Area/Room Name 


Anesthetizing and Special: 
Operating and obstetrical delivery 
(recirculating air system) 
Operating and obstetrical delivery 
(all outdoor air system)é 
Special procedures 
Endoscopy 
Recovery/post anesthesia care 


Trauma? 


Critical Care: 

Intensive care 
Nursing: 

Birthing 

Nursery, newborn 
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Two outlets per room intended for one patient at any one time. 


Required only when general anesthesia is used. 
Portable equipment may be used in a ratio of one for every five bed, stretcher, bassinet, or equivalent with a minimum of one unit. 


TABLE 540-3 
GENERAL PRESSURE RELATIONSHIPS AND 
VENTILATION OF CERTAIN HOSPITAL AREAS 


Pressure 
Relationship 
to Adjacent 
Areas 


Minimum Air 
Changes Of 
Outdoor Air Per 
Hour Supplied 
To Room 


№ 


Minimum 
Total Air 
Changes Per 
Hour 
Supplied To 
Room 


15 


One outlet accessible to each bed, stretcher, bassinet, or equivalent; one outlet may serve two beds or two bassinets. 
Separate outlet for each bed, stretcher, bassinet, or equivalent. 


All Air 
Exhausted 
Directly To 
Outdoors 


Recirculated 
Within Room 
Units 


Optional No! 


Yes No 


Optional Optional 
Yes No 

Optional No! 

Optional Nol 


Optional No 
No! 


No! 
(1999 Ed.) 


Optional 
Optional 


Pressure 
Relationship 
to Adjacent 
Area/Room Name Areas 
Patient NA 
Patient Corridor NA 
Patient isolation? N or P5 
Patient isolation alcove or anteroom? N or P? 
Patient toilet N 
Radiology and Imaging: 
Darkroom N 
X-ray NA 
Diagnostic and Treatment 
Autopsy N 
Body holding, N 
nonrefrigerated* 
Examination N or PË 
Medication P 
Nuclear medicine N 
Pharmacy P 
Physical therapy and hydrotherapy N 
Treatment N or PŠ 
Laboratory: 
Bacteriology N 
Biochemistry P 
Cytology N 
Glass washing N 
Histology N 
Media transfer P 
Pathology N 
Serology P 
Sterilizing N 
Central Service: 
Clean workroom and sterile storage P 
ETO sterilizer? N 
Sterilizer equipment N 
Laundry N 
Soiled receiving/decontamination N 
Kitchen and Dietary: 
Dietary dry storage NA 
Food preparation centers? NA 
Ware washing N 
General: 
Bathing facility N 
Bedpan dump N 
Janitors closet N 
Utility, clean P 
Utility, soiled N 


Minimum Air 
Changes Of 
Outdoor Air Per 
Hour Supplied 
To Room 


246-318-540 


Minimum 
Total Air 
Changes Per All Air 
Hour Exhausted Recirculated 
Supplied To Directly To Within Room 
Room Outdoors Units 
2 2 Optional Optional 
2 4 Optional Optional 
2 6 Yes No 
2 10 Yes No 
Optional 10 Yes No 
2 10 Optional No 
2 6 Optional Optional 
2 12 Yes No 
Optional 10 Yes No 
2 6 Optional Optional 
2 4 Optional Optional 
2 6 Yes No 
2 4 Optional Optional 
2 6 Optional Optional 
2 6 Optional Optional 
2 6 Yes No 
2 6 Optional No 
2 6 Yes No 
2 10 Yes Optional 
2 6 Yes No 
2 4 Optional No? 
2 6 Yes No 
2 6 Optional No 
10 Yes No 
2 4 Optional Optional 
2 10 Yes No 
Optional 10 Yes No 
2 10 Yes No 
Optional 10 Yes No 
Optional 2 Optional No 
2 10 Yes No 
Optional 10 Yes No 
Optional 10 Yes No 
Optional 10 Yes No 
Optional 10 Yes No 
2 4 Optional Optional 
2 10 Yes No 


ABBREVIATIONS: 

N= Negative 

P= Positive 

NA= Not Applicable (Continuous Direction Control Not Required) 
E= Equal 


NOTES: 


1 


Recirculating room units meeting the filtering requirements for the 
space may be used, 


The term "trauma room" used in Table 540-3 is the operating room 
space in the trauma center routinely used for emergency surgery. The 
first aid room and/or "emergency room" used for general initial treat- 
ment of accident victims may be ventilated as noted for the "treat- 
ment room." 


(1999 Ed.) 


The isolation rooms described in the standards might be used in the 
average community hospital. The assumption is the isolation proce- 
dures will be for infectious patients and the room should also be suit- 
able for normal private patient use when not needed for isolation. 


The nonrefrigerated body-holding room would be applicable only for 
facilities not performing autopsies on site and using the space for a 
short period while waiting for body transfer to be completed. 


Food preparation centers shall have ventilation systems with an 
excess of air supply for positive pressure when hoods are not in oper- 
ation. 


The number of air changes may be reduced when areas are not occu- 
pied. 


See WAC 246-318-99902(8) and 296-62-07355 general occupational 
health standards for ethylene oxide. 


In accordance with program plan and function of room. 


[Title 246 WA C—p. 645] 


] 
| 
] 
1 


246-318-540 


Title 246 WAC: Department of Health 


TABLE 540-4 FILTER BED FILTER BED 
VENTILATION AND AIR CONDITIONING SYSTEMS AREA/ROOM NAME 1% 2% 
FILTER EFFICIENCIES IN HOSPITALS 
FILTER BED FILTER BED Radiology and Imaging: 

AREA/ROOM NAME 1% 2% X-Ray 25 90 (B) 
Anesthetizing and Special: Fluoroscopy 25 90 (B) 
Operating and delivery 25 90 Laundry: 80 NA 

Organ transplant 25 90 (A) Kitch d Di ç 
Recovery/post anesthesia care 25 90 ТЕ Dietary: 
Special procedures 25 90 Food preparation 80 NA 
Storage, bulk 25 NA 
Critical Care: ë i 
Intensive and CCU 25 90 icon 
. Administration 25 NA 
Nursing: Utility, soiled 25 NA 
Birthing 25 90 (B) 
Labor 25 90 (B) NOTES: 
Nursery, newborn 25 90 (A) 99.9% recirculating air. 
Patient 25 90 (B) (B) 80 96 acceptable with total outside air. 
Patient treatment 25 90 (B) МА  Notapplicable. 
Postpartum 25 90 (B) 
TABLE 540-5 
PATIENT CARE AREA 
SINGLE ELECTRICAL RECEPTACLE OUTLET REQUIREMENTS 
SPECIAL 
LOCATION IN ROOM CRITICAL REQUIREMENTS 
(*ACCORDING TO PROGRAM EMERGENCY (*HOSPITAL 
AREA/ROOM NAME UNLESS OTHERWISE STATED) TOTAL POWER GRADE) 
Anesthetizing and Special: 
Delivery m 12 12 * 
Trauma = 6 6 * 
Patient holding Ы 4 4 * 
Operating * 12 12 * 
Recovery Head of each bed 4 4 * 
Special procedures * 12 12 Ж 
Endoscopy * 6 2 * 
Outpatient pre-op/recovery Each station 4 2 0 
Critical Care: 
Intensive care and other Head of each bed 12 12 0 
Nursing: 
Birthing, LDR, LDRP *for woman and infant 6 2 ж 
Nursery Between every two bassinets and* 4 4 * 
Nursery, intermediate care Each station and* 6 6 * 
Nursery, neonatal intensive care Each station and* 12 12 * 
Patient Head of bed 4 2 * 
Pediatric Head of bed 4 2 Tamper-resistant safety 
receptacles 
Pediatric critical care Head of bed and* 12 12 * 
Psychiatric Head of bed 2 0 Tamper-resistant safety 
receptacles 
Diagnostic and Treatment: 
Emergency examination One per wall 4 4 * 
Emergency, minor One per wall 6 6 * 
Physical therapy 2(A) (B) * 
Occupational therapy * 
Radiology and imaging ж (С) ж 
Dialysis Each station 4 D *(B) 
Laboratory: 
General 
Critical equipment 2 2 (D) 
General: 
Patient lavatories 2 0 (B) 
Other lavatories 0 0 (B) 
All bathing facilities 0 0 (B) 
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Hospitals 246-318-550 
NOTES: SYSTEM INITIATION INDICATOR INDICATOR 
(A) Per treatment area sufficient to support diagnostic and treatment AREA/ROOM NAME ЖҮРЕ LOCATION. TYPE LOCATION 
activities. i 
(Bb Ground fault circuit interrupter required when installed within five ponds MES N E E 
feet of wet areas, sinks, and bathing facilities. Di ud : PNC H G c 
(C) Sufficient to support diagnostic and treatment. lalysis station 
(D) With grounding conductor and dedicated circuits as required per each General: 
piece of equipment and sufficient to support work station. Emergency entrance Doorbell Outside hos- AS/VL — Ata24-hour 
pital door monitored 
TABLE 540-6 duty station 
CALL SYSTEMS Utilities AS/VL AS/VL Duty station 
SYSTEM INITIATION INDICATOR INDICATOR Abbreviations: 
AREA/ROOM NAME TYPE LOCATION TYPE LOCATION PNC= Patient nurse call 
Anesthetizing and Special: MES= Medical emergency signal 
Delivery MES H E E AS= Audible signal 
Emergency MES H E E VL- Visual light 
receiving/triage 
Trauma PNC A B B NOTES: 
MES H.A E E A Head of bed. 
Operating MES H E С А . А қ 
Electro convulsive MES H E с B Register by light at corridor door or treatment area and register by 
therapy light and audible signal at the nurses' station and duty stations. 
Patient holding area PNC A B B C Call signals initiated by staff within a department by remote or other 
Patient induction PNC A B B means to register at a staff control point from which assistance is 
MES H E E always available. 
Recovery stations PNC A G с р Signals from toilets апа bathing facilities to һауе distinctive light and 
MES H distinctive audible signals. 
Special procedures MES H E E . . I PN 
Pharmacy MES E Medical emergency system devices to register by distinctive light at 
Outpatient PNC H G C the corridor door. Nurses' station annunciator or equivalent shall 
utpa MES HA E E identify point of origin by a distinctive light and distinctive audible 
pre-op/recovery , signal. Signal device to be reset only by staff at the point of origin. 
iti š Distinctive visual and distinctive audible signals at locations from 
Critical Care: А wes : : ; 
. which additional staff assistance is always available. 
Intensive and PNC A B B i І : 
coronary care MES H,A E E F A properly located signal device mounted no higher than six feet 
above the floor and activated by a nonconductive pull cord within 
Nursing: easy grasp by a patient slumped forward on the floors of either the 
Birthing PNC A B B toilet, bathing facility, or dressing room. 
MES A,H E E G Register by light and outside each patient station or register by light 
Labor PNC A B B and audible signal at the nurses’ station. 
MES H E E H Properly located signal device within easy reach by staff. 
Nursery, neonatal MES H E ° 
intensive care I Any area not within direct observation. 
s intermedi- MES H E E J May be integrated with other systems. 
Nursery, newborn MES H E E [Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), $ 246-318- 
Nurses station Annuncia- 540, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 
tor panel for 91-02-049 (Order 121), recodified as § 246-318-540, filed 12/27/90, effec- 
PNC/MES tive 1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 
Patient dressing PNC F B,D B 061), $ 248-18-719, filed 5/30/90, effective 6/30/90. Statutory Authority: 
Patient PNC A B B RCW 70.41.030. 89-22-105 (Order 009), § 248-18-719, filed 11/1/89, effec- 
Patient shower, PNC F B,D B tive 12/2/89.] 
bathroom and toilet 
Psychiatric activit MES H,LC C : 
Psychiatric a MES H с WAC 246-318-550 General requirements for sup- 
Psychiatric seclusion MES H [o port facilities. Hospitals planning new construction of sup- 
Radiology and Imaging: port facilities shall: 
Electrocardiography ^ MES H E E (1) Follow general design requirements for architectural 
Electroence- MES E E components, electrical service, lighting, call systems, hard- 
phalography " É ware, interior finishes, heating, plumbing, sewerage, ventila- 
X-ray, Fluoroscopy MES H tion/air conditioning, and signage in WAC 246-318-540; 
(CT, MRI, etc.) 2 UR i 
in . i (2) Provide staff facilities with: 
iagnostic and: ren een (a) Space for personal belongings; 
Blood draw MES H E E Hae 
(b) A toilet; and 
Exam PNC A B C : 
MES H E E (c) A handwash sink; 
Treatment PNC A B,C B,C (3) Provide clean materials room or area with: 
MES H E E . 
a) Storage shelves; and/or 
Nuclear medicine | MES H E E E à d B м 
Physical therapy PNC I B,C B,C (b) Space for carts; I 
MES H E E (4) Provide clean utility room with: 
(1999 Ed) [Title 246 WAC—p. 647] 
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(a) A work counter; 

(b) A handwash sink; 

(c) Enclosed and/or open storage; and 

(d) A soap dispenser and single-use hand drying device; 

(5) Provide clean-up room separate from the clean mate- 
rials room or clean utility room, with: 

(a) A clinic service sink; 

(b) A work counter; 

(c) Adequate storage space; and 

(d) A double-compartment sink integral with the counter 
and space on either side to accommodate equipment and 
materials to be cleaned; 

(6) Provide housekeeping supply room with: 

(a) A service sink or equivalent; 

(b) Soap and towel dispensers or equivalent; 

(c) A mop rack; and 

(d) Storage area; 

(7) Provide medication distribution and storage includ- 
ing: 

(a) Room designed to minimize traffic, with: 

(i) A handwash sink; 

(ii) A working surface, either on a cart or counter; 

(iii) Sturdily constructed, lockable drug storage; 

(iv) An enclosed cabinet or equivalent for storage; 

(v) Storage space for medication cart when appropriate; 
and 

(vi) Space and electrical receptacle for refrigerator; or 

. (b) Permanently affixed satellite medication storage 

units with: 

(i) Convenient access to a refrigerator and sink; 

(ii) A work surface; f 

(iii) Sturdy construction; and 

(iv) Positive latching locked doors; or 

(c) Medication distribution carts, stored in locked room 
or continuously attended area; 

(8) Provide soiled materials room separate from clean 
materials or utility rooms with: 

(a) А clinic service sink, unless a soiled utility room is on 
the same nursing unit; 

(b) Space for waste container, linen hampers, carts, and 
other large equipment; and 

(c) A handwash sink or equivalent; 

(9) Provide soiled utility room with: . 

(a) A double-compartment sink large enough to accom- 
modate equipment to be cleaned; 

(b) A three-foot long work surface which may be move- 
able; 

(c) Storage cabinets sufficient to store cleaning supplies; 

(d) A clinic service sink with bedpan flushing attach- 
ment; and 

(e) Space for waste containers, linen hampers, and other 
large equipment; 

(10) Provide nourishment facilities in a clean room with: 

(a) A refrigerator; 

(b) A work counter or space; 

(c) A handwash sink; 

(d) Storage for utensils and food stuffs; 

(e) Space for a waste container; and 

(f) A three-compartment sink if area will be used to wash 
dishes, glasses, or pitchers. 
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[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), § 246-318- 
550, filed 3/5/93, effective 4/5/93, Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-318-550, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 70.41.030. 89-22-105 (Order 009), $ 
248-18-711, filed 11/1/89, effective 12/2/89.] 


WAC 246-318-560 Maintenance and mechanical 
facilities. Hospitals planning new construction of mainte- 
nance and mechanical facilities shall: 

(1) Follow general design requirements for architectural 
components, electrical service, lighting, hardware, heating, 
plumbing, sewerage, ventilation/air conditioning, and sig- 
nage in WAC 246-318-540; 

(2) Provide boiler and/or mechanical equipment rooms 
with insulation, sound deadening and mechanical ventilation 
to minimize transfer of heat and noise to rooms occupied by 
patients and employees; 

(3) Provide maintenance shop, if planned, located, and 
designed for easy delivery and removal of equipment and to 
minimize noise and dust to the rest of the hospital. 

[Statutory Authority; RCW 70.41.030. 93-07-011 (Order 338), $ 246-318- 
560, filed 3/5/93, effective 4/5/93, Statutory Authority: RCW 43.70.040, 91- 
02-049 (Order 121), recodified as $ 246-318-560, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 


8 248-18-705, filed 5/30/90, effective 6/30/90; Order 119, $ 248-18-705, 
filed 5/23/75; Regulation 18.750, filed 1/25/62.] 


WAC 246-318-570 Administrative facilities. Hospi- 
tals planning new construction of administrative facilities 
shall: 

(1) Follow general design requirements for architectural 
components, electrical service, lighting, hardware, interior 
finishes, heating, plumbing, sewerage, ventilation/air condi- 
tioning, and signage in WAC 246-318-540; 

(2) Provide housekeeping facilities meeting require- 
ments in WAC 246-318-550(6) within or adjacent to the 
administrative facilities; 

(3) Provide a lobby with: 

(a) A waiting area; 

(b) A conveniently located public toilet with handwash 
sink; 

(c) A telephone; and 

(d) An information desk or signage; 

(4) Provide an admitting area with provision for auditory 
privacy during interviews; 

(5) Provide administration offices; 

(6) Provide a business office; and 

(7) Provide a medical records area with: 

(a) Active and inactive records storage; and 

(b) Total space appropriate for the duration and type of 
storage planned. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), § 246-318- 
570, filed 3/5/93, effective 4/5/93. Statutory Authority; RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-318-570, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 
§ 248-18-525, filed 5/30/90, effective 6/30/90. Statutory Authority: RCW 
70.41.030 and 43.20.050, 83-19-058 (Order 269), $ 248-18-525, filed 


9/20/83; Order 119, § 248-18-525, filed 5/23/75; Regulation 18.550, filed 
1/25/62.) 


WAC 246-318-580 Receiving, storage and distribu- 
tion facilities. A hospital planning new construction of 
receiving, storage, and distribution facilities shall: 
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Hospitals 


(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, hardware, inte- 
rior finishes, heating, plumbing, sewerage, ventilation/air 
conditioning, and signage in WAC 246-318-540; 

(2) Provide clean supply storage facilities, in addition to 
the supply facilities in individual departments, with: 

(a) At least twenty square feet floor area storage per bed, 

(b) Office space; 

(c) Off-floor storage when appropriate; and 

(d) Accessible handwash sink; 

(3) Locate bulk and general supply storage to: 

(a) Avoid disturbance to the operation of the hospital; 
and 

(b) Prevent contamination or damage of goods during 
movement to and from storage; 

(4) Provide general storage constructed in accordance 
with WAC 246-318-540 (2)(h), and to prevent spoilage, con- 
tamination, and corrosion of goods stored therein including: 

(a) Protection against inclement weather during transfer 
of supplies; 

(b) Secured spaces with appropriate environmental con- 
ditions in accordance with federal and state laws and rules on 


. supplies and drug storage if pharmaceuticals are stored; and 


(c) Off-floor storage when appropriate; 

(5) Provide receiving and unloading area or areas with 
administrative work space near receiving and break-out areas 
and located to: 

(a) Provide protection for supplies; and 

(b) Prevent vehicle exhaust from entering hospital; 

(6) Include at least one break-out area for hospital with: 

(a) Indoor space to allow for removal and disposal of 
outside shipping containers prior to storage or transport to 
clean areas; 

(b) Physical separation from clean storage rooms; and 

(c) No restriction of egress; 

(7) Provide clean storage rooms designed and equipped 
for storage of all clean and sterilized items with: 

(a) Space for shelving and/or cart storage; and 

(b) Fixed storage units and shelving at least six inches 
above floor and located for easy cleaning; 

(8) Provide separate room or rooms for flammable and 
combustible liquid storage in accordance with WAC 246- 
318-99902(8); 

(9) Provide separate room or rooms for storage of labo- 
ratory chemicals in accordance with WAC 246-318- 
99902(9); 

(10) Provide storage of gaseous oxidizing materials in 
accordance with WAC 246-318-99902(10) for materials 
including, but not limited to, oxygen, nitrous oxide, fluorine, 
and chlorine trifluoride with: 

(a) Segregation either by space or in a separate room or 
separate building; and 

(b) Nonflammable medical gas systems including oxy- 
gen, nitrous oxide, and medical compressed air meeting 
requirements in WAC 246-318-99902(4). 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), $ 246-318- 
580, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-318-580, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 70.41.030 and 43.20.050. 85-05-034 


(Order 281), $ 248-18-700, filed 2/15/85; Order 119, 8 248-18-700, filed 
5/23/15; Regulation 18.740, filed 1/25/62.] 
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WAC 246-318-590 Central sterilizing and processing 
service facilities. Hospitals planning new construction of 
central sterilizing and processing service facilities shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, hardware, inte- 
rior finishes, heating, plumbing, sewerage, ventilation/air 
conditioning, and signage in WAC 246-318-540; 

(2) Provide housekeeping facilities meeting require- 
ments in WAC 246-318-550(6); 

(3) Locate central sterilizing and processing service 
facilities to: 

(a) Prevent through traffic; 

(b) Avoid contamination of clean and sterile supplies and 
equipment; 

(c) Prevent objectionable heat and noise in patient care 
areas; and 

(d) Facilitate delivery and return of supplies and equip- 
ment to and from other services; 

(4) Provide central sterilizing and processing service 
facilities with: 

(a) Areas within the unit to provide for proper handling 
of supplies and equipment; 

(b) Work flow designed to maintain separation of clean 
or sterile items from soiled or contaminated items; 

(c) Staff facilities convenient to entrance of central pro- 
cessing/sterilizing facilities including: 

(i) Toilet with handwash sink; 

(ii) Shower room or area; and 

(iii) Change and locker room with storage for clean work 
attire; 

(d) Office room or area: 

(i) With communication device; and 

(ii) Located to permit access from public areas without 
entering processing areas; 

(5) Locate soiled receiving and decontamination rooms 
with direct access to preclude transport of soiled or contami- 
nated items through other areas of central processing service 
with: 

(a) Facilities for receiving, disassembling, and cleaning 
of supplies and equipment physically separated from all other 
areas of central processing service; and 

(b) Work flow from decontamination room directly into 
clean preparation room; 

(6) Provide soiled receiving and decontamination room 
or rooms with: 

(a) Space for soiled collection carts; 

(b) An area with a floor drain connected to a sanitary 
sewerage system for cleaning and disinfecting carts and large 
equipment unless cart wash facilities are provided elsewhere; 

(c) At least one double-compartment sink mounted in or 
integral with counter with soap dispenser and single-use hand 
drying device; 

(d) Additional sinks or mechanical washers as required 
by types and volume of items to be processed; 

(e) Work counter or equivalent space adjacent to each 
sink or mechanical washer for collection and separation of 
soiled or contaminated items and washed items; and 

(f) Storage for cleaning supplies and equipment; 

(7) Provide clean workroom, preparation and repackag- 
ing areas with: 
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(a) Space and facilities arranged for assembling and 
packing supplies and equipment for sterilization; 

(b) Work surfaces of sufficient size and quantity for 
assembly of materials and equipment; 

(c) Storage; 

(d) Space for mobile equipment; 

(e) Handwash sink located to prevent splash or spray on 
clean items; and 

(f) A separate room to avoid accumulation and spread of 
lint, if preparation of linen is a function in central processing; 

(8) Locate sterilizing equipment to facilitate movement 
of supplies/materials from assembling/packaging to storage 
of clean and sterile supplies with: 

(a) Easy access for maintenance; 

(b) Ventilation according to manufacturer; 

(c) Unalterable air gap for drain and cross-connection 
control on all incoming water lines; 

(d) Pressure sterilizers with recording thermometers and 
automatic controls; and 

(e) If ethylene oxide sterilizer is installed, include: 

(3) Mechanical aerator; 

(ii) Ventilation in accordance with manufacturer's rec- 
ommendations and chapter 296-62 WAC; 

(iii) Separate storage room for ethylene oxide gas cylin- 
der; and 

(iv) Readily accessible emergency deluge shower with 
floor drain; 

(9) Provide separate room or area for clean and sterile 
items including: 

(a) Provisions for issuance without transport through 
areas of central processing and sterilizing service; and 

(b) Enclosed shelves, cabinets, carts, or equivalent if 
storage is in the preparation area. 
[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), 8 246-318- 
590, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-318-590, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 
$ 248-18-680, filed 5/30/90, effective 6/30/90. Statutory Authority: RCW 
70.41.030 and 43.20.050. 85-05-034 (Order 281), $ 248-18-680, filed 


2/15/85; 83-19-058 (Order 269), § 248-18-680, filed 9/20/83; Order 119, $ 
248-18-680, filed 5/23/75; Regulation 18.700, filed 1/25/62.] 


WAC 246-318-600 Environmental services facilities. 
Hospitals planning new construction of environmental ser- 
vices facilities shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, hardware, inte- 
rior finishes, heating, plumbing, sewerage, ventilation/air 
conditioning, and signage in WAC 246-318-540; 

(2) Provide a primary housekeeping area with: 

(a) Storage area including: 

(i) Racks, bins, shelves, or cabinets; 

(ii) Storage for pesticides, cleaning compounds, and 
toxic substances, etc.; and 

(iii) Space for mobile equipment; 

(b) Cleanup area for large mobile equipment with: 

G) Appropriate sink and floor drain; and 

(ii) Soap dispenser and single-use hand drying device; 

(c) Waste handling facilities located to prevent objec- 
tionable traffic, smoke, and odors in other areas of the hospi- 
tal including: 
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(1) Incineration facilities, if planned, and storage area 
with drain connected to sanitary sewer located in separate, 
well-ventilated room or outside, enclosed space; and 

(ii) Can wash area, if provided, with floor drain con- 
nected to a sanitary sewerage system and hot and cold water. 
[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), $ 246-318- 
600, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-318-600, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 
8 248-18-690, filed 5/30/90, effective 6/30/90. Statutory Authority: RCW 
70.41.030 and 43.20.050, 83-19-058 (Order 269), 8 248-18-690, filed 


9/20/83; Order 119, 8 248-18-690, filed 5/23/75; Regulation 18.720, filed 
1/25/62.] 


WAC 246-318-610 Laundry facilities. Hospitals 
planning new construction of laundry facilities shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, hardware, inte- 
rior finishes, heating, plumbing, sewerage, ventilation/air 
conditioning, and signage in WAC 246-318-540; 

(2) Provide housekeeping facilities within or adjacent to 
the laundry facilities meeting requirements in WAC 246-318- 
550(6); 

(3) Provide laundry facilities with: 

(a) Adequate space for movement and storage of clean 
and soiled carts; 

(b) Separate enclosed soiled linen processing room 
located to avoid through traffic including: 

(i) Storage capacity for three days' accumulation of 
soiled linen; 

(ii) Handwash sink in or directly adjacent to the room; 

(iii) Floor drain; 

(iv) Negative air pressure gradient with direction of air 
flow from clean side of room to dirty side of room; 

(v) Convenient location for dispatch to vendor if com- 
mercial laundry service is used; and 

(vi) The following additional provisions if laundry is 
done on site: 

(A) Equipment capacity for processing full seven-days 
laundry in work week; 

(B) Commercial washing machine; 

(C) Storage; and 

(D) Arrangement for uninterrupted work flow from 
soiled to clean function; 

(4) Provide a separate enclosed clean linen room located 
to avoid through traffic and sources of moist or contaminated 
air with: 

(a) Storage for reserve supply of linens, blankets, and 
pillows; 

(b) Positive air pressure gradient; 

(c) Commercial dryers; 

(d) A folding area; 

(e) A sewing area; 

(f) A space for carts and/or shelves; and 

(g) Dryer exhaust and make-up air. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), $ 246-318- 
610, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-318-610, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 
§ 248-18-695, filed 5/30/90, effective 6/30/90. Statutory Authority: RCW 
70.41.030 and 43.20.050. 83-19-058 (Order 269), 8 248-18-695, filed 


9/20/83; Order 119, $ 248-18-695, filed 5/23/75; Regulation 18.730, filed 
1/25/62.] 
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WAC 246-318-620 Dietary facilities. Hospitals plan- 
ning new construction of dietary facilities shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, hardware, inte- 
rior finishes, heating, plumbing, sewerage, ventilation/air 
conditioning, and signage in WAC 246-318-540; 

(2) Provide housekeeping facilities meeting require- 
ments in WAC 246-318-550(6); 

(3) Meet the food service sanitation requirements in 
chapter 246-215 WAC; ; 

(4) Locate the dietary facility to facilitate: 

(a) Delivery of stores; 

(b) Disposal of kitchen waste; and 

(c) Transport of food to nursing units; 

(5) Provide the dietary facility with: 

(a) Equipment and counters constructed for easy clean- 
ing and free from inaccessible space which provides harbor- 
age for vermin including: 

(i) Adequate space between equipment including case- 
work and wall or floor to permit cleaning; and/or 

(ii) Equipment tight against wall or floor and joint prop- 
erly sealed; 

(b) Adequate space for moving carts throughout the 
facility; í 

(c) Office space; 

(d) Receiving area readily accessible to the refrigeration 
and food storage areas; 

(e) At least one dry storage room located in or adjacent 
to the kitchen with: 

(i) Access from an outside delivery entrance; 

(ü) Proper construction, ventilation, and temperature to 
minimize spoilage; 

(iii) Space for large containers and mobile equipment; 

(iv) Food storage bottom shelves at least six inches 
above floor; and 

(v) Storage units located and designed to allow for easy 
and regular cleaning of shelves, walls, and floors; 

(6) Provide a refrigeration area in or adjacent to the 
kitchen with refrigeration units containing a minimum of 
three separate sections or boxes for: 

(a) Meats and dairy products; 

(b) Fruits and vegetables; and 

(c) Prepared food; 

(7) Locate kitchen to: 

(a) Avoid food contamination from other hospital opera- 
tions; 

(b) Prevent unnecessary traffic through dietary depart- 
ment; and 

(c) Prevent objectionable heat, noise, and odors to 
patient care areas; 

(8) Provide kitchen with: 

(a) Storage for clean dishes and utensils at least six 
inches above the floor; 

(b) Floor drains; 

(c) Space for garbage containers; 

(d) Handwash sink convenient to each food preparation 
area; 

(e) Raw or uncooked food, meat, fruit, vegetable prepa- 
ration area including the following equipment: 
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(i) Two-compartment sink with indirect drainage and 
integral drainboard or counter; and 

(ii) Work table or counter; 

(f) Cooking area including the following equipment: 

(i) Range; 

(ii) Work table or counter; 

(iii) Utensil and cookware storage; 

(iv) Sink with indirect drainage; and 

(v) Oven; 

(g) Salad, sandwich, and dessert assembly area including 
the following equipment: 

(i) Sink with indirect drainage and integral drainboard or 
counter; 

(ii) Refrigerator; 

(iii) Work table or counter; and 

(iv) Storage cabinets; 

(h) Patient tray preparation area with: 

(i) Adequate space for mobile equipment such as food 
tray carts; 

(ii) Serving equipment; 

(iii) Closed or covered storage units for food containers, 
dishes, and trays; 

(iv) Refrigerator and/or frozen food storage unit; and 

(v) Beverage service equipment; 

(1) Provision for bulk ice; 

(9) Provide employee food service area, if planned, sep- 
arate from, but convenient to the kitchen; 

(10) Locate dining room, if planned, adjacent to 
employee food service area; 

(11) Locate a dishwashing and utensil washing room or 
area to: 

(a) Avoid traffic through other areas of the kitchen; and 

(b) Permit unloading of tray carts and receiving of soiled 
dishes without obstructing traffic in corridors; 

(12) Provide dishwashing and utensil washing area or 
room with: 

(a) Two-compartment sink and dishwashing machine or 
three-compartment sink with integral drainboards or 
counters; 

(b) Prerinse sink with garbage disposal unless dish- 
washer equipped for prerinse cycle; 

(c) Floor drain; 

(d) Separate counters for dirty and clean dishes; 

(e) Space for garbage can; and 

(f) Handwash sink; 

(13) Provide garbage handling and storage facilities in a 
well ventilated room separate from and convenient to the 
kitchen or in an outside enclosed space with: 

(a) Cleanable construction to prevent pest harborage; 
and 

(b) Garbage can wash area with floor drain and hot and 
cold water; 

(14) Provide dietary employees with adjacent facilities 
meeting requirements in WAC 246-318-550(2). 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), 8 246-318- 
620, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040.91- 
02-049 (Order 121), recodified as 8 246-318-620, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 


$ 248-18-685, filed 5/30/90, effective 6/30/90, Statutory Authority: RCW 
70.41.030 and 43.20.050. 83-07-048 (Order 257), § 248-18-685, filed 


[Title 246 WAC—p. 651] 


246-318-630 


3/18/83; Order 119, $ 248-18-685, filed 5/23/75; Regulation 18.710, filed 
1/25/62.] 


WAC 246-318-630 Laboratory and pathology facili- 
ties. Hospitals planning new construction of laboratory and 
pathology facilities shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(2) Provide a clean-up room meeting requirements in 
WAC 246-318-550(5); and a housekeeping supply room 
meeting requirements in WAC 246-318-550(6). Housekeep- 
ing facilities may be shared if convenient to the laboratory 
facilities; 

(3) Locate laboratory facility to avoid outpatient traffic 
through inpatient areas and provide with: 

(a) Electrical service including emergency power to crit- 
ical laboratory areas; 

(b) Noise attenuation where applicable; 

(c) Piped utility valves and waste line clean-outs accessi- 
ble for repair and maintenance; 

(d) Waiting area; 

(e) Work areas for technical, clerical, and administrative 
staff, files, and storage; 

(f) Staff facilities meeting requirements in WAC 246- 
318-550(2) convenient to the laboratory; 

(g) Impermeable work counter or counters with suffi- 
cient height, depth, and length to accommodate equipment 
and procedures; 

(h) Knee hole spaces at work stations where appropriate; 

(i) Corrosion resistant sinks in testing areas and in accor- 
dance with program; 

(j) Space for freestanding equipment; 

(k) Storage; 

(1) Clear aisle width suitable to function and to provide 
accessibility; 

(m) Easily accessible emergency showers with drains 
and eye washers; 

(n) Special drainage as appropriate for equipment and 
waste disposal; 

(о) Blood drawing room or area separate from laboratory 
testing area including: 

(i) Work counter; 

(ii) Handwash sink; and 

(iii) Space to accommodate wheelchair and infants; and 

(p Wheelchair accessible patient toilet with shelf or 
equivalent to accommodate specimen collection arid hand- 
wash sink; 

(4) Provide the following if laboratory services are 
planned: 

(a) Specimen preparation area located in or adjacent to 
laboratory with equipment as required in subsection (3)(a), 
(e), (g), (1), G), (I), and (1) of this section; 

(b) Media preparation room or area meeting the ventila- 
tion requirements in W AC 246-318-540, Table 540-3; 

(c) Reagent preparation area including equipment as 
required in subsection (3)(g), (h), G), (j), and (k) of this sec- 
tion with: 
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(3) Space for vibration-free balance table unless available 
elsewhere in laboratory; and 

Gi) Equipment for preparation of reagent water or outlet 
for piped reagent water prepared elsewhere; 

(d) Microbiology area including: 

(1) Separate enclosed room or an area located away from 
traffic flow; and 

(ii) Equipment as required in subsection (3)(a), (e), (g), 
(1), Gj), (k), and (1) of this section with the following addi- 
tional provisions: 

(A) Space for special gas cylinders with safety fasteners 
unless all gas is piped in; and 

(B) For highly infectious materials (including but not 
limited to tubercle bacillus, virus, systemic mycology), an 
additional enclosed area with counters, sink, storage, and bio- 
logical safety cabinet or laminar flow hood; 

(e) Blood bank area including: 

(i) Equipment as required in subsection (3) of this sec- 
tion; and 

(ii) A blood bank refrigerator equipped with high and 
low temperature alarm which signals in staffed area; 

(f) Chemistry area including equipment as required in 
subsection (3)(a), (b), (е), (1), Gj), (k), (D, (m), and (n) of this 
section with the following additional provisions if applicable: 

(4) Fume hood when any procedure produces dangerous, 
toxic, or noxious fumes; 

(1) Special equipment properly vented as per manufac- 
turer's instructions (e.g., atomic absorption); and/or 

(iii) Special gases piped in or space for special gas cylin- 
ders with safety fasteners; 

(g) Cytology and/or histology in a separate area with: 

(i) A staining area with forced air exhaust ventilation; 

(ii) As necessary, a fume hood to exhaust tissue proces- 
sing equipment; 

(11) Space for frozen section equipment as needed; and 

(iv) Provisions for storing flammable materials used in 
the area; 

(h) Hematology facility located and equipped as required 
in subsection (3) of this section; 

(5) Locate a morgue facility, if planned, to accommodate 
transport of deceased via least used public corridor or corri- 
dors and provide refrigeration for body storage; 

(6) Locate an autopsy room, if planned, adjacent to the 
morgue and provide with: 

(a) Àn autopsy table with water supply, suction outlet, 
and appropriate drain; 

(b) Space for dissection table or counter; 

(c) A floor drain; 

(d) A scrub sink; 

(e) An instrument sterilizer unless provided elsewhere; 

(f) A conveniently located changing room, toilet, hand- 
wash sink and shower; and 

(g) Space for housekeeping equipment; 

(7) Locate animal quarters, if planned, apart from labora- 
tory and to avoid annoyance with provisions for: 

(a) Food and supply storage; 

(b) Handwash sink; 

(c) Disposal of wastes and dead animals; 

(d) Cleaning and sanitizing of quarters and cages; and 

(e) Locked isolation of inoculated animals. 
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[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), $ 246-318- 
630, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-318-630, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 
§ 248-18-660, filed 5/30/90, effective 6/30/90. Statutory Authority: RCW 
70.41.030. 87-23-056 (Order 2560), $ 248-18-660, filed 11/18/87. Statutory 
Authority: RCW 70.41.030 and 43.20.050. 83-19-058 (Order 269), § 248- 
18-660, filed 9/20/83; Order 119, § 248-18-660, filed 5/23/75; § 248-18-660, 
filed 10/3/67; Regulation 18.660, filed 1/25/62.] 


WAC 246-318-640 Pharmacy. Hospitals planning new 
construction of a pharmacy shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(2) Provide housekeeping facilities within or adjacent to 
the pharmacy meeting requirements in WAC 246-318- 
550(6); 

(3) Locate pharmacy in a clean, separate, secure room 
with: 

(a) Storage, including locked storage for Schedule II 
controlled substances in accordance with WAC 246-873-070 
and 246-873-080; 

(b) All entrances equipped with closers; 

(c) Automatic locking mechanisms on all entrance doors 
to preclude entrance without a key or combination; 

(d) All perimeter walls of the pharmacy and vault con- 
structed full height from floor to underside of structure 
above; 

(e) Security devices or alarm systems for perimeter win- 
dows and relites; 

(f) An emergency signal device to signal at a location 
where twenty-four-hour assistance is available; 

(g) Space for files and clerical functions; 

(h) Break-out area separate from clean areas; and 

(i) Electrical service including emergency power to crit- 
ical pharmacy areas and equipment; 

(4) Provide a general compounding and dispensing unit, 
room, or area with: 

(a) A work counter with impermeable surface; 

(b) A corrosion-resistant sink, suitable for handwashing, 
mounted in counter or integral with counter; 

(c) Storage space; 

(d) A refrigeration and freezing unit; and 

(e) Space for mobile equipment; 

(5) Provide manufacturing and unit dose packaging area 
or room, if planned, with the following: 

(a) Work counter with impermeable surface; 

(b) Corrosion-resistant sink, suitable for handwashing, 
mounted in counter or integral with counter; and 

(c) Storage space; 

(6) Locate admixture, radiopharmaceuticals, and other 
sterile compounding room, if planned, in a low traffic, clean 
area with: 

(a) A preparation area; 

(b) A work counter with impermeable surface; 

(c) A corrosion-resistant sink, suitable for handwashing, 
mounted in counter or integral with counter; 

(d) Space for mobile equipment; 

(e) Storage space; 
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(f) A laminar flow hood in admixture area; and 

(g) Shielding and appropriate ventilation in accordance 
with WAC 246-318-540 (3)(m) for storage and preparation 
of radiopharmaceuticals; 

(7) Satellite pharmacies, if planned, shall meet the 
requirements in: Subsections (1), (3)(a), (b), (c), (d), (e), and 
(f) of this section when drugs will be stored; subsection 
(3)(g), (h), and (i) of this section, if appropriate; and subsec- 
tion (4)(a) through (e) of this section and subsection (6)(a) 
through (g) of this section if planned; 

(8) Provide separate outpatient pharmacy, if planned, 
meeting requirements for satellite pharmacy including: 

(a) Easy access; 

(b) ‘A conveniently located toilet meeting accessibility 
requirements in WAC 51-20-3100; and 

(c) A private counseling area. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), 8 246-318- 
640, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as 8 246-318-640, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 70.41.030. 83-13-067 (Order 262), § 


248-18-670, filed 6/16/83; Order 119, 8 248-18-670, filed 5/23/75; Regula- 
tion 18.680, filed 1/25/62.] 


WAC 246-318-650 Radiology and other imaging 
facilities. Hospitals planning new construction of radiology 
and imaging facilities shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage under WAC 246- 
318-540; 

(2) Meet requirements in WAC 246-318-99902(11) and 
402-28-032; 

(3) Provide clean-up room meeting requirements in 
WAC 246-318-550(5); and housekeeping supply room meet- 
ing requirements in WAC 246-318-550(6); 

(4) Locate radiographic room to minimize outpatient 
traffic through inpatient areas and facilitate transport of 
patients to and from other hospital services areas; 

(5) Provide radiographic room with: 

(a) Access for wheeled stretcher or bed movement; 

(b) Control area; 

(c) Grounding of table, tube stand and controls, and any 
associated electrical apparatus in accordance with WAC 246- 
318-99902(7); and 

(d) A handwash sink adjacent to radiographic room or 
rooms; 

(6) Provide a contrast preparation area including: 

(a) À handwash sink with barium trap; 

(b) A work counter; and 

(c) Enclosed storage cabinets or movable enclosed stor- 
age cabinets; | 

(7) Provide a processing or dark room or equivalent 
which is light-tight including: 

(a) A safe light that does not fog films; 

(b) Developing tank with a thermostatic mixing valve, or 
automatic film processor with appropriate backflow protec- 
tion; 

(c) Film storage, shielded from stray radiation; 

(d) Work counter; 

(e) Sink, if dark room is provided; and 
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(f) Lighting for clean-up and maintenance purposes; 

(8) Provide dressing area with rooms or booths for pri- 
vacy including: 

(a) Provision for clean and soiled linen storage in or near 
dressing rooms; and 

(b) At least one booth or room designed to accommodate 
a wheelchair in or adjacent to the dressing area; 

(9) Provide image viewing area with: 

(a) Film illuminator or equivalent, for viewing at least 
two films; and 

(b) Location to prevent public view of films; 

(10) Provide waiting area with space for wheelchair 
patients, stretcher patients, and ambulatory patients; 

(11) Provide toilet connected to or adjacent to radio- 
graphic room or rooms, with ratio of one toilet for every two 
radiographic rooms; 

(12) Provide supply and equipment storage; 

(13) Provide administrative facilities with: 

(a) Office area, with provision for consultation; and 

(b) An active film file area; 

(14) Provide staff facilities separate or shared with other 
service areas meeting requirements in WAC 246-318-550(2); 

(15) Provide fluoroscopy room, if planned, ‘meeting 
requirements in subsection (5) of this section; 

(16) Provide angiography room, if planned, meeting 
requirements in WAC 246-318-850(7); 

(17) Provide cardiac laser, cardiac catheterization with 
angioplasty or valvuloplasty room, if planned, meeting 
requirements in WAC 246-318-850(8); 

(18) Provide computerized tomography or computerized 
axial tomography (CT) room, if planned, with handwash sink 
and meeting manufacturer's specifications for installation and 
safety; 

(19) Provide mammography room, if planned, with pro- 
visions for patient privacy; 

(20) Provide magnetic resonance imaging (MRI) room, 
if planned, meeting manufacturer's specifications for installa- 
tion and safety; 

(21) Provide nuclear medicine room, if planned, meeting 
requirements in WAC 246-318-660; 

(22) Provide other specialized rooms intended for inva- 
sive procedures meeting requirements in WAC 246-318- 
850(8). 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), 8 246-318- 
650, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040.91- 
02-049 (Order 121), recodified as 8 246-318-650, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.41.030. 89-22-109 (Order 008), § 
248-18-656, filed 11/1/89, effective 12/2/89.] 


WAC 246-318-660 Nuclear medicine facilities. Hos- 
pitals planning new construction of nuclear medicine facili- 
ties shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(2) Provide housekeeping facilities meeting require- 
ments in WAC 246-318-550(6); 

(3) Meet requirements in Radiation protection standards, 
chapter 246-221 WAC; 
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(4) Locate the facility to avoid outpatient traffic through 
inpatient areas with minimum exposure hazard to patients 
and personnel; 

(5) Provide impermeable, readily decontaminated work 
surfaces and floors subject to spills of radioactive solütions; 

(6) Provide radiochemistry lab with radiation shielding 
and other protective devices to facilitate safe storage and han- 
dling of nuclides and waste materials including: 

(a) Separate work surfaces for patient dose and clinical 
specimen preparation; 

(b) Fume hood, if appropriate, in accordance with WAC 
246-318-540 (3)(m); 

(c) Lockable nuclide storage; 

(d) Equipment and supply storage; 

(e) Corrosion-resistant sink suitable for handwashing; 
and 

(f) Lockable storage for all radioactive materials, equip- 
ment and waste; 

(7) Locate patient imaging room away from x-ray 
machines, and radioactive materials or shield the room and 
provide with: 

(a) Administrative work surface at least ten feet away 
from imaging device; 

(b) Conveniently located waiting area for dosed-patient 
use only; 

(c) Space for examination bed, table, or equivalent; 

(d) Work surface for scaler and detection equipment; and 

(e) Storage; 

(8) Provide toilet for dosed-patient use only meeting 
accessibility requirements in WAC 51-20-3100, with imper- 
meable surfaces and handwash sink; 

(9) Provide a private patient clothes changing room or 
area including a receptacle for potentially contaminated hos- 
pital clothing. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), 8 246-318- 
660, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-318-660, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 


§ 248-18-665, filed 5/30/90, effective 6/30/90; Order 119, $ 248-18-665, 
filed 5/23/75; Regulation 18.670, filed 1/25/62.] 


WAC 246-318-670 Electrocardiography facilities. 
Hospitals planning new construction of electrocardiography 
facilities shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(2) Provide housekeeping facilities on or convenient to 
the electrocardiography facility meeting requirements in 
WAC 246-318-550(6); 

(3) Locate electrocardiography facility outside labora- 
tory testing areas in designated room or area, free from exces- 
sive noise and providing privacy for patients with: 

(a) À minimum dimension of eight feet; 

(b) A minimum area of eighty square feet; 

(c) À minimum area of one hundred fifty square feet 
when a stress test facility is planned; 

(d) Handwash sink; 

(e) Space for electrocardiographic machine; 
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(f) Clothes hook or equivalent; 

(g) Storage; and : 

(h) Space for soiled linen and garbage containers. 
{Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), § 246-318- 
670, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-318-670, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.41.030. 87-03-030 (Order 2464), § 
248-18-662, filed 1/14/87.] 


WAC 246-318-680 Electroencephalography facili- 
ties. Hospitals planning new construction of electroencepha- 
lography facilities shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(2) Provide housekeeping facilities within or adjacent to 
the electroencephalography facility meeting the requirements 
in WAC 246-318-550(6); 

(3) Locate electroencephalography facility outside labo- 
ratory testing areas in designated room or area, free from 
excessive noise and providing privacy for patients with: 

(a) Noise attenuation materials in walls and ceilings; 

(b) Minimum dimension of eight feet; 

(c) Minimum area of one hundred square feet; 

(d) Handwash sink; 

(e) Clothes hook or equivalent; 

(f) Administrative, clerical, or monitoring area located in 
Separate room from testing area; 

(g) Space for electroencephalography equipment; 

(h) Storage; and 

(i) Space for soiled linen and refuse receptacles. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), § 246-318- 
680, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-318-680, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.41.030. 87-03-030 (Order 2464), $ 
248-18-663, filed 1/14/87.] 


‘WAC 246-318-690 Nursing unit. Hospitals planning 
new construction of nursing units shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(2) Provide support facilities on or adjacent to each unit 
meeting requirements in WAC 246-318-550(3) clean materi- 
als room; or WAC 246-318-550(4) clean utility room; WAC 
246-318-550(6) housekeeping supply room; WAC 246-318- 
550(7) medication distribution; and WAC 246-318-550(8) 
soiled materials room; or WAC 246-318-550(9) soiled utility 
room; and W AC 246-318-550(10) nourishment services; 

(3) Locate each nursing unit to avoid through traffic to 
any service, diagnostic, treatment, or administrative area; 

(4) Provide each nursing unit with: 

(a) All rooms and areas of the unit on the same floor; 

(b) Separate areas for each of the following clinical ser- 
vices: 
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(i) Beds for postpartum patients grouped together and 
located to avoid intermixing with beds for other types of 
patients; 

(ii) When a separate pediatric unit is planned or when 
rooms with pediatric beds are located together or in close 
proximity to each other, in accordance with program and 
WAC 246-318-700 (4)(a), (b), (c); 

(iii) When a separate psychiatric unit is planned, or when 
ten or more psychiatric beds are planned, a psychiatric unit 
shall be provided in accordance with WAC 246-318-820; 

(iv) Segregated critical care patient beds where five or 
more beds are planned in accordance with WAC 246-318- 
740; and 

(v) A separate long-term care unit where ten or more 
beds are planned in accordance with WAC 246-318-870; 

(5) Provide the following on or adjacent to each unit: 

(a) Ice facilities including: 

(1) Bulk ice dispensing located in a clean room equipped 
with a fixed or mobile work surface; or 

(ii) A self dispensing ice machine; 

(b) One main nursing support station including: 

(1) A writing surface; 

(ii) Storage for patient charts; 

(iii) A telephone; and 

(iv) À nurse call annunciator; 

(c) An office for the head nurse or nursing supervisor for 
units of twenty beds or more; 

(d) Staff facilities meeting accessibility requirements in 
WAC 51-20-3100, including: 

(i) A toilet with handwash sink; and 

(ii) Storage for personal effects, apart from storage for 
patient care supplies and equipment; 

(e) À room for confidential communication; and 

(f) A waiting room or area, convenient to the unit; 

(6) Provide the following on each unit: 

(a) Patient rooms located: 

(i) To prevent traffic through rooms; 

(ii) To minimize entrance of odors, noise, and other nui- 
sances; and 

(iii) With direct access from corridor of nursing unit; 

(b) Patient rooms designed with: 

(i) A maximum capacity of four beds per room; 

(ii) At least eighty square feet usable floor space per bed 
in multibed rooms; 

(iii) At least one hundred square feet usable floor space 
in single-bed rooms; 

(iv) Minimum width of eleven feet for multibed rooms; 

(v) Beds arranged in multibed rooms with at least: 

(A) Two feet from wall, except at head; 

(B) Three feet apart; and 

(C) Three feet eight inches clearance at foot of bed; 

(vi) Handwash sink in each room or in adjoining private 
toilet for single patient rooms, optional in psychiatric patient 
rooms; 

(vii) Cubicle curtains or equivalent to provide patient 
privacy in all multibed patient rooms arranged to provide 
patient access to toilet, handwash sink, wardrobe, and entry 
without interference to privacy of other patients; and 

(viii) One full-length wardrobe, closet, or locker per bed 
for storage of personal effects; 
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(c) Patient bathing facilities including showers or tubs in 
the ratio of one bathing facility per eight beds or major frac- 
tion thereof. Beds having a bathing facility adjoining the 
patient room shall be excluded from the ratio; 

(d) Patient toilets with bedpan flushing equipment 
adjoining each patient room; and 

(e) Water closets in ratio of one per four beds or major 
fraction thereof; 

(7) Provide at least one isolation room for airborne com- 
municable disease within hospital with: 

(a) Adjoining toilet, bedpan flushing equipment, and 
bathing facility; 

(b) Handwash sink located in room near entry; 

(c) Air changes and air pressure gradients in accordance 
with WAC 246-318-540 Table 540-3 and WAC 246-318-035 
(4)(a)@); 

(d) Ultraviolet generator irradiation in rooms designated 
for isolation of tuberculosis patients in accordance with 
WAC 246-318-035 (4)(a)(ii); and 

(e) Uncarpeted floors. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), 8 246-318- 
690, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040, 91- 
02-049 (Order 121), recodified as $ 246-318-690, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 
§ 248-18-530, filed 5/30/90, effective 6/30/90, Statutory Authority: RCW 
43.20.050 and chapter 70.41 RCW. 81-22-014 (Order 216), 8 248-18-530, 


filed 10/23/81; Order 119, $ 248-18-530, filed 5/23/75; Regulation 18.560, $ 
§ 1, 2 and 3, filed 1/25/62.] 


WAC 246-318-700 Pediatric nursing unit. Hospitals 
planning new construction of a pediatric unit shall: 

(1) Locate the pediatric unit to prevent unnecessary traf- 
fic through the service area; 

(2) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(3) Provide support facilities located for convenient use 
by staff meeting requirements in WAC 246-318-550(3) clean 
materials room; or WAC 246-318-550(4) clean utility room; 
WAC 246-318-550(6) housekeeping supply room; WAC 
246-318-550(7) medication distribution facility; WAC 246- 
318-550(8) soiled materials room; or WAC 246-318-550(9) 
soiled utility room; and WAC 246-318-550(10) nourishment 
facilities. Support facilities may be shared with other service 
areas when service is limited to sixteen patient beds or less in 
a combined-use area; 

(4) Design the pediatric unit to meet requirements in 
WAC 246-318-210 and 246-318-690(6) except as follows: 

(a) Patient rooms shall have fifty square feet usable floor 
space per bassinet; 

(b) Adjoining patient toilets may be omitted from bassi- 
net rooms; 

(c) Ratios of bathing facilities to beds may exclude cribs 
and bassinets; and 

(d) At least one isolation room shall be located in the 
pediatric area meeting requirements in WAC 246-318- 
690(7). 

(5) Provide a pediatric nursing unit with: 
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(a) Nursing support station or equivalent meeting 
requireinents in W AC 246-318-690 (5)(b); 

(b) Ice facilities meeting requirements in W AC 246-318- 
690 (5)(a); 

(c) Drinking fountain or equivalent; 

(d) Staff facilities meeting requirements in WAC 246- 
318-690 (5)(d); 

(e) Storage; and 

(f) Treatment and examination room with minimum 
dimension of eight feet and at least eighty square feet exclu- 
sive of cabinets, sink, work counter desk, and vestibule, 
including: 

(i) Handwash sink; 

(ii) Work surface; and 

(iii) Storage. 

(6) Provide parents’ waiting room with education facili- 
ties; and 

(7) Provide multipurpose room with: 

(a) Space for playing and dining; 

(b) Separate activity area for adolescents; and 

(c) Construction minimizing sound transmission. 
[Statutory Authority: RCW 70.41.030, 93-07-011 (Order 338), $ 246-318- 
700, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-318-700, filed 12/27/90, effective 


1/31/91, Statutory Authority: RCW 70.41.030. 89-22-106 (Order 010), $ 
248-18-541, filed 11/1/89, effective 12/2/89.] 


WAC 246-318-710 Emergency facilities. Hospitals 
planning new construction of emergency facilities shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(2) Provide support facilities meeting requirements in 
WAC 246-318-550(3) clean materials room; or WAC 246- 
318-550(4) clean utility room; WAC 246-318-550(5) clean- 
up room; WAC 246-318-550(6) housekeeping supply room; 
and WAC 246-318-550(7) medication distribution facility 
and provide storage for: 

(a) Stretcher and wheelchair adjacent to emergency 
facility entrance; 

(b) Mobile cart with emergency medical supplies and 
equipment, in a clean area, readily accessible from all rooms 
used for patient care or treatment; 

(c) Portable x-ray equipment, if stored in emergency 
facility; and 

(d) Other major portable or mobile equipment; 

(3) Locate emergency patient entrance to emergency 
facilities including: 

(a) Ready access at grade level to pedestrian, ambulance, 
and other vehicular traffic; 

(b) Port-size to accommodate at least one vehicle 
twenty-two feet long, eleven feet high and eight feet wide 
designed to: 

(i) Permit attendants to stand on same level as entrance 
when removing a stretcher from vehicle; and 

(ii) Accommodate different levels of approach with 
ramps for pedestrian traffic; 

(c) Protection of emergency patient and the interior of 
the emergency facility from weather when a patient is 
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brought from an ambulance or other vehicle into the emer- 
gency facility; 

(4) Locate a separate, segregated emergency facility to: 

(a) Prevent traffic through emergency facilities to any 
other area of hospital; and 

(b) Facilitate transfer of patients to other hospital service 
areas; 

(5) Provide emergency facilities with: 

(a) Emergency receiving/triage area close or adjacent to 
emergency entrance, and convenient to treatment rooms 
including decontamination area with shower and floor drain; 
and 

(b) Registration area including: 

(i) Office space or work space for registration, located to 
control access to emergency facility patient care areas; and 

(ii) A communication device; 

(c) Waiting area and public telephone located outside the 
main traffic flow in emergency department; 

(d) Police, press, and ambulance attendant room, if 
planned, located outside the main traffic flow of emergency 
department; 

(e) Writing surface for nurses and physicians; 

(f) Cubicle curtains or equivalent means for providing 
patient privacy in examination, treatment, or observation 
rooms; 

(g) At least one patient toilet meeting accessibility 
requirements in WAC 51-20-3100, convenient to examina- 
tion and treatment rooms and located so patients receiving 
treatment have access to a toilet without entering a public 
corridor; 

(h) Sink with plaster trap; and 

(i) Public toilet meeting accessibility requirements in 
WAC 51-20-3100; 

(6) Provide at least one major treatment or trauma room 
with: 

(a) Dimensions and arrangement to provide: 

(i) Clear space at least four feet wide at both sides and 
both ends of each treatment table or cart; and 

(ii) Clear eight feet wide space between treatment tables 
Or carts; 

(b) Storage for clean and sterile supplies and small 
equipment; 

(c) Storage for drugs in accordance with WAC 246-318- 
550(7); 

(d) Clean work surface for assembly and preparation of 
clean and sterile supplies and equipment for use; 

(e) A sink mounted in, integral with, or adjacent to clean 
work surface: | 

(f) А scrub sink equipped with foot operated soap dis- 
penser and brush dispenser or equivalent located as follows: 

(i) Eight feet away from or with a physical barrier sepa- 
rating it from clean work surface, clean and sterile supply 
storage, equipment and drugs, if within the room; or 

(ii) Outside and adjacent to the room; 

(g) Soiled work surface for collection of contaminated 
supplies and equipment; 

(h) Ceiling mounted treatment light for each treatment 
space; 

(i) Film illuminator or equivalent; 

(j) Outlet for mobile x-ray machine; 
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(k) Clock with sweep second hand or equivalent within 
view of each treatment space; 

(D) Storage space for major medical equipment; and 

(m) Space for linen hampers and waste containers; 

(7) Provide minor treatment and examination room, if 
planned, with: 

(a) Dimensions and arrangement to provide: 

(i) Clear space at least three feet at each side and end of 
each treatment table or cart; 

(ii) Clear six feet wide space between treatment tables or 
carts; and 

(iii) At least six feet eight inches by two feet six inches 
of floor space per treatment table; 

(b) Handwash sink; 

(c) Clean work surface; 

(d) Storage for supplies and equipment; 

(e) Examination light; 

(f) Readily accessible film illuminator or equivalent; and 

(g) Space for linen hampers and waste containers con- 
venient to all treatment rooms; 

(8) Provide observation room, if planned, located conve- 
nient to nursing support station with: 

(a) Minimum dimension of ten feet and at least one hun- 
dred square feet in one-bed rooms; 

(b) Each multiple-bed room designed to provide: 

(i) At least four feet wide space between side of each bed 
or cart and any wall, other bed, or fixed equipment (e.g., cab- 
inet, sink, closet); and 

(ii) At least four feet wide space between foot end of any 
bed and any wall or fixed equipment; 

(c) Handwash sink in each room; and 

(d) Storage for each patient's personal effects; 

(9) Provide room for severely disturbed patients, if 
planned, with room details, doors, hardware, windows, and 
screens designed and constructed for patient safety. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), § 246-318- 
710, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as 8 246-318-710, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 
$ 248-18-645, filed 5/30/90, effective 6/30/90. Statutory Authority: RCW 
70.41.030 and 43.20.050. 83-19-058 (Order 269), $ 248-18-645, filed 


9/20/83; Order 119, $ 248-18-645, filed 5/23/75; Order 106, $ 248-18-645, 
filed 1/13/75; Regulation 18.630, filed 1/25/62.] 


WAC 246-318-720 Surgery suite. Hospitals planning 
new construction of surgery facilities shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(2) Provide support facilities meeting requirements in 
WAC 246-318-550(3) clean materials room; or WAC 246- 
318-550(4) clean utility room; WAC 246-318-550(6) house- 
keeping supply room; and WAC 246-318-550(7) medication 
distribution facility, including the following: 

(a) Clean-up room in accordance with WAC 246-318- 
550(5) with a sink and plaster trap; 

(b) Storage facilities for: 

(1) Instruments; 

(ii) Blood refrigeration, if blood is stored; 
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(11) Solutions; and 

(iv) Mobile x-ray; 

(c) Anesthesia work room with: - 

(i) Adequate space for storing anesthesia machines, 
carts, supplies, and medications; 

(ii) A two-compartment sink with counter space to sepa- 
rate clean and soiled functions; and 

(iii) A writing desk or counter; 

(3) Locate a separate segregated surgery suite to: 

(a) Prevent traffic through surgery suite to any other area 
of the hospital; and 

(b) Facilitate transfer of patients to recovery/post anes- 
thesia care unit and surgical nursing units; 

(4) Provide surgery suite with: 

(a) A scrub-up area including: 

(i) Direct access to each operating room; 

(ii) À minimum of two scrub sinks per operating room or 
at least three scrub sinks for every two operating rooms; 

(iii) Soap dispenser with foot control or equivalent; 

(iv) Brush dispenser or equivalent; 

(v) Shelf; 

(vi) Single service towel dispenser or equivalent; and 

(vii) Clock with sweep second hand or equivalent within 
view from scrub sinks; 

(b) Sterilizing facilities Jocated for maintenance accessi- 
bility including: 

(1) One sterilizer for every three operating rooms; and 

(ii) High speed sterilizers with recording thermometers 
and automatic controls of sufficient capacity to accommodate 
supplies and equipment if sterilized in suite; 

(c) Separate patient preoperative area, if planned, located 
for direct observation of each patient including: 

(i) Room or alcove out of traffic; and 

(ii) Provision for toilet, handwash sink, work counters, 
and cubicle curtains or equivalent, if surgical preps and 
inductions are done; 

(d) A solution warmer; and 

(e) A blanket warmer; 

(5) Provide at least one major operating room with: 

(a) Minimum dimension of eighteen feet; 

(b) Minimum clear area of three hundred sixty square 
feet exclusive of fixed and movable cabinets and shelves; 

(c) À ceiling mounted surgery light; 

(d) Film illuminators or equivalent for viewing at least 
two films; 

(e) À clock with sweep second hand or equivalent and 
interval timer; 

(f) Storage for surgical supplies; and 

(g) Additional space and equipment in accordance with 
WAC 246-318-221 (4)(a)(1) through (v) if obstetrical deliver- 
les are done; 

(6) Provide minor operating procedure room, if planned, 
with: 

(a) Minimum dimension of fifteen feet; 

(b) Minimum clear area of two hundred seventy square 
feet, exclusive of fixed and movable cabinets and shelves; 

(c) A ceiling mounted surgery light or equivalent; 

(d) A film illuminator or equivalent; 

(e) À clock with sweep second hand or equivalent; and 

(f) Storage for surgical supplies; 
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(7) Locate administrative area to permit coordination of 
functions among operating rooms and control access to sur- 
gery facilities with: 

(a) Telephone; 

(b) Annunciator for emergency signaling device unless 
located in alternate location from which additional assistance 
is always available; 

(c) Supervisor's office; 

(d) Room convenient to the surgery suite for confidential 
communication; and 

(e) File storage; 

(8) Provide staff facilities with: 

(a) Locker rooms located within the surgery suite, with 
direct access to the restricted corridor, including: 

(1) Storage for personal effects; 

(ii) A clothing change area or room; 

(iii) A toilet and handwash sink; 

(iv) Storage space for scrub clothing; and 

(v) Space for collection receptacles for soiled scrub 
clothing; 

(b) A lounge within the surgery suite; 

(9) Include a recovery/post anesthesia care unit in accor- 
dance with WAC 246-318-730. 

[Statutory Authority: RCW 70.41.030, 93-07-011 (Order 338), $ 246-318- 
720, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as 8 246-318-720, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 
$ 248-18-565, filed 5/30/90, effective 6/30/90. Statutory Authority: RCW 
70.41.030. 85-23-017 (Order 2302), $ 248-18-565, filed 11/13/85. Statutory 
Authority: RCW 70.41.030 and 43.20.050. 83-19-058 (Order 269), 8 248- 


18-565, filed 9/20/83; Order 119, $ 248-18-565, filed 5/23/75; Order 107, $ 
248-18-565, filed 1/13/75; Regulation 18.590, 8 1, filed 1/25/62.] 


WAC 246-318-730 Recovery/post anesthesia care 
unit (PACU). Hospitals planning new construction of 
recovery/ post anesthesia facilities shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(2) Provide support facilities meeting requirements in 
WAC 246-318-550(3) clean materials room; or WAC 246- 
318-550(4) clean utility room; WAC 246-318-550(6) house- 
keeping supply room; WAC 246-318-550(7) medication dis- 
tribution facility; and WAC 246-318-550(8) soiled materials 
room; or WAC 246-318-550(9) soiled utility room. Service 
facilities may be shared, if clean and soiled utilities and med- 
ication storage is directly accessible to surgery; 

(3) Locate recovery/post anesthesia care unit area or 
rooms adjacent to the surgery suite, avoiding through traffic; 

(4) Provide patient care area with: 

(a) At least eighty square feet per patient; 

(b) Cubicle curtains or equivalent; 

(c) A handwash sink located convenient to every six 
patient stations or major fraction; 

(d) Storage, shelves, drawers, or equivalent and charting 
surface at each patient station; 

(e) Clock with sweep second hand or equivalent and 
interval timer; and 

(f) Isolation room, if planned, with: 
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(i) One hundred twenty square feet; 

(ii) A handwash sink; 

(iii) A clock; 

(iv) A charting surface; and 

(v) A clinic service sink or water closet with bedpan 
rinsing/ flushing attachment adjoining room; 

(5) Provide storage for supplies and equipment; 

(6) Provide nursing support station with: 

(a) A telephone; 

(b) A writing surface; and 

(c) Storage; 

(7) Provide easily accessible staff toilet with handwash 
sink. 
[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), $ 246-318- 
730, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as 8 246-318-730, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 
§ 248-18-560, filed 5/30/90, effective 6/30/90. Statutory Authority: RCW 
70.41.030. 85-23-017 (Order 2302), $ 248-18-560, filed 11/13/85. Statutory 
Authority: RCW 70.41.030 and 43.20.050. 83-19-058 (Order 269), 8 248- 
18-560, filed 9/20/83; Order 119, § 248-18-560, filed 5/23/75; Regulation 
18.580, filed 1/25/62.] 


WAC 246-318-740 Critical care facilities. Hospitals 
planning new construction of critical care facilities shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540. 

(2) Provide support facilities meeting requirements in 
WAC 246-318-550(3) clean materials room; or WAC 246- 
318-550(4) clean utility room; WAC 246-318-550(6) house- 
keeping supply room; WAC 246-318-550(7) medication dis- 
tribution facility; WAC 246-318-550(8) soiled materials 
room; or WAC 246-318-550(9) soiled utility room; and 
WAC 246-318-550(10) nourishment facilities with provision 
for bulk ice. Support facilities may be shared if: 

(a) The critical care facility has fewer than five beds; and 

(b) The support facilities: 

(i) Are in close proximity to the beds; and 

(ii) Provide sufficient space for critical care functions. 

(3) Provide a critical care facility with: 

(a) Location to avoid traffic and penetration of objection- 
able heat or noise or odors from other areas of the hospital; 

(b) A water closet, clinic sink, hopper, or equivalent with 
bedpan-flushing device for disposing of patient wastes, in a 
room directly accessible to each critical care patient room; 

(c) A staff toilet; 

(d) Charting areas; and 

(e) Storage. 

(4) Provide patient rooms with: 

(a) Location of patient rooms and placement of beds in 
rooms to provide for direct visibility of patients from nursing 
support station or equivalent unless there is provision for 
indirect viewing of patients by mirror system or television; 

(b) Maximum capacity of two beds per room and a ratio 
of at least one single room for every three planned critical 
care beds; 

(c) Minimum usable floor space per bed of one hundred 
fifty square feet, exclusive of areas taken up by passage door 
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swings, closets, wardrobes, portable lockers, and toilet 
rooms; 

(d) Spacing of at least: 

(i) Four feet or more between side of bed and wall; 

(ii) Six feet or more between foot of bed and wall; and 

(iii) Eight feet or more between beds in multibed rooms; 

(e) Equipment as follows: 

(i) Curtains or equivalent means of providing visual pri- 
vacy; 

(ii) Clocks with sweep second hands and interval timer 
or equivalent; 

(11) One handwash sink per room; and 

(iv) An electrocardiographic monitor with oscilloscope 
at least five inches wide with an audio alarm system for each 
bed; 

(f) Uncarpeted floors. 

(5) Provide nursing support station or equivalent with: 

(a) Location to provide direct visibility of each patient or 
a mirror system or television for viewing patients; 

(b) Space for patient monitoring equipment including: 

(i) Slave oscilloscope with audio alarm for continuous 
display of each patient's electrocardiogram; 

(ii) Rate meter; and 

(iii) Recorder; 

(c) Wall-mounted clock with sweep second hand or 
equivalent; 

(d) Charting surface or equivalent; and 

(e) Combined use or sharing permitted if: 

(i) The critical care facility has fewer than five beds; and 

(ii) The nursing support station or equivalentis located in 
close proximity to the beds and provides sufficient space for 
critical care functions. 
[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), 8 246-318- 
740, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040, 91- 
02-049 (Order 121), recodified as 8 246-318-740, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.41.030. 90-24-044 (Order 115), § 
248-318-740, filed 11/30/90, effective 12/31/90.] 


WAC 246-318-750 Facilities for care of patients in 
labor. Hospitals planning new construction of labor rooms 
which are not birthing rooms shall: 

(1) Locate labor rooms to prevent unnecessary traffic 
through the labor room service area; 

(2) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540. 

(3) Provide support facilities located for convenient use 
by staff meeting requirements in WAC 246-318-550(3) clean 
materials room; or WAC 246-318-550(4) clean utility room; 
WAC 246-318-550(6) housekeeping supply room; WAC 
246-318-550(7) medication distribution facility; and WAC 
246-318-550(8) soiled materials room; or WAC 246-318- 
550(9) soiled utility room. Support facilities may be shared 
with other areas; 

(4) Provide a labor room meeting requirements in WAC 
246-318-690 (6)(a) and (b) with: I 

(a) Identification and location accommodating require- 
ments in WAC 246-318-220(3); and 

(b) A maximum capacity of two beds. 
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(5) Provide toilet and bathing facilities meeting require- 
ments in WAC 246-318-690 (6)(c), (d), and (e). 
[Statutory Authority: RCW 70.41.030, 93-07-011 (Order 338), 8 246-318- 
750, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43,70.040. 91- 
02-049 (Order 121), recodified as § 246-318-750, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 70.41.030. 89-22-106 (Order 010), 8 
248-18-606, filed 11/1/89, effective 12/2/89.] 


“WAC 246-318-760 Obstetrical delivery facilities. 
Hospitals planning new construction of obstetrical delivery 
facilities shall: 

(1) Locate delivery rooms to prevent traffic through 
delivery room service areas; 

(2) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage meeting require- 
ments in WAC 246-318-540. 

(3) Provide support facilities meeting requirements in 
WAC 246-318-550(3) clean materials room; or WAC 246- 
318-550(4) clean utility room; WAC 246-318-550(6) house- 
keeping supply room; WAC 246-318-550(7) medication dis- 
tribution facility; and WAC 246-318-550(9) soiled utility 
room. 

(4) Design delivery room or surgery room for obstetrical 
services meeting the requirements in WAC 246-318-220 and 
provide: 

(a) Clock with sweep second hand and interval timer or 
equivalent; 

(b) Film illuminators for at least two x-ray films or 
equivalent; 

(c) Minimum gross area of three hundred and sixty 
square feet; 

(d) Minimum dimension of eighteen feet; and 

(e) Delivery room light. 

(5) Provide scrub area located to provide direct access to 
the delivery room with: 

(a) One scrub sink or equivalent for every delivery or 
surgery room; 

(b) A dispenser at each scrub sink with foot control, or 
equivalent, if liquid hand cleaner is used; 

(c) Storage for scrub equipment, masks, caps, nail clean- 
ers, and shoe covers; 

(d) A clock or timer within view from scrub sinks; and 

(e) A towel dispenser or equivalent. 

(6) Provide sterilizing facilities within the delivery ser- 
vice area and meeting requirements in WAC 246-318-590(8), 
or in central sterilizing and processing service facilities meet- 
ing requirements in WAC 246-318-590. | 

(7) Provide anesthesia storage ог anesthesia workroom 
meeting requirements in WAC 246-318-720 (2)(c). 

(8) Provide staff facilities meeting requirements in WAC 
246-318-720(8). 

(9) Include a recovery/post anesthesia care unit in accor- 
dance with WAC 246-318-730. 

(10) Provide storage for supplies and equipment. 
{Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), § 246-318- 
760, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-318-760, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.41.030. 89-22-106 (Order 010), $ 
248-18-601, filed 11/1/89, effective 12/2/89.] 
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WAC 246-318-770 Birthing rooms. Hospitals plan- 
ning new construction of birthing rooms shall: 

(1) Locate birthing rooms to prevent unnecessary traffic 
through the obstetrical service area; 

(2) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(3) Provide support facilities located for convenient use 
by staff meeting requirements in W AC 246-318-550(4) clean 
utility room; WAC 246-318-550(6) housekeeping supply 
room; WAC 246-318-550(7) medication distribution facility; 
WAC 246-318-550(9) soiled utility room; and WAC 246- 
318-550(10) nourishment facility. Support facilities may be 
shared with other areas; 

(4) Design each birthing room meeting the requirements 
in WAC 246-318-220(4) and provide: 

(a) Area and dimensions with a minimum usable floor 
space excluding lavatory, wardrobe, or closet, fixed or mov- 
able cabinets, storage facilities, and entry vestibules as fol- 
lows: 

(1) One hundred and sixty square feet total; and 

(ii) Four feet at one side and at foot of bed. 

(b) A handwash sink in the room meeting requirements 
in WAC 246-318-540; 

` (c) Privacy curtains or equivalent; and 

(d) One full-length wardrobe, closet, or locker for stor- 
age of personal effects. 

(5) Provide toilet and bathing facilities meeting require- 
ments in WAC 246-318-690 (6)(c) and (d) and with: 

(a) Patient toilets adjoining birthing room and in a ratio 
of one toilet for each patient bed; 

(b) Support persons' toilets, separate from patient toilet, 
and conveniently located; and 

(c) Showers in a ratio of one shower to every eight 
patient beds in obstetrical service area. 

(6) Provide nursing support station or equivalent meet- 
ing requirements in WAC 246-318-690 (5)(b). 

(7) Provide staff facilities meeting requirements in WAC 
246-318-070. 

(8) Provide storage for supplies and equipment. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), $ 246-318- 
710, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040, 91- 
02-049 (Order 121), recodified as $ 246-318-770, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.41.030. 89-22-106 (Order 010), 8 
248-18-608, filed 11/1/89, effective 12/2/89.] 


WAC 246-318-780 Obstetrical recovery unit. Hospi- 
tals planning new construction of an obstetrical recovery unit 
shall meet the requirements in W AC 246-318-730. 

[Statutory Authority; RCW 70.41.030. 93-07-011 (Order 338), $ 246-318- 
7780, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-318-780, filed 12/27/90, effective 


1/31/91; Order 119, $ 248-18-610, filed 5/23/75; Order 107, $ 248-18-610, 
filed 1/13/75; Regulation 18.600, $ 13, filed 1/25/62.] 


WAC 246-318-790 Newborn nursery facilities. Hos- 
pitals planning new construction of newborn nursery facili- 
ties shall: 
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(1) Locate the nursery facilities to prevent unnecessary 
traffic through the service area; 

(2) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(3) Provide support facilities convenient to nursery room 
meeting requirements in WAC 246-318-550(4) clean utility 
room with additional provision of refrigerator for infant feed- 
ings; WAC 246-318-550(6) housekeeping supply room; 
WAC 246-318-550(7) medication distribution facility; and 
WAC 246-318-550(9) soiled utility room. Support facilities 
may be shared with other nursery areas; 

(4) Meet the requirements in WAC 246-318-220 (6) and 
(7); 

(5) Provide nursery rooms with: 

(a) No public access to the nursery except through hand- 
washing and gowning area; 

(b) Enough bassinets for newborn infants at least equal 
to anticipated need; 

(c) An area of twenty-four square feet per bassinet; 

(d) At least three feet between bassinets; 

(e) A handwash sink meeting the requirements in WAC 
246-318-540 (4)(f) and (7)(b), (e), and (f) and located at 
every entrance to each nursery room, with a ratio of one lav- 
atory for every twelve bassinets or major fraction; 

(f) A liquid detergent dispenser with foot control; 

(g) А clock with sweep second hand or equivalent visible 
from all nursery rooms and service areas; 

(h) Lighting level measured at height of infant station or 
treatment table: 

(1) Minimum seventy foot candles; and 

(ii) Maximum one hundred foot candles. 

(i) Provision for viewing infants in the nursery rooms by 
visitors outside the nursery rooms; 

(j) A charting area which may be shared with other nurs- 
eries, with provisions for: 

(i) A writing desk or counter; 

(ii) A chart rack; and 

(iii) Use of telephone. 

(6) Provide a handwashing and gowning area at the pub- 
lic entrance to the nursery room with: 

(a) A handwash sink with gooseneck spout and knee or 
foot faucet control or equivalent; 

(b) Liquid detergent dispenser with foot control; 

(c) Storage for linen and equipment; and 

(d) Provision for hanging outer garments. 

(7) Provide staff facilities meeting the requirements in 
WAC 246-318-070 which may be shared with other service 
areas; 

(8) Provide storage room for supplies and equipment. 
[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), $ 246-318- 
790, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as 8 246-318-790, filed 12/27/90, effective 


1/31/91. Statutory Authority; RCW 70.41.030. 89-22-106 (Order 010), $ 
248-18-616, filed 11/1/89, effective 12/2/89.] 


WAC 246-318-800 Intermediate care nursery and 
neonatal intensive care nursery. Hospitals planning new 
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construction of intermediate care nurseries and neonatal 
intensive care nurseries shall: 

(1) Locate the nursery facilities to prevent unnecessary 
traffic through the service area; 

(2) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(3) Provide support facilities convenient to nursery room 
meeting requirements in WAC 246-318-550(4) clean utility 
room with additional provision of refrigerator for infant feed- 
ings; WAC 246-318-550(6) housekeeping supply room; 
WAC 246-318-550(7) medication distribution facility; and 
WAC 246-318-550(9) soiled utility room. Support facilities 
may be shared with other nursery areas; 

(4) Meet the requirements in WAC 246-318-220 (6) and 
(7; 
(5) Meet the requirements іп УУАС 246-318-230(2) for 
intermediate care nurseries; 

(6) Meet the requirements in WAC 246-318-230(3) for 
neonatal intensive care nurseries; 

(7) Meet all requirements in WAC 246-318-790 with 
additions as follows: 

(a) Provide nursery rooms with film illuminators or 
equivalent to view a minimum of two x-ray films which may 
be shared between intermediate and neonatal intensive care 
nurseries; and 

(b) Provide infant stations with: 

(i) Minimal usable floor area exclusive of aisles with: 

(A) Fifty square feet in intermediate care nursery; and 

(B) Eighty square feet in neonatal intensive care nursery. 

(ii) Space to accommodate monitors: 

(iii) Work counter with provisions for a writing area; and 

(iv) Closed storage for individual supplies and equip- 
ment. 

(8) Provide scrub area including: 

(a) A scrub sink for every eight infant stations or a major 
fraction thereof, with no less than two sinks; 

(b) Germicidal dispenser, hand brush, sponge dispenser 
or equivalent, located at each scrub sink; and 

(c) Clean storage for clean gowns, masks, nail cleaners, 
and shoe covers. 

(9) Provide isolation room if planned, meeting the 
requirements in subsection (7)(b)(i), (ii), (iii), and (iv) of this 
section; 

(10) Provide parent privacy room with education facili- 
ties and cubicle curtains or equivalent for complete visual 
privacy; 

(11) Provide conference or counseling room convenient 
to intermediate care and neonatal intensive care nursery 
rooms; 

(12) Provide nursing support station or equivalent meet- 
ing the requirements in WAC 246-318-690 (5)(b); 

(13) Provide staff facilities meeting the requirements in 
WAC 246-318-070 which may be shared with other service 
areas; and 

(14) Provide storage room for supplies and equipment. 


[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), § 246-318- 
800, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
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02-049 (Order 121), recodified as § 246-318-800, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 70.41.030. 89-22-106 (Order 010), $ 
248-18-637, filed 11/1/89, effective 12/2/89.] 


WAC 246-318-810 Alcoholism and substance abuse 
nursing unit. Hospitals planning new construction of alco- 
holism and substance abuse nursing facilities shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(2) Provide support facilities meeting requirements in 
WAC 246-318-550(3) clean materials room; or WAC 246- 
318-550(4) clean utility room; WAC 246-318-550(6) house- 
keeping supply room; WAC 246-318-550(7) medication dis- 
tribution facility; and WAC 246-318-550(8) soiled materials 
room; or WAC 246-318-550(9) soiled utility room; 

(3) Locate each nursing unit to avoid through traffic to 
any service, diagnostic, treatment, or administrative area and 
to control access; 

(4) Provide the unit with: 

(a) Patient rooms, toilet rooms, bathing facilities, nursing 
support station or equivalent, and nourishment facilities as 
required in WAC 246-318-690; 

(b) Examination and treatment room available including: 

(1) Minimum dimension of eight feet; 

(ii) At least eighty square feet useable floor space exclu- 
sive of cabinets, sink, work counter, desk, and vestibule; 

(iii) Handwash sink; 

(iv) Work surface; and 

(v) Storage cabinet; 

(c) Social facilities including: 

(i) At least two separate rooms or one room with parti- 
tion to accommodate two separate functions simultaneously; 
and 

(ii) At least four hundred square feet for unit of ten beds 
or less. Add twenty square feet per bed for each additional 
bed; 

(d) Offices for staff; 

(e) Interview and counseling rooms for patient confiden- 
tiality and privacy; 

(f) Facilities for patients to launder personal belongings; 
and 

(g) Provide detoxification area, if planned, with patient 
rooms equipped with oxygen and suction outlets at each bed. 
[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), 8 246-318- 
810, filed 3/5/93, effective 4/5/93, Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-318-810, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.41.030 and 43.20.050. 84-22-003 
(Order 277), 5 248-18-532, filed 10/26/84.] 


WAC 246-318-820 Psychiatric facilities. Hospitals 
planning new construction of a psychiatric unit shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540, with: 

(a) All windows and relites located in rooms or areas 
accessible to patients: 
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(i) Meeting requirements іп WAC 246-318-540 (DG; 
and 

(ii) Installation of security or maximum security win- 
dows or equivalent; 

(b) Tamper-resistant accessories and equipment in 
patient rooms, toilet rooms, and bathrooms; 

(c) Tamper-resistant electrical receptacles in all patient 
rooms and areas; 

(d) Design to prevent opportunity for suicide. 

(2) Provide support facilities meeting requirements in 
WAC 246-318-550(3) clean materials room; or WAC 246- 
318-550(4) clean utility room; WAC 246-318-550(6) house- 
keeping supply room; WAC 246-318-550(7) medication dis- 
tribution facility; WAC 246-318-550(8) soiled materials 
room; or WAC 246-318-550(9) soiled utility room; and 
WAC 246-318-550(10) nourishment facilities with provision 
for bulk ice. All doors for housekeeping, medications, stor- 
age, and utility rooms shall be equipped with locks. 

(3) Provide psychiatric facilities including: 

(a) Location avoiding traffic and penetration of objec- 
tionable heat, noise, or odors from other areas of the hospital; 

(b) Examination room, unless available in an adjacent 
area or unit, with: 

(i) Minimum floor space of one hundred square feet; 

(ii) Minimum dimension of eight feet; and 

(iii) The following equipment: 

(A) Medical emergency signal devices; 

(B) A handwash sink; 

(C) A clock with sweep second hand or equivalent; 

(D) An oxygen outlet; 

(E) A suction outlet; 

(F) A work surface; and 

(G) À storage cabinet. 

(c) Toilet rooms with water closets in ratio of at least one 
water closet to every four beds. 

(d) At least one wheelchair accessible toilet available on 
the unit. 

(e) A staff toilet available on the unit. 

(f) Patient bathing facilities with: 

(i) Showers or tubs in the ratio of at least one bathing 
facility per eight beds; and 

(i) At least one wheelchair accessible shower on the 
psychiatric unit. 

(g) Administrative facilities with: 

(i) Storage for personal effects of staff apart from storage 
for patient care supplies and equipment; 

(ii) Office or private area for staff and supervisory activ- 
ities; and 

(iii) Conference room for confidential communications 
on or adjacent to the unit. 

(h) Waiting area adjacent to the unit; 

(i) A wheelchair-accessible: 

(i) Water fountain; and 

(ii) Public telephone. 

(j) Patient laundry facility with: 

(i) A handwash sink; 

(ii) Clothes washer; 

(iii) Clothes dryer; 

(iv) Lockable storage facilities; and 

(v) Counter. 
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(4) Provide patient rooms including: 

(a) Maximum capacity of two beds per patient room; 

(b) Minimum usable floor space per bed, exclusive of 
areas taken up by passage door swings, closets, wardrobes, 
portable lockers and toilet rooms, of: 

(i) Eighty square feet in multi-bed rooms; and 

(ii) One hundred square feet in one-bed rooms. 

(c) Minimum dimension of eleven feet for multi-bed 
rooms. 

(d) The following equipment: 

(i) Provision for patient privacy in all multi-bed rooms; 
and 

(ii) A wardrobe, closet, or locker per bed, designed to 
prevent suicide, for garments and storage of personal effects. 

(5) Provide a nursing support station or equivalent with: 

(a) A writing surface; 

(b) Storage for patient charts and supplies, 

(c) A telephone; and 

(d) A clock. 

(6) Provide a seclusion room, unless provided on an 
adjacent nursing unit, with: 

(a) Design to minimize potential for stimulation, escape, 
hiding, injury, or suicide; 

(b) Maximum capacity of one patient; 

(c) Doors to open outward; 

(d) Minimum space of eighty square feet; 

(e) Minimum dimension of eight feet; 

(f) Staff-controlled, lockable, adjoining toilet room; and 

(g) A provision for staff to see the occupant at all times. 

(7) Provide suitably equipped areas which may be for 
multipurpose use including areas for: 

(a) Dining; 

(b) Occupational and recreational therapies; 

(c) Day room; 

(d) Physical activity and patient recreation on the unit or 
elsewhere on the hospital premises; and 

(e) Space and privacy for interviewing, group, family, 
and individual counseling. 

(8) If electroconvulsive therapy (ECT) rooms are plan- 
ned, provide: 

(a) Minimum area of one hundred fifty square feet; 

(b) Minimum dimension of twelve feet; and 

(c) The following equipment: 

(i) Emergency call; 

(ii) Handwash sink; 

(iii) Treatment light; 

(iv) Storage for supplies and equipment; 

(v) Robe hook and shelf; 

(vi) Space and electrical receptacles for ECT machine; 

(vii) Oxygen and suction outlet; 

(viii) Stretcher or treatment table or equivalent; 

(ix) Space for emergency medical supplies and equip- 
ment; 5 

(х) Space for anesthesia machine ог cart апа equipment; 

(xi) Space for (EKG) electrocardiograph monitor; and 

(xii) Clock with sweep second hand or equivalent. 

(9) If ECT is performed, provide a recovery facility, 
which may be the patient room, with: 

(a) Location near ECT treatment room; 

(b) Oxygen and suction for each bed, stretcher, or cart; 
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(c) Easy access to a clean and soiled utility room; and 

(d) Provisions for equipment, space, and functions 
required in WAC 246-318-310. 
[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), 8 246-318- 
820, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-318-820, filed 12/27/90, effective 
1/31/91. Statutory Authority: RCW 70.41.030. 90-23-012 (Order 113), $ 
248-18-536, filed 11/13/90, effective 12/14/90.] 


WAC 246-318-830 Rehabilitation facilities. Hospitals 
planning new construction of rehabilitation facilities such as 
rehabilitation nursing units, physical therapy, occupational 
therapy, speech therapy, therapeutic recreation shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(2) Provide housekeeping supply room meeting require- 
ments in WAC 246-318-550(6); 

(3) Locate rehabilitation facilities for easy access by 
patients, avoiding outpatient traffic through inpatient areas 
meeting accessibility requirements in WAC 51-20-3100; 

(4) Meet the requirements in WAC 246-318-870 for an 
inpatient rehabilitation nursing unit and provide: 

(a) Day/dining, recreation, activity room or rooms total- 
ing at least four hundred square feet for units of twenty beds 
and twenty square feet for each additional bed, with win- 
dows; 

(b) Space and privacy for interviewing, group, family, 
and individual counseling; and 

(c) Facilities for patients to launder personal belongings; 

(5) Provide outpatient rehabilitation facilities, if planned, 
with: 

(a) Patient toilet and shower facilities meeting accessi- 
bility requirements in WAC 51-20-3100 including changing 
area, lockers, or other suitable clothing storage in or near 
treatment areas; 

(b) Reception and waiting area in or convenient to the 
facility; 

(c) Office and work space with communication device 
for staff; 

(d) Public toilet convenient to the facility and meeting 
accessibility requirements in WAC 51-20-3100; 

(e) Staff facilities on or convenient to the facility meet- 
ing requirements in WAC 246-318-550(2) and 51-20-3100; 
and 

(ii) Storage for personal belongings; 

(f) Ready access to emergency medical equipment; 

(6) Provide physical therapy facilities, if planned, with: 

(a) General treatment area including: 

(1) Private areas large enough for therapist to access both 
sides of work station; 

(ii) Arrangement to permit easy access for wheelchair or 
stretcher patients; 

(iii) Therapy area of at least thirty-six square feet usable 
floor area per patient in therapy at any one time; and 

(iv) Provision for patient privacy; 

(b) Handwash sink in or convenient to treatment areas; 

(c) Storage for hot packs and equipment; 

(d) Refrigeration for cold packs; and 
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(e) Area for physical activities and equipment; 

(7) Provide occupational therapy facilities, if planned, 
with: 

(a) Therapy areas of at least thirty-six square feet useable 
floor area per patient in therapy at any one time, divided and 
equipped for diversified work; and 

(b) Handwash sink with plaster trap; 

(8) Provide pools, spas, and tubs which remain filled 
between patients, if planned, meeting requirements in chapter 
246-260 WAC; 

(9) Provide therapeutic recreation facilities, if planned, 
with: 

(a) Individual therapy areas divided and planned for 
diversified work; and 

(b) Handwash sink with plaster trap; 

(10) Provide speech therapy facilities, if planned, with a 
quiet room of at least forty-eight square feet. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), $ 246-318- 
830, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as 8 246-318-830, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 
$ 248-18-675, filed 5/30/90, effective 6/30/90. Statutory Authority: RCW 
70.41.030 and 43.20.050. 83-19-058 (Order 269), § 248-18-675, filed 


9/20/83; Order 119, § 248-18-675, filed 5/23/75; Regulation 18.690, filed 
1/25/62.) 


WAC 246-318-840 Outpatient care facilities. Hospi- 
tals planning new construction of facilities for outpatient care 
shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(2) Provide housekeeping supply room meeting the 
requirements in WAC 246-318-550(6); 

(3) Provide for the following: 

(a) Easy access for outpatients with minimal traffic 
through inpatient areas; 

(b) Conveniently located waiting room; 

(c) Patient toilet with handwash sink meeting accessibil- 
ity requirements in WAC 51-20-3100; 

(d) Administrative facilities including: 

(i) Registration area or room; 

(ii) Work surface or desk; 

(iii) Telephone; 

(iv) Clock; 

(v) Storage space; and 

(vi) Room for confidential communication, convenient 
to the unit; 

(4) Provide facilities meeting the requirements in WAC 
246-318-850 and subsection (6) of this section if special pro- 
cedures are planned; 

(5) Provide outpatient surgery facilities, if planned, with: 

(a) Room or rooms for preoperative and predischarge 
functions with access to service facilities meeting the require- 
ments in WAC 246-318-550(3) clean material room; or 
WAC 246-318-550(4) clean utility room; WAC 246-318- 
550(7) medication distribution facility; and WAC 246-318- 
550(8) soiled materials room; or WAC 246-318-550(9) 
soiled utility room; and 
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(b) Convenient access to main hospital operating room 
or provide separate operating room meeting requirements in 
WAC 246-318-720; 

(6) Provide outpatient exam or treatment facilities, if 
planned, with: 

(a) Direct accessibility from the corridor; 

(b) Service facilities meeting the requirements in WAC 
246-318-550(3) clean materials room; or WAC 246-318- 
550(4) clean utility room; WAC 246-318-550(7) medication 
distribution facility; and WAC 246-318-550(8) soiled materi- 
als room; or WAC 246-318-550(9) soiled utility room; and 

(c) Single bed rooms of at least one hundred square feet 
or multibed room with at least eighty square feet per patient, 
including: 

(i) Cubicle curtains or equivalent for each patient in 
multibed rooms; 

(ii) Closet, locker, or equivalent for each patient; 

(iii) Handwash sink, one for every six patients in multi- 
bed rooms; 

(iv) Toilet with handwash sink meeting accessibility 
requirements in W AC 51-20-3100; and 

(v) Clock; 

(d) Exam or treatment rooms including: 

(i) Minimum eight feet dimension with eighty square 
feet of usable floor space; 

(ii) Handwash sink; 

(iii) Examination table; 

(iv) Examination light or equivalent; 

(v) Storage for supplies and equipment; 

(vi) Film illuminator or equivalent conveniently avail- 
able; and 

(vii) Coat hook or equivalent; 

(e) Nursing support station with: 

(i) Nurse call annunciator; 

(ii) Telephone; ` 

(iii) Writing surface; and 

(iv) Storage. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), $ 246-318- 
840, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-318-840, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 


§ 248-18-568, filed 5/30/90, effective 6/30/90, Statutory Authority; RCW 
70.41.030. 85-23-017 (Order 2302), $ 248-18-568, filed 11/13/85.] 


WAC 246-318-850 Special procedure facilities. Hos- 
pitals planning new construction of special procedure rooms 
shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(2) Provide convenient and easily accessible support 
facilities meeting requirements in WAC 246-318-550(3) 
clean materials room; or WAC 246-318-550(4) clean utility 
room; WAC 246-318-550(6) housekeeping supply room; 
WAC 246-318-550(7) medication distribution facility; and 
WAC 246-318-550(8) soiled materials room; or WAC 246- 
318-550(9) soiled utility room; 

(3) Locate special procedure rooms for easy access by 
patients and convenient to waiting area; 
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(4) Meet requirements in WAC 246-318-650 (3) and (5) 
through (19) when imaging procedures are done in special 
procedure rooms which are not located in the radiology facil- 
ities; 

(5) Provide endoscopy room, if planned, with: 

(a) Minimum fifteen feet room dimension when x-ray 
equipment is planned for endoscopic procedures; or 

(b) Minimum twelve feet room dimension for routine 
endoscopic procedures; 

(c) Handwash sink; 

(d) Ceiling mounted surgery light or equivalent; 

(e) Film illuminator; 

(f) Clock with sweep second hand or equivalent and 
interval timer; 

(g) Supply and equipment storage; and 

(h) Adjacent toilet with handwash sink; 

(6) Provide laser room, if planned, with: 

(a) Handwash sink, unless laser room is in the operating 
room; 

(b) Clock with sweep second hand and interval timer, 
unless laser room is in operating room; 

(c) Prominently displayed warning sign at entrance, 

(d) If equipped, viewing windows to provide protection 
in accordance with manufacturer of laser in use; 

(e) Supply and equipment storage; 

(f) Provision for exhaust in accordance with manufac- 
turer of laser in use; 

(g) If watercooled laser is to be used, provide water sup- 
ply line equipped with vacuum breaker and unalterable air 
gap for drain; and 

(h) Minimally reflective finishes; 

(7) Provide angiography room, if planned, with: 

(a) Minimum fifteen feet room dimension; 

(b) Two scrub sinks; 

(c) Work counter; 

(d) Supply and equipment storage; 

(e) Exam light; and 

(f) Clock with sweep second hand and interval timer; 

(8) Provide cardiac laser, cardiac cath, angioplasty, val- 
vuplasty, or other special procedure room, if planned, with: 

(a) Minimum twenty feet room dimension; 

(b) Two scrub sinks; 

(c) Work counter; 

(d) Supply and equipment storage; 

(e) Exam light; and 

(f) Clock with sweep second hand and interval timer; 

(9) Provide lithotripsy room, if planned, with: 

(a) Minimum fifteen feet room dimension; 

(b) Handwash sink, unless lithotripsy device is in operat- 
ing room; 

(c) Work counter; 

(d) Supply and equipment storage; and 

(e) Clock with sweep second hand and interval timer, 
unless lithotripsy is done in operating room. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), § 246-318- 
850, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as § 246-318-850, filed 12/27/90, effective 
1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 (Order 061), 


$ 248-18-650, filed 5/30/90, effective 6/30/90. Statutory Authority: RCW 
70.41.030 and 43.20.050. 83-19-058 (Order 269), § 248-18-650, filed 
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9/20/83; Order 119, § 248-18-650, filed 5/23/75; Regulation 18.640, filed 
1/25/62.] 


WAC 246-318-860 Dialysis facilities. Hospitals plan- 
ning new construction of dialysis facilities shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540 with: 

(a) Air changes in patient areas equivalent to a treatment 
room; 

(b) Capture hoods in equipment cleanup or dialyzer 
reuse preparation rooms: 

(i) Capable of maintaining formaldehyde levels less than 
0.5 parts per million in the rooms; and 

(ii) Exhausting directly to outdoors; 

(c) Plumbing for each dialysis station providing: 

(i) A water supply system or mechanism capable of 
meeting the flow and pressure requirements of the manufac- 
turer for each machine; 

(ii) A waste line serving dialysis equipment with an unal- 
terable air gap or equivalent to prevent backflow; 

(11) Connections to the dialysis equipment or equivalent 
to prevent backflow; and : 

(iv) Piping and fittings used for all dialysis functions 
conforming to current National Sanitation Foundation Stan- 
dard No. 14 entitled "Plastics Piping Components,"; 

(d) Electrical services providing: 

(ü) A minimum of four single electrical receptacles on 
emergency power at each dialysis station; 

(ii) At least two of the electrical receptacles per station 
on emergency power connected to a dedicated branch circuit; 

(ii) Lighting in each dialysis facility on emergency 
power; and 

(iv) Ground fault circuit interrupter protection for all 
electrical outlet services in dialysis stations and wet areas. 

(2) Provide support facilities meeting the requirements 
in WAC 246-318-550(3) clean materials room; or WAC 246- 
318-550(4) clean utility room; WAC 246-318-550(6) house- 
keeping supply room; WAC 246-318-550(7) medication dis- 
tribution facility; and WAC 246-318-550(8) soiled materials 
room; or WAC 246-318-550(9) soiled utility room. Support 
facilities may be shared with any immediately adjacent facil- 
ity and includes: 

(a) Lockable storage for patient valuables unless pro- 
vided elsewhere under hospital policy; 

(b) Chemical storage in an area within a room; and 

(c) Cleanup room for dialysis equipment meeting 
requirements in WAC 246-318-550 (5)(b), (c), and (d) with 
eyewash equipment located within the dialysis facility. 

(3) Provide a dialysis facility with: 

(a) Location to avoid through traffic; 

(b) Uncarpeted floors in patient care and wet areas; 

(c) Coat hook or equivalent for hanging full length gar- 
ments; 

(d) À medical emergency signal device; 

(e) À patient waiting area; 

(f) Work station for staff with writing surfaces and stor- 
age for supplies; 
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(g) Patient preparation areas adjacent to dialysis stations 
with provisions for: Š 

(1) Privacy; 

(ii) Handwashing; and 

(iii) Storage; 

(h) Privacy areas for interviewing and consultation 
which may be shared; 

(ü) A conveniently located toilet meeting accessibility 
requirements in WAC 51-20-3100; and 

(j) Patient training room with a handwash sink if home 
training is planned. 

(4) Provide dialysis stations including: 

(a) Minimum square feet per dialysis station of: 

(i) Seventy square feet excluding aisles when the service 
uses recliner chairs; and 

(ii) Eighty square feet excluding aisles when the service 
uses beds; 

(b) A handwash sink adjacent to each dialysis station; 
and 

(c) A patient nurse call. 
[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), § 246-318- 
860, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040, 91- 
02-049 (Order 121), recodified as § 246-318-860, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.41.030. 90-24-044 (Order 115), 8 
248-318-860, filed 11/30/90, effective 12/31/90.] 


WAC 246-318-870 Long-term care unit. Hospitals 
planning new construction of long-term care facilities of ten 
or more beds shall: 

(1) Follow the general design requirements for architec- 
tural components, electrical service, lighting, call systems, 
hardware, interior finishes, heating, plumbing, sewerage, 
ventilation/air conditioning, and signage in WAC 246-318- 
540; 

(2) Provide support facilities meeting requirements in 
WAC 246-318-550(3) clean materials room; or WAC 246- 
318-550(4) clean utility room; WAC 246-318-550(6) house- 
keeping supply room; WAC 246-318-550(7) medication dis- 
tribution facility; WAC 246-318-550(8) soiled materials 
room; or WAC 246-318-550(9) soiled utility room; and 
WAC 246-318-550(10) nourishment facilities with provision 
for bulk ice, including: 

(a) Locks on all doors for housekeeping, medications, 
storage, and utility rooms; 

(b) Controlled access locks on medication rooms; 

(c) Linen storage in a clean room; and 

(d) General storage space of not less than four square feet 
per bed within the hospital in addition to closets and equip- 
ment storage provided in the long-term care service area; 

(3) Provide long-term care facilities with: 

(a) Location of facilities described under subsection 
(2)(a) and (b) of this section on the same floor as long-term 
care beds; 

(b) Location to minimize through traffic and penetration 
of objectionable noise, odors, or heat from other areas of the 
hospital; 

(c) Wheelchair accessible patient toilets including: 

(i) Water closets in a ratio of at least one per four beds; 

(ii) Bedpan flushing equipment; 

(iii) Accessibility from each patient room; 

Gv) A handwash sink in each toilet; and 
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(v) Grab bars properly located and securely mounted on 
each side of the water closet; 

(d) At least one wheelchair accessible toilet opening 
directly from the main corridor; 

(e) Handrails along both sides of all patient use corri- 
dors: 

(i) Mounted at thirty-two to thirty-four inches above the 
floor; 

(ii) With ends returned to the walls; and 

(iii) Projecting a maximum of three and one-half inches 
from the wall; 

(f) Patient bathing facilities including: 

(i) Showers or tubs in a ratio of one per fifteen beds; 

(ii) At least one emersion bathing fixture accessible from 
two sides and one end for wheelchairs and stretchers; 

(iii) One roll-in shower or equivalent designed: 

(A) For ease of shower chair entry; 

(B) With bulk heads a maximum of thirty-four inches 
high providing for toe space; 

(C) With properly sloped and drained floor to prevent the 
flow of water outside the stall while providing for safe use of 
a shower chair within the stall; and 

(D) With the water inlet approximately four and one-half 
feet from floor level and a flexible hose approximately five 
feet long including a lightweight, shampoo-type, spray 
attachment; 

(g) Grab bars including: 

(i) One horizontal grab bar a minimum of forty-eight 
inches long at the side of each standard bathtub with an "L" 
shaped bar at the faucet end; 

(ii) At least one horizontal grab bar at the faucet end of 
each peninsular bathtub; and 

(iii) A horizontal grab bar on two sides of each shower 
stall with an "L" shaped bar on the shower head side; 

(h) Waiting room or area; 

(4) Provide patient rooms with: 

(a) Maximum capacity of two beds per patient room; 

(b) Minimum usable floor space per bed exclusive of 
areas taken up by passage door swings, closets, wardrobes, 
portable lockers, and toilet rooms of: 

(1) Eighty-five square feet in multibed rooms; and 

(ii) One hundred square feet in one-bed rooms; 

(c) Minimum dimensions of: 

(i) Eleven feet for multibed rooms; and 

(iD Three feet between the sides and the foot of the bed 
and any wall, fixed obstruction, or other bed; 

(d) Space for wheelchair storage; 

(e) The provision for patient privacy in all rooms; 

(f) One wardrobe, closet, or locker per bed for hanging of 
full-length garments and a securable drawer for personal 
effects; and 

(g) A handwash sink in each multibed room; 

(5) Provide a nursing support station or equivalent 
including: 

(a) Charting surface; 

(b) Confidential storage for patients' medical records; 

(c) Storage for charting supplies; 

(d) Clock; and 

(e) Telephone; 

(6) Provide staff facilities including: 
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(a) Toilet; 

(b) Securable storage for personal effects apart from 
storage for patient care supplies and equipment; 

(c) Office for confidential management and staff com- 
munications; and 

(d) Conference room for confidential staff and family 
communication: 

(7) Provide suitably equipped patient areas in the long- 
term care facility for: 

(a) Dining room; 

(b) Recreational activity; and 

(c) Dayroom with windows; 

(8) Provide occupational therapy and physical therapy 
facilities as described in WAC 246-318-830 either in the 
long-term care unit or elsewhere in the hospital; 

(9) Include the following features if planning to provide 
a protective facility for cognitively impaired patients: 

(a) Corridors with the following minimum widths: 

(i) Ten feet; 

(ü) Eight feet for a circular route allowing the patient to 
return to the patient's starting point without reversing direc- 
tion; or 

(iii) As permitted under chapter 248-14 WAC specifi- 
cally for construction of facilities for the cognitively 
impaired; 

(b) Floors, walls, and ceiling surfaces displaying con- 
trasting colors for identification; 

(c) Door thresholds of one-half inch or less; 

(d) Exits secured by alarms or doors requiring cognitive 
ability to open or other methods provided doors release upon 
activation of the fire alarm system and upon loss of power; 

(e) Instruction labels on door release devices requiring 
direction for use; 

(f) Secured outdoor space and walkways, when outdoor 
space is provided, including: 

(i) Walls or fences at least six feet high and designed to 
prevent climbing and penetration; 

(ii) Ambulation area with: 

(A) Walking surfaces firm, stable, and free from abrupt 
changes in elevation; and 

(B) Slip-resistant surfaces on areas subject to wet condi- 
tions; 

(iii) Exits from the secured outdoor spaces and walkways 
releasing automatically upon activation of fire alarm signal or 
upon loss of power. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), § 246-318- 
870, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 91- 
02-049 (Order 121), recodified as $ 246-318-870, filed 12/27/90, effective 


1/31/91. Statutory Authority: RCW 70.41.030. 90-24-044 (Order 115), $ 
248-318-870, filed 11/30/90, effective 12/31/90.] 


WAC 246-318-990 Fees. Hospitals licensed under 
chapter 70.41 RCW shall: 

(1) Submit an annual license fee of sixty-one dollars and 
fifty cents for each bed space within the licensed bed capacity 
of the hospital to the department; 


(2) Include all bed spaces in rooms complying with . 
physical plant and movable equipment requirements of this ` 


chapter for twenty-four-hour assigned patient rooms; 
(3) Include neonatal intensive care bassinet spaces; 
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(4) Include bed spaces assigned for less than twenty- 
four-hour patient use as part of the licensed bed capacity 
when: 

(a) Physical plant requirements of this chapter are met 
without movable equipment; and 

(b) The hospital currently possesses the required mov- 
able equipment and certifies this fact to the department; 

(5) Exclude all normal infant bassinets; 

(6) Limit licensed bed spaces as required under chapter 
70.38 RCW; 

(7) Submit an application for bed additions to the 
department for review and approval under chapter 70.38 
RCW subsequent to department establishment of the hospital 
licensed bed capacity; and 

(8) Set up twenty-four-hour assigned patient beds only 
within the licensed bed capacity approved by the department. 
[Statutory Authority: RCW 70.41.100 and 43.20B.020. 98-13-035, § 246- 
318-990, filed 6/8/98, effective 7/9/98. Statutory Authority: RCW 
43.70.250, 43.70.110 and 43.20B.020. 95-12-097, 8 246-318-990, filed 
6/1/95, effective 7/8/95. Statutory Authority: RCW 43.70.250. 92-12-028 
(Order 273), 8 246-318-990, filed 5/28/92, effective 6/28/92. Statutory 


Authority: RCW 43.70.040, 91-02-050 (Order 122), § 246-318-990, filed 
12/27/90, effective 1/31/91.] 


WAC 246-318-99902 Appendix B—Dates of docu- 
ments adopted by reference in chapter 246-318 WAC. (1) 
National Fire Protection Association (NFPA), 99, Chapter 
12, 1990. Required. 

(2) American Society of Heating, Refrigerating, and Air 
Conditioning Engineers (ASHRAE) Handbook - five vol- 
umes: 1987 HVAC Systems and Applications; 1988 Equip- 
ment; 1989 Fundamentals; 1990 Refrigeration and 1991 
HVAC Applications. Recommended. 

(3) Uniform Plumbing Code, 1991 edition, hereafter 
amended by the state of Washington. Required. 

(4) National Fire Protection Association (NFPA), 99, 
Chapter 4, 1990. Required. 

(5) National Fire Protection PPP са (NFPA), 90A- 
1989. Required. 

(6) Uniform Mechanical Code, 1991 edition, hereafter 
amended by the state of Washington. Required. 

(7) National Fire Protection Association (NFPA) 70- 
1990. Required. 

(8) Uniform Fire Code, Article 79, 1991 edition. 
Required. 

(9) National Fire Protection Association (NFPA) 99, 
Chapter 7, 1990. Required. 

(10) National Fire Protection Association (NFPA) 43C- 
1986. Required. 

(11) National Council on Radiation Protection Hand- 
book No. 49. Required. 

(12) Uniform Building Code, 1991 edition, hereafter 
amended by the state of Washington. Required. 

(13) Chapter 212-12 WAC Fire Marshal Standards. 
Required. 

(14) National Fire Protection Association (NFPA), 101, 
1988 edition. Required. 

[Statutory Authority: RCW 70.41.030. 93-07-011 (Order 338), § 246-318- 
99902, filed 3/5/93, effective 4/5/93. Statutory Authority: RCW 43.70.040. 
91-02-049 (Order 121), recodified as § 246-318-99902, filed 12/27/90, 


effective 1/31/91. Statutory Authority: Chapter 70.41 RCW. 90-12-014 
(Order 061), § 248-18-99902, filed 5/30/90, effective 6/30/90. Statutory 
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Authority: RCW 70.41.030. 89-22-105 (Order 009), $ 248-18-99902, filed 
11/1/89, effective 12/2/89; 88-16-086 (Order 2667), $ 248-18-99902, filed 
8/2/88; 87-04-061 (Order 2466), $ 248-18-99902, filed 2/4/87. Statutory 
Authority: RCW 70.41.030 and 43.20.050. 85-05-033 (Order 280), $ 248- 
18-99902, filed 2/15/85; 82-24-001 (Order 248), § 248-18-99902, filed 
11/18/82.) 


WAC 246-318-99910 Appendix J—Guidelines for 
laboratory quality assurance program in hospitals. (1) 
Services. 

(a) Hospitals shall ensure all in-hospital testing proce- 
dures performed on biological specimens, body fluids, or tis- 
sues comply with this section in terms of: 

(i) Sufficient equipment, and 

(ii) Appropriately trained staff. 

(b) Hospitals allowing performance of tests on biological 
specimens in areas outside of the designated hospital labora- 
tory but within the hospital shall provide evidence to the 
department on staff training and quality control as described 
in subsections (2)(b) and (3)(b)() through (iv) of this section. 

(c) Hospitals where biological specimens are sent out- 
side of the hospital for testing shall obtain and maintain evi- 
dence of laboratory quality contro] consistent with subsection 
(3)(a), (b), and (c) of this section. 

(2) Personnel. Hospitals shall ensure: 

(a) Twenty-four hour per day on-site or phone availabil- 
ity of: 

(i) Pathology services provided by a physician, ` 

(ii) Appropriate technical consultation services. 

(b) Appropriately trained personnel to perform each lab- 
oratory procedure. 

(3) Quality control. 

(a) Laboratories shall perform satisfactorily in a profi- 
ciency testing program approved by the department. 

(b) Each hospital shall maintain a quality control pro- 
gram related to all tests on biological specimens including: 

(i) Maintenance of current procedure manuals; 

(ii) Functional verification, calibration, and preventive 
maintenance of instruments and equipment; 

(iii) Demonstration of accuracy and precision of test 
results; and 

(iv) Appropriate documentation. 

(c) Hospitals shall establish and maintain: 

(i) A timely, appropriate review of all test results, and 

(ii) Quality control records. 

(4) Facilities. Hospitals shall provide: 

(a) Emergency power with sufficient outlets for blood 
bank refrigerators and other testing procedure equipment, 

(b) Protection from power line voltage disturbance in 
certain electronic equipment, as necessary. 

(c) Adequate space for: 

(i) Patient safety; 

(ii) Storage of materials, equipment, and supplies; 

(iii) Electrical support functions; and 

(iv) Performance and equipment associated with labora- 
tory testing procedures. 

(d) À signal to a staffed area from the blood refrigerator 
alarm. 

(5) Reports and records. Hospitals shall: 

(a) Make reports of test results available to appropriate 
authorized persons in a timely fashion, and 
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(b) Maintain a system for two-year retention and 
retrieval of laboratory test results and quality control records. 


[Statutory Authority: RCW 43.70.040. 91-02-049 (Order 121), recodified as 
$ 246-318-99910, filed 12/27/90, effective 1/31/91. Statutory Authority: 
RCW 70.41.030, 87-24-038 (Order 2560), $ 248-18-99910, filed 11/25/87.] 


Chapter 246-322 WAC 
PRIVATE PSYCHIATRIC AND ALCOHOLISM 


HOSPITALS 

WAC 

246-322-010 Definitions. 

246-322-020 Licensure—Initial, renewal, modifications. 

246-322-025 Responsibilities and rights—Licensee and department. 

246-322-030 Criminal history, disclosure, and background inquiries. 

246-322-035 Policies and procedures. 

246-322-040 Governing body and administration. 

246-322-050 Staff. 

246-322-060 HIV/AIDS education and training. 

246-322-100 Infection control. 

246-322-120 Physical environment. 

246-322-140 Patient living areas. 

246-322-150 Clinical facilities. 

246-322-160 Bathrooms, toilet rooms and handwashing sinks. 

246-322-170 Patient care services. 

246-322-180 Patient safety and seclusion care. 

246-322-190 Provisions for patients with tuberculosis. 

246-322-200 Clinical records. 

246-322-210 Pharmacy and medication services. 

246-322-220 Laboratory services. 

246-322-230 Food and dietary services. 

246-322-240 Laundry. 

246-322-250 Construction. 

246-322-500 Exemptions. 

246-322-990 Private psychiatric hospital fees. 

DISPOSITION OF SECTIONS FORMERLY 

CODIFIED IN THIS CHAPTER 

246-322-001 Purpose and scope. [Statutory Authority: Chapter 71.12 
RCW and RCW 43.60.040. 95-22-012, $ 246-322-001, 
filed 10/20/95, effective 11/20/95.] Repealed by 97-20- 
101, filed 9/29/97, effective 10/30/97. Statutory 
Authority: RCW 43.70.040. 

246-322-070 Patient care services. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
322-070, filed 12/27/90, effective 1/31/91. Statutory 
Authority: Chapter 71.12 RCW. 82-23-003 (Order 
1898), 5 248-22-021, filed 11/4/82. Statutory Author- 
ity; RCW 43.20.050. 81-02-004 (Order 205), $ 248-22- 
021, filed 12/30/80.] Repealed by 95-22-012, filed 
10/20/95, effective 11/20/95. Statutory Authority: 
Chapter 71.12 RCW and RCW 43.60.040. 

246-322-080 Food and dietary services. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as $ 246- 
322-080, filed 12/27/90, effective 1/31/91. Statutory 
Authority: Chapter 71.12 RCW. 82-23-003 (Order 
1898), 8 248-22-026, filed 11/4/82. Statutory Author- 
ity: RCW 43.20.050. 81-02-004 (Order 205), 8 248-22- 
026, filed 12/30/80.] Repealed by 95-22-012, filed 
10/20/95, effective 11/20/95. Statutory Authority: 
Chapter 71.12 RCW and RCW 43.60.040. 

246-322-090 Pharmaceutical services. [Statutory Authority: RCW 
43.70.040. 91-02-049 (Order 121), recodified as 8 246- 
322-090, filed 12/27/90, effective 1/31/91. Statutory 
Authority: Chapter 71.12 RCW. 82-23-003 (Order 
1898), § 248-22-031, filed 11/4/82. Statutory Author- 
ity: RCW 43.20.050. 81-02-004 (Order 205), 8 248-22- 
031, filed 12/30/80.] Repealed by 95-22-012, filed 
10/20/95, effective 11/20/95. Statutory Authority: 
Chapter 71.12 RCW and RCW 43.60.040. 

246-322-110 Clinical records. [Statutory Authority: RCW 43.70.040. 


91-02-049 (Order 121), recodified as 8 246-322-110, 
filed 12/27/90, éffective 1/31/91. Statutory Authority: 
Chapter 71.12 RCW. 82-23-003 (Order 1898), $ 248- 
22-041, filed 11/4/82. Statutory Authority: RCW 
43.20.050. 81-02-004 (Order 205), § 248-22-041, filed 
12/30/80.] Repealed by 95-22-012, filed 10/20/95, 
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